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Introduction 


The 1983 edition of the Nationai Semiconductor Interface/ 
Bipolar LSI / Bipolar Memory / Programmable Logic 
Databook is the most comprehensive available. It con- 
tains complete specifications on these high technology 
products, as well as applications information, product 
selection and cross reference guides. 


Quality and Reliability 

As electronic systems become more and more complex, 
the need for consistently high quality integrated circuits 
becomes increasingly important. Having recognized this 
need as far back as the 1970s, National Semiconductor in- 
itiated a unique, company-wide Quality Improvement Pro- 
gram. The results have been dramatic and, we believe, 
unmatched in this industry. Over the years, National has 
regularly been named by many major customers as “Qual- 
ity Manufacturer of the Year.” We are proud of our suc- 
cess, which sets a standard for others to achieve. And yet 
our quest for perfection is ongoing, so that customers can 
continue to rely on National Semiconductor integrated cir- 
cuits and products in their system designs. 
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Einfiihrung 

Die 1983er Ausgabe des National Semiconductor Inter- 
face/Bipolar LSI/Bipolar Memory/Programmable Logic 
Datenbuches 1st die umfassendste Ausgabe die jemals 
zur verfiigung stand. Sie beinhaltet komplette Spezifika- 
tionen dieser hochtechnologischen Produkte so wie 
Angaben iiber Anwendungsmbglichkeiten, Produktselek- 
tion und Referenziisten. 


Qualitat und Zuveriassigkeit 

Mit derzunehmenden Komplexitat derelektronischen Sys- 
tems wird die Notwendigkeit integriete Schaltungen mit 
hoher Qualitat immer wichtiger. Dies bereits in den 70iger 
Jahren erkannt, entwickelte National Semiconductor ein 
einmaliges, firmenweites “Qualitatsverbesserungspro- 
gramm”. Die damit von National Semiconductor erreich- 
ten Ergebnisse sind bis heute— wie wir glauben— uner- 
reicht. Wahrend der letzten Jahre wurde National 
Semiconductor regelmassig als “Qualitatshersteller Nr 
1” bewertet. Auf diesen Erfolg sind wir stolz. Er setzt neue 
Mass-Stabe fiir die Industrie. Und doch gehen unsere 
Austrengungen zu immer hoheren Perfektion welter, so 
dass sich unsere Kunden auch in Zukunft auf National 
Semiconductor’s integriete Schaltungen und Produkte in 
ihren Systemen absolut verlassen konnen. 


L’edition 1983 du catalogue National Semiconductor 
Interface/Bipolar LSI/Bipolar Memory/Programmable 
Logic est le plus accessible des catalogues disponibles. 
Le contenu de cette §dition spScifie compiStement ces 
produits a technologie de points et dgcrit des examples 
d’application, plus une selection de produits avec une 
lists de correspondance. 

Qualite et Fiabiiite 

La complexite croissants des systemes electroniques 
demands des circuits integres de plus en plus haute qual- 
ite. Conscient de ce besoin des les annees 70 National 
Semiconductor fut a I’origine d’un programme unique ac- 
centuant la qualite de tous ses produits. Les resultats 
furent spectaculaires et inegales. Depuis National 
Semiconductor a regu la distinction pour la qualite de ses 
produits de la part de ses clients. Nous sommes tiers de 
ce succes qui force les autres ^ suivre nos standarts. 
Notre recherche de la perfection se poursuit apportant la 
confiance pour nos clients en nos produits et leur utilisa- 
tion pour leurs systSmes. 
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TRADEMARKS 


Following is the most current list of National Semiconductor Corporation’s trademarks and registered trademarks. 


Abuseable™ 

M^CMOS™ 

SERIES/800™ 

Anadig™ 

Macrocomponent^'^ 

SPIRE™ 

Auto-Chem Deflasher™ 

Microbus™ data bus (adjective) 

Starlink™ 

BI-FET™ 

microCMOS™ 

STARPLEX™ 

BLC/BLX™ 

MICROWIRE™ 

STARPLEX II™ 

CIM™ 

MICRO-DAC™ 

SuperChip™ 

Cl M BUS™ 

MST™ 

SYS-16™ 

CIM-BD™ 

Nitride Plus™ 

TAPE-PAK™ 

CIM-XXX™ 

Nitride Plus Oxide™ 

Trapezoidal™ 

COPS™ microcontrollers 

NSC800™ 

TRI-CODE™ 

DIB™ 

NS16000™ 

TRI-POLYTm 

DIGITALKER™ 

NSX-16™ 
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E-Z-LINK™ 
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883B/RETS™ 

HEX 3000™ 

Polycraft^^ 

883S/RETS™ 

ISE™ 

POSitalker™ 

The National Anthem' 

Integral ISE™ 

QUAD3000™ 

Datachecker® 

Intelisplay™ 

RAr 

Maxi-ROM® 

ISE-16™ 

Shelf-Chek™ 

TRI-STATE® 


PAL® and PALASM® are registered trademarks of Monolithic Memories, Inc. 
VAX® is a registered trademark of Digital Equipment Corp. 


LIFE SUPPORT POLICY 

NATIONAL’S PRODUCTS ARE NOT AUTHORIZED FOR USE AS CRITICAL COMPONENTS IN LIFE SUPPORT DEVICES 
OR SYSTEMS WITHOUTTHE EXPRESS WRITTEN APPROVALOFTHEPRESIDENTOFNATIONALSEMICONDUCTOR 
CORPORATION. As used herein: 

1. Life support devices or systems are devices or systems 2. A critical component is any component of a life support 
which, (a) are intended for surgical implant into the device or system whose failure to perform can be rea- 

body, or (b) support or sustain life, and whose failure to sonably expected to causethe failureof the life support 

perform, when properly used in accordance with in- deviceorsystem,ortoaffectitssafetyoreffectiveness. 
structions for use provided in the labeling, can be rea- 
sonably expected to result in a significant injury to the 
user. 


National Semiconductor Corporation 2900 Semiconductor Drive Santa Clara, California 95051 Tel: (408) 721-5000 TWX: (910) 339-9240 

National does not assume any responsibility tor use of any circuitry described, no circuit patent licenses are implied, and National reserves the right, at any time without notice, to change said circuitry or specifications. 
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4-Bit Up/Down Counter with Shift 24-221 

ALU Accumulator 24-223 

Physical Dimensions a-i 
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Alpha-Numerical Index 

App Brief 1 DP8408, DP8409 Application Hints 7-65 

App Brief 2 Memory Systems with ECC Using the DP8400 7-191 

App Brief 9 DP8408/9 Fastest DRAM Access Mode 7-66 

AN-22 Integrated Circuits for Digital Data Transmission 1-123 

AN-76 Applying Modern Clock Drivers to MOS Memories 6-88 

AN-84 Driving 7-Segment Gas Discharge Display Tubes with 

National Semiconductor Circuits 5-169 

AN-99 Driving 7-Segment LED Displays with National Semiconductor 

Circuits 5-173 

AN-108 Transmission Line Characteristics 1-139 

AN-199 A Low Component Count Video Data Terminal Using 

the DP8350 CRT Controller and the INS8080 CPU 5-30 

AN-203 Bit Slice Microprocessor Design Takes a Giant Step Forward with 

“Schottky-Coupled-Logic” Circuits 23-93 

AN-212 Graphics Using the DP8350 Series of CRT Controllers 5-44 

AN-213 Safe Operating Areas for Peripheral Drivers 3-68 

AN-214 Transmission Line Drivers and Receivers for EIA Standards 

RS-422 and RS-423 1-145 

AN-216 Summary of Electrical Characteristics of Some Well Known 

Digital Interface Standards 1-155 

AN-217 High-Speed Bit Slice Microsequencing Design 23-105 

AN-230 Fine Tuning the ALU Carry Path 23-112 

AN-243 Graphics/Alphanumerics Systems Using the DP8350 5-48 

AN-259 DS3662— The Bus Optimizer 2-33 

AN-270 Software Design for a High Speed (38.4 kbaud) Data Terminal 5-76 

AN-302 The DP8400 Family of Memory Interface Circuits 7-3 

AN-305 Precautions to Take When Driving Memories 7-68 

AN-306 Expanding the Versatility of the DP8400 7-104 

AN-308 DP8400S in 64-Bit Expansion , 7-116 

AN-309 Interfacing the DP8408/09 to Various Microprocessors 7-177 

AN-334 LSI Components for Winchester Disk Drives and Controllers 10-3 

AN-335 Digital PLL Synthesis 11-40 

AN-336 Understanding Integrated Circuit Package Power Capabilities 12-11 

AN-337 Reducing Noise on Microcomputer Buses 2-40 

DM10414 256 X 1 ECL Random Access Memory 22-32 

DM10414A256X 1 ECL Random Access Memory 22-32 

DM10415 1024 X 1 ECL Random Access Memory 22-37 

DM10415A 1024 X 1 ECL Random Access Memory 22-37 

DM10422 1024-Bit (256X4) ECL RAM 22-42 

DM10422A 1024-Bit (256x4) ECL RAM 22-45 

DM10470 Standard 4096-Bit (4096x1) ECL RAM 22-48 

DM 10470A High Speed 4096-Bit (4096x1) ECL RAM., 22-48 

DM 10470L Low Power 4096-Bit (4096x1) ECL RAM 22-48 

DM1 0474 (1 024 x 4) 4096-Bit, 1 0k ECL RAM 22-53 

DM10474A (1024x4) 4096-Bit, 10k ECL RAM 22-53 

DM10900 8-Bit Parity ALU Slice ■. . . . 23-62 

DM54S1 88 (32 x 8) 256-Bit TTL PROM 21-6 

DM54S189 64-Bit (16x4) TRI-STATE RAM 22-3 

DM54S189A High Speed 64-Bit TRI-STATE RAM 22-3 

DM54S287 (256 x 4) 1024-Bit TTL PROM 21-8 

DM54S288 (32 x 8) 256-Bit TTL PROM 21-6 

DM54S289 64-Bit Open-Collector RAM 22-3 
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Alpha-Numerical Index (Continued) 

DM54S387 (256 X 4) 1024-Bit TTL PROM 21-8 

DM54LS471 (256 X 8) 2048-Bit TTL PROM 21-12 

DM54S472 (512 x 8) 4096-Bit TTL PROM 21-14 

DM54S472A (512x8) 4096-Bit TTL PROM 21-14 

DM54S472B (512x8) 4096-Bit TTL PROM 21-14 

DM54S473 (512 x 8) 4096-Bit TTL PROM 21-14 

DM54S473A (512 x 8) 4096-Bit TTL PROM 21-14 

DM54S474 (512x8) 4096-Bit TTL PROM 21-16 

DM54S474A (512 x 8) 4096-Bit TTL PROM 21-16 

DM54S474B (512 x 8) 4096-Bit TTL PROM 21-16 

DM54S475 (512x8) 4096-Bit TTL PROM 21-16 

DM54S475A (51 2x8) 4096-Bit TTL PROM 21-16 

DM54S570 (512 x 4) 2048-Bit TTL PROM 21-10 

DM54S570A (512 x 4) 2048-Bit TTL PROM 21-10 

DM54S571 (512 x 4) 2048-Bit TTL PROM 21-10 

DM54S571A (512x4) 2048-Bit TTL PROM 21-10 

DM54S571B (512x4) 2048-Bit TTL PROM 21-10 

DM54S572 (1024 x 4) 4096-Bit TTL PROM 21-22 

DM54S572A (1024 x 4) 4096-Bit TTL PROM 21-22 

DM54S573 (1024 X 4) 4096-Bit TTL PROM 21-22 

DM54S573A (1024x4) 4096-Bit TTL PROM '. . 21-22 

DM54S573B (1024 x 4) 4096-Bit TTL PROM 21-22 

DM74S188 (32x8) 256-Bit TTL PROM 21-6 

DM74S189 64-Bit (16 X 4) TRi-STATE RAM 22-3 

DM74S189A High Speed 64-Bit TRI-STATE RAM 22-3 

DM74S287 (256 x 4) 1024-Bit TTL PROM 21-8 

DM74S288 (32 x 8) 256-Bit TTL PROM 21-6 

DM74S289 64-Bit Open-Collector RAM 22-3 

DM74S387 (256 x 4) 1024-Bit TTL PROM 21-8 

DM74LS471 (256 X 8) 2048-Bit TTL PROM 21-12 

DM74S472 (512 x 8) 4096-Bit TTL PROM 21-14 

DM74S472A (512 X 8) 4096-Bit TTL PROM 21-14 

DM74S472B (512 x 8) 4096-Bit TTL PROM 21-14 

DM74S473 (512x8) 4096-Bit TTL PROM 21-14 

DM74S473A (512 x 8) 4096-Bit TTL PROM 21-14 

DM74S474 (512x8) 4096-Bit TTL PROM 21-16 

DM74S474A (512 X 8) 4096-Bit TTL PROM 21-16 

DM74S474B (512 x 8) 4096-Bit TTL PROM 21-16 

DM74S475 (512x8) 4096-Bit TTL PROM 21-16 

DM74S475A (512 X 8) 4096-Bit TTL PROM 21-16 

DM74S570 (512 X 4) 2048-Bit TTL PROM , 21-10 

DM74S570A (512 X 4) 2048-Bit TTL PROM 21-10 

DM74S571 (512 x 4) 2048-Bit TTL PROM 21-10 

DM74S571A (512 x 4) 2048-Bit TTL PROM 21-10 

DM74S571B (512x4) 2048-Bit TTL PROM 21-10 

DM74S572 (1024x4) 4096-Bit TTL PROM 21-22 

DM74S572A (1024 X 4) 4096-Bit TTL PROM 21-22 

DM74S573 (1024x4) 4096-Bit TTL PROM 21-22 

DM74S573A (1 024 X 4) 4096-Bit TTL PROM 21-22 

DM74S573B (1024 X 4) 4096-Bit TTL PROM 21-22 

DM75S06 Open-Collector Non-Inverting, 64-Blt (16x4) RAM 22-10 

DM75S07 TRI-STATE Non-Inverting, 64-Blt (16 x 4) RAM 22-10 
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Alpha-Numerical Index (Continued) 

DM75S07A High Speed TRI-STATE Non-Inverting, 64-Bit (16 x 4) RAM 22-10 

DM75S68 16x4 Edge Triggered Register 22-24 

DM76S64 Bipolar Character Generator 21-44 

DM76S128 Bipolar Character Generator 21-24 

DM77SR25 (512 X 8) 4k-Bit Registered TTL PROM 21-20 

DM77SR25B (512x8)4k-Bit Registered TTL PROM 21-20 

DM77S180 (1024x8) 8192-Bit TTL PROM 21-24 

DM77LS181 (1024x8) 8192-Bit TTL PROM 21-26 

DM77S181 (1024x8) 8192-Bit TTL PROM 21-24 

DM77S181A (1024x8) 8192-Bit TTL PROM 21-24 

DM77SR181 (1024 X 8) 8k-Bit Registered TTL PROM 21-28 

DM77S184 (2048 x 4) 8192-Bit TTL PROM 21-30 

DM77S185 (2048x4) 8192-Bit TTL PROM 21-30 

DM77S185A (2048x4) 8192-Bit TTL PROM 21-30 

DM77S185B (2048x4) 8192-Bit TTL PROM 21-30 

DM77S190(2048x8) 16, 384-Bit TTL PROM. 21-32 

DM77S190A (2048 X 8) 16,384-Bit TTL PROM 21-32 

DM77S190B (2048 X 8) 16,384-Bit TTL PROM 21-32 

DM77S191 (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM77S1 91 A (2048x8) 16, 384-Bit TTL PROM 21-32 

DM77S191B (2048x8) 16,384-Bit TTL PROM 21-32 

DM77S195A (4096x4) 16,384-Bit TTL PROM 21-34 

DM77S195B (4096 X 4) 16,384-Bit TTL PROM 21-34 

DM77S280 (1024x8) 8192-Bit TTL PROM 21-24 

DM77S281 (1024x8) 8192-Bit TTL PROM 21-24 

DM77S281A (1024x8) 8192-Bit TTL PROM 21-24 

DM77S290 (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM77S290A (2048x8) 16,384-Bit TTL PROM 21-32 

DM77S290B (2048x8) 16,384-Bit TTL PROM . ! 21-32 

DM77S291 (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM77S291A (2048x8) 16,384-Bit TTL PROM 21-32 

DM77S291B (2048x8) 16,384-Bit TTL PROM 21-32 

DM77S321 (4096 x 8) 32,768-Bit TTL PROM 21-36 

DM77S321 A (4096 X 8) 32,768-Bit TTL PROM 21-36 

DM77S401 First-In, First-Out (FiFo) 64 x 4, 64 x 5 Serial Memories 22-16 

DM77S401 A First-In, First-Out (FiFo) 64 x 4, 64 x 5 Serial Memories 22-20 

DM77S402 First-In, First-Out (FiFo) 64x4, 64x5 Serial Memories 22-16 

DM77S402A First-In, First-Out (FiFo) 64 x 4, 64 x 5 Serial Memories 22-20 

DM77S421 (4096 x 8) 32,768-Bit TTL PROM 21-36 

DM77S421 A (4096 X 8) 32,768-Bit TTL PROM 21-36 

DM77SR474 (512 X 8) 4k-Bit Registered TTL PROM 21-18 

DM77SR474B (512 X 8) 4k-Bit Registered TTL PROM 21-18 

DM77SR476 (512 X 8) 4k-Bit Registered TTL PROM 21-20 

DM77SR476B (512 X 8) 4k-Bit Registered TTL PROM 21-20 

DM85S06 Open-Collector Non-Inverting, 64-Bit (16 x 4) RAM 22-10 

DM85S07 TRI-STATE Non-Inverting, 64-Bit (16 x 4) RAM 22-10 

DM85S07A High Speed TRI-STATE Non-Inverting, 64-Bit (16 x 4) RAM 22-10 

DM85S68 16x4 Edge Triggered Register 22-24 

DM86S64 Bipolar Character Generator 21-44 

DM86S128 Bipolar Character Generator 21-55 

DM87SR25 (512 X 8) 4k-Bit Registered TTL PROM 21-20 

DM87SR25B (51 2x8) 4k-Bit Registered TTL PROM 21-20 
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Alpha-Numerical Index (Continued) 

DM87S1 80 (1024 x 8) 81 92-Bit TTL PROM 21-24 

DM87LS181 (1024 X 8) 8192-Bit TTL PROM 21-26 

DM87S181 (1024 x 8) 8192-Bit TTL PROM 21-24 

DM87S181A (1024 x 8) 8192-Bit TTL PROM 21-24 

DM87SR181 (1024x8)8k-Bit Registered TTL PROM 21-28 

DM87S184 (2048x4) 8192-Bit TTL PROM 21-30 

DM87S185 (2048x4) 8192-Bit TTL PROM 21-30 

DM87S185A (2048x4) 8192-Bit TTL PROM 21-30 

DM87S185B (2048 x 4) 8192-Bit TTL PROM 21-30 

DM87S190 (2048 X 8) 16,384-Bit TTL PROM 21-32 

DM87S190A (2048x8) 16,384-Bit TTL PROM 21-32 

DM87S190B (2048 X 8) 16,384-Bit TTL PROM 21-32 

DM87S191 (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM87S191A (2048x8) 16,384-Bit TTL PROM 21-32 

DM87S191 B (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM87S195A (4096 x 4) 16,384-Bit TTL PROM 21-34 

DM87S195B (4096 x 4) 16,384-Bit TTL PROM 21-34 

DM87S280 (1024x8) 8192-Bit TTL PROM 21-24 

DM87S281 (1024 x 8) 8192-Bit TTL PROM 21-24 

DM87S281A (1024x8) 8192-Bit TTL PROM 21-24 

DM87S290 (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM87S290A (2048x8) 16,384-Bit TTL PROM 21-32 

DM87S290B (2048 x 8) 16,384-Bit TTL PROM 21-32 

DM87S291 (2048 X 8) 16,384-Bit TTL I^ROM 21-32 

DM87S291A (2048 X 8) 16,384-Bit TTL PROM 21-32 

DM87S291B (2048x8) 16,384-Bit TTL PROM 21-32 

DM87S321 (4096 X 8) 32,768-Bit TTL PROM 21-36 

DM87S321 A (4096 x 8) 32,768-Bit TTL PROM 21-36 

DM87S401 First-in, First-Out (FiFo) 64 x 4, 64 x 5 Seriai Memories 22-16 

DM87S4dlA First-in, First-Out (FiFo) 64x4, 64x5 Seriai Memories 22-20 

DM87S402 First-In, First-Out (FiFo) 64 x 4, 64 x 5 Serial Memories 22-16 

DM87S402A First-In, First-Out (FiFo) 64 X 4, 64 X 5 Serial Memories 22-20 

DM87S421 (4096 X 8) 32,768-Bit TTL PROM 21-36 

DM87S421A (4096x8) 32,768-Bit TTL PROM 21-36 

DM87SR474 (512 X 8) 4k-Blt Registered TTL PROM 21-18 

DM87SR474B (512 x 8) 4k-Bit Registered TTL PROM 21-18 

DM87SR476 (512 X 8) 4k-Bit Registered TTL PROM 21-20 

DM87SR476B (512 x 8) 4k-Bit Registered TTL PROM 21-20 

DP-XXX Advanced Graphic CRT Controller, AGCRTC 5-104 

DP7303 8-Blt TRI-STATE Bidirectional Transceiver 2-5, 2-6 

DP7304B 8-Bit TRI-STATE Bidirectional Transceiver 2-5,2-11 

DP7307 8-Blt TRI-STATE Bidirectional Transceiver 2-5, 2-16 

DP7308 8-Blt TRI-STATE Bidirectional Transceiver 2-5, 2-20 

DP7310 Octal Latched Peripheral Drivers 3-4 

DP7311 Octal Latched Peripheral Drivers 3-4 

DP8212 8-Bit Input/Output Port 8-4 

DP8212M 8-Bit Input/Output Port 8-4 

DP82164-Blt Bidirectional Bus Transceiver . ! 8-11 

DP8216M 4-Bit Bidirectional Bus Transceiver 8-11 

DP8224 Clock Generator and Driver 8-1 6 

DP8226 4-Bit Bidirectional Bus Transceiver 8-11 

DP8226M 4-Bit Bidlrectiorial Bus Transceiver 8-11 
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Alpha-Numerical Index (Continued) 

DP8228 System Controller and Bus Driver 8-22 

DP8228M System Controller and Bus Driver 8-22 

DP8238 System Controller and Bus Driver 8-22 

DP8238M System Controller and Bus Driver 8-22 

DP8303 8-Bit TRI-STATE Bidirectional Transceiver 2-5, 2-6 

DP8304B 8-Bit TRI-STATE Bidirectional Transceiver 2-5, 2-1 1 

DP8307 8-Bit TRI-STATE Bidirectional Transceiver 2-5, 2-16 

DP8308 8-Bit TRI-STATE Bidirectional Transceiver 2-5, 2-20 

DP8310 Octal Latched Peripheral Drivers 3-4 

DP831 1 Octal Latched Peripheral Drivers 3-4 

DP8340 Serial Bi-Phase Transmitter/Encoder 9-3 

DP8341 Seriai Bi-Phase Receiver/Decoder 9-12 

DP8342 High-Speed Serial Transmitter/Encoder 9-23 

DP8343 High-Speed Serial Receiver/Decoder 9-32 

DP8350 Series CRT Controllers 5-6 

DP8400 E^C^ Expandable Error Checker and Corrector 7-72 

DP8408 Dynamic RAM Controlier/Driver 7-26 

DP8409 Multi-Mode Dynamic RAM Controller/Driver 7-43 

DP8419 High Speed Dynamic RAM Controiler/Driver 7-64 

DP8460 Data Separator 10-10 

DP8464 Disk Pulse Detector 10-31 

DP8466 Disk Data Controller 10-34 

DP8480 10k ECL to TTL Level Translator with Latch 4-4 

DP8481 TTL to 10k ECL Level Translator with Latch 4-7 

DP8482 100k ECL to TTL Level Translator with Latch 4-10 

DP8483 TTL to 100k ECL Levei Translator with Latch 4-13 

DP84240 Octal TRI-STATE MOS Driver 7-15 

DP84244 Octal TRI-STATE MOS Driver 7-15 

DP84300 Programmabie Refresh Timer 7-139 

DP84312 Dynamic RAM Controller Interface Circuit for the NS16032 CPU . 7-144 

DP84322 Dynamic RAM Controller Interface Circuit for the 68000 CPU 7-152 

DP84332 Dynamic RAM Controlier interface Circuit for the 8086 

and 8088 CPUs 7-167 

DS0025CTWO Phase MOS Ciock Driver 6-4 

DS0026 5 MHz Two Phase MOS Clock Driver 6-7 

DS0056 5 MHz Two Phase MOS Clock Driver 6-7 

DS1488 Quad Line Driver 1-7 

DS1489Quad Line Receiver 1-10 

DS1489A Quad Line Receiver 1-10 

DS1603 Duai Line Receiver 1-25 

DS1611 Dual Peripheral Driver 3-11 

DS1612 Dual Peripheral Driver 3-11 

DS1613 Dual Peripheral Driver 3-11 

DS1614 Dual Peripheral Driver 3-11 

DS1617 Bubble Memory Sense Amplifier 6-17 

DS1628 Octal TRI-STATE MOS Driver 6-24 

DS1630 Hex CMOS Compatible Buffer 4-16 

DS1631 CMOS Dual Peripheral Driver 3-24 

DS1632 Dual Peripheral Driver 3-24 

DS1633 Dual Peripheral Driver 3-24 

DS1634 Dual Peripheral Driver 3-24 

DS1644 Quad TTL-to-MOS Clock Driver 6-27 




Alpha-Numerical Index (Continued) 

DS1645 Hex TRI-STATE TTL-to-MOS Latch/Driver 6-30 

DS1647 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS1648 TRI-STATE TTL-to-MOS Multiplexer/Driver 6-41 

DS1649 Hex TRI-STATE TTL-to-MOS Driver 6-46 

DS1650 Quad Differential Line Receiver 1-31 

DS1651 Quad High Speed MOS Sense Amplifier 6-49 

DS1652 Quad Differential Line Receiver 1-31 

DS1653 Quad High Speed MOS Sense Amplifier 6-49 

DS1671 Bootstrapped Two Phase MOS Clock Driver 6-55 

DS1674 Quad TTL-to-MOS Clock Driver 6-27 

DS1675 Hex TRI-STATE TTL-to-MOS Latch/Driver 6-30 

DS1677 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS1678 TRI-STATE TTL-to-MOS Multiplexer/Driver 6-41 

DS1679 Hex TRI-STATE TTL-to-MOS Driver 6-46 

DS1687 Negative Voltage Relay Driver 3-49 

DS1691A(RS-422/RS-423) Line Driver with TRI-STATE 1-37 

DS1692 TRI-STATE Differential Line Driver 1-42 

DS16147 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS16149 Hex MOS Driver 6-62 

DS16177 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS16179 Hex MOS Driver 6-62 

DS26LS31C Quad High Speed Differential Line Driver. 1-12 

DS26LS31M Quad High Speed Differential Line Driver 1-12 

DS26LS32C Quad Differential Line Receiver . . 1-15 

DS26LS32AC Quad Differential Line Receiver 1-15 

DS26LS32M Quad Differential Line Receiver ... 1-15 

DS26LS33C Quad Differential Line Receiver 1-15 

DS26LS33AC Quad Differential Line Receiver 1-15 

DS26LS33M Quad Differential Line Receiver 1-15 

DS26S10 Quad Bus Transceiver 2-24 

DS26S11 Quad Bus Transceiver ... i 2-24 

DS3245 Quad MOS Clock Driver 6-14 

DS3486 Quad RS-422, RS-423 Line Receiver 1-18 

DS3487 Quad TRI-STATE Line Driver 1-22 

DS3587 Quad TRI-STATE Line Driver 1-22 

DS3603 Dual Line Receiver 1-25 

DS3611 Dual Peripheral Driver 3-11 

DS3612 Dual Peripheral Driver 3-11 

DS3613 Dual Peripheral Driver 3-11 

DS3614 Dual Peripheral Driver 3-11 

DS361 6 Bubble Memory Coll Driver 3-17 

DS3617 Bubble Memory Sense Amplifier 6-17 

DS3628 Octal TRI-STATE MOS Driver 6-24 

DS3630 Hex CMOS Compatible Buffer 4-16 

DS3631 CMOS Dual Peripheral Driver 3-24 

DS3632 CMOS Dual Peripheral Driver 3-24 

DS3633 CMOS Dual Peripheral Driver 3-24 

DS3634 CMOS Dual Peripheral Driver 3-24 

DS3644 Quad TTL-to-MOS Clock Driver 6-27 

DS3645 Hex TRI-STATE TTL-to-MOS Latch/Driver 6-30 

DS3647 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS3648 TRI-STATE TTL-to-MOS Multiplexer/DrIver 6-41 



Alpha-Numerical Index (Continued) 

DS3649 Hex TRI-STATE TTL-to-MOS Driver 6-46 

DS3650 Quad Differential Line Receiver 1-31 

DS3651 Quad High Speed MOS Sense Ampiifier 6-49 

DS3652 Quad Differentiai Line Receiver 1-31 

DS3653 Quad High Speed MOS Sense Ampiifier 6-49 

DS3654 Printer Soienoid Driver 3-29 

DS3656 Quad Peripherai Driver 3-33 

DS3658 Quad High Current Peripherai Driver 3-35 

DS3662 Quad High Speed Trapezoidai Bus Transceiver 2-29 

DS3666 IEEE-488 G PI B Transceiver 2-48 

DS3667 TRI-STATE Bidjrectionai Transceiver 2-56 

DS3668 Quad High Current Peripherai Driver 3-38 

DS3669 Quad High Current Peripherai Driver 3-41 

DS3671 Bootstrapped Two Phase MOS Ciock Driver 6-55 

DS3674 Quad TTL-to-MOS Ciock Driver 6-27 

DS3675 Hex TRI-STATE TTL-to-MOS Latch/Driver 6-30 

DS3677 Quad TRi-STATE MOS Memory i/0 Register 6-35 

DS3678 TRI-STATE TTL-to-MOS Multiplexer/Driver 6-41 

DS3679 Hex TRI-STATE TTL-to-MOS Driver 6-46 

DS3680 Quad Negative Voltage Relay Driver 3-44 

DS3685 Hex TRI-STATE Latch 6-59 

DS3686 Dual Positive Voltage Relay Driver 3-47 

DS3687 Negative Voltage Relay Driver 3-49 

DS3691 (RS-422/RS-423) Line Driver with TRI-STATE 1-37 

DS3692 TRI-STATE Differential Line Driver 1-42 

DS3695 Differential TRI-STATE Bus/Line Transceiver 1-47 

DS3696 Differential TRI-STATE Bus/Line Transceiver 1-47 

DS3697 Differential TRI-STATE Bus/Line Transceiver/Repeater 1-47 

DS3698 Differential TRI-STATE Bus/Line Transceiver/Repeater 1-47 

DS36147 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS36149 Hex MOS Driver 6-62 

DS36177 Quad TRI-STATE MOS Memory I/O Register 6-35 

DS36179 Hex MOS Driver 6-62 

DS7640 Quad NOR Unified Bus Receiver 2-68 

DS7641 Quad Unified Bus Transceiver 2-70 

DS78C20 Dual CMOS Compatible Differential Line Receiver 1-98 

DS78C120 Dual CMOS Compatible Differential Line Receiver 1-109 

DS78L12 Hex TTL-MOS Inverter/Interface Gate 4-25 

DS78LS120 Dual Differential Line Receiver (Noise Filtering and Fail-Safe) 1-116 

DS7800 Dual Voltage Level Translator 4-19 

DS7810 Quad 2-Input TTL-MOS Interface Gate 4-22 

DS7811 Quad 2-Input TTL-MOS Interface Gate 4-22 

DS7812 Hex TTL-MOS Inverter 4-22 

DS7819 Quad 2-Input TTL-MOS AND Gate 4-27 

DS7820 Dual Line Receiver 1-91 

DS7820A Dual Line Receiver 1-94 

DS7830 Dual Differential Line Driver 1-101 

DS7831 Dual TRI-STATE Line Driver 1-104 

DS7832 Dual TRI-STATE Line Driver. 1-104 

DS7833 Quad TRI-STATE Bus Transceiver 2-75 

DS7834 Quad TRI-STATE Bus Transceiver 2-79 

DS7835 Quad TRI-STATE Bus Transceiver 2-75 
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Alpha-Numerical Index (Continued) 

DS7836 Quad NOR Unified Bus Receiver , 2-83 

DS7837 Hex Unified Bus Receiver 2-85 

DS7838 Quad Unified Bus Transceiver 2-87 

DS7839 Quad TRI-STATE Bus Transceiver 2-79 

DS7880 High Voltage 7-Segment Decoder/Driver 5-149 

DS7889 8-Segment High Voltage Cathode Driver (Active-High Inputs) 5-160 

DS7897A 8-Digit High Voltage Anode Driver (Active-Low Inputs) 5-160 

DS8T26A 4-Bit Bidirectional Bus Transceiver 2-89 

DS8T26AM 4-Blt Bidirectional Bus Transceiver 2-89 

DS8T28 4-Bit Bidirectional Bus Transceiver 2-89 

DS8T28M 4-Bit Bidirectional Bus Transceiver 2-89 

DS8614 130/225 MHz Low Power Dual Modulus Prescdler 11-23 

DS8615 130/225 MHz Low Power Dual Modulus Prescaler 11-23 

DS8616 130/225 MHz Low Power Dual Modulus Prescaler 11-23 

DS8617 130/225 MHz Low Power Dual Modulus Prescaler 11-23 

DS8621 275 MHz/1.2 GHz VHF/UHF Prescaler 11-33 

DS8622 500 MHz/1.2 GHz Dual Modulus VHF/UHF Prescaler 11-36 

DS8626 120 MHz Divide-by-40 Prescaler 11-27 

DS8627 130/225 MHz Low Power Prescaler 11-30 

DS8628 130/225 MHz Low Power Prescaler 11-30 

DS8629 120 MHz Divide-by-100 Prescaler 11-27 

DS8640 Quad NOR Unified Bus Receiver 2-68 

DS8641 Quad Unified Bus Transceiver 2-70 

DS8642 Quad Transceiver 2-72 

DS8654 8-Output Display Driver (LED, VF, Thermal Printer) 5-113 

DS8656 Diode Matrix ' 5-113 

DS8664 14-Digit Decoder/Driver with Low Battery Indicator 5-117 

DS8666 14-Dlgit Decoder/Driver 5-120 

DS8669 2-Digit BCD-to-7-Segment Decoder/Driver 5-123 

DS8692 Printing Calculator Interface Set 5-126 

DS8693 Printing Calculator Interface Set 5-126 

DS8694 Printing Calculator Interface Set 5-126 

DS88C20 Dual CMOS Compatible Differential Line Receiver 1-98 

DS88C120 Dual CMOS Compatible Differential Line Receiver 1-109 

DS88L12 Hex TTL-MOS Inverter/Interface Gate ■. 4-25 

DS88LS120 Dual Differential Line Receiver (Noise Filtering and Faii-Safe) 1-116 

DS8800 Dual Voltage Level Translator 4-19 

DS8810 Quad 2-Input TTL-MOS Interface Gate 4-22 

DS8811 Quad 2-Input TTL-MOS Interface Gate 4-22 

DS8812 Hex TTL-MOS Inverter 4-22 

DS8819 Quad 2-Input TTL-MOS AND Gate 4-27 

DS8820 Dual Line Receiver 1-91 

DS8820A Dual Line Receiver 1-94 

DS8830 Dual Differential Line Driver 1-101 

DS8831 Dual TRI-STATE Line Driver 1-104 

DS8832 Dual TRI-STATE Line Driver. 1-104 

DS8833 Quad TRI-STATE Bus Transceiver 2-75 

DS8834 Quad TRI-STATE Bus Transceiver 2-79 

DS8835 Quad TRI-STATE Bus Transceiver 2-75 

DS8836 Quad NOR Unified Bus Receiver 2-83 

DS8837 Hex Unified Bus Receiver ’. 2-85 

DS8838 Quad Unified Bus Transceiver 2-87 
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Alpha-Numerical Index (Continued) 

DS8839 Quad TRI-STATE Bus Transceiver 2-79 

DS8859A Open Collector Hex Latch LED Driver 5-133 

DS8861 MOS-to-LED 5-Segment Driver 5-136 

DS8863 MOS-to-LED 8-Digit Driver 5-136 

DS8867 8-Segment Constant Current Driver 5-139 

DS8869A Open Collector Hex Latch LED Driver 5-133 

DS8870 Hex LED Digit Driver 5-141 

DS8871 Saturating LED Cathode Driver 5-143 

DS8872 Saturating LED Cathode Driver 5-143 

DS8873 Saturating LED Cathode Driver 5-143 

DS8874 9-Digit Shift Input LED Driver 5-145 

DS8877 6-Digit LED Driver 5-147 

DS8880 High Voltage 7-Segment Decoder/Driver 5-149 

DS8881 Vacuum Fluorescent Display Driver 5-152 

DS8884A High Voltage Cathode Decoder/Driver 5-156 

DS8885 MOS-to-High Voltage Cathode Buffer 5-158 

DS8887 8-Digit High Voltage Anode Driver (Active-High Inputs) 5-160 

DS8889 8-Segment High Voltage Cathode Driver (Active-High Inputs) 5-160 

DS8891 A High Voltage Anode Driver (Active-Low Inputs) 5-164 

DS8897A 8-Digit High Voltage Anode Driver (Active-Low Inputs) 5-160 

DS8906 AM/FM Digital Phase-Locked Loop Frequency Synthesizer 11-4 

DS8907 AM/FM Digital Phase-Locked Loop Frequency Synthesizer 11-10 

DS8908 AM/FM Digital Phase-Locked Loop Frequency Synthesizer 11-16 

DS8963 MOS-to-LED 8-Digit Driver 5-136 

DS8973 9-Digit LED Driver 5-166 

DS8975 9-Digit LED Driver 5-166 

DS55107 Dual Line Receiver 1-25 

DS55108 Dual Line Receiver 1-25 

DS55113 Dual TRI-STATE Differential Line Driver 1-52 

DS55114 Dual Differential Line Driver 1-57 

DS55115 Dual Differential Line Receiver 1-61 

DS55121 Dual Line Driver 1-66 

DS55122 Triple Line Receiver 1-68 

DS55325 Memory Driver 6-66 

DS55450 Dual Peripheral Driver 3-51 

DS55451 Dual Peripheral Driver 3-51 

DS55452 Dual Peripheral Driver 3-51 

DS55453 Dual Peripheral Driver 3-51 

DS55454 Dual Peripheral Driver 3-51 

DS55461 Dual Peripheral Driver 3-62 

DS55462 Dual Peripheral Driver 3-62 

DS55463 Dual Peripheral Driver ' 3-62 

DS55464 Dual Peripheral Driver 3-62 

DS55493 Quad LED Segment Driver 5-109 

DS55494 Hex Digit Driver 5-111 

DS75107 Dual Line Receiver 1-25 

DS75108 Dual Line Receiver 1-25 

DS75113 Dual TRI-STATE Differential Line Driver 1-52 

DS75114 Dual Differential Line Driver 1-57 

DS75115 Dual Differential Line Receiver 1-61 

DS75121 Dual Line Driver 1-66 

DS75122 Triple Line Receiver 1-68 
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Alpha-Numerical Index (Continued) 

DS75123 Dual Line Driver 1-71 

DS75124 Triple Line Receiver 1-73 

DS75125 Seven-Channel Line Receiver 1-76 

DS75127 Seven-Channel Line Receiver 1-76 

DS75128 Eight-Channel Line Receiver 1-80 

DS75129 Eight-Channel Line Receiver 1-80 

DS75150 Dual Line Driver 1-84 

DS75154 Quad Line Receiver 1-87 

DS75160A IEEE-488 GPIB Transceivers 2-61 

DS75161A IEEE-488 GPIB Transceivers 2-61 

DS75162A IEEE-488 GPIB Transceivers 2-61 

DS75207 Dual Line Receiver 1-25 

DS75208 Dual Line Receiver. 1-25 

DS75325 Memory Driver 6-66 

DS75361 Dual TTL-to-MOS Driver 6-73 

DS75362 Dual TTL-to-MOS Driver 6-78 

DS75365 Quad TTL-to-MOS Driver 6-83 

DS75450 Series Dual Peripheral Driver 3-51 

DS75451 Dual Peripheral Driver 3-51 

DS75452 Dual Peripheral Driver 3-51 

DS75453 Dual Peripheral Driver 3-51 

DS75454 Dual Peripheral Driver ' 3-51 

DS75461 Dual Peripheral Driver 3-62 

DS75462 Dual Peripheral Driver 3-62 

DS75463 Dual Peripheral Driver 3-62 

DS75464 Dual Peripheral Driver 3-62 

DS75491 MOS-to-LED Quad Segment Driver 5-106 

DS75492 MOS-to-LED Hex Digit Driver i 5-106 

DS75493 Quad LED Segment Driver 5-109 

DS75494 Hex Digit Driver 5-111 

Effortless Error Management 7-134 

Error Correction the Hard Way 7-124 

I DM2900 Family Applications Information 23-72 

IDM2901 A 4-Bit Bipolar Microprocessor 23-4 

IDM2901A-1 4-Bit Bipolar Microprocessor 23-4 

IDM2901 A-2 4-Bit Bipolar Microprocessor 23-4 

I DM2902 Look-Ahead Carry Generator 23-21 

IDM2909A Microprogram Sequencer 23-24 

IDM2910A Microprogram Controller 23-34 

IDM2911A Microprogram Sequencer 23-24 

IDM29705 16-Word by 4-Bit Two Port RAM/Register File 22-27 

IDM29705A 16-Word by 4-Bit Two Port RAM/Register File 22-27 

IDM29803 16-Way Branch Controller 23-51 

IDM2981 1 Next-Address Controller 23-57 

Programmable Array Logic Family Series 24 24-27 

Simplification of 2-Bit Error Correction 7-127 

Single-Chip Controllers Cover All RAMs from 16k to 256k 7-20 
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Section 1 

Transmission Line 
Drivers/Receivers 




TEMPERATURE RANGE 
-55°Cto +125X 0Xto+70”C 

DESCRIPTION 

PAGE 

NUMBER 



DS1488 

Quad Line Driver 

1-7 

— 

DS1489 

Quad Line Receiver 

1-10 

— 

DS1489A 

Quad Line Receiver 

1-10 

•DS26LS31M 

DS26LS31C 

Quad Differential Line Driver 

1-12 

•DS26LS32M 

DS26LS32C 

Quad Differential Line Receiver 

1-15 

— 

DS26LS32AC 

Quad Differential Line Receiver 

1-15 

•DS26LS33M 

DS26LS33C 

Quad Differential Line Receiver 

1-15 

— 

DS26LS33AC 

Quad Differential Line Receiver 

1-15 

— 

DS3486 

Quad RS-422, RS-423 Line Receiver 

1-18 

DS3587 

DS3487 

Quad TRI-STATE Line Driver 

1-22 

•DS1603 

DS3603 

Dual TRI-STATE Line Receiver 

1-25 

•DS1650 

DS3650 

Quad Differential Line Receiver 

1-31 

'DS1652 

DS3652 

Quad Differential Line Receiver 

1-31 

*DS1691A 

DS3691 

RS422-RS423 Line Drivers 

1-37 

*DS1692 

DS3692 

TRI-STATE Differential Line Driver 

1-42 

— 

DS3695 

Differential TRI-STATE Bus/Line Transceiver 

1-47 

— 

DS3696 

Differential TRI-STATE Bus/Line Transceiver 

1-47 

— 

DS3697 

Differential TRI-STATE Bus/Line Transceiver/ 
Repeater 

1-47 

— 

DS3698 

Differential TRI-STATE Bus/Line Transceiver/ 
Repeater 

1-47 

•DS55107 

DS75107 

Dual Line Receiver 

1-25 

— 

DS75207 

Dual Line Receiver 

1-25 

•DS55108 

DS75108 

Dual Line Receiver 

1-25 

— 

DS75208 

Dual Line Receiver 

1-25 

•DS55113 

DS75113 

Dual TRI-STATE Differential Line Driver 

1-52 

•DS55114 

DS75114 

Dual Differential Line Driver 

1-57 

•DS55115 

DS75115 

Dual Differential Line Receiver 

1-61 

DS55121 

DS75121 

Dual Line Driver 

1-66 

•DS55122 

DS75122 

Triple Line Receiver 

1-68 

— 

DS75123 

Dual Line Driver 

1-71 

— 

DS75124 

Triple Line Receiver 

1-73 

— 

DS75125 

Seven-Channel Line Receiver 

1-76 

— 

DS75127 

Seven-Channel Line Receiver 

1-76 

— 

DS75128 

Eight-Channel Line Receiver 

1-80 

— 

DS75129 

Eight-Channel Line Receiver 

1-80 

— 

DS75150 

Dual Line Driver 

1-84 

— 

DS75154 

Dual Line Receiver 

1-87 

DS7820 

DS8820 

Dual Line Receiver 

1-91 

•DS7820A 

DS8820A 

Dual Line Receiver 

1-94 

‘DS78C20 

DS88C20 

Dual CMOS Compatible Differential 
Line Receiver 

1-98 

‘DS7830 

DS8830 

Dual Differential Line Driver 

1-101 

'DS7831 

DS8831 

Dual TRI-STATE Line Driver 

1-104 

‘DS7832 

DS8832 

Dual TRI-STATE Line Driver 

1-104 

•DS78C120 

DS88C120 

Dual CMOS Compatible Line Receiver 

1-109 

•DS78LS120 

DS88LS120 

Dual Differential Line Receiver 

1-116 

MM78C29 

MM88C29 

Quad Single-Ended Line Driver 

CMOS 

MM78C30 

MM88C30 

Dual Differential Line Driver 

CMOS 

— 

AN-22 

Integrated Circuits for Digital Data 
Transmission 

1-123 

— 

AN-108 

Transmission Line Characteristics 

1-139 

— 

AN-214 

Transmission Line Drivers and Receivers . 
for EIA Standards RS-422 and RS-423 

1-145' 

— 

AN-216 

Summary of Electrical Characteristics of 
Some Well Known Digital Interface Standards 

1-155 


Also available screened In accordance with MIL-STD-883 Class B. Refer to National Semiconductor’s “The Reliability Handbook”. 



Selection Guide 


UNBALANCED (COMMON-MODE) TRANSMISSION DRIVERS AND RECEIVERS 


Unbalanced data transmission isn't recommended for long lines or fast data rates. Unbalanced 
line receivers are sensitive to common-mode noise, such as ground I R noise and induced 
reactive noise. Unbalanced line drivers should employ slew rate control to prevent near end 
crosstalk to other wires in the cable. Receivers should employ response control and hysteresis. 
Unbalanced data transmission was preferred because the cabling requires only one wire/ 
signal plus ground and the circuits were lower cost. New lower cost circuits available today 
negate the last argument. Many old interfaces such as RS-232 will continue to exist for 
many years, and so will the application for unbalanced circuits. 

Line length is a function of data rate (baud) and slew rate. The recommended safe operating 
area (line length vs baud rate is shown below for 24 AWG wire. It assumes that a differential 
line receiver is used which is referenced at the driver ground. Also, it assumes that the 
driver slew rate is between 0.1 to 0.3 times the reciprocal of the baud rate (minimum unit 
interval). Otherwise, line lengths greater than 50 feet are not recommended. The exception 
to line length is the 360 I/O coaxial interface. The coaxial provides improved grounding 
and eliminates crosstalk. 





RECOMMENDED \ 
OPERATING 
AREA 

! 

\ 



\ 


100 Ik 10k 100k 

DATA MODULATION (BAUD RATE) 


UNBALANCED DRIVERS 


Propagation 

Delay 

(ns) 


200 

60 

200 

200 

10 

10 

20 


Party- Line 
Application 



Open-Collector 


Open Emitter 


TRI-STATE® 

TRl -STATE 

Emitter 

Emitter 

Emitter and 

Coilector 

Collector 

Collector 

Collector 

Collector 


Power 

Supplies 

(V) 


±9 or ±15 
±12 
5 or ±5 
5 or ±5 
5 



RS-232 
RS-232 
RS-423 
MIL 188-114 
360 I/O 
360 I/O 


Circuits/ 

Package 


Device Number | 

Commercial 
0°C to -h70°C 

Military 

“55°C to +125°C 

DS1488 


DS75150 


DS3691 

DS1691A 

DS3692 

DS1692 

DS75121 

DS75123 

DS75450 

DS55121 

DS75451 

DS55451 

DS75452 

DS55452 

DS75453 

DS55453 

DS75454 

DS55454 



+ 10V common-mode range 
50fi coax, driver 
50rZ coax, driver (IBM) 





























UNBALANCED RECEIVERS 


CO 


Propagation 

Threshold 

Input 

Hysteresis 

(mV) 

Response 

Control 

Strobed or 
TRI-STATE® 

Power 


Circuits/ 

Package 

Device Number 


Page 

No. 

Delay 

(ns) 

Sensitivity 

(V). 

Range 

(V) 

Supplies 

(V) 

Standard 

Commercial 
0°C to ■^70°C 

Military 

-55°C to -el25°C 

Comments 

30 

3 

±25 

250 

cext 


5 

RS-232 

4 

DS1489 



1-10 

30 

3 

±25 

1150 

CeXT 


5 

RS-232 

4 

DS1489A 


Preferential in applica- 
tions to DS1489 

1-10 

22 

3 

±25 

800 

Cext 


5 or 15 

RS-232 

4 

DS75154 



1-87 

50 

±0.2 

±25 

50 

Cext 

Strobed 

5 

RS-423 

,2 

DS88LS120 

DS78LS120 

Fail-safe 

■Ha 

50 

±0.2 

±25 

50 

Cext 

Strobed 

5 to 1 5 

RS-423 

2 

DS88C120 

DS78C120 

Fail-safe 


17 

±0.2 

±7 

100 


TRI-STATE 

5 

RS-423 

4 

DS26LS32C 

DS26LS32M 



23 

±0.2 

±7 

100 


TRI-STATE 

5 

RS-423 

4 

DS26LS32AC 


Fail-safe 

B9 

17 

±0.5 

±15 

200 


TRI-STATE 

5 

RS-423 

4 

DS26LS33C 

DS26LS33M 


1-15 

23 

±0.5 

±15 

200 


TRI-STATE 

5 

RS-423 

4 

DS26LS33AC 


Fail-safe 

1-15 

25 

±0.1 

±15 

100 


TRI-STATE 

5 

RS-423 

4 

DS3486 



1-18 

20 

0.8 to 2 

7 

600 


Strobed 

5 

360 I/O 

3 

DS75122 

DS55122 

50n coax, receiver 

1-68 

20 

0.8 to 2 

7 

400 


Strobed 

5 

360 I/O 

3 

DS75124 

DS55124 

50J2 coax, receiver (IBM) 

1-73 

16 

0.7 to 1.7 

-2/7 




5 

360 I/O 

7 

DS75125 


IBM coax, receiver 

1-76 

16 

0.7 to 1.7 

-2/7 




5 

360 I/O 

7 

DS75127 


IBM coax, receiver 

1-76 

16 

0.7 to 1.7 

-2/7 




5 

360 I/O ■ 

8 

DS75128 


IBM coax, receiver 

1-80 

16 

0.7 to 1.7 

-2/7 




5 

360 I/O 

8 

DS75129 


IBM coax, receiver 

1-80 

























Selection Guide 


BALANCED (DIFFERENTIAL) TRANSMISSION LINE DRIVERS AND RECEIVERS 

ig|( 

Balanced data transmission is applicable for long lines in the presence of high common-mode 

noise. Balanced circuits don't generate much , noise and are also not susceptible to common- 4 k - 

mode noise, and therefore work well in long lines when cabled with other signals. 


Line length is a function of data rate (baud) and the combination of IR drop and skin 
effect. Refer to AN-108 and AN-22. The recommended safe operating area (line length vs 
baud rate) is shown for 24 AWG wire. 


RECOMMENDED 

OPERATING 

AREA 


10k 100k 1M 10M 

DATA MODULATION (BAUD RATE) 


Propagation Vql (V)/ Vqh IV)/ Party Line 
Delay (ns) Iql (mA) IqH (nnA) Application 


TRI-STATE® Open-Collector 



TRI-STATE 
TR I -STATE 
TRI-STATE 

TRI-STATE 
TR I -STATE 

TRI-STATE 

TRI-STATE 

TRI-STATE 

TRI-STATE 

TRI-STATE 

TRI-STATE 


Optional 

Optional 


BALANCED DRIVERS 


Power 

Supplies (V) 



1 Device Number 


Page 

No. 

Commercial 
0°C to -t70°C 

Military 

-55°Cto -H25°C 

Comments 

DS8830 

DS7830 


1-101 

MM88C30 

MM78C30 

CMOS comparator 

CMOS 

MM88C29 

MM78C29 

Non-inverting MM88C30 

CMOS 

DS8831 

DS7831 


1-104 

DS8832 

DS7832 

DS8831 without Vcc clamp diode 

1-104 

DS75113 

DS55113 


1-52 

DS75114 

DS55114 


1-57 

DS3691 

DS1691A 


1-37 

DS3692 

DS1692 

±10V TRI-STATE common-mode 
range 

1-42 

DS3695 


RS-485 Transceiver 

1-47 

DS3696 


RS-485 Transceiver 

1-47 

DS3697 


RS-485 Transceiver 

1-47 

DS3698 


RS-485 Transceiver 

1-47 

DS26LS31C 

DS26LS31M 


1-12 

DS3487 

DS3587 


1-22 

































BALANCED RECEIVERS 


Propagation 
Delay (ns) 

Threshold 

Sensitivity 

Common-Mode 

Range 

Hysteresis 

(mV) 

Response 

Control 

Strobed or 
TRI-STATE® 

Power 

Supplies 

Standard 

Circuits/ 

Package 

Device Number 
Commercial Military 

Comments 

Page 

No. 

(mV) 

(V) 

(V) 


0“C to +70“ C 

-55“Cto+125“C 


40 

+ 1000 

±15 


Yes 

Strobed 

5 


2 

DS8820 

DS7820 


1-91 

30 

±1000 

±15 


Yes 

Strobed 

5 


2 

DS8820A 

DS7820A 


1-94 

60 

±200 

±10 


Yes 

Strobed 

5 to 15 

RS-422 

2 

DS88C20 

DS78C20 

CMOS compatible 

1-98 

60 

±200 

±10 

H 

Yes 

Strobed 

5 to 15 

RS-422 

2 

DS88C120 

DS78C120 

Fail-safe, CMOS 
compatible 

1-109 

50 

±200 

±10 

50 

Yes 

Strobed 

5 

RS-422 

2 

DS88LS120 

DS78LS120 

Fail-safe 

1-116 

20 

±500 

±15 


Yes 

Strobed 

5 


2 

DS75115 

DS55115 


1-61 

17 

±200 

±7 

100 


TRI-STATE 

5 

RS-422 

4 

DS26LS32C 

DS26LS32M 


1-15 

17 

±200 

±7 

100 


TRI-STATE 

5 

RS-422 

4 

DS26LS32AC 


Fail-Safe 

1-15 

17 

±500 

±15 

200 


TRI-STATE 

5 

RS-422 

4 

DS26LS33C 

DS26LS33M 


1-15 

17 

±500 

±15 

200 


TRI-STATE 

5 

RS-422 

4 

DS26LS33AC 


Fail-Safe 

1-15 

25 

±200 

±10 

80 


TRI-STATE 

5 

RS-422 

4 

DS3486 



1-18 

• 10 

±25 

±3 



TRI-STATE 

±5 


4 

DS3650 

DS1650 


1-31 

10 

±25 

±3 



Strobed 

±5 


4 

DS3652 

DS1652 


1-31 

22 

±200 

+ 12, -7 

70 


TRI-STATE 

5 

RS-485 

1 

DS3695 


RS-485 Transceiver 

1-47 

22 

±200 

+ 12, -7 

70 


TRI-STATE 

5 

RS-485 

1 

DS3696 


RS-485 Transceiver 

1-47 

22 

±200 

+12, -7 

70 


TRI-STATE 

5 

RS-485 

1 

DS3697 


RS-485 Transceiver 

1-47 

22 

±200 

+12, -7 

70 


TRI-STATE 

5 

RS-485 

1 

DS3698 


RS-485 Transceiver 

1-47 

17 

±25 

±3 



Strobed 

±5 


2 

DS75107 

DS55107 


1-25 

17 

±10 

±3 



Strobed 

±5 


2 

DS75207 



1-25 

17 

±25 

±3 



Strobed 

±5 


2 

DS75108 

DS55108 


1-25 

17 

±10 

±3 



Strobed 

±5 


2 

DS75208 



1-25 

17 

±25 

±3 



TRI -STATE 

±5 


2 

DS3603 

DS1603 


1-25 


Note. Voltage comparators (such as the LM710) have good threshold sensitivity and good common-mode range and, in turn, also make good line receivers. These comparators generally use 2 power supplies 
(±15V), which may not be available in some digital systems. 
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Semiconductor 


Transmission Line 
Drivers/Receivers 


DS1488 Quad Line Driver 


General Description 


Features 


The DS1488 is a quad line driver which converts 
standard TTL input logic levels through one stage 
of inversion to output levels which meet EIA 
Standard No. RS-232C and CCITT Recommenda- 
tion V. 24. 


Current limited output ±10mAtyp 

Power-off source impedance 3000 min 

Simple slew rate control with external capacitor 
Flexible operating supply range 
Inputs are TJL/LS compatible 


Schematic and Connection Diagrams 



Dual-In-Line Package 



Order Number DS1488J or OS1488N 
See NS Package J14A or N14A 


Typical Applications 


RS232C Data Transmission 


1/4DS1489/ 

DS1489A m/DTL 


*Optionit for noit« filwing 


1-7 


DS1488 





DS1488 


Absolute Maximum Ratings (Note 1) 


Supply Voltage 
V" 

V 

Input Voltage (V|n) 

Output Voltage 
Operating Temperature Range 
Storage Temperature Range 
Maximum Power Dissipation* at 25°C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 sec) 


+15V 

-15V 

-15V < V,N < 7.0V 
±15V 
0 C to +75 C 
-65°Cto +150°C 

1364 mW 
1280 mW 
3Q0°C 


•Derate cavity package 9.1 mW/°C above 25°C; derate molded pack- 
age 10.2 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) Vcc+= 9V, Vcc— = — 9V unless otherwise specified 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

lii_ Logical "0" Input Current 

> 

o 

II 

2 

> 


-1.0 

-1.3 

mA 

I|H Logical "1" Input Current 

V,M = +5.0V 


0.005 

10.0 

aA 

Vqh High Level Output Voltage 

Rl = 3.0 kn, 
V|N = 0.8V 

V* = 9.0V, V' = -9.0V 

6.0 

7.0 


V 

V* = 13.2V, V" = -13.2V 

9.0 

10.5 


V 

Vql Low Level Output Voltage 

Rl = 3.0 kf2, 
V,N = 1.9V 

V* = 9.0V, V“ = -9.0V 


-6.8 

-6.0 

V 

V* = 13.2V, V~ = -13.2V 


-10.5 

-9.0 

V 

•os* High Level Output 

Short-Circuit Current 

VouT =0V,V,N =0.8V 

-6.0 

-10.0 

-12.0 

mA 

los“ Low Level Output . 

Short-Circuit Current 

VouT =0V,V,N = 1.9V 

6.0 

10.0 

12.0 


Rout Output Resistance 

V* = V" = OV, VouT = ±2V 

300 



n 

Ice* Positive Supply Current 

(Output Open) 

V,N = 1.9V 

V* = 9.0V, V“ = -9.0V 


15.0 

20.0 

mA 

V* = 12V, V= -12V 


19.0 

25.0 

mA 

V* = 15V, V' = -15V 


25.0 

34.0 

mA 

V,N =0.8V 

V* = 9.0V, V“ = -9.0V 


4.5 

6.0 

mA 

V* = 12V, V“ = -12V 


5.5 

7.0 

mA 

V* = 15V, V“ = -15V 


8.0 

12.0 

mA 

lcc“ Negative Supply Current 

(Output Open) 

V,N = 1.9V 

V* = 9.0V, V = -9.0V 


-13.0 

-17.0 

mA 

V* = 12V, V = -12V 


-18.0 

-23.0 

mA 

V* = 15V, V =-15V 


-25.0 

-34.0 

mA 

V,rj = 0.8V 

V* = 9.0V, V" = -9.0V 


-0.001 

-0.015 

mA 

V* = 12V, V“ =-12V 


-0.001 

-0.015 

mA 

V* = 15V, V = -15V 


-0.01 

-2.5 

mA 

Pd Power Dissipation 

V* = 9.0V, V" = -9.0V 


252 

333 

mW 

V* = 12V, V" = -12V 


444 

576 

mW 


Switching Characteristics (vcc = sv, vee = -9v, ta = 25°o 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

^pdl 

Propagation Delay to a Logical "1" 

Rl = 3.0 kn. Cl = 15 pF, T^ = 25°C 


230 

350 

ns 


Propagation Delay to a Logical "0" 

Rl = 3.0 kn. Cl = 15 pF, T^ = 25°C 


70 

175 

ns 

tr. Rise Time 

Rl = 3.0 kn. Cl = 15 pF, Ta = 25°C 


75 

100 

ns 

tf 

Fall Time 

Rl = 3.0 kn. Cl = 15 pF, Ta = 25°C 


40 

75 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the p°C to +75° C temperature range for the DS1488. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 
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DS1488 






DS1489/DS14S9A 


National 
Semio)nductor 

DS1489/DS1489A Quad Line 

General Description 

The DS1489/DS1489A are quad line receivers 
designed to interface data terminal equipment 
with data communications equipment. They are 
constructed on a single monolithic silicon chip. 
These devices satisfy the specifications of EIA 
standard No. RS232C. The DS1489/DS1489A 
meet and exceed the specifications of MC1489/ 
IVIC1489A and are pin-for-pin replacements. 


Transmission Line 
Drivers/Receivers 

Receiver 

Features 

■ Four totally separate receivers per package 

■ Programmable threshold 

■ Built-in input threshold hysteresis 

■ "Fail safe" operating mode 

■ Inputs withstand ±30V 



Schematic and Connection Diagrams 



DS1489: R, - 1QK 

QS1489A: Rf>2K 


AC Test Circuit and Voltage Waveforms 


Dual-ln-Line Package 

RESPONSE RESPONSE 

INPUT CONTROl OUTPUT INPUT CONTROl OUTPUT 



Order Number DS1489J. DS1489AJ, 
DS1489N or DS1489AN 
See NS Package J14A or N14A 


RESPONSE CONTROL 



Typical Applications 



•Optional for noise filterinj. 

RS232C Data Transmission MOS to TTL/LS Translator 
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Absolute Maximum Ratings (Note 1) 

The following apply for = 25°C unless otherwise specified. 

Power Supply Voltage 10V 

Input Voltage Range ±30V 

Output Load Current 20 mA 

Power Dissipation (Note 2) 1W 

Operating Temperature Range 0°C to +75°C 

Storage Temperature Range 65’C to +150'"C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1308 mW 

Molded Package 1207 mW 

•Derate cavity package 8.7 mW/°C above 25°C; derate molded pack- 
age 9.7 mW/°C above 25°C. 


Electrical Characteristics (Notes 2, 3 and 4) 

DS1489/DS1489A: The following apply for Vqc 5 0V ±1%, 0°C < T/^ < +75°C unless otherwise specified. 




PARAMETER 


Input High Thtlshold Voltage 


VxL Input Low Threshold Voltage 


Input Current 


VouT< 0.45V, 
Iqut “10 mA 


VouT> 2.5V 
Iqux “ “0.5 mA 


V|N = -I-25V 


V|M = -25V 


V|^j = +3V 


V,M = -3V 


CONDITIONS 


DS1489 


MAX UNITS 


Vqh Output High Voltage 


Iqjjx “ 0.5 mA 




Vql Output Low Voltage 


sc Output Short Circuit Current 


cc Supply Current 


’tj Power Dissipation 


Switching Characteristics (Vcc = 5v, ta = 25“o 


PARAMETER | CONDITIONS 


Rl 3.9k, (Figure 1i (ac Test Circuit) 


V,N = 0.75V 


Input = Open 


V|N = 3.0V, louT= 10 mA 


V|N = 0.75V 


V|M = 5.0V 


V,M = 5.0V 




0.33 

0.45 

V 

3.0 


mA 

14 

26 

mA 

70 

130 

mW 


Input to Output "High" 
Propagation Delay 


Input to Output "Low" 
Propagation Delay 


Output Rise Time 


Output Fall Time 


Rl = 390f2, (Figure 1) (ac Test Circuit) 


Rl = 3.9k, (Figure 1) (ac Test Circuit) 


Rl = 390f2, (Figure 1) (ac Test Circuit) 



TYP 

MAX 

UNITS 

28 

85 

ns 

20 

50 

ns 

110 

175 

ns 

9 

20 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2. Unless otherwise specified min/max limits apply across the 0°C to +75°C temperature range for the DS1489 and DS1489A. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4; These specifications apply for response control pin = open. 
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S1489/DS1489A 















































































































DS26LS31C/26LS31M 


National 

Vji Semiconductor 
DS26LS31C/DS26LS31M Quad 
Differential Line Driver 

General Description 

The DS26LS31 is a quad differential line driver designed 
for digital data transmission over balanced lines. The 
DS26LS31 meets all the requirements of ElA Standard 
RS-422 and Federal Standard 1020. It is designed to 
provide unipolar differential drive to twisted-pair or 
parallel-wire transmission lines. 

The circuit provides an enable and disable function 
common to all four drivers. The DS26LS31 features 
TRI-STATE® outputs and logically ANDed comple- 
mentary outputs. The inputs are all LS compatible and 
are all one unit load. 

The DS26LS31 features a power up/down protection 
circuit which TRl-STATEs the outputs during power 
up or down preventing erroneous glitches on the trans- 
mission lines. 


Logic Diagram 

ENABLE ENABLE INPUT 0 INPUT C 


Transmission Line 
Drivers/Receivers 

High Speed 

Features 

■ Output skew — 2.0 ns typical 

■ Input to output delay — 10 ns 

■ Operation from single 5V supply 

■ 16-pin hermetic and molded DIP package 

■ Outputs won't load line when Vqq = 0 

■ Four line drivers in one package for maximum 
package density 

■ Output short-circuit protection 

■ Complementary outputs 

■ Meets the requirements of ElA Standard RS-422 

■ Pin compatible with AM26LS31 

■ Available in military and commercial temperature 
range 

■ Glitch free power up/down 



A A 


OUTPUT OUTPUT OUTPUT OUTPUT OUTPUT OUTPUT OUTPUT OUTPUT 

02 01 C2 Cl B2 B1 A2 A1 


Connection Diagram 


Dual-In-Line Package 


CHANNEL A 
OUTPUTS 3 


CHANNEL B 
OUTPUTS 6 



-1 

I CHANNEL 0 
13 I OUTPUTS 


CHANNEL C 
10 OUTPUTS 


TOP VIEW 

Order Number DS26LS31CJ, DS26LS31CN or 
DS26LS31MJ 

See NS Package J16A or N16A 
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Absolute Maximum Ratings (Notei) 


Operating Conditions 


Supply Voltage 7V 

Input Voltage 7V 

Output Voltage 5V 

Output Voltage (Power OFF) -0.25V to 6V 

Maximum Power Dissipation* at 25°C 

Cavity Package 1509mW 

Molded Package 1476 mW 

•Derate cavity package 10.1 mW/“C above 25° C; derate molded 
package 1 1 .9 mW/°C above 25f* C. 


7V 

Supply Voltage, Vqq 

MIN 

MAX 

UNITS 

7V 

DS26LS31M 

4.5 

5.5 

V 

5V 
5 6V 

DS26LS31 
Temperature, T/\ 

4.75 

5.25 

V 


DS26LS31M 

-55 

-H25 

°C 

mW 

mW 

DS26LS31 

0 

-t-70 

°C 


Electrical Characteristics (Notes 2, 3 and 4) 


PARAMETER 

VOH 

Output High Voltage 

VOL 

Output Low Voltage 

V|H 

Input High Voltage 

V|L 

Input Low Voltage 

l|L 

Input Low Current 

l|H 

Input High Current 

l| 

Input Reverse Current 

<0 

TRI-STATE Output Current 

VCL 

Input Clamp Voltage 


Output Short-Circuit Current 


Power Supply Current 


CONDITIONS 


lOH = —20 mA 


•OL = 20 mA 



All Outputs Disabled 
or Active 


Switching Characteristics ^cc = 5v, ta - 2 b°c 


PARAMETER 

CONDITIONS 

tPLH 

Input to Output 

Cl = 30pF 

tPHL 

Input to Output 

Cl = 30pF 

Skew 

Output to Output 

Cl = 30pF 

tLZ 

Enable to Output 

Cl = 10 pF, S2 Open 

tHZ 

Enable to Output 

Cl = 10 pF, SI Open 

tZL 

Enable to Output 

Cl = 30 pF, S2 Open 

tZH 

Enable to Output 

Cl = 30 pF, SI Open 



TYP 

MAX 

UNITS 

■ 10 

15 

ns 

10 

15 

ns 

2.0 

6.0 

ns 

15 

35 

ns 

15 

25 

ns 

,20 

30 

ns 

20 

30 

ns 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the -55°C to +125°C temperature range for the DS26LS31M and across the 
0°C to -r70°C range for the DS26LS31. All typicals are given for V^q = 5V and T/\ = 25°C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise 
specified. 

Note 4: Only one output at a time should be shorted. 
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DS26LS31C/26LS31M 





























































































DS26LS31C/26LS31M 


AC Test Circuit and Switching Time Waveforms 


Vcc 


FROM OUTPUT 


or^O-AAArJ 



Nqte. SI and S2 of load circuit are closed except where shown. 

FIGURE 1. AC Test Circuit 




FIGURE 2. Propagation Delays 


FIGURE 3. Enable and Disable Times 


Typical Applications 


Two-Wire Balanced System, RS-422 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS26LS32C/0S26LS32M, DS26LS32AC, 
DS26LS33C/DS26LS33M, DS26LS33AC 
Quad Differential Line Receivers 


General Description 

The DS26LS32 and DS26LS32A are quad differential line 
receivers designed to meet the RS-422, RS-423 and Fed- 
eral Standards 1020 and 1030 for balanced and unbal- 
anced digital data transmission. 

The DS26LS32 and DS26LS32A have an input sensitivity of 
200 mV over the input voltage range of ±7V and the 
DS26LS33 and DS26LS33A have an input sensitivity of 
500 mV over the input voltage range of ± 15V. 

Both the DS26LS32A and DS26LS33A differ in function 
from the popular DS26LS32 and DS26LS33 in that input 
fail-safe circuitry is provided for each receiver, which 
causes the outputs to go to a logic “1 ” state when the in- 
puts are open. 

Each version provides an enable and disable function 
common to all four receivers and features TRI-STATE® out- 
puts with 8 mA sink capability. Constructed using low 
power Schottky processing, these devices are available 
over the full military and commercial operating tempera- 
ture ranges. 


Features 

■ High differential or common-mode input voltage 
ranges of ± 7V on the DS26LS32 and DS26LS32A and 
± 15V on the DS26LS33 and DS26LS33A 

■ ±0.2V sensitivity over the input voltage range on the 
DS26LS32 and DS26LS32A, ±0.5V sensitivity on the 
DS26LS33 and DS26LS33A 

■ Input fail-safe circuitry on the DS26LS32A and 
DS26LS33A 

■ DS26LS32 and DS26LS32A meet all requirements of 
RS-422 and RS-423 

■ 6k minimum input impedance 

■ 100 mV input hysteresis on the DS26LS32 and 
DS26LS32A, 200 mV on the DS26LS33 and DS26LS33A 

■ Operation from a single 5V supply 

■ TRI-STATE drive, with choice of complementary output 
enables for receiving directly onto a data bus 

■ Pin replacement for Advanced Micro Devices 
AM26LS32 


Logic Diagram 


ENABLE ENABLE IN D2 IN Dt IN C2 IN Cl IN B2 IN B1 IN A2 IN A1 



Connection Diagram 


Truth Tabie 


Dual-In-Line Package 



TOP VIEW TL/F/5255 2 

TRI-STATE® is a registered trademark of National Semiconductor Corp. 


ENABLE 

ENABLE 

Input 

Output 

0 

1 

X 

Hi-Z 

See 

Note Below 

V,d>Vth (Max) 

1 

V,D^VTH(Min) 

0 

Open 

1* 


H|-Z = TRI-STATE 

* DS26LS32A and DS26LS33A only 
Note; Input conditions may be any combination not 
defined for ENABLE and ENABLE. 


Order Number DS26LS32MJ, DS26LS32CJ, 
DS26LS32CN, DS26LS32ACJ, DS26LS32ACN, 
DS26LS33MJ, DS26LS33CJ, DS26LS33CN, 
DS26LS33ACJ or DS26LS33ACN 
See NS Package J16A or N16A 


DS26LS32,32A,33,33A 






DS26LS32,32A,33,33A 


Absolute Maximum Ratings (Note i) Operating Conditions 





Min 

Max 

Units 

Supply Voltage 

7V 

Supply Voltage (Vcc) 




Common-Mode Range 

±25V 

DS26LS32M, DS26LS33M 

4.5 

5.5 

V 

Differential Input Voltage 

±25V 

(MIL) 






DS26LS32C, DS26LS33C 

4.75 

5.25 

V 

Enable Voltage 

7V 

DS26LS32AC, DS26LS33AC 




Output Sink Current 

50 mA 

(COML) 




Maximum Power Dissipation* at 25°C 


Temperature (T/^) 




Cavity Package 

1433mW 

DS26LS32M, DS26LS33M 

-55 

-H25 

°c 

Molded Package 

1362mW 

(MIL) 




Storage Temperature Range 

-65°Cto -h165°C 

DS26LS32C, DS26LS33C 

0 

-1-70 

°c 


LeadTemperature(Soldering, lOseconds) 300°C DS26LS32AC, DS26LS33AC 

(COML) 

‘Derate cavity package 9.6 mW/“C above 25"C; derate molded package 
10.9 mW/'C above 25“C. 


Electrical Characteristics over the operating temperature range unless otherwise specified (Notes 2, 3 and 4) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

VxH Differential Input 
Voltage 

VouT= Vqh 
orVoL 

DS26LS32, DS26LS32A, -7V<Vcm^ +7V 

-0.2 

±0.07 

0.2 

V 

DS26LS33, DS26LS33A, - 15V<Vcm^ + 15V 

-0.5 

±0.14 

0.5 

V 

Rin Input Resistance 

- 15V<Vcm: 2 + 15V (One Input AC GND) 

6.0 

8.5 



I|M Input Current (Under 

Test) 

V|N = 15V, Other Input - 15 V<V,n< -H5V 



2.3 


V|nj= - 15V, Other Input - 15V <V|N< -H5V 



-2.8 


Vqh Output High Voltage 

Vcc = Min, 

IN = 1V, 

V, loH= -440,iA 

Commercial 

mm 

mm 


V 

Venable = 0.8 

Military 

2.5 

mm 


V 

Vql Output, L ow Voltage 

Vcc = Min,AV|N= -IV, 

Venable = 0-8V 

Iol = 4 mA 



0.4 

V 

loL = 8nnA 



0.45 

V 

V|L Enable Low Voltage 




0.8 

V 



2.0 • 



V 

V| Enable Clamp 

Voltage 

Vcc = Min, l|N = - 18 mA 


m 

-1.5 


Iq OFF-State (High 

Impedance) Output 
Current 

Vcc = Max 

Vo = 2.4V 



20 

fA 

Vo = 0.4V 



-20 

fA 

liL Enable Low Current 

V,n = 0.4V 



-0.36 

mA 

I|H Enable High Current 

V|n = 2.7V 



20 

fA 

Isc Output Short-Circuit 

Current 

Vq = OV, Vcc ~ Max, AVk^i = 1 V 

-15 


-85 

mA 

Ice Power Supply 

Current 

Vcc = Max, All V|n = GND, 
Outputs Disabled 

DS26LS32, DS26LS32A 


52 

70 

mA 

DS26LS33, DS26LS33A 


57 

80 

mA 

l| Input High Current 

V|n = 5.5V 



100 

fA 

Vhyst Input Hysteresis 

Ta = 25*C, Vcc = 5V, 
VcM = 0V 

PS26LS32, DS26LS32A 


100 


mV 

DS26LS33, DS26LS33A 


200 


mV 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device operation. ^ ' 

Note 2: All currents Into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, unless 
otherwise specified. All values shown as max or min are so classified on absolute value basis. 

Note 3: All typical values are Vcc = 5V, T/^ = 25“C. 

Note 4: Only one output at a time should be shorted. 
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Switching Characteristics Vcc = sv. ta = 25°c 


Parameter 

Conditions 

DS26LS32/DS26LS33 

DS26LS32A/DS26LS33A 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

Input to Output 

IPHL 

Cl = 15pF 


17 

17 

25 

25 


23 

23 

35 

35 

mm 

ENABLE to Output 

‘HZ 

Cl = 5pF 


20 

15 

30 

22 


15 

20 

22 

25 

ns 

ns 

ENABLE to Output 
tzH 

Cl = 15pF 


15 

'15 

22 

22 


14 

15 

22 

22 

ns 

ns 


AC Test Circuit and Switching Time Waveforms 

Load Test Circuit for TRI>STATE Outputs 


TEST 

POINT 


Vcc 



Propagation Delay (Notes 1 and 3) 

VOH- 


VOL- 

2.6V- 


V 


OPPOSITE PHASE 
INPUT TRANSITION 




Note 1; Diagram shown for ENABLE low. 

Note 2: S1 and S2 of load circuit are closed except where shown. 

Note 3: Pulse generator for all pulses; Rates 1.0 MHz;Zo = 501J; tfSlS ns; tfs6.0 ns. 


Enable and Disable Times (Notes 2 and 3) 



Typical Applications 


Two-Wire Balanced Systems, RS-422 



Single Wire with Common Ground Unbalanced Systems, RS-423 
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DS3486 


Semiconductor 


Transmission Line 
Drivers/Receivers 


DS3486 Quad RS-422, RS-423 Line Receiver 

General Description Features 


National's quad RS-422, RS-423 receiver features four 
independent receiver chains which comply with ElA 
Standards for the electrical characteristics of balanced/ 
unbalanced voltage digital interface circuits. Receiver 
outputs are 74LS compatible, TRI-STATE® structures 
which are forced to a high impedance state when the 
appropriate output control pin reaches a logic zero 
condition. A PNP device buffers each output control pin 
to assure minimum loading for either logic one or logic 
zero inputs. In addition, each receiver chain has internal 
hysteresis circuitry to improve noise margin and dis- 
courage output instability for slowly changing input 
waveforms. 


Features 

■ Four independent receiver chains 

■ TRI-STATE outputs 

■ High impedance output control inputs (PIA compa- 
tible) 

■ Internal hysteresis - 140 mV (typ) 

■ Fast propagation times — 18 ns (typ) 

■ TTL compatible 

■ Single 5V supply voltage 

■ Pin compatible and interchangeable with MC3486 


Block Diagram 


DIFFERENTIAL 

INPUTS 


TRI-STATE® 

CONTROL 

INPUT OUTPUT 



Connection Diagram 


Dual-ln-Line Package 


TRI-STATE 
CONTROL A/C 



12 TRI-STATE 
CONTROL B/D 
11 


TOP VIEW 

Order Number DS3486J or DS3486N 
See NS Package J16A or N16A 
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Absolute Maximum Ratings (Note 1) 


Power Supply Voltage, V^c 8 V 

Input Common-Mode Voltage, V|ciy] ±25 V 

Input Differential Voltage, V|q ±25 V 

TRI-STATE Control Input Voltage, V| 8 V 

Output Sink Current, Iq 50 mA 

Storage Temperature, Tstg ~65 C to +150 C 

Maximum Power Dissipation* at 25 C 

Cavity Package ‘ 1433 mW 

Molded Package 1362 mVV 

•Derate cavity package 9.6 mW/ C above 25 C; derate molded 
package 10.2 mW/°C above 25°C. 


Operating Conditions 



MIN 

MAX 

UNITS 

Power Supply Voltage, V^C 

4.75 

5.25 

V 

Operating Temperature, T/\ 

0 

70 

°c 

Input Common-Mode Voltage 

-7.0 

7.0 

V 


Range, V|CR 


Electrical Characteristics 

(Unless otherwise noted, minimum and maximum limits apply over recommended temperature and power supply voltage ranges. 
Typical values are for T/\ = 25° C, Vqc = 5V and V|q = OV. See Note 2.) 


PARAMETER 

V|H 

Input Voltage — High Logic State 
(TRI-STATE Control) 

V|L 

Input Voltage — Low Logic State 
(TRI-STATE Control) 

VtH(D) 

Differential Input Threshold Voltage 

l|B(D) 

Input Bias Current 

Input Balance 

IQZ 

Output TRI-STATE Leakage Current 

los 

Output Short-Circuit Current 

l|L 

Input Current — Low Logic State 
(TRI-STATE Control) 

l|H 

Input Current — High Logic State 
(TRI-STATE Control) 

V|C 

Input Clamp Diode Voltage 
(TRI-STATE Control) 

ICC 

Power Supply Current 


CONDITIONS 




-3.25 

mA 

-1.50 

mA 

1.50 

mA 

3.25 

mA 


-7V < V|C < 7V, V|H TRI-STATE = 2V 
l0 = 0.4 mA, Vqh>2.7V 


Iq = 8 mA, Vqu > 0.5V 


Vcc OV or 5.25V, Other Inputs at OV 


V| = -10V 


Vi = -3V 


V| = 3V 


V| = 10V 


-7V<V|c<7V,V|H(3C) = 2V, 
(Note 4) 


IO = 0.4 mA, V|d = 0.4V 


Iq = 8 mA, V|q = —0.4V 


V|(D) = 3V,V|l = 0.8V, VoL = 0.5V 


V|(D) = -3V, V|L = 0.8V, VoH = 2.7V 


V|(D) = 3V, V|H TRI-STATE = 2V, 
Vo'^O, (Note 3) 


V|l = 0.5V 


V|h = 2.7V 


V|L= 5.25V 


l|r\| = —10 mA 


All Inputs V|L = OV 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: All currents into device pins are shown as positive, out of device pins are negative. All voltages referenced to ground unless otherwise 
noted. 

Note 3: Only one output at a time should be shorted. 

Note 4: Refer to EIA RS-422/3 for exact conditions. 
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DS3486 


Switching Characteristics (Unless otherwise noted, Vcc “ 5V and Ta = 25°C. 


PARAMETER 

Propagation Delay Time — Differential Inputs to Output 

tPHL(D) 

Output High to Low 

tpLH(D) 

Output Low to High 


Propagation Delay Time - TRI-STATE Control to 


Output 

tPLZ 

Output Low to TRI-STATE 

tPHZ 

Output High to TRI-STATE 

tPZH 

Output TRI-STATE to High 

tPZL 

Output TRI-STATE to Low 



19 

35 

ns 

19 

30 

ns 




23 

35 

' ns 

25 

35 

ns 

18 

30 

ns 

20 

30 

ns 


AC Test Circuits and Switching Time Waveforms 


TO SCOPE 
(INPUT) 


GENERATOR 


DIFFERENTIAL 

INPUTS 


TO SCOPE 
(OUTPUT) 



Cl= 15pF 
INCLUDES PROBE 
AND STRAY 
CAPACITANCE 


TRI-STATE® CONTROL 



Input pulse characteristics: 
tjLH = tjHL ~ 6 ns (10% to 90%) 
PRR = 1 MHz, 50% duty cycle 


FIGURE 1. Propagation Delay Differential Input to Output 
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AC Test Circuits and Switching Time Waveforms (Continued) 


TO SCOPE 

(INPUT) TRI-STATE 

▲ CONTROL 


GENERATOR' 


TO SCOPE 
(OUTPUT) 


OlFFERENTIALl 
r INPUTS 


Cl = 15 pF INCLUDES, 
PROBE AND STRAY. 
CAPACITANCE 


0—0 5V 


ALL DIODES 1N916 OR 
EQUIVALENT 


1 .5V for tpH 2 snd tpLZ 
—1 .5V for tpLZ snd tp2L 
Input pulse characteristics: 
tXLH “ *THL ” 6 ns (10% to 90%) 
PRR = 1 MHz, 50% duty cycle 


■1.5V -f- E|N 

S— — A SW1 CLOSED 

, SW2 CLOSED 



SW1 CLOSED 
SWZ CLOSED 



3V 

■\ 7~ 

3V 


\l.5V T 

INPUT 

OV — 

^ f SWZ CLOSED 

OV 


— H ^*PZH 


Vqh — 

— V / 

«=5V -VgE 


\ 7^15V 

OUTPUT 

OV — 

V — / 

VoL 



OV 


SW1 CLOSED 
SWZ OPEN 



FIGURE 2. Propagation Delay TRI-STATE Control Input to Output 
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DS3587/DS3487 



National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS3587/DS3487 Quad TRI-STATE® Line Driver 


General Description 

National's quad RS-422 driver features four indepen- 
dent driver chains which comply with El A Standards 
for the electrical characteristics of balanced voltage 
digital interface circuits. The outputs are TRI-STATE® 
structures which are forced to a high impedance state 
when the appropriate output control pin reaches a logic 
zero condition. All input pins are PNP buffered to 
minimize input loading for either logic one or logic zero 
inputs. In addition, internal circuitry assures a high 
impedance output state during the transition between 
power up and power down. 


Features 

■ Four independent driver chains 

■ TRI-STATE outputs 

■ PNP high impedance inputs (PI A compatible) 

■ Power up/down protection 

■ Fast propagation times (typ 10 ns) 

■ TTL compatible 

■ Single 5V supply voltage 

■ Output rise and fall times less than 20 ns (typ 10 ns) 

■ Pin compatible with MC3487 

■ Output skew — 2 ns typ 



Connection Diagram 


Dual-ln-Line Package 



TOP VIEW 

Order Number DS3587J, DS3487J or DS3487N 
See NS Package J16A or N16A 


Truth Tabie 



L = Low logic state 
H = High logic state 
X = Irrelevant 

Z = TRI-STATE (high impedance) 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 8V 

Input Voltage 5.5V 

Storage Temperature — 65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1509 mW 

Molded Package 1476 mW 

•Derate cavity package 10.1 mW/°C above 25° C; derate molded 
package 1 1 .9 mW/°C above 25° C. 


1509 mW 
1476 mW 


Supply Voltage (Vqq) 
DS3587 
DS3487 

Temperature (T/\) 
DS3587 
DS3487 


Electrical Characteristics (Notes 2, 3, 4 and 5 ) 


PARAMETER 

V|L 

Input Low Voltage 

V|H 

Input High Voltage 

■bhh 

Input Low Current 

l|H 

Input High Current 

VCL 

Input Clamp Voltage 

VOL 

Output Low Voltage 

VOH 

Output High Voltage 

lOS 

Output Short-Circuit Current 

loz 

Output Leakage Current (TRI-STATE) 

lOFF 

Output Leakage Current Power OFF 

l^os - vosi 

Difference in Output Offset Voltage 

Vt 

Differential Output Voltage 

< 

I 

<l 

Difference in Differential Output 
Voltage 

Icc 

Power Supply Current 



Switching Characteristics vcc = bv, ta = 25°c 


CONDITIONS 


PARAMETER 

tPHL 

Input to Output 

tPLH 

Input to Output 

^THL 

Differential Fall Time 

fTLH 

Differential Rise Time 

tPHZ 

Enable to Output 

tPLZ 

Enable to Output 

tPZH 

Enable to Output 

tPZL 

Enable to Output 




TYP 

MAX 

UNITS 

10 

15 

ns 

10 

15 

ns 

10 

15 

ns 

10 

15 

ns 

17 ' 

25 

ns 

15 

25 

ns 

11 

25 

ns 

15 

25 

ns 


RL = 200n,CL = 50pF 


RL= 200f2,CL = 50pF 


RL = °°, Cl = 50 pF, SI Open 


Rl= 200n, Cl = 50 pF, S2 Open 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0°C to +70°C range for the DS3487. All typicals are given for Vcc “ 

Ta = 25°C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise 
specified. 

Note 4: Only one output at a time should be shorted. 

Note 5: Symbols and definitions correspond to EIA RS-422, where applicable. 
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DS3587/DS3487 


AC Test Circuits and Switching Time Waveforms 


5V 



FIGURE 1. Propagation Delays 


5V 



SI and S2 closed except as noted. V SI = open for 

C|_ includes probe and jig capacitance. S2 = open for tpzL 


FIGURE 2. TRI-STATE Enable and Disable Delays 



FIGURE 3. Differential Rise and Fall Times 
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National Transmission Line 

MM Semiconductor Drivers/Receivers 

DS1603/DS3603, DS55107/DS75107, DS55108/DS75108, 
DS75207, DS75208 Dual Line Receivers 

General Description Features 

The eight products described herein are TTL ■ Diode protected input stage for power "OFF" 

compatible dual high speed circuits intended for condition 

sensing in a broad range of system applications. ■ 17 ns typ high speed 

While the primary usage will be for line receivers ; 

or MOS sensing, any of the products may effec- " ^ compatible 

tively be used as voltage comparators, level trans- ■ ±10 mV or ±25 mV input sensitivity 

lators, window detectors, transducer preamplifiers, ■ ±3V input common-mode range 

and in other sensing applications. As digital line , - , . 

receivers the products are applicable with the \/ - n\/ 

SN55109/SN75109 and SN55110/SN75110 com- Vcc - OV 

panion drivers, or may be used in other balanced * Strobes for channel selection 

or unbalanced party-line data transmission systems. ■ TRI-STATE outputs for high speed buses 

The improved input sensitivity and, delay specifi- a Dual circuits 

cations of the DS75207 and DS75208 make them _ . . . . , 

:,.i„.,i ii/ioc „ • ■ Sensitivity gntd. over full common-mode range 

Ideal for sensing high performance MOS memories 

as well as high sensitivity line receivers and voltage * Logic input clamp diodes— meets both "A' and 

comparators. TRI-STATE® products enhance ^ version specifications 

bused organizations. ■ ±5V standard supply voltages 

Input protection diodes are incorporated in series 
with the collectors of the differential input stage. 

These diodes are useful in certain applications 
that have multiple Vcc+ supplies or Vcc+ sup- 
plies that are turned off. 


Connection Diagrams 

Oual-ln-Line Package 


Dual-In-Line Package 

INPUT INPUT 



1 1 

OUTPUT STROBE STROBE 


OUTPUT STROBE DISABLE GNO 


Order Number DS55107J, DS75107J, 
DS55108J, DS7S108J, DS75207J 
orDS75208J 
See NS Package J14A 

Order Number DS75107N, DS75108N, 
DS75207N or DS75208N 
See NS Package N14A 

Product Selection Guide 


Order Number DS1603J or DS3603J 
See NS Package J14A 


Order Number DS3603N 
See NS Package N14A 


TEMPERATURE- 

PACKAGE- 

“55°C<Ta <+125®C 1 

CAVITY DIP 

0°C<Ta <+70°C 
CAVITY OR MOLDED DIP 

INPUT SENSITIVITY-* 
OUTPUT LOGIC* 

±25 mV 1 

±25 mV 

±10 mV 

, TTL Active Pull-up 

DS55107 

DS75107 

DS75207 

TTL Open Collector ' 

DS55108 

DS75108 

□S75208 

TTL TRI-STATE 

DS1603 

DS3603 

DS3604 
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55/75108,75207,75208; 
















DS16/3603, 55/75107, 
55/75108,75207,75208 


Absolute Maximum Ratings (Notes i, 2 and 3) 


Supply, Voltage, 

Supply Voltage, Vcq“ 
Differential Input Voltage 
Common Mode Input Voltage 
Strobe Input Voltage 
Storage Temperature Range 


7V 

-7V 

±6V 

±5V 

5.5V 

-€5°C to +150°C 


Maximum Power Dissipation* at 25°C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 sec) 


1308 mW 
1207 mW 
300° C 


•Derate cavity package 8.7 mW/°C above 25°C; derate 
molded package 9.7 mW/°C above 25° C. 


Operating Conditions 



DS55107, 

DS55108, 

DS1603 

DS75107, DS75207 
DS75108, DS75208 
DS3603 


MIN 

NOM 

MAX 

MIN 

NOM 

MAX 

Supply Voltage Vqc* 

4.5V 

5V 

5.5V 

4.75V 

5V 

5.25V 

Supply Voltage yQC~ 

-4.5 V 

5V 

-5.5V 

4.75V 

-5V 

5.25V 

Operating Temperature Range 

■55' C 

to 

+ 125°C 

0°C 

to 

■^70°C 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to ihiply that the devices should be operated at these limits, The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125“C temperature range for the DS1603, DS55107 and DS55108 
and across the 0°C to +70°C range for the DS3603, DS75107, DS75108. All typical values are for T/^ = 25°C and Vqc ~ 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Typical Applications 

Line Receiver Used in a Party-Line or Data*Bus System 

RECEWtftS 



DftIVEItS 

Line Receiver Used in MOS Memory System 
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DS16/3603, 55/75107, 
55/75108,75207,75208 


DS55107/DS75107, DS55108/DS75108 
Electrical Characteristics (Tmin <Ta<Tmax) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

l|H High Level Input Current 

Into A1, B1, A2or B2 

~ Max, Vqc — ~ Max, 
V,D = 0.5V, V,c = -3V to 3V 


30 

75 

mA 

I|L Low Level Input Current 

IntoAl.BI, A2orB2 

Vcc+ = Max, Vcc- = Max, 
V|D = -2V, V|c = -3V to 3V 

■ 


-10 

mA 

I|H High Level Input Current 

Into G1 or G2 

Vcc+ = Max, 
Vcc- = 

= 2.4V 



40 

ma 

^iH(s) - Max Vcct 



1 

mA 

I|L Low Level Input Current 

Into G1 or G2 

Vcc+ = Max, Vcc- = Max, 
V,L(S) = 0.4V 



-1.6 

mA 

l|(_i High Level Input Current Into S 

Vcct = Max, 
Vcc- = Max 

^iH(S) “ 2.4V 



80 

ma 

ViH(s) “ Max Vcct 



2 

mA 

liL Low Level Input Current Into S 

V^Q+ “ Max, Vqq — “ Max 
V,L(S) = 0.4V 

■ 

■ 

-3.2 

mA 

Vqh Hish Level Output Voltage 

Vcct - Min, Vcc- “ Min, 

*LOAD - — 400/jA, V|qj =25 mV, 
V,c =-3V to 3V, (Note 3) 

B 



V 

Vql Low Level Output Voltage 

Vcct = Min, Vcc- ^ Min, 

IsiNK - 16 mA, V|D = —25 mV, 
V,c = -3V to 3V 

■ 

B 

0.4 

V 

Iqh High Level Output Current 

Vcct = Min, Vcc- = Min 
Vqh - Max Vcct. (Note 4) 


■ 

250 

pA 

Iqs Short Circuit Output Current 

Vqq+ ~ Max, Vqq “ Max, 

(Notes 2 and 3) 

-18 

! 

-70 

mA 

lccH+ High Logic Level Supply 

Current From Vcc 

V^0+ — Max, V^^_ ~ Max, 
V,D =25 mV.TA =25°C 


18 ' 

30 

mA 

IccH- High Logic Level Supply 

Current From Vcc 

Vcct = Max, Vcc- ~ Max, 
V|D = 25 mV, Ta = 25°C 

■ 

-8.4 

■ ' 1 

-15 

mA 

V| Input Clamp Voltage on G or S 

Vqq+ ~ Min, V^Q “Min, 

l,N =-12 mA,TA = 25°C | 


-1 

-1.5 

V 


Switching Characteristics (Vcc+ = bv. Vcc- = -5v. Ta = 25°ci 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

1pLH(D) Propagation Delay Time. Low to 

High Level, From Differential 
Inputs A and B to Output 

Rl = 3900, Cl = 50 pF, 
(Note 1) 

(Note 3) 


17 

25 

ns 

(Note 4) 


19 

25 

ns 

IpHL(D) Propagation Delay Time, High to 

Low Level, From Differential 
Inputs A and B to Output 

Rl = 3900, Cl = 50 pF, 
(Note 1) 

(Note 3) 


17 

25 

ns 

(Note 4) 


19 

25 

ns 

Vlh(s) Propagation Delay Time, Low to 

High Level, From Strobe Input G 
or S to Output 

Rl = 3900, Cl = 50 pF 

(Note 3) 


10 

15 

ns 

(Note 4) 


13 

20 

ns 

fpHL(s) Propagation Delay Time, High to 

Low Level, From Strobe Input G 
or S to Output 

Rl = 390^2, Cl = 50 pF ■ 
1 

(Note 3) 


8 

15 

ns 

{Note 4) 
1 


13 

20 

ns 


Note 1: Differential input is +100 mV to —100 mV pulse. Delays read from 0 mV on input to 1.5V on output. 
Note 2: Only one output at a time should be shorted. 

Note 3: DS55107/DS75107 only. 

Note4: DS55108/DS75108only. 
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DS75207, DS75208 
Electrical Characteristics (o°c 


PARAMETER 


IH High Level Input Current 

Into A1, B1, A2or B2 


IL Low Level Input Current 

Into A1, B1, A2 or B2 


IH High Level Input Current 

Into G1 or G2 


IL Low Level Input Current 

Into G1 or G2 


IH High Level Input Current Into S 


IL Low Level Input Current Into S 


Vqh High Level Output Voltage 


Vql Low Level Output Voltage 




High Level Output Current 


Short Circuit Output Current 


High Logic Level Supply 
Current From Vcc 


High Logic Level Supply 
Current From V^c 


Input Clamp Voltage on G or S 


< Ta < +70°C) 


CONDITIONS 


Vcc+ “ Max, Vcc- ='Max, 
V|D = 0.5V, V,c = -3V to 3V 


Vcct Max, Vcc- = Max 
V|D =-2V, V|c =-3V to3V 


Vcct = Max, 

Vcc- ~ Max I V|H(s) “ Max Vcct 


Vcct = Max, Vcc- “ Max, 
V|L(s) = 0.4V 


Vcct = Max, 

Vcc- “ Max I V|H(s) “ Max Vcct 


Vcct ~ Max, Vcc— ~ Max, 
V|L(s) = 0.4V 


Vcct = Min, Vcc- “ Min, 

I LOAD ~ ■”400/iA, V|c = 10 mV, 
V|c = -3V to 3V, (Note 3) 


Vcct = Min, Vcc- = Min, 

IsiNK ~ ^0 mA, V|Q — 10 mV, 
V|c = -3V to 3V 


Vcct = Min, Vcc- “ Min, 
Vqh = Max Vcct, (Note 4) 


Vcct = Max, Vcc- = Max 
(Notes 2, 3 and 4) 


Vcct “ Max, Vcc- “ Max, 
V|D = 10 mV, Ta = 25°C 


Vcct = Max, Vcc- ~ Max, 
V|D = 10mV,TA =25°C 


Vcct = Min, Vcc- ~ Min, 
I|IM =-12 mA,TA =25°C 


MIN TYP 





Switching Characteristics (Vcc+ = 5v, Vcc- = -5v, Ta = 25°o 


PARAMETER CONDITIONS 


Rl = 470n, c 


PARAMETER 

tpLH(D) 

Propagation Delay Time, Low-to- 
High Level, From Differential 
Inputs A and B to Output 

IpHL(D) 

Propagation Delay Time, High-to- 
Low Level, From Differential 
Inputs A and B to Output 

tpLH(S) 

Propagation Delay Time, Low-to- 
High Level, From Strobe Input G 
or S to Output 

Vhl(s) 

Propagation Delay Time, High-to- 
Low Level, From Strobe Input G 
or S to Output 



Rl = 470J2, Cl = 15 pF, (Note 1) 


Rl =470S2,C 


Rl = 470n, C 


Note 1: Differential input is +10 mV to —30 mV pulse. Delays read from 0 mV on input to 1.5V on output. 
Note 2 : Only one output at a time should be shorted. 

Note 3: DS75207 only. 

Note 4: DS75208 only. 


MAX 

UNITS 

75 

aA 

-10 

A(A 

40 

aa 

1 

mA 

-1.6 

mA 

80 

aa 

2 

mA 

-3.2 

mA 


V 

0.4 

V 

250 

pA 

-70 

mA 

30 

mA 

-15 

mA 

-1.5 

V 


MAX 

UNITS 

35 

ns 

20 

ns 

17 

ns 

17 

ns 
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DS16/3603, 55/75107, 
55/75108, 75207, 75208 


DS1603/DS3603 

Electrical Characteristics (Tm,n <Ta<Tmax) 


PARAMETER 

CONDITIONS 

MIN 1 

TYP 

MAX 

UNITS 

I|H High Level Input Current 

Into A1, B1, A2 or B2 

Vcc+ = Max, Vcc- ~ Max, 
V,D = 0.5V, V,c = -3V to 3V 


30 

75 

pA 

liL Low Level Input Current 

Into A1, B1, A2or B2 

Vcc+ = Max, Vcc- ” Max, 
V|D = -2V, V,c = -3V to 3V 

■ 


-10 

pA 

I|H High Level Input Current 

Into G1, G2 or D 

Vcc+ = Max, 
Vcc- “ Max 

ViH(s) “ 2.4V 



40 

ma 

ViH(s) “ Max Vcc+ 



1 

mA 

I|L Low Level Input Current Into D 

Vcc+ “ Max, Vcc- “ Max, 
V,l(d)=0.4V 

■ 

■ 

-1.6 

mA 

I|L Low Level Input Current 

Into G1 or G2 

Vcc+ = Max, 
Vcc- “ Max, 
V,l,g)=0.4V 

V|H(D) “ 2V 



-40 

pA 

V.L(D) = 0.8V 



-1.6 

mA 

Vqh High Level Output Voltage 

Vcc+ ~ Min, Vcc — ~ Min, 

IcoAD = "2 mA, V|o = 25 mV 
V,L(D| = 0.8V, V|c = -3V to 3V 

B 

B 

B 

V 

Vql Low Level Output Voltage 

Vcct “ Min, Vcc- “ Min, 

IsiNK ~ 10 mA, V|Q = 25 mV, 
V,L(D) = 0.8V, V|c = -3V to 3V 

B 

B 

0.4 

V 

Iqd Output Disable Current 

Vcc+ = Max, 
Vcc- = Max 
V,h(d) = 2V 

Vqut " 2.4V 



40 

pA 

VouT = 0.4V 



-40 

pA 

Iqs Short Circuit Output Current 

Vcc+ ~ Max, V|L(o) “ 0.8V, 
Vqc- = Max, (Note 2) 

-18 

■ 

-70 

mA 

lccH+ Lligh Logic Level Supply 

Current From Vcc+ 

V^Q^. ~ Max, Vqq “ Max, 

ViD = 25 mV,TA =25'"C 


28 

40 

mA 

IccH- High Logic Level Supply 

Current From Vqc- 

Vcc+ = Max, Vcc- = Max, 
V,D = 25 mV, Ta = 25°C 

■ 

m 

-15 

mA 

V| Input Clamp Voltage on G or D 

Vcc+ = Min, Vcc- = Min, 
l,N =-12mA,TA =25°C 

■ 

■ 

-1.5 

V 


Switching Characteristics (Vcc+ = 5v, Vcc- = -5v, Ta = 25°o 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

IpLH(D) Propagation Delay Time, Low-to- 

High Level, From Differential 
Inputs A and B to Output 

Rl = 390S2, Cl = 50 pF, (Note 1) 

B 

17 

25 

ns 

IpHUD) Propagation Delay Time, High-to- 

Low Level, From Differential 
Inputs A and B to Output 

Rl = 390J2, Cl = 50 pF, (Note 1 ) 

B 

17 

■25 

ns 

IpLH(s) Propagation Delay Time, Low-to- 

High Level, From Strobe Input G 
to Output 

Rl = 390n, Cl = 50 pF 

B 

10 

15 

ns 

tpHL(s) Propagation Delay Time, High-to- 

Low Level, From Strobe Input G 
to Output 

Rl = 390n, Cl = 50 pF 

B 

8 

15 

ns 

tiH Disable Low-to High to Output 

High to Off 

Rl = 390n, Cl = 5 pF 

■ 


20 

ns 

toH Disable Low-to-High to Output 

Low to Off 

Rl = 390n, Cl = 5 pF 


■ 

30 

ns 

tni Disable High-to-Low to Output 

Off to High 

Rl = Ik to OV, Cl = 50pF 

■ 

■ 

25 

ns 

tno Disable High-to-Low to Output 

Off to Low 

Rl = 390n, Cl = 50 pF 

■ 

■ 

25 

ns 


Note 1: Differential input is +100 mV to —100 mV pulse. Delays read from 0 mV on input to 1.5V on output. 
Note 2: Only one output at a time should be shorted. 
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Zn National 
dji Semiconductor 
DS1650/DS365C^ 0S1652/DS3652 
Quad Differential Line Receivers 

General Description 


Transmission Line 
Drivers/Receivers 


The DS1650/DS3650 and DS1652/DS3652 are TTL 
compatible quad high speed circuits intended primarily 
for line receiver applications. Switching speeds have 
been enhanced over conventional line receivers by the 
use of Schottky technology, and TRI-STATE® strobing 
is incorporated offering a high impedance output state 
for bussed organizations. 

The DS1650/DS3650 has active pull-up outputs and 
offers a TRI-STATE strobe, while the DS1652/DS3652 
offers open collector outputs providing implied "AND" 
operation. 

The DS1652/DS3652 can be used for address decoding 
as illustrated below. All outputs of the DS1652/DS3652 
are tied together through a common resistor to 5V. In 


this configuration the DS1652/DS3652 provides the 
"AND" function. All addresses have to be true before 
the output will go high. This scheme eliminates the need 
for an "AND" gate and enhances speed throughput for 
address decoding. 

Features 

■ High speed 

■ TTL compatible 

■ Input sensitivity ±25 mV 

■ TRI-STATE outputs for high speed busses 

■ Standard supply voltages ±5V 

■ Pin and function compatible with MC3450 and 
MC3452 


Connection Diagram 


Truth Table 


Dual-In-Line Package 

Vcc -IN B +1N B OUTB Vee OUT D +IN D -IN D 
|l6 |l5 |l4 |l3 |l2 111 |l0 Ib 



OUTPUT 1 

DS1650/ 

DS1652/ 

DS3650 

DS3652 

H 

Open 

Open 

Open 

X 

X 

Open 

Open 

L 

L 

Open 

Open 


-INA +INA OUTA STB OUT C +IN C -INC GNO 
TOP VIEW 

Order Number DS1650J, DS1652J, 

DS3650J, DS3652J, 

DS3650N or DS3652N 
See NS Package J16A or N16A 

Typical Applications 

Implied "AND" Gating 

Vref 


L = Low Logic State Open = TRI-STATE 
H = High Logic State X = Indeterminate State 


Wired "OR" Data Selecting Using TRI-STATE Logic 
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DS16/3650, DS16/3652 




















DS16/3650, DS16/3652 


Absolute Maximum Ratings 

(Note 1) 

Operating Conditions 






MIN 

MAX 

UNITS 

Power Supply Voltages 


Supply Voltage, Vcc 




Vcc 

+7.0 Vdc 

DS1650, DS1652 

4.5 

5.5 

Vdc 

Vee 

-7.0 Vdc 

DS3650, DS3652 

4.75 

5.25 

Vdc 

Differential-Mode Input Signal Voltage 


Supply Voltage, Vee 




Range, V|QR 

±6.0 Vdc 

DS1650, DS1652 

-4.5 

-5.5 

Vdc 

Common-Mode Input Voltage Range, V|cr 

±5.0 Vdc 

DS3650, DS3652 

^.75 

-5.25 

Vdc 

Strobe Input Voltage, Virc) 

5.5 Vdc 

Operating Temperature, Ta 




Storage Temperature Range -65°C to +150°C 

DS1650, DS1652 

-55 

+125 

°c 

Lead Temperature (Soldering, 10 seconds) 

300° c 

DS3650, DS3652 

0 

+70 

°c 

Maximum Power Dissipation* at 25 C 


Output Load Current, loL 


16 

mA 

Cavity Package 

1 509 mW 

Differential-Mode Input 




Molded Package 

1476 mW 

Voltage Range, V|dr 

-5.0 

+5.0 

Vdc 



Common-Mode Input 




•Derate cavity package 10.1 mW/ C above 25 C; 
package 1 1 .8 mW/°C above 25°C. 

derate molded 

Voltage Range, V|CR 

-3.0 

+3.0 

Vdc 



Input Voltage Range (Any 




Electrical Characteristics 


Input to GND), V|R 

-5.0 

+3.0 

Vdc 


(Vcc “ 5.0 Vdc, Vee = —5.0 Vdc, Min<Ty\< Max, unless otherwise noted) (Notes 2 and 3) 


parameter 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|S Input Sensitivity, (Note 5) 

(Common-Mode Voltage Range = 
-3V<V||\i<3V) 

Min < Vcc < 

Min > Vee > 



+25.0 

mV 

l|H(l) High Level Input Current to 
Receiver Input 

(Figure 5) 



75 

juA 

l|L(l) Low Level Input Current to 
Receiver Input 

(Figure 6) 



-10 

/jA 

l|H(S) High Level Input Current to 
Strobe Input 

(Figure 3) 

V|H(S) = 2.4V, 
DS1650, DS1652 



100 

pA 

V|H(S) = 2.4V, 
DS3650, DS3652 



40 

pA 

VjH(S) = Vcc 



1 

mA 

l|L(S) Low Level Input Current to Strobe 
Input 


VlH(S) = 0.4V 



-1.6 

mA 

VqH High Level Output Voltage 

ICEX High Level Output Leakage 

Current 

(Figure 1) 

DS1650, DS3650 

2.4 



Vdc 

DS1652, DS3652 



250 

pA 

VoL Low Level Output Voltage 

(Figure 1) 

DS3650, DS3652 



0.45 

Vdc 

DS1650, DS1652 



0.50 

IqS Short-Circuit Output Current (Note 4) 

( Figure 4) 

DS1650/DS3650 



-70 

mA 

lOFF Output Disable Leakage Current 

(Figure 7) 

DS1650 



100 

pA 

DS3650 



40 

pA 

ICCH High Logic Level Supply Current 
from Vcc 

(Figure 2) 



45 

60 

mA 

•EEH High Logic Level Supply Current 
from Vee 

(Figure 2) \ 



-17 

-30 

mA 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the O^C to +70°C range for the DS3650, DS3652 and the — 55°C to +125°C 
range for the DS1650, DS1652. All typical values are for Ta “ 25°C, Vqc 5V and Vee = — 5V; 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: A parameter which is of primary concern when designing with line receivers is, what is the minimum differential input voltage required 
as the receiver input terminals to guarantee a given output logic state. This parameter is commonly referred to as threshold voltage. It is well 
known that design considerations of threshold voltage are plagued by input offset currents, bias currents, network source resistances, and voltage 
gain. As a design convenience, the DS1650, DS1652 and the DS3650, DS3652 are specified to a parameter called input sensitivity (V|s). This 
parameter takes into consideration input offset currents and bias currents and guarantees a minimum input differential voltage to cause a given 
output logic state with respect to a maximum source impedance of 200n at each input. 
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Switching Characteristics (VCC = 5 Vdc. Vee = —5 Vqc- Ta = 25°C unless otherwise noted) 


PARAMETER 

tPHL(D) 

High-to-Low Logic Level Propagation 
Delay Time (Differential Inputs) 

tpLH(D) 

Low-to-High Logic Level Propagation 
Delay Time (Differential Inputs) 

tPOH(S) 

TRI-STATE to High Logic Level 
Propagation Delay Time (Strobe) 

tPHO(S) 

High Logic Level to TRI-STATE 
Propagation Delay Time (Strobe) 

. tPOL(S) 

TRI-STATE to Low Logic Level 
Propagation Delay Time (Strobe) 

tPLO(S) 

Low Logic Level to TRI-STATE 
Propagation Delay Time (Strobe) 

tPHL(S) 

High-to-Low Logic Level Propagation 
Delay Time (Strobe) 

tPLH(S) 

Low-to-High Logic Level Propagation 
Delay Time (Strobe) 


CONDITIONS 



(Figure 10) 


DS1650/DS3650 


DS1652/DS3652 


DS1650/DS3650 


DS1652/DS3652 


DS1650/DS3650 


DS1650/DS3650 


DS1650/DS3650 


DS1650/DS3650 


DS1652/DS3652 


DS1652/DS3652 



TYP 

MAX 

UNITS 

21 

25 

ns 

20 

25 

ns 

20 

25 

ns 

22 

25 

ns 

16 

21 

ns 

■ 

18 

ns 

19 

27 

ns 

14 

29 

ns 

16 

25 

ns 

13 

25 

ns 


Electrical Characteristic Test Circuits 


:o— Q-o 

'CEX 



DS16S0/ r 
DS3650 



DS1650/ DS1652/ DS1650/ DS1652/ DS1650/ DS1652/ DS1650/ DS1652/ 

DS3650 DS3652 DS3650 DS1652 DS1650 DS1652 DS1650 DS1652 


+3.0V 

-2.975V 


+2.975V I +2.975V GND 


-2.975V -2.975V -3,0V -3.0V 


Channel A shown under test. Other channels are tested similarly. 

FIGURE l-ICEX.VoH and VqL 



3.0V GND 
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DS16/3650, DS16/3652 


Electrical Characteristic Test Circuits (Continued) 



FIGURE 2. (cCH and IeeH 



Note. Channel A shown under test, other channels are tested 
similarly. Only one output shorted at a time. 


FIGURE 4. los 



Note. Channel A(— ) shown under test, other channels are tested 
similarly. Devices are tested with VI from 3V to — 3V. 

FIGURE 6. I|L 



FIGURE 3. I|H(S) and l|L(S) 



Note. Channel A(— ) shown under test, other channels are 
tested similarly. Devices are tested with VI from 3V to — 3V. 

FIGURES. liH 



Note. Output of Channel A shown under test, other outputs 
are tested similarly for VI = 0.4V and 2.4V. 


FIGURE 7. IqfF 
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AC Test Circuits and Switching Time Waveforms 



Note. Output of Channel B shown under test, other channels are tested similarly. E|[\j waveform characteristics; 

SI at "A" for DS1652/DS3652 fJLH std tjHL < 10 ns measured 10% to 90% 

SI at "B"for DS1650/DS3650 PRR = 1 MHz 

Ci_ = 15 pF total for DS1 652/DS3652 Duty Cycle = 500 ns 

C[_ = 50 pF total for DS1 650/DS3650 

FIGURE 8. Receiver Propagation Delay tpLH(D) aod tp|-|L(D) 


tPLO(S) 




tPHO(S) 


Note. Output of Channel B shown under test, other channels are tested similarly. 



VoH-O.SV 
=» 1.5V 


tPOL(S) 



VI 

V2 

SI 

S2 

Cl 

tPLO(S) 

100 mV 

GND 

Closed 

Closed 

15pF 

tPOL(S) 

100 mV 

GND 

Closed 

Open 

50 pF 

tPHO(S) 

GND 

100 mV 

Closed 

Closed 

15pF 

1P0H(S) 

GIMD 

100 mV 

Open 

Closed 

50 pF 



C[_ includes jig and probe capacitance. 

E||\j waveform characteristics: tji_|-) and tjuL < 10 ns measured 
10% to 90% 

PRR = 1 MHz 
Duty Cycle = 50% 


tPOH(S) 



FIGURE 9. Strobe Propagation Delay tpLO(S). tPOL(S). IPHO(S) tpoH(S) 
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OS16/3650, DS16/3652 



































DS16/3650, DS16/3652 


AC Test Circuits and Switching Time Waveforms (Continued) 


sv 



Note. Output of Channel B shown under test, other channels are tested similarly. 


E|N 


Eq 



Note. E|fy| waveform characteristics: 

ETLH sEid t-pHL ^ measured 10% to 90% 
PRR = 1 MHz 
Duty Cycle = 500 ns 


FIGURE 10. Strobe Propagation Delay tp|_H(S) and tpHL(S) 


Schematic Diagrams 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS1691A/DS3691 (RS-422/RS-423) Line Drivers 
with TRI-STATE® 


General Description 


The DS1691A/DS3691 are low power Schottky TTL line 
drivers designed to meet the requirements of EIA stand- 
ards RS-422 and RS-423. They feature 4 buffered outputs 
with high source and sink current capability with internal 
short circuit protection. A mode controi input provides a 
choice of operation either as 4 independent line drivers or 
2 differential line drivers. A rise time control pin allows the 
use of an external capacitor to reduce rise time for sup- 
pression of near end crosstalk to other receivers in the 
cable. 

With the mode select pin low, the DS1691A/DS3691 are 
dual differential line drivers with TRI-STATE outputs. They 
feature ± 10V output common-mode range in TRI-STATE 
and OV output unbalance when operated with ± 5V supply. 


Features 

■ Dual RS-422 line driver with mode pin low, or quad 
RS-423 line driver with mode pin high 

■ Individually TRI-STATEable differential drivers in 
differentiai mode 

■ Short circuit protection for both source and sink outputs 

■ Outputs will not clamp line with power off or in 
TRI-STATE 

■ Individual rise time control for each output 

■ lOOn transmission line drive capability 

■ Low Ice and I ee power consumption 

RS-422 35mW/drivertyp 

RS-423 26mW/drivertyp 

■ Low current PNP inputs compatible with TTL, MOS and 
CMOS 


Connection Diagram 


Connection Diagram 


With Mode Select LOW 
(RS-422 Connection) 


INPUT A 
INPUT B/DISABLE 


INPUT C/DISABLE 
INPUT D 



RISE TIME CONTROL A 
OUTPUT A 
OUTPUT B 

RISE TIME CONTROI B 
RISE TIME CONTROL C 
OUTPUT C 
OUTPUT 0 

RISE TIME CONTROL 0 


With Mode Select HIGH 
(RS-423 Connection) 



RISE TIME CONTROL A 
OUTPUT A 
OUTPUTS 

RISE TIME CONTROLS 
RISE TIME CONTROLS 
OUTPUTS 
OUTPUTS 

RISE TIME CONTROL 0 


Truth Table 


Operation 

Inputs 

Outputs 

Mode 

A(D) 

B(C) 

A(D) 

B(C) 

RS-422 

0 

0 

0 

0 

1 


0 

0 

1 

TRI-STATE 

TRI-STATE 


0 

1 

0 

1 

0 


0 

1 

1 

TRI-STATE 

TRI-STATE 

RS-423 

1 

0 

0 

0 

0 


1 

0 

1 

0 

1 


1 

1 

0 

1 

0 


1 

1 

1 

1 

1 


Order Number DS1691AJ, DS3691J or DS3691N 
See NS Package J16A or N16A 
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DS1691A/DS3691 






DS1691A/DS3691 


Absolute Maximum Ratings (Note d 

Supply Voltage 

Vcc 7V 

Vee -7V 

Maximum Power Dissipation * at 25°C 
Cavity Package 1509mW 

Molded Package 1476 mW 

Input Voltage 15V 

Output Voltage (Power OFF) ±15V 

Storage Temperature - 65°C to + 1 50°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

'Derate cavity package 10.1 mW/°C above 25°C; derate molded package 
11.9 mW/°C above 25°C, 


Operating Conditions 



Min 

Max 

Units 

Supply Voltage 

DS1691A 

Vcc 

4.5 

5.5 

V 

Vee 

-4.5 

-5.5 

V 

DS3691 

Vcc 

4.75 

5.25 

V 

Vee 

-4.75 

-5.25 

V 

Temperature (T^) 

DS1691A 

-55 

-M25 

°c 

DS3691 

0 

-4-70 

°c 


DC Electrical Characteristics (Notes 2, 3, 4 and 5) 


Conditions 


Parameter 


RS-422 CONNECTION, Vee CONNECTION TO GROUND, MODE SELECTsO.SV 


High Level Input Voltage 


Low Level Input Voltage 


High Level Input Current 


l|L 


V, 


Vo 


Vo 


Vt 


Vt 


Vos> Vos 


|VtI-1Vt| 


IVosI - I Vos I 


Low Level Input Current 


Input Clamp Voltage 


Differential Output Voltage 
Va,b 


Differential Output Voltage 
Va.b 


Common-Mode Offset 
Voltage 


Difference in Differential 
Output Voltage 


Difference in Common- 
Mode Offset Voltage 


|Vt-Vt1 


Output Voltage Common- 
Mode Range 


Output Leakage Current 
Power OFF 


TRI-STATE Output Current 


Output Short Circuit Current 


Output Short Circuit Current 


Supply Current 


ViN = 2.4V 


V,n<15V 


V|n = 0.4V 


liN= - 12 mA 


Rl = 100Q 
Vcc^ 4.75V 


RL=ioon 


RL=ioon 


Rl=100D 


Rl = 100U, Vcc2:4.75V 


Vdisable = 2.4V 


V|n = 2V 


V|n = 0.8V 


Vin = 2V 


V|n = 0.8V 


Vcc = 0V 


V,n = 0.4V 


VcMR= 10V 


VcMR= - 10V 


VCMR^IOV 


Vcmr^-IOV 


Voa = 6V 


Vqb = 0V 


VoA = 0V 


Vob = 6V 


Typ Max 
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AC Electrical Characteristics T a=2s°c (N otes) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

RS-422 CONNECTION, Vcc = 5V, MODE SELECT = 0.8V 


Output Rise Time 

Rl= lOOn, Cl = 500 pF {Figure 1) 


120 

200 

ns 

■■ 

Output Fall Time 

Rl = 1000, Cl = 500 pF (Figure 1) 


120 

200 

ns 

tpDH 

Output Propagation Delay 

Rl = 1000, Cl = 500 pF (Figure 1) 


120 

200 

ns 

tpDL 

Output Propagation Delay 

Rl = 1000, Cl = 500 pF (Figure 1) 


120 

200 

ns 

tpZL 

TRI-STATE Delay 

Rl = 4500, Cl = 500 pF, Cc = 0 pF (Figure 4) 


250 

350 

ns 

tpZH 

TRI-STATE Delay 

Rl = 4500, Cl = 500 pF, Cc = 0 pF (Figure 4) 


180 

300 

ns 

tpLZ 

TRI-STATE Delay 

Rl = 4500, Cl = 500 pF, Cc = 0 pF (Figure 4) 


180 

300 

ns 

tPHZ 

TRI-STATE Delay 

Rl = 4500, Cl = 500 pF, Cc = 0 pF (Figure 4) 


250 

350 

ns 


DC Electrical Characteristics (Notes 2, 3 , 4 and s) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

RS-423 CONNECTiON, |Vcc| = |Vee|. MODESELECT2:2V 

< 

I 

High Level Input Voltage 


2 



V 

V|L 

Low Level Input Voltage 




0.8 

V 

l|H 

High Level Input Current 

V|N = 2.4V 
V,n<15V 


1 

10 

40 

100 

fA 

fA 

l|L 

Low Level Input Current 

V|n = 0.4V 


-30 


fA 

V| 

Input Clamp Voltage 

liN= -12 mA 



-1.5 

V 

Vo 

Vo 

Output Voltage 

Rl= 00 , (Note 6) 
Vcc > 4.75V 

V|n = 2V 

4.0 

4.4 

6.0 

V 

V|n = 0.4V 

-4.0 

-4.4 

-6.0 

V 

Vt 

Vt 

Output Voltage 

Rl = 450U, 
Vcc ^ 4.75V 

V,n = 2.4V 

3.6 

4.1 


V 

V|n = 0.4V 

-3.6 

-4.1 


V 

|VtI-|^I 

Output Unbalance 

iVccI = |VeeI= 4.75V, Rl = 450U 


0.02 

0.4 

V 

Ix^ 

Output Leakage Power OFF 

< 

o 

o 

II 

< 

m 

m 

II 

O 

< 

> 

(O 

II 

o 

> 


2 

100 

fA 

lx" 

Output Leakage Power OFF 

< 

o 

o 

II 

< 

m 

m 

II 

O 

< 

< 

o 

II 

1 

O) 

< 


-2 

-100 

fA 


Output Short Circuit Current 

> 

o 

II 

• o 
> 

V|n = 2.4V 


-80 

-150 

mA 

■SB 

Output Short Circuit Current 

> 

o 

II 

o 

> 

V|n = 0.4V 


80 

150 

mA 

•slew 

Slew Control Current 



±140 


fA 

•cc 

Positive Supply Current 

V|N = 0.4V, Rl= 0® 


18 

30 

mA 

Iee 

Negative Supply Current 

V|N = 0.4V, Rl = oo 


-10 

-22 

mA 

Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
devices should be operated at these limits. The tables of "Electrical Characteristics” provide conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the -55°C to -i- 125"C temperature range for the DS1691A and across the 0°C to -i-70°C 
range for the DS3691. All typicals are giveri tor Vcc = 5V and Ta = 25"C. Vcc ^^d Vee as listed in operating conditions. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise specified. 
Note 4: Only one output at a time should be shorted. 

Note 5: Symbols and definitions correspond to EIA RS-422 and/or RS-423 where applicable. 

Note 6: At -55°C, the output voltage is -f 3.9V minimum and -3.9V minimum. 
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DS1691A/DS3691 


AC Electrical Characteristics T a= 25 °c (N otes) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

RS-423 CONNECTION, Vcc = 5V,Vee-5V, MODE SELECT = 2.4V I 

1 ^ ^ 

tr 

Rise Time 

Rl = 4500, Cl = 500 pF, Cc = 0 (Figure 2) 


120 

300 

ns 

tt 

Fall Time 

Rl = 4500, Cl = 500 pF, Cc = 0 (Figure 2) 


120 

300 

ns 

tr 

Rise Time 

Rl = 4500, Cl = 500 pF, Cc = 50 pF (Figure 3) 


3.0 


liS 

tf 

Fali Time 

Rl = 4500, Cl = 500 pF, Cc = 50 pF (Figure 3) 


3.0 


ns 

Vc 

Rise Time Coefficient 

Rl = 4500, Cl = 500 pF, Cc = 50 pF (Figure 3) 


0.06 


/iS/pF 

tpDH 

Output Propagation Delay 

Rl = 4500, Cl = 500 pF, Cc = 0 (Figure 2) 


180 

300 

ns 

tpDL 

Output Propagation Deiay 

Rl = 4500, Cl = 500 pF, Cc = 0 (Figure 2) 


180 

300 

ns 


AC Test Circuits and Switching Time Waveforms 
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AC Test Circuits and Switching Time Waveforms (Continued) 



TEKC72 CURRENT 
TRANSF.OR 

EQUIVALENT (INPUT A HIGH) 



Switching Waveforms 


FIGURE 4. TRI-STATE® Delays 


MOOE-O balanced 



VcC‘5''.VeE’-5V 



Typical Rise Time Control Characteristics 


Rise Time vs External Capacitor 


10 100 Ik 10k 
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DS1692/DS3692 


National Transmission Line 

Semiconductor Drivers/ Receivers 

DS1692/DS3692 TRi-STATE® Differential Line Drivers 


General Description 

The DS1692/DS3692 are low power Schottky TTL line 
drivers electrically similar to the DS1691A/DS3691 but 
tested to meet the requirements of MIL-STD-188-114. They 
feature 4 buffered outputs with high source and sink cur- 
rent capability with internal short circuit protection. A 
mode control input provides a choice of operation either 
as 4 independent line drivers or 2 differential line drivers. A 
rise time control pin allows the use of an external capaci- 
tor to reduce rise time for suppression of near end cross- 
talk to other receivers in the cable. 

With the mode select pin low, the DS1692/DS3692 are dual 
differential line drivers with TRI-STATE outputs. They 
feature ± 10V output common-mode range in TRI-STATE 
and OV output unbalance when operated with ± 5V supply. 


LoQIC DiSQrsm (1/2 Circuit Shown) 



Connection Diagram Truth Table 


Vcc 


INPUT A 


INPUT B/DISABLE 
MODE SELECT 
GND 

INPUT C/DISABLE 
INPUT D 
Vee 


TOP VIEW 

Order Number DS1692J, DS3692J or DS3692N 
See NS Package J16A or N16A 


— RISE TIME CONTROL A 


Inputs 


Outputs 

15 

— OUTPUT A 

Mode 

A(D) 

B(C) 

A(D) 

B(C) 

14 

— OUTPUT B 

0 

0 

0 

0 

1 

13 

0 

0 

1 

TRI-STATE 

TRI-STATE 

— RISE TIME CONTROL B 

0 

1 

0 

1 

0 

— RISE TIME CONTROL C 

0 

1 

1 

TRI-STATE 

TRI-STATE 

— OUTPUT C 

1 

0 

0 

0 

0 

— OUTPUT 0 

1 

0 

1 

^ 0 

1 

9 

1 

1 

0 

1 

0 

— RISE TIME CONTROL 0 

1 

1 

1 

1 

1 


Features 

■ Dual differential line driver or quad single-ended line 
driver 

■ Individually TRI-STATEable differential drivers meet 
MIL-STD-188-114 

■ Short circuit protection for both source and sink outputs 

■ Individual rise time control for each output 

■ lOOn transmission line drive capability 

■ Low Ice and I ee power consumption 

Differential mode 35mW/drivertyp 

Single-ended mode 26mW/drivertyp 

■ Low current PNP inputs compatible with TTL, MOS and 
CMOS 
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Absolute Maximum Ratings (Note d 

Operating Conditions 



Supply Voltage 

Vcc 7V 

Vee -7V 

Maximum Power Dissipation* at 25°C 
Cavity Package 1509 mW 

Molded Package 1476 mW 

Input Voltage 15V 

Output Voltage(PowerOFF) ±15V 

Storage Temperature -65“Cto -f 150“C 

LeadTemperature(Soldering, lOseconds) 300°C 


Min 

Max 

Units 

Supply Voltage 
DS1692 

Vcc 4.5 

Vee —4.5 

DS3692 

Vcc 4.75 

Vee -4.75 

Temperature (Ta) 

DS1692 -55 

5.5 

-5.5 

5.25 

-5.25 

-H25 

o << << 

‘Derate cavity package 10.1 mW/‘C above 25‘C; derate molded package 
11.9 mWrC above 25‘C. 

DS3692 

C 


-H70 

“C 

Electrical Characteristics dsi692/ds 3692 (Notes 

2, 3 and 4) 





Parameter 

Conditions 

Min 

Typ 

Max 

Units 

DS1692, Vcc = 

5V ± 10%, DS3692, Vcc = 5V + 5%, Vee CONNECTION TO GROUND, MODE SELECT :s 0.8V 


Vo 

Differential Output Voltage 

Rl= 00 

< 

z 

II 

to 

< 

2.5 

3.6 


V 

Vo 

Va,b 

V|n = 0.8V 

-2.5 

-3.6 


V 

Vt 

Differential Output Voltage 

Rl=100D 

V|n = 2V 

2 

2.6 


V 

Vt 

Va,b 

Vec^ 4.75V 

V|N = 0.8V 

-2 

-2.6 


V 

Vos. Vos 

Common-Mode Offset 
Voltage 

Rl=100D 


2.5 

3 

V 

< 

-1 

I 

Difference in Differential 
Output Voltage 

Rl=iood 


0.05 

0.4 

V 

|Vosl - |Vosl 

Difference in Common- 
Mode Offset Voltage 

RL=100fi 


0.05 

0.4 

V 

Vss 

|Vt-W| 

RL = 100n, Vcc 5: 4.75V 

4.0 

4.8 


V 

Iqx 

TRI-STATE Output Current 

Vq^ -10V 


-0.002 

-0.15 

mA 



Vq>15V 


0.002 

0.15 

mA 

>SA 

Output Short Circuit Current 

V|n = 2.4V 

> 

CD 

II 

< 

o 

> 


80 

150 

mA 



< 

o 

in 

II 

o 

< 


-80 

-150 

mA 

IsB 

Output Short Circuit Current 

V|n = 0.4V 

< 

o 

> 

II 

o 

< 


-80 

-150 

mA 



< 

o 

03 

II 

c> 

< 


80 

150 

mA 

Icc 

Supply Current 




18 

30 

mA 

DS1692, Vcc = 

5V ± 10%, Vee = - 5V ± 10%, DS3692, Vcc = 5V ± 5%, Vee = - 5 + 

5%, MODE SELECT<0.8V 


Vg 

Differential Output Voltage 

Rl= 00 

V,n = 2.4V 

7 

8.5 


V 

Vo 

Va,b 

V|N = 0.4V 

-7 

-8.5 


V 

Vt 

Differential Output Voltage 

Rl = 2000 

V|n = 2.4V 

6 



V 

Vt 

Va,b 

V|n = 0.4V 

-6 

mm 


V 

< 

H 

1 

Output Unbalance 

|Vccl = |Vee 

Rl = 2000 


0.02 

0.4 

V 

lox 

TRI-STATE Output Current 


Vo = 10V 


0.002 

0.15 

mA 




> 

o 

1 

II 

o 

> 


- 0.002 

-0.15 

mA 

ls + 

Output Short Circuit Current 

> 

o 

II 

o 

> 

V|n = 2.4V 


-80 

-150 

mA 

•s 

V|n = 0.4V 


80 

150 

mA 

IsLEW 

Slew Control Current 



±140 


aA 

Ice 

Positive Supply Current 

V|n = 0.4V, Rl 

= 00 , 


18 

30 

mA 

Iee 

Negative Supply Current 

V|n = 0.4V, Rl 

= oo 


-10 

-22 

mA 
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Electrical Characteristics (Notes 2 and s) Vee^ov 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

High Level Input Voltage 


2 



V 

V. 

Low Level Input Voltage 




0.8 

V 

■Bl 

High Level Input Current 

V|n = 2.4V 


1 

40 

aA 

H 


V|n:<15V 


10 

100 

aA 

EB 

Low Level Input Current 

V|n = 0.4V 


-30 

-200 

aA 

V| 

Input Clamp Voltage 

lifsj =—12 mA 



-1.5 

V 

■XA 

Output Leakage Current 

Vcc = ^EE = 0 

> 

m 

II 

0 

> 


0.01 

0.15 

mA 

IXB 

Power OFF 

Vo= -15V 


-0.01 

-0.15 

mA 


Switching Characteristics Ta = 2s°c 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Vcc = 5V, MODE SELECT = 0.8V 

tr 

Differential Output Rise Time 

R|_ = 100n, Cl = 500 pF {Figure 1) 


120 

200 

ns 

tf 

Differential Output Fall Time 

Rl = 100Q, Cl = 500 pF {Figure 1) 


120 

200 

ns 

tpDH 

Output Propagation Delay 

Rl= 100Q, Cl = 500 pF {Figure 1) 


120 

200 

ns 

tpDL 

Output Propagation Delay 

Rl= 100D, Cl =500 pF {Figure 1) 


120 

200 

ns 

tpZL 

TRI-STATE Delay 

Rl = 10011, Cl = 500 pF {Figure 2) 


180 

250 

ns 

tpZH 

TRI-STATE Delay 

Rl = 1000, Cl= 500 pF {Figure 2) 


180 

250 

ns 

tpLZ 

TRI-STATE Delay 

Rl = 1000, Cl = 500 pF {Figure 2) 


80 

150 

ns 

tpHZ 

TRI-STATE Delay 

Rl = 1 000, Cl = 500 pF {Figure 2) 


80 

150 

ns 

Vcc = 5V, Vee = - 5V, MODE SELECT = 0.8V 

tr 

Differential Output Rise Time 

Rl = 2000, Cl = 500 pF {Figure 1) 


190 

300 

ns 

tf 

Differential Output Fall Time 

Rl = 2000, Cl = 500 pF {Figure 1) 


190 

300 

ns 

tpDL 

Output' Propagation Delay 

Rl = 2000, Cl = 500 pF {Figure 1) 


190 

300 

ns 

tpDH 

Output Propagation Delay 

Rl = 2000, Cl = 500 pF {Figure 1) 


190 

300 

ns 

tpZL 

TRI-STATE Delay 

Rl = 2000, Cl = 500 pF {Figure 2) 


180 

250 

ns 

tpZH 

TRI-STATE Delay 

Rl = 2000, Cl = 500 pF {Figure 2) 


180 

250 

ns 

tpLZ 

TRI-STATE Delay 

Rl = 2000, Cl = 500 pF {Figure 2) 


80 

150 . 

ns 

tpHZ 

TRI-STATE Delay 

Rl = 2000, Cl = 500 pF {Figure 2) 


80 

150 

ns 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
devices should be operated at these limits. The tables of "Electrical Characteristics” provide conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the - 55”C to + 125'C temperature range for the DS1692 and across theO’C to + 70°C range 
for the DS3692. All typicals are given for Vcc = 5V and Ta = 25°C. Vcc 3nd as listed in operating conditions. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise specified. 
Note 4: Only one output at a time should be shorted. 
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gin National 
JlA Semiconductor 


Transmission Line 
Drivers/Receivers 

PRELIMINARY 


DS3695/DS3696/DS3697/DS3698 Differential 
TRI-STATE® Bus/Line Transceivers/Repeaters 


General Description 

The DS3695, 0S3696, DS3697 and DS3698 are high speed 
differential TRI-STATE bus/line transceivers/repeaters de- 
signed to meet the requirements of EIA standard RS485 
with extended common mode range ( -h 12V to - 7V), for 
multipoint data transmission. 

The driver and receiver outputs feature TRI-STATE capabili- 
ty, for the driver outputs over the entire common mode 
range of -f 12V to — 7V. Bus contention or fault situations 
that cause excessive power dissipation within the device 
are handled by a thermal shutdown circuit, which forces the 
driver outputs into the high impedance state. The DS3696 
and DS3698 provide an output pin which reports the occur- 
rence of a line fault causing thermal shutdown of the device. 
This is an “open collector” pin with an internal 10 kn pull-up 
resistor. This allows the line fault outputs of several devices 
to be wire OR-ed. 

Both AC and DC specifications are guaranteed over the 0 to 
70°C temperature and 4.75V to 5.25V supply voltage range. 

TRI-STATE* Is a registered trademark o( National Semiconductor Corp. 


Features 

■ Meets new EIA standard RS485(PN1488), for multipoint 
bus transmission. 

■ 15 ns driver propagation delays with 2 ns skew (typical). 

■ Single channel per package isolates faulty channels 
(from shutting down good channels). 

■ Single -t- 5V supply. 

■ -7V to -f 12V bus common mode range permits ±7V 
ground difference between devices on the bus. 

■ Thermal shutdown protection. 

■ Power-up down glitch-free driver outputs permit live in- 
sertion or removal of transceivers. 

■ High impedance to bus with driver in TRI-STATE or 
with power off, over the entire common mode range al- 
lows the unused devices on the bus to be powered 
down. 

■ Line fault reporting capability on DS3696 and DS3698 
allows automated fault location and re-routing under 
processor control. 

■ 12 kn Minimum receiver input impedance. 

■ 70 mV typical receiver hysteresis. 
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Absolute Maximum Ratings (Note i) 

Supply voltage, Vcc 7V 

Control input voltages 7V 

Driver input voltage 7V 

Driver output voltages + 15V/ -10V 

Receiver input voltages (DS3695, DS3696) + 15V/— 10V 

Receiver common mode voltage (DS3697, DS3698) ± 25V 
Receiver output voltage 5.5V 

Continuous power dissipation @70°C 780 mW 

Storage temperature range -65°Cto +150°C 

Lead temperature (Soldering 10 seconds) 300°C 


Electrical Characteristics (Notes 2 and 3 ) - (0“C^Ta^ 70“C, 4.75V<Vcc< 5.25V unless otherwise specified) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V0D1 

Differential Driver Output 
Voltage (Unloaded) 

lo = 0 



5 

V 

V0D2 

Differential Driver Output 
Voltage (with Load) 

(Figure 1) 

1.5 

■ 


V 

AVqd 

Change in Magnitude of Driver 
Differential Output Voltage For 
Complementary Output States 

(Figure 1) 

■ 

■ 

0.2 

V 

Voc 

Driver Common Mode Output 
Voltage 

(Figure 1) 

1 

■ 

3.0 

V 

A|Vocl 

Change in Magnitude of Driver 
Common Mode Output Voltage 
For Complementary Output 
States 

(Figure 1) 

■ 

■ 

0.2 

V 

V|H 

Input High Voltage 

Dl. DE, 
R1.E 


2 




V|L 

Input Low Voltage 




0.8 

in 

VCL 

Input Clamp Voltage 




-1.5 

V 

IlL 

Input Low Current 

V|l=0,4V 



-360 

jliA 

l|H 

Input High Current 

V|h = 2.4V 



20 

fxA 

Iqzd 

TRI-STATE OUTPUT Current 
for Driver 

Vcc=0V 
or Vcc = Max 

Vq=12V 



+ 1 

mA 

< 

^1 

i 

< 



-0.8 

mA 

Vth 

Differential Input Threshold 
Voltage for Receiver 

VoUT = VoL or Vqh 
-7V^Vcm^+12V 

-0.2 


-t-0.2 

V 

AVth 

Receiver Input Hysteresis 

< 

o 

II 

o 

< 


70 


mV 

VoH 

Receiver Output High Voltage 

IOH= -400 fxA 

EH 



V 

VoL 

Output Low 
Voltage 

RO 

\Ol = ^6mA 



0.5 

V 

LF 

Iol = 8 mA 



0.45 


Iqzr 

OFF-State (High Impedance) 
Output Current at Receiver 

Vcc = Max 
0.4V ^Vq^ 2.4V 


■ 

±20 

)LtA 

Rin 

Receiver Input Resistance 

-7V^Vcm^ + 12V 

12 



kil 

>cc 

Supply current 
(total package) 

No Load 

Driver outputs enabled 


40 


mA 

Driver outputs disabled 


23 


mA 

Iqsd 

Driver Short-circuit 
Output current 

Output voltage = - 7V 



-250 

mA 

Output voltage = -l- 1 2V 



-250 

mA 

>OSR 

Receiver short-circuit 
Output current 

< 

o 

II 

o 

< 

-15 


-85 

mA 


Note 1. "Absolute maximum ratings" are those beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the device should be 
operated at these limits. The tables of "Electrical Characteristics" provide conditions for actual device operation. 

Note 2. All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to device ground unless otherwise 
specified. 

Note 3. All typicals are given for Vcc = 5V and T^ = 25°C. 


Recommended Operating Conditions 



Min 

Max 

Units 

Supply voltage, Vcc 

4.75 

5.25 

V 

Bus voltage 

-7 

+ 12 

V 

Operating free air temperature T^ 

0 

70 

°c 
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Switching Characteristics (4.75V ^vcc^ 5.25V: o°c<ta< 70 '’C) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

tPLH 

Driver Input to Output 



15 


ns 

tpHL 

Driver Input to Output 

Cli = Cl2=100pF 


15 


ns 

Skew 

Driver Output to Output 

(Figures 3 and 5) 


2 I 


ns 

tZH 

Driver Enable to Output High 

C(_ = 100 pF (Figures 4 and 6) SI open 


33 


ns 

tZL 

Driver Enable to Output Low 

Cl = 100 pF (Figures 4 and 6) S2 open 


33 


ns 

tLZ 

Driver Disable Time from Low 

Cl = 15 pF (Figures 4 and 6) S2 Open 


33 


ns 

«HZ 

Driver Disable Time from High 

Cl = 1 5 pF (Figures 4 and 6) Si Open 


33 


, ns 

tPLH 

Receiver Input to Output 

Cl = 1 5 pF (Figures 2 and 7) 


22 


ns 

tPHL 

Receiver Input to Output 

S1 and S2 Closed 


22 


ns 

tZL 

Receiver Enable to Output Low 

Cl = 15 pF (Figures 2 and 8) S2 Open 


15 


ns 

tZH 

Receiver Enable to Output High 

Cl= 15 pF (Figures 2 and 8) Si Open 


15 


ns 

tLZ 

Receiver Disable from Low 

Cl = 15 pF (Figures 2 and 8) S2 Open 


12 


ns 

tHZ 

Receiver Disable from High 

Cl = 1 5 pF (Figures 2 and 8) SI Open 


12 


ns 


AC Test Circuits 




FIGURE 1. 


Note: S1 and S2 of load circuit are closed 
except as otherwise mentioned. 

FIGURE 2. 



< 

L q 

i "loiff f 

s2lJ 

1 ■” 4 


■ Cli = lOOpf 


1 


FROM OUTPUT 
UNDER TEST 




•Vcc 


(INCLUDES PROBE 
AND JIG I 

CAPACITANCE) 


Note: Unless otherwise specified 
the switches are closed. 


1 


FIGURE 3. 


FIGURE 4. 


1-49 


DS3695/96/97/98 







































































DS3695/96/97/98 


Switching Time Waveforms 



FIGURE 5. Driver Propagation Delays 


TL/F/5272-9 



FIGURE 6. Driver Enable and Disable Times 


TL/F/5272-10 



Note: Differential input voltage may be realized by grounding R1 and pulsing Rl between + 2,5V and -2.5V 

FIGURE 7. Receiver Propagation Delays tuf/5272-ii 
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Function Tables 


OS3695/DS3696 Transmitting 


Inputs 

Line 

Condition 

Outputs 

RE 

DE 

D1 

DO 

DO 

LF* (DS3696 Only) 

X 

1 

1 

No Fault 

0 

1 

H 

X 

1 

0 

No Fault 

1 

0 

H 

X 

0 

X 

X 

z 

z 

H 

X 

1 

X 

Fault 

z 


L 


DS3695/DS3696 Receiving 


Inputs 

Outputs 

RE 

DE 

RI-RI 

RO 

LF* (DS3696 Only) 

0 

0 

^+0.2V 

1 

H 

0 

0 

^-0.2V 

0 

H 

0 

0 

Inputs Open 

1 

H 

1 

0 

X 

z 

H 


DS3697/DS3698 


Inputs 

Line 

Condition 

Outputs 

E 

RI-RI 

DO 

DO 

RO/DI (DS3697 Only) 

LF* (DS3698 Only) 

1 

^ +0.2V 

No Fault 

0 

1 

1 

H 

1 

^-0.2V 

No Fault 

1 

0 

0 

H 

0 

X 

X 

z 

z 

z 

H 

1 

S+0.2V 

Fault 

z 

z 

1 

L 

1 

^-0.2V 

Fault 

z 

z 

0 

L 




X — Don’t care condition 
Z — High impedance state 

Fault — Improper line conditions causing excessive power dissipation in the driver, such as shorts or bus contention situations 
•LF is an "open collector" output with an on-chip 10 kfl pull-up resistor 


Typical Application 



TL/F/5272-13 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS55113/DS75113 Dual TRI-STATE® 
Differential Line Driver 

General Description Features 


The DS551 13/DS751 13 dual differential line drivers 
with TRI-STATE outputs are designed to provide all the 
features of the DS55114/DS751 14 line drivers with the 
added feature of driver output controls. There are 
individual controls for each output pair, as well as a 
common control for both output pairs. When an output 
control is low, the associated output is in a high- 
impedance state and the output can neither drive nor 
load the bus. This permits many devices to be connected 
together on the same transmission line for party-line 
applications. 

The output stages are similar to TTL totem-pole outputs, 
but with the sink outputs, YS and ZS, and the corres- 
ponding active pull-up terminals, YP and ZP, available 
on adjacent package pins. 


■ Each circuit offers choice of open-collector or active 
pull-up (totem-pole) outputs 

■ Single 5V supply 

■ Differential line operation 

■ Dual channels 

■ TTL/LS compatibility 

■ High-impedance output state for party-line applica- 
tions 

■ Short-circuit protection 

■ High current outputs 

■ Single-ended or differential AND/NAND outputs 

■ Common and individual output controls 

■ Clamp diodes at inputs 

■ Easily adaptable to DS551 14/DS751 14 applications 



Truth Table 


Order Number DS55113J, DS75113J, or DS75113N 
See NS Package J16A or N16A 



H = high level 
L = low level 
X = irrelevant 
Z = high impedance (OFF) 
input and 4th line of truth 
table applicable only to 
driver number 1 
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Absolute Maximum Ratings (NoteD 

Operating Conditions 






MIN 

MAX 

UNITS 

Supply Voltage (V^c) (Note 1) 

7V 

Supply Voltage (Vqq) 




Input Voltage 

5.5V 

DS55113 

4.5 

5.5 

V 

OFF-State Voltage Applied to 


DS75113 

4.75 

5.25 

V 

Open-Collector Outputs 

12V 

High Level Output Current (Iqr) 


-^0 

mA 

Maximum Power Dissipation* at 25 C 
Cavity Package 
Molded Package 

Operating Free-Air Temperature Range 
DS55113 

1433 mW 
1362 mW 

-55°Cto-H25“C 

Low Level Output Current (IqlI 
Operating Free-Air Tempera- 
ture (Ta) 

DS55113 

DS75113 

-55 ■ 

0 

40 

125 

70 

mA 

°C 

DS75113 

O’C to -t-TO^C 


Storage Temperature Range 

Lead Temperature (1/16" from case for 

-65°Cto-H50'“C 





60 seconds): J Package 
Lead Temperature (1/16" from case for 

300° C 





10 seconds): N Package 

260° C 





‘Derate cavity package 9.6 mW/°C above 25°C; derate molded 





package 10.9 mW/ C above 25 C (Note 2). 






Electrical Characteristics 

Over recommended operating free-air temperature range (unless otherwise noted) 



High Level Input Voltage 


Low Level Input Voltage 


Input Clamp Voltage 


High Level Output Voltage 


Low Level Output Voltage 


Output Clamp Voltage 


OFF-State Open-Collector 
Output Current 


Vcc " Max, 

OFF-State (High-Impedance- Output Controls 
State) Output Current at 0.8V 


CONDITIONS (Note 3) 


Vcc " Min, l| = -12 mA 


Vcc = Min, V|H = 2V, IOH”~10tnA 

V|l = 0.8V Ioh = -40 mA 


Vcc = Min, V|H = 2V, V| l = 0.8V, Iql = 40 mA 


Vcc “ Max, iQ = —40 mA 



Voh = 12V 


Vqh =5.25V 


Ta = 25''C 


Ta= 125“C 


Ta = 25°C 


Ta = 70'^C 


Ta = 25 ’C, Vq = 0 to Vqq 


Vo = 0 


Vq = 0.4V 


Vo = 2.4V 


Vo = Vcc 


Input Current at 
Maximum Input 
Voltage 


High Level 
Input Current 


Low Level 
Input Current 


Short-Circuit Output 
Current (Note 5) 


Supply Current (Both 
Drivers) 


Vcc = Max, V| = 5.5V 


Vcc “ Max, V| = 2.4V 


Vcc = Max, V| = 0.4V 


Vcc = Max, Vo = 0 


All Inputs at OV, No Load, 
Ta = 25°C 


Vcc “ Max 


Vcc = 7V 


1 DS55113 

DS75113 T 

MIN 

KWjH 

MAX 

MIN 

TYP 
(Note 4) 

MAX 






2 



2 . 





■a 



wm 


-0.9 

-1.5 


-0,9 

-1.5 

IBI 

mm 


mm 

msm 


2 



2 

mm 



0.23 

0.4 


0.23 

0.4 


-1.1 

-1.5 


-1.1 



1 

10 














1 










warn 



BOB 



BBI 



beh 






Bi 









mm 



H| 



1 

2 



1 

2 



Bi 



BB 



mmmm 


BB 



mmmm 


mm 



bjbhhi 


bb 

-40 

-90 

-120 

-40 

-90 

-120 


■■ 

mum 

mm 

Bi 


IB 


loi 

Bi 






Note 1 : All voltage values are with respect to network ground terminal. 

Note 2: For operation above 25°C free-air temperature, refer to Dissipation Derating Curves in the Thermal information section. 

Note 3: All parameters with the exception of OFF-state open-collector output current are measured with the active pull-up connected to the sink 
output. 

Note 4: All typical values are at Ta = 25°C and Vcc “ 5V, with the exception of Iqc 7V. 

Note 5: Only one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
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DS55113/DS75113 


Switching Characteristics vcc = 5v, cl = so pf, ta = 25°c 


PARAMETER 

CONDITIONS 

Propagation Delay Time, Low-to- 

tPLH 

High-Level Output 

(Figure 1) 

Propagation Delay Time, High-to- 
Low-Level Output 

IPZH Output Enable Time to High Level 

Rl_ = 180J1, (Figure 2) 

tpzL Output Enable Time to Low Level 

RL = 250n, (Figure 31 

Output Disable Time from High 
tPHZ , , 

Level 

RL = 180n, (Figure 2) 

Output Disable Time from Low 
tPLZ , , 

Level 

R L = 250rj, (Figure 3) 


13 30 


12 30 


20 


14 40 


10 30 


Schematic Diagram (One side shown only) 


COMMON OUTPUT (9) 
CONTROL CC — 
(COMMON TO BOTHSIOESI 


These components common to both drivers. 


Resistor values shown are typical and in ohms 
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Typical Performance Characteristics* (Continued) 


Output Voltage vs Output 
Control Voltage 

6 
S 
4 
3 
2 
1 
0 

0 1 2 3 4 


RE 


■ 

■ 

■ 

■ 

I 


iQ 

1 


I 

■ 





rSi 






■ 








■ 

1 

1 

im 

1 

I 


■ 

■ 

■ 

1 

1 

■ 

■ 

■ 

1 


_ 

_ 



r 






V| - INPUT VOLTAGE (OUTPUT CONTROL) (V) 


Output Voltage vs Output 
Control Voltage 


■ 

■1 

■Hi 


■ 

■ 

IH 


■mEE 

IH 

IH 

■1 


■ 

■ 

n 

n 

1^ 

■II 

1 

n 

■ 

■ 

li 



■ 

■ 

1 



1 

■ 

1 

■ 

■ 

Ml 

Ml 

Ml 

■ 

1 

1 

1 

m 



0 12 3 4 

V| - INPUT VOLTAGE (OUTPUT CONTROL) (V) 


Output Voltage vs Output 
Control Voltage 


■ 

■1 

1 


■ 

■ 

n 

n 

■ 

■ 


■ 

■ 

u 

n 

m 

■ 

■ 


■ 

■ 

1 


1 


■ 

■ 

1 

IBS 

■ 

1 



■ 

11 

161 

■ 

■ 



0 12 3 4 

V| - INPUT VOLTAGE (OUTPUT CONTROL) IV) 


Output Voltage vs Free-Air 
Temperature 


High Level Output 
Voltage vs Output 
Current 


Low Level Output 
Voltage vs Output 
Current 



-75 -50 -25 0 25 50 75 100 125 

Tft - FREE-AIR TEMPERATURE ( C) 



iQH-OUIPilT CURRENT (mA) 


IqL- OUTPUT CURRENT (mA) 


Supply Current (Both 
Drivers) vs Supply Voltage 



0 1 2 3 4 5 6 7 8 


Supply Current (Both 
Drivers) vs Free-Air 
Temperature 



-75 -50 -25 0 25 50 75 100 125 


Supply Current (Both 
Drivers) vs Frequency 



0.1 0.4 1 4 10 40 100 


Vcc- SUPPLY VOLTAGE(V) 


Ta - FREE-AIR TEMPERATURE (X) 


I- FREQUENCY (MHr) 


E 



z < 
a 



Propagation Delay Times 
from Data Inputs vs Free-Air 



-75 -50 -25 0 25 50 75 100 125 

Ta - FREE-AIR TEMPERATURE ( C) 


Output Enable and Disable 
Times vs Free-Air Temperature 



-75 -50 -25 0 25 50 75 100 125 

Ta - FREE-AIR TEMPERATURE ( C) 


Data for temperatures below 0°C and above 70°C and for supply voltages below 4.75V and above 5.25V are applicable to DS55113 
circuits only. These parameters were measured with the active pull-up connected to the sink output. 
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^ National 
kA Semiconductor 


Transmission Line 
Drivers/Receivers 


DS55114/DS75114 Dual Differential Line Drivers 


General Description 

The DS551 14/DS751 14 dual differential line drivers are 
designed to provide differential output signals with high 
current capability for driving balanced lines, such as 
twisted pair at normal line impedances, without high 
power dissipation. The output stages are similar to TTL 
totem-pole outputs, but with the sink outputs, YS and 
ZS, and the corresponding active pull-up terminals, YP 
and ZP, available on adjacent package pins. Since the 
output stages provide TTL compatible output levels,, 
these devices may also be used as TTL expanders or 
phase splitters. 


Features 

■ Each circuit offers choice of open-collector or active 
pull-up (totem-pole) outputs 

■ Single 5V supply 

■ Differential line operation 

■ Dual channels 

■ TTL/LS compatibility 

■ Design to be interchangeable with Fairchild 9614 
line drivers 

■ Short-circuit protection of outputs 

■ High current outputs 

■ Clamp diodes at inputs and outputs to terminate 
line transients 

■ Single-ended or differential AND/NAND outputs 

■ Triple inputs 
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DS55114/DS75114 


Absolute Maximum Ratings (Noten 

Operating Conditions 






MIN 

MAX 

UNITS 

Supply Voltage (Vcc) 

7V 

Supply Voltage (Vcc) 




Input Voltage 

5.5V 

DS55114 

4.5 

5.5 

V 

OFF-State Voltage Applied to Open-Collector Outputs 12V 

DS75114 

4.75 

5.25 

V 

Maximum Power Dissipation* at 25° C 


High Level Output Current (Iqh) 


-40 

mA 

Cavity Package 
Molded Package 

Operating Free-Air Temperature Range 

1433 mW 
1362mW 

Low Level Output Current (Iql) 
Operating Free-Air Tempera- 
ture (Ta) 

DS55114 

DS75114 


40 

mA 

DS55114 

-55°Cto-H25°C 

-55 

0 

125 

70 


DS75114 

0°C to -t70°C 

® P 

Storage Temperature Range 
Lead Temperature (1/16" from case 

-65°Cto-H50°C 

u 




for 60 seconds): J Package 
Lead Temperature (1/16" from case 

300° C 





for 10 seconds); N Package 

260° C 





•Derate cavity package 9.6 mW/°C above 25° C; derate molded 





package 10.9 mW/°C above 25°C (Note 2). 






Electrical Characteristics 

Over recommended operating free-air temperature range (unless ottierwise noted) 


PARAMETER 

V|H 

High Level Input Voltage 

V|L 

Low Level Input Voltage 

V|K 

Input Clamp Voltage 

VOH 

High Level Output Voltage 

VOL 

Low Level Output Voltage 

vqk 

Output Clamp Voltage 

'O(off) 

OFF-State Open-Collector 
Output Current 


Input Current at Maximum 

•l 

Input Voltage 

l|H 

High Level Input Current 

l|L 

Low Level Input Current 

'OS 

Short-Circuit Output 
Current (Note 5) 

icc 

Supply Current (Both 
Drivers) 


CONDITIONS (Note 3) 



1 Vcc “ l| 

= -12mA 


Vcc = Min, V|H = 2V, 

•oh = —10 mA 

Vil = 0.8V 

lOH = —40 mA 

Vcc “ V|H = 2V, V|L = 0.8V, 

Iql ■ '*0 friA 

IBKI9S9IDI 

= 40 mA, Ta = 25°C 

Vcc = Max. 1 

3 = -40 mA, Ta 

25°C 

Vcc ” Max 

VqH = 12V 

Ta = 25° C 

Ta=125°C 

Vqh = 5.25V 

Ta = 25° C 


Ta = 70°c 

Vcc “ Max, V 

1 = 5.5V 


Vcc “ Max, V 

1 = 2.4V 


Vcc “ Max, V 

1 = 0.4V 


Vcc Max, Vq = 0 


1 DS55114 

DS75114 


MIN 

TYP 
(Note 4) 

MAX 

MIN 

ITBiH 

MAX 

2 



2 

m 




0.8 



0.8 



-1.5 



-1.5 

mm 

mm 


MM 

IIQ9I 


2 

m^i 


2 

^^1 



0.2 

0.4 


0.2 

0.45 


6.1 

mm 


6.1 

6.5 


-1.1 



-1.1 

-1.5 


1 

— 






KSI 








1 

■ESI 






200 



1 



1 



40 



40 


-1.1 

-1.6 


-1.1 

-1.6 

-40 

-90 

-120 

-40 

-90 

-120 

IB 

37 

50 


37 

50 

47 


47 

70 



Inputs Grounded, No Load, 
Ta= 25°C 


Note 1 : All voltage values are with respect to network ground terminal. 

Note 2: For operation above 25°C free-air temperature, refer to Dissipation Derating Curves in the Thermal Information section. 

Note 3: All parameters, with the exception of OFF-state open-collector output current, are measured with the active pull-up connected to the 
sink output. 

Note 4; All typical values are at T^ = 25°C and Vcc = 5V, with the exception of Iqc 7V. 

Note 5: Only one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 


Switching Characteristics vcc = 5v, = 2 b°c 


PARAMETER 

CONDITIONS 

IPLH Propagation Delay Time, 
Low-to-High-Level Output 

Cl = 30 pF, (Figure 1) 

Propagation Delay Time, 

tpHL 

High-to-Low-Level Output 



15 

20 

11 

20 


MAX 


15 30 











































































































AC Test Circuit and Switching Time Waveforms 




Note 1 : The pulse generator has the following characteristics; Zqut = 50H, % = 100 ns, PRR = 500 kHz. 
Note 2: Ci_ includes probe and jig capacitance. 

FIGURE 1 



Typical Performance Characteristics 


Output Voltage vs Data 
Input Voltage 


Output Voltage vs Data 
Input Voltage 


High Level Output Voltage 
vs Output Current 



V|- DATA INPUT VOLTAGE (V) 



II 

1 

1 

1 

1 








■ 




■n 







■ 

■1 

1 

1 


1 

B 

■ 

■1 

II 

1 

1 

1 

1 

■ 

Hi 

II 

1 

1 

1 

1 


0 1 2 3 4 

V| - DATA INPUT VOLTAGE (V) 



0- -20 -40 -60 -80 -100 -120 

Iqh - OUTPUT CURRENT (mA) 


Low Level Output Voltage 
vs Output Current 


Output Voltage vs Free-Air 
Temperature 


Propagation Delay Times vs 
Free-Air Temperature 



0 10 20 30 40 50 60 70 80 

IqL- OUTPUT CURRENT (mA) 


1 1 

Vrr = 4.5V 








0H< 

L-J 

\ \ 1 





U-i — 



. 

— 





• 

— ' 

V 

OH<'OH = -''0 

mA) 






1 


















_v 

OlC 

0L = 

40 mA) 



• 


-r-r- 




-75 -50 -25 0 25 50 75 100 125 

Tfl - FREE AIR TEMPERATURE ( C) 



-75 -50 -25 0 25 50 75 100 125 

Tfl - FREE-AIR TEMPERATURE ( C) 


*Data for temperatures below 0°C and above 70°C and for supply voltages below 4.75V and above 5.25V are applicable to DS551 14 circuits only. 
These parameters were measured with the active pull-up connected to the sink output. 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS55115/DS75115 Dual Differential Line Receiver 


General Description 


The DS551 15/DS751 15 is a dual differential line receiver 
designed to sense differential signals from data trans- 
mission lines. Designed for operation over military and 
commercial temperature ranges, the DS5511 5/DS75115 
can typically receive ±500 mV differential data with 
±15V common-mode noise. Outputs are open-collector 
and give TTL compatible signals which are a function of 
the polarity of the differential input signal. Active 
output pull-ups are also available, offering the option of 
an active TTL pull-up through an external connection. 


Response time may be controlled with the use of an 
external capacitor. Each channel may be independently 


controlled and optional input termination resistors 
are also available. 

Features 

■ Single 5V supply 

■ High common-mode voltage range 

■ Each channel individually strobed 

■ Independent response time control 

■ Uncommitted collector or active pull-up option 

■ TTL compatible output 

■ Optional 130r2 termination resistors 

■ Direct replacement for 9615 


Connection Diagram 


Function Table 


Dual-In-Line Package 
2 2 RESP 

VCC 2YS 2YP STRB TIME CONT 82 

|l6 Il5 |l4 il3 |l2 ill |l0 Is 


DIFF. 

INPUT 




1YS 1YP 1 1 RESP 81 IRj At 

STR8 TIME CONT 


H = V| > V|i-| min or V|q more posi- 
tive than VjH max 
L = V| < V|L max or V|d more nega- 
tive than V-pL max 
X = irrelevant 


Order Number DS55115J, DS75115J or 
DS75115N 

See NS Package J16A or N16A 
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DS55115/DS75115 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage, Vcc (Note 1 ) 7V 

Input Voltage at A, B and Rt Inputs ±25V 

Input Voltage at Strobe Input 5.5V 

Off-State Voltage Applied to Open-Collector Outputs 14V 

Maximum Power Dissipation* at 2 ^ C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Operating Free-Air Temperature Range 

DS55115 -55°Cto+125°C, 

DS75115 0°Cto+70°C 

Storage Temperature Range -65°C to +150°C 

Lead Temperature (1/16 inch from case 

for 10 seconds) 300°C 

•Derate cavity package 9.6 mW/°C above 25°C; derate molded 
package 10.9 mW/°C above 25°C. 

Electrical Characteristics (Notes 2, 3 and 5) 


Supply Voltage, (Vcc> 

DS55115 

DS75115 

High Level Output Current, (Iqh) 
Low Level Output Current, (Iql' 
Operating Temperature, (T/\) 
DS55115 
DS75115 


PARAMETER 

VjH 

Differential Input High- 
Threshold Voltage 

Vtl 

Differential Input 
Low-Threshold Voltage 

V|CR 

Common-Mode Input 
Voltage Range 

V|H(STROBE) 

High-Level Strobe 
Input Voltage 

VlL(STROBE) 

Low-Level Strobe 
Input Voltage 

Vqh 

High Level Output Voltage 

Vql 

Low Level Output Voltage 

l|L 

Low Level Input Current 

•SH 

High Level Strobe Current 

•SL 

Low Level Strobe Current 

U, h2 

Response Time Control 
Current (Pin 4 or Pin 12) 

lO(OFF) 

Off-State Open-Collector 
Output Current 

Rt 

Line Terminating 
Resistance 

'os 

Short-Circuit Output 
Current 

•cc 

Supply Current (Both 
Receivers) 



Ta = Min 


Ta = 25°C 


Ta = Max 


Vcc “ Min, V|D = —0.5V, I Ta = 25°C 
VsTROBE = 4.5V 


Vcc = Max, V|D = 0.5V, 
VSTROBE = 0.4V 


Vcc = Max, V|D = 0.5V, j. - 25°C 
Vrc = 0 


Vcc = Min, Vqh = 1 2V, Ta = 25°C 

V|D = — 4.5V TA=Max 


Vcc = Min, Vqh = 5.25V, j Ta = 25°C 
V|D = -4.75V 


130 

167 

-40 

-80 

32 

50 


Ta = Max 


Ta = 25°C 


Ta = 25°C -15 -40 


Vcc “ Max, Vq = OV, 
V|D = -0.5V, (Note4) 


Vcc Max, V(D = 0.5V, 
V|C = 0V 


Note 1: "Absolute Maximum Ratings' are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS551 15 and across the 0°C to 
+70° C range for the DS75115. All typical values are for Ta = 25° C, Vqc = 5V and VcM ” OV. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4. Only one output at a time should be shorted. 

Note 5: Unless otherwise noted, VstrOBE “ 2.4V. All parameters with the exception of off-state open-collector output current are measured 
with the active pull-up connected to the sink output. 
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Switching Characteristics vcc = 5v, cl = so pf, ta = 25°c 


PARAMETER 

CONDITIONS 

1 DS55115 1 

1 DS75115 { 

UNITS 





msm 


Propagation Delay Time, Low- 

tPLH 

to-High Level Output 

RL = 3.9 kr2, (Figure 1) 


18 

50 


18 

75 

ns 

Propagation Delay Time, High- 

tpHL 

to-Low Level Output 

Rl = 390n, (Figure 1) 


20 

50 


20 

75 

ns 


Schematic Diagram 


Vcc 


Rt 


RESPONSE 

TIME 

Vcc STROBE CONTROL 


Vcc 



PULL-UP 

YP 


SINK 
I OUTPUT 
YS 


Typical Application 


COMMON TO 
BOTH RECEIVERS 


Basic Party-Line or Oata-Bus Differential Data Transmission 
LOCATIONS LOCATIONS 




0S751 13 DRIVER 




0S7S11S RECEIVER 


is internal to the DS551 1 5/DS751 1 5 

A capacitor may be connected in series with Zq to reduce power dissipation. 
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Typical Performance Characteristics (Note 3) 


Output Voltage vs 
Temperature 


'^OH (V|D = -0.5V, IQH = -5 mA)J 


, _V0L(V|0 = n-5V.l0L=15mA) 

, L I ..1 LJ i-l J 

-75 -50 -25 0 25 50 75 100 125 

T^- AMBIENT TEMPERATURE! C) 


Output Voltage vs Common-Mode 
Input Voltage 


no' load 

Ta = 25 C 

n 

1 







Vc(; = 5.5V 

-I— 




1 

ir 




1 


I nil I I = III! 

-25 -20 -15 -10 -5 0 5 10 15 20 25 

V|C - COMMON MODE INPUT VOLTAGE (V) 


Output Voltage vs 
Differential Input Voltage 


Vcc = 5V 
LOAD = 2k toV nc 



Ta = 125 C 
Ta = 25’C--^ 


- 0,2 - 0.1 0 0.1 0.2 
V|o - DIFFERENTIAL INPUT VOLTAGE (V) 
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Frequency Response Control 



Note. Cr (response control) > 0.01 pF may 
cause slowing of rise and fall times of the output. 


Frequency Response as a Function of 
Capacitance 



0.D01 0.01 0.1 1 10 

Cr - CAPACITANCE (pF) 


1 


AC Test Circuit and Switching Time Waveforms 


PULSE I D I I IS. 

GENERATOR • |-P 

(NOTED I I 


‘“h 


J 


TIME CONTROL — 


Note 1: The pulse generator has the following characteristics; ZquT ~ 50fi, PRR = 500 kHz/tj^ = 100 ns. 
Note 2: Cl includes probe and test fixture capacitance. 


DIFFERENTIAL / 

INPUT J/^OV 

i\i 10 % 



FIGURE 1. Propagation Delay Times 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS55121/DS75121 Dual Line Drivers 


General Description 

The DS55121/DS75121 are monolithic dual line 
drivers designed to drive long lengths of coaxial 
cable, strip line, or twisted pair transmission lines 
having impedances from 50 to 500 ohms. Both 
are compatible with standard TTL logic and 
supply voltage levels. 

The DS55121/DS751 21 will drive terminated low 
impedance lines due to the low-impedance emitter- 
follower outputs. In addition the outputs are 
uncommitted allowing two or more drivers to 
drive the same line. 

Output short-circuit protection is incorporated 
to turn off the output when the output voltage 
drops below approximately 1.5V. 


Features 

■ Designed for digital data transmission over 50 
to 500 ohms coaxial cable, strip line, or 
twisted pair transmission lines 

■ TTL compatible 

■ Open emitter-follower output structure for 
party-line operation 

■ Short-circuit protection 

■ AND-OR logic configuration 

■ High speed (max propagation delay time 20 ns) 

■ Plug-in replacement for the SN55121/SN75121 
and the 8T13 


Connection Diagram 

DuaMn-Line Package 



TOP VIEW 


Typical Performance 
Characteristics 

Output Current vs Output Voltage 

-300 

< -250 
£ 

5 -200 
cc 
cc 

S -150 

I -100 

o 

_o -50 
0 

0 0.5 1.0 1.5 2.0 2.5 3.0 3.5 4.0 4.5 5.0 
Vo - OUTPUT VOLTAGE (V) 

Truth Table 



Order Number DS55121J, DS75121J or DS75121N 
See NS Package J16A or N16A 


A 

B 

INPUTS 
C D 

E 

F 

OUTPUT 

Y 

H 

H 

H 

H 

X 

X 

H 

X 

X 

X 

X 

H 

H 

H 

1 All Oihe 

Input Combi 

ulions 

L 


H = high level, L = low level, X = irrelevant 


AC Test Circuit and Switching Time Waveforms 



Note 1: The pulse generators have the following characteristics: 
2qut 50U, tyj, * 200 ns. duty cycle = 50%, t, = t( = 5.0 ns. 
Note 2: C|. includes probe and jig capacitance. 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 





MIN 

MAX 

UNITS 

Supply Voltage, Vqc 

6.0V 

Supply Voltage, Vqq 

4.75 

5.25 

V 

Input Voltage 

6.0V 

Temperature, T/^ 




Output Voltage 

6.0V 

DS55121 

-55' 

+ 125 

“c 

Output Current 

Maximum Power Dissipation* at 25“ C 

-75 mA 

DS75121 

0 

+75 

“c 

Cavity Package 

1371 mW 





Molded Package 

1280 mW 





Lead Temperature (Soldering, 10 seconds) 

300°C 






‘Derate cavity package 9.1 mW/°C above 25°C; derate molded 
package 10.2 mW/°C above 25“ C. 


Electrical Characteristics 

Vcc - 4 

.75V to 5.25V (unless otherwise noted) 

(Notes 2 and 3) 



PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V,H 

High Level Input Voltage 



2.0 



V 

V|L 

Low Level Input Voltage 





0.8 

V 

V| 

Input Clamp Voltage 


Vcc = 5.0V, l| =-12 mA 



-1.5 

V 

l| Input Current at Max Input Voltage 

Vcc = 5.25V, V|N = 5.5V 



1 

mA 

VoH 

High Level Output Voltage 


V|H = 2.0V, Iqh = -75 mA (Note 4) 

2.4 



V 

Iqh 

High Level Output Current 


Vcc = 5.0V, V|H = 4.75V, Vqh = 2.0V, 
Ta =25°C (Note 4) 

-100 

■ 

-250 

mA 

•OL 

Low Level Output Current 


V|L = 0.8V, VoL = 0.4V (Note 4) 



-800 

juA 

•o(OFF 

Off State Output Current 


Vcc = OV, Vo = 3.0V 



500 

a<a 

l|H 

High Level Input Current 


V|=4.5V 



40 

ma 

IS 

Low Level Input Current 


V|=0.4V 

-0.1 


-1.6 

mA 

H 

Short Circuit Output Current 

Vcc = 5.0V, Ta = 25°C 



-30 

mA 

H 

Supply Current, Outputs High 

Vcc = 5.25V, All Inputs at 2.0V, 
Outputs Open 

■ 

■ 

28 

mA 

B 

Supply Current, Outputs Low 

Vcc = 5.25V, All Inputs at 0.8V, 
Outputs Open 



60 

mA 

Switching Characteristics 

Vcc = 5.0V, Ta = 25°C 






PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpLH 

Propagation Delay Time, Low- 

Ri_ = 37f2, (See ac Test Circuit 

Cl = 15pF I 


11 

20 

ns 


to-High Level Output 

and Switching Time Waveforms) 



22 

50 

ns 

tpHL 

Propagation Delay Time, High- 

Rl = 37f2, (See ac Test Circuit 



8.0 

20 

ns 


to-Low Level Output 

and Switching Time Waveforms) 



20 

50 

ns 

Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125“C temperature range for the DS55121 and across the 0°C to 
+70° C range for the DS751 21. All typical values are for T/^ = 25“ C and Vqq = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: The output voltage and current limits are guaranteed for any appropriate combination of high and low inputs specified by the truth table 
for the desired output. 
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DS55122/DS75122 



National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS55122/DS75122 Triple Line Receivers 


General Description 

The DS55122/DS75122 are triple line receivers 
designed for digital data transmission with line 
impedances from 50f2 to 500S2. Each receiver has 
one input with built-in hysteresis which provides a 
large noise margin. The other inputs on each 
receiver are in a standard TTL configuration. The 
DS55122/DS75122 are compatible with standard 
TTL logic and supply voltage levels. 


Connection Diagram 


Features 

■ Built-in input threshold hysteresis 

■ High speed . . . typical propagation delay time 
20 ns 

■ Independent channel strobes 

■ Input gating increases application flexibility 

■ Single 5.0V supply operation 

■ Fanout to 10 series 54/74 standard loads 

■ Plug-in replacement for the SN55122/SN75122 
and the 8T14 

Truth Table 



Order Number DS55122J, DS75122J or DS75122N 
See NS Package J16A or N16A 


A 

INPUTS 
Bt R 

S 

OUTPUT 

Y 

H 

H 

X 

X 

L 

X 

X 

L 

H 

L 

L 

X 

H 

X 

H 

L 

X 

X 

L 

H 

X 

L 

H 

X 

H 

X 

L 

X 

L 

H 

H * high level, L = low level, X 

= irrelevant 


input and last two lines of the truth table 
are applicable to receivers 1 and 2 only. 


AC Test Circuit and Switching Time Waveforms 



Note 1: The pulse generator has the following characteristics: 
ZouT 5012, tyy = 200 OS, duty cycle » 50%, t, = t< = 5.0 ns. 
Note 2: includes probe and jig capacitance. 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


MAX UNITS 


Supply Voltage, Vqq 6.0V 

Input Voltage 

R Input 6.0V 

A, B, or S Input 5.5V 

Output Voltage 6.0V 

Output Current ±100 mA 

Maximum Power Dissipation* at 25''C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Storage Temperature Range -65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 9.6 mW/'’C above 25° C; derate molded 
package 10.9 mW/"C above 25‘'C. 


Supply Voltage, V^c 

Operating Temperature, T/^ 
DS55122 
DS75122 

High Level Output Current, 
lOH 

Low Level Output Current, 
'OL 


ElOCtriCSl ChSrdCtCristiCS = 4.75V to 5 . 25 V (unless otherwise noted) (Notes 2 and 3) 


PARAMETER 


High Level Input Voltage 


Low Level Input Voltage 


Hysteresis 


Input Clamp Voltage 


Input Current at Max Input Voltage 


High Level Output Voltage 


Low Level Output Voltage 


High Level Input Current 


Low Level Input Current 


Short Circuit Output Current 


Supply Current 


CONDITIONS 


A, B, R, or S 


A, B, R, or S 


Vec = 5.0V, Ta = 25°C, R,(Note 6) 


Vec = 5.0V, I, = -12 mA, A, B, or S 


Vec = 5.25V, V|M = 5.5V, A, B, or S 

ViH " 2V, V|L == 0.8V, (Note 4) 

Iqh “ — 500pA ^i(A) ~ 5V, V|(g) - OV, 

V|,p|, = 1,45V, V„s, = 2.0V, (Note?) 


V|H =■■ 2.0V, V|| = 0.8V, (Note 4) 


V,(A) -0V, V„g|-0V, 

V|,n, = 1,45V, V|,s) = 2.0V, (Note 8) 


V, =4.5V, A, B, orS 


V, = 3.8V, R 


V, 0,4V, A, B, orS 


Vec = 5.0V, Ta = 25“C, (Note 5) 


Vec " 5.25V 



Switching Characteristics Vec = b.ov, = 25°c 


PARAMETER 

CONDITIONS 

tpLH Propagation Delay Time, Low-to-High 

Level Output from R Input 

(See ac Test Circuit and Switcliing 
Time Waveforms) 

tpHL Propagation Delay Time, High-to-Low 

Level Output from R Input 

(See ac Test Circuit and Switching 
Time Waveforms) 



TYP 

MAX 

20 

30 

20 

30 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: All currents into device pins are shown as positive, currents out of device pins shown as negative, all voltage values are referenced with 
respect to network ground terminal, unless otherwise noted. All values shown as max or min on absolute value basis. 

Note 3; Min/max limits apply across the guaranteed operating temperature range of — 55°C to +125 °C for DS55122 and 0°C to +75°C for 
DS75122, unless otherwise specified. Typicals are for Vqq = 5.0V, T;^ = 25°C. Positive current is defined as current into the referenced pin. 

Note 4: The output voltage and current limits are guaranteed for any appropriate combination of high and low inputs specified by the truth table 
for the desired output. 

Note 5: Not more than one output should be shorted at a time. 

Note 6: Hysteresis is the difference between the positive going input threshold voltage, Vj+_ and the negative going input threshold voltage, Vy.. 
Note 7 ; Receiver input was at a high level immediately before being reduced to 1 .45V. 

Note 8; Receiver input was at a low level immediately before being raised to 1 .45V. 
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DS55122/DS75122 


Typical Performance Characteristics 


Output Voltage vs Receiver Input Voltage 



V, - INPUT VOLTAGE (V) 


Typical Applications 




1 

OUTPUT I I 

VoL 1 I 

The high gain and built-in hysteiesisof the DS5S122/DS75122 
line receivers enable them to be used as Schmitt triggers in 
squaring up pulses. 


Pulse Squaring 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS75123 Dual Line Driver 

General Description 

The DS75123 is a monolithic dual line driver 
designed specifically to meet the I/O interface 
specifications for IBM System 360. It is com- 
patible with standard TTL logic and supply voltage 
levels. 


The low-impedance emitter-follower outputs of 
the DS75123 enable driving terminated low im- 
pedance lines. In addition the outputs are un- 
commited allowing two or more drivers to drive 
the same line. 

Output short-circuit protection is incorporated 
to turn off the output when the output voltage 
drops below approximately 1.5V. 


Connection Diagram 

Dual-In-Line Package 

Vcc F2 E2 D2 C2 B2 A2 Y2 

lie lis |i« In |i 2 111 |io L 


Features 

■ Meet IBM System 360 I/O interface specifica- 
tions for digital data transmission over 5012 to 
50012 coaxial cable, strip line, or terminated 
pair transmission lines 

■ TTL compatible with single 5.0V supply 

■ 3.11V output at loH = “59.3 mA 

■ Open emitter-follower output structure for 
party-line operation 

■ Short circuit protection 

■ AND-OR logic configuration 

■ Plug-in replacement for the SN75123 and the 
8T23 


Typical Performance 
Characteristics 

Output Current vs Output Voltage 



0 0.5 t.O 1.5 2.0 2.5 3.0 3.5 4.0 4.5 5.0 
Vo -OUTPUT VOLTAGE (V) 


Order Number DS75123J or DS75123N 
See NS Package J16A or N16A 


Truth Table 


A B C 0 E F 


I All Other Input Combinations | L j 

H = high level, L = low level, X = irrelevant 


AC Test Circuit and Switching Time Waveforms 

, 3.0V Vcc 

f _ T 

, r 1 

(NOTED I J 1 - #"-Q OUTPUT 




. SO (NOTE 2) 


OUTPUT 



Note 1; THE PULSE GENERATORS HAVE THE FOLLOWING CHARACTERISTICS: Zqut 5012. 

= 200 n$. DUTY CYCLE = 50%. 

Note 2; Cl INCLUDES PROSE AND JIG CAPACITANCE. 
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DS75123 


Absolute Maximum Ratings (Notei) Operating Conditions 


Supply Voltage, Vqq 

7.0 V 

Supply Voltage, Vqq 

MIN 

4.75 

MAX 

5.25 

UNITS 

V 

Input Voltage 

5.5V 

High Level Output Current, 


-100 

mA 

Output Voltage 

Maximum Power Dissipation* at 25°C 

7.0 V 

'oh 

Temperature, Ta 

0 

-f75 

°C 

Cavity Package 
Molded Package 

Operating Free-Air Temperature Range 

Storage Temperature Range 

Lead Temperature (Soldering, 10 seconds) 

. 1371 mW 
1280 mW 
0°C to -f75°C 
-65°C to +150°C 
300° C 






•Derate cavity package 9.1 mW/°C above -25°C; derate molded 
package 10.2 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H 

High Level Input Voltage 


2.0 



V 

V|L 

Low Level Input Voltage 




0.8 

V 

V| 

Input Clamp Voltage 

Vcc = 5.0V, 1, =-12 mA 



-1.5 

V 

li Input Current at Max Input Voltage 

Vcc = 5.25V, V,N = 5.5V 



1 

mA 

VoH 

High Level Output Voltage 

Vcc = 5.0V, V,H = 2,0V, 

Ta = 25°C 

3.11 



V 



Iqh = -59.3 mA, (Note 4) 

Ta = 0°C to -t75°C 

2.9 



V 

'oh 

High Level Output Current 

Vcc = 5.0V, V,H = 4.5V, Ta 
Vqh =2.0V, (Note 4) 

= 25°C, 

-100 

■ 

-250 

mA 

< 

0 

r 

Low Level Output Voltage 

V,L = 0.8V, Iqu = -240mA, (Note 4) 



0,15 

V 

'o(OFF) 

Off State Output Current 

Vcc =0, Vo = 3.0V 



40 

ma 

l|H 

High Level Input Current 

V, =4.5V 



40 

/JA 


Low Level Input Current 

V| = 0.4V 

-C.l 


-1.6 

mA 


Short Circuit Output Current 

Vcc = 5.0V, Ta = 25°C 



-30 

• mA 


Supply Current, Outputs High 

Vcc - 5.25V, All Inputs at 2.0V, Outputs Open 



28 

mA 


Supply Current, Outputs Low 

Vcc - 5.25V. All Inputs at 0.8V, Outputs Open 



60 

mA 


Switching Characteristics Vcc = 5.ov. Ta = 25°c 


PARAMETER 

1 CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tp|_H Propagation Delay Time, Low- 

to-High Level Output 

Re = 50S2, (See ac Test Circuit 
and Switching Time Waveforms 

Cl = 15pF 


12 

20 

ns 



20 

35 

ns 

tpHL Propagation Delay Time, High- 

to-Low Level Output 

Rl = 50S2, (See ac Test Circuit 
and Switching Time Waveforms 

Cl = 15 pF 


12 

20 

ns 

Cl = 100 pF 


15 

25 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: All currents into device pins are shown as positive, currents out of device pins shown as negative, all voltage values are referenced with 
respect to network ground terminal, unless otherwise noted. All values shown as max or min on absolute value basis. 

Note 3: Min/max limits apply across the guaranteed operating terhperature range of 0°C to +75°C for DS75123, unless otherwise specified. Typi- 
cals are for V^c = 5.0V, Ta = 25°C. Positive current is defined as current into the referenced pin. 

Note 4; The output voltage and current limits are guaranteed for any appropriate combination of high and low inputs specified by the truth table 
for the desired output. 
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^ National 
miA Semiconductor 


Transmission Line 
Drivers/Receivers 


DS75124 Tripie Line Receiver 


General Description 

The DS75124 is designed to meet the input/ 
output interface specifications for IBM System 
360. It has built-in hysteresis on one input on 
each of the three receivers to provide large noise 
margin. The other inputs on each receiver are in 
a standard TTL configuration. The DS75124 is 
compatible with standard TTL logic and supply 
voltage levels. 


Features 

■ Built-in input threshold hysteresis 

■ High speed . . typ propagation delay time 20 ns 

■ Independent channel strobes 

■ Input gating increases application flexibility 

■ Single 5.0V supply operation 

■ Plug-in replacement for the SN75124 and the 
8T24 


Connection Diagram and Truth Table 


□ual-ln-Line Package 


Vcc si R1 Y1 A3 S3 R3 Y3 
Il6 |l5 |l4 |l3 |l2 111 |lQ L 



A1 B1 R2 S2 A2 B2 Y2 GND 


H = high level, L = low level, X = irrelevant 
input and last two lines of the truth table 
are applicable to receivers 1 and 2 only. 


Order (Slumber DS75124J or DS75124N 
See NS Package J16A or N16A 


Typical Application 
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DS75124 


Absolute Maximum Ratings 

(Note 1) 

Operating Conditions 






MIN 

MAX 

UNITS 

Supply Voltage, V^q 

7.0 V 

Supply Voltage, Vcc 

4.75 

5.25 

■ V 

Input Voltage 


High Level Output Current, 


-800 

mA 

R Input with Vqq Applied 

7.0 V 

'OH 




R Input with Vcc not Applied 

6.0V 

Low Level Output Current, 


16 

mA 

A, B, or S Input 

5.5V 

'OL 




Output Voltage 

7.0 V 

Operating Temperature, T/\ 

0 

+75 ' 

°C 


Output Current ±100 mA 

Maximum Power Dissipation* at 25° C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Operating Temperature Range 0°C to +75°C 

Storage Temperature Range -65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 9.6 mW/°C above 25° C; derate molded 
package 10.9 mW/°C above 25° C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER | 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H 

High Level Input Voltage 

A, B, or S 

2.0 



V 



R 

1.7 



V 

V|L 

Low Level Input Voltage 

A, B, or S 



0.8 

V 



R 



0.7 

V 

> 

1 

> 

Hysteresis 

< 

n 

o 

5.0V, Ta =25"C, R, (Note 6) 

0.2 

0.4 


V 

V| 

Input Clamp Voltage 

< 

o 

o 

5.0V, 1, =-12 mA, A, B, or S 



-1.5 

V. 

ll 

Input Current at Maximum 

Vcc ■ 

5.25V, V,N = 5.5V, A, B, or S 



1 

mA 


Input Voltage 

R 

V| = 7.0V 



5.0 

mA 



V, = 6.0V, Vcc = 0 



5.0 

mA 

VoH 

High Level Output Voltage 

ViH ■ Vihmin. V|L - V|lmax. Iqh ■ 800/jA, 
(Note 4) 

2.6 

■ 


V 

Vou 

Low Level Output Voltage 

V,H =' 

1 

-Vilmax.'ol “ 16 mA, (Note 4) 



0,4 

V 


High Level Input Current 

V, =4.5V,A, B,orS 



40 

ma 



V| = 3.11V, R 



170 

ma 


Low Level Input Current 

V| = 0.4V, A. B, or S 

-0.1 


-1.6 

mA 

EH 

Short Circuit Output Current 

< 

o 

o 

II 

5.0V, Ta = 25°C, (Note 5) 

-50 


-100 

mA 

Icc 

Supply Current 

< 

o 

o 

5.25V 



72 

mA 


Switching Characteristics T/\ = 25°C, nominal power supplies unless otherwise noted 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpLH 

Propagation Delay Time, Low-to-High 
Level Output from R Input 

(See ac Test Circuit and Switching 
Time Waveforms) 


20 

30 

ns 

tpHL 

Propagation Delay Time, High-to-Low 
Level Output from R Input 

(See ac Test Circuit and Switching 
Time Waveforms) 


20 

30 

ns 


Note 1 ; “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: All currents into device pins are shown as positive, currents out of device pins shown as negative, all voltage values are referenced with 
respect to network ground terminal, unless otherwise noted. All values shown as max or min on absolute value basis. 
Note 3; Min/max limits apply across the guaranteed operating temperature range of 0°C to +75°C for DS75124, unless otherwise specified. Typi- 
cals are for Vqq = 5.0V, T/^ = 25°C. Positive current is defined as current into the referenced pin. 

Note 4; The output voltage and current limits are guaranteed for any appropriate combination of high and low inputs specified by the truth table 
for the desired output. 

Note 5: Not more than one output should be shorted at a time. 

Note 6: Hysteresis is the difference between the positive going input threshold voltage, Vj+, and the negative going input threshold voltage, 
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AC Test Circuit and Switching Time Waveforms 


Vcc 2.BV 



NoteT THE PULSE GENERATOR HAS THE FOLLOWING CHARACTERISTICS: Zqut » 50;;, = 2D0 ns, 

OUTY CYCLE" 50"/.. 

Note 2: C,. INCLUOES PROBE ANO JIG CAPACITANCE. 



Typicai Performance Characteristics 


Output Voltage vs 
Receiver Input Voltage 



V, - INPUT VOLTAGE (V) 
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DS75125, DS75127 



National 
Semiconductor 


Transmission Line 
Drivers/Receivers 


DS75125, DS75127 Seven-Channel Line Receivers 


General Description 

The DS75125 and DS75127 are monolithic seven-channel 
line receivers designed to satisfy the requirements of the 
IBM System 360/370 input/output Interface specifica- 
tions. Special low-power design and Schottky clamped 
transistors allow for low supply current requirements 
while maintaining fast switching speeds and high current 
TTL outputs. The DS75125 and DS75127 are character- 
ized for operation from 0 °C to 70 °C. 


Features 

■ Meets IBM 360/370 I/O specification 

■ Input resistance— 7 kO to 20 kO 

■ Output compatible with TTL 

■ Schottky-clamped transistors 

■ Operates from single 5V supply 

■ High speed — low propagation delay 

■ Ratio specification for propagation delay time, low-to- 
high/high-to-low 

■ Seven channels in one 16-pin package 

■ Standard Vcc ground positioning on DS75127 


Connection Diagrams 


DS75125 

Dual-ln-Line Package 


1Y Vcc 3Y 4Y 5Y 6Y 7Y 2Y 


16 15 

1 

14 

13 

1Z 

11 

10 9 

1 

wSm 

IH 

w 

w 


w 

- 


1 

z 

3 

4 

5 

6 

7 8 


1A ZA 3A 4A 5A 6A 7A GND 
TOP VIEW 

logic: Y= A 

Order Number DS75125J or DS75125N 
See NS Package J16A or N16A 


DS75127 

Dual-ln-Line Package 

Vcc lY ZY 3Y 4Y 5Y BY 7Y 



logic: Y = A 

Order Number DS75127J or DS75127N 
See NS Package J16A or N16A 
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Absolute Maximum Ratings (Note i) Recommended Operating Conditions 

Min Typ Max Units 

Supply Voltage, Vcc (Note 1) 5'V Supply Voltage, Vqq 4.5 5 5.5 V 

Input Voltage Range High-Level Output Current, Iqh -0-4 nnA 

DS75125 -0.15Vto7V Low-Level Output Current, Iqi 16 mA 

DS75127 -2Vto7V ^ ^ „ 

... „ Operating Free-Air Temperature, T. 0 70 C 

Maximum Power Dissipation at 25 C « 

Cavity Package 1509 mW 

Molded Package 1476 mW 

Operating Free-Air Temperature Range 0“C to 70°C 

Storage TemperatureRange -65°Cto 150°C 

LeadTemperature(Soldering, lOseconds) 300°C 

‘Derate cavity package 10.1 mW/°C above 25°C; derate molded package 
1 1 .9 mW/°C above 25°C. 

ElOCtriCdl ChdrSCtOristiCS over recommended operating free-air temperature range (Note 3) 

Parameter 

Conditions 

Min 

Typ 

(Note 5) 

Max 

Units 

ViH High-Level Input Voltage 


1.7 



V 

V|L Lovif-Level Input Voltage 



0.7 

V 

VoH High-Level Output Voltage 

Vcc = 4.5V, V|l = 0.7V, Iqh= -0.4 mA 


3.1 


V 

Vql Low-Level Output Voltage 

Vcc = 4.5V, V|H= 1.7V, loL= 16 mA 


6.4 

0.5 

V 

I|H High-Level Input Current 

Vcc = 5.5V, V| = 3.11V 


0.3 

0.42 

mA 

I|L Low-Level Input Current 

Vcc = 5.5V, V| = 0.15V 



-0.24 

mA 

Iqs Short-Circuit Output Current (Note 4) 

Vcc = 5.5V, Vo = 0 

-18 


-60 

mA 

r| Input Resistance 

Vcc = 4.5V, OV, or Open, 
AV| = 0.15V to 4.15V 

■ 


20 

kfi 

Ice Supply Current 

Vcc = 5-5V, loH= -0.4 mA, 
All Inputs at 0.7V 

■ 

15 

25 

mA 

Vcc = 5.5V, >ol=16 mA, 
All Inputs at 4V 

■ 

28 

47 

mA 

Switching Characteristics = sv. = 25 °c 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

tpLH Propagation Delay Time, Low-to-High-Level Output 

Rl = 400O, Cl = 50 pF, 
See Figure 1 

7 

14 

25 

ns 

tpHL Propagation Delay Time, High-to-Low-Level Output 

10 

18 

30 

ns 

^PLH Ratio of Propagation Delay Times 
fpHL 

0.5 

0 .8- 

1.3 

ns ' 

tjLH Transition Time, Low-to-High-Level Output 

1 

7 

12 

ns 

tjHL Transition Time, High-to-Low-Level Output 

1 

3 

12 

• ns 


Note 1; "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature Range” 
they are not meant to imply that the devices should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual device 
operation. 

Note 2: For operation above 25°C free-air temperature, refer to Thermal Ratings for ICs in Section 12 of Interface Databook. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values shown 
as max or min on absolute value basis. 

Note 4; Only one output should be shorted at a time. 

Note 5: All typical values are at Vcc = 5V, Ty\ = 25°C. 


1 
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DS75125, DS75127 


Schematic (each receiver) 



AC Test Circuit and Switching Time Waveforms 


Vcc 




Note 1: The pulse generator has the following characteristics: ZQyy=50B, PRR = 5 MHz. 
Note 2: Cl includes probe and jig capacitance. 

Note 3: All diodes are 1N3064 or equivalent. 


FIGURE 1 
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Typical Performance Characteristics 


Voltage Transfer 
Characteristics 


Vc 



■|\IC 

L0AD1 










-- 











r 




n 


Voltage Transfer 
Characteristics 



Input Current vs 
Input Voltage 


Vcc = 5V 

NDLOAD. 







Ta 


L_ 



7 

/ 







7 








7 








z 




_J 




z 








Z 








7 










V| - INPUT VOLTAGE (V) 


V| - INPUT VOLTAGE (V) 


V, - INPUT VOLTAGE (V) 


Low-Level Output Voltage 
vs Output Current 


Vcc ° ^V 
V| = 5V 



lA = il!) 1 





















Supply Current vs 
Supply Voltage 


ALL SEVEN CHANNELS 
NO LOAD / 

Ta = 25°C 

1 1 ALL INPUTS 




ATAV/ 

L J 

1 ALL INPUTS / 

7 



AT 0.7V7^ 


r 



7 

7 




In - OUTPUTCURRENT(mA) 


Vcc- SUPPLY VOLTAGE (V) 
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DS75128, DS75129 


National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS75128, DS75129 Eight-Channei Line Receivers 

General Description Features 


The DS75128 and DS75129 are eight-channel iine 
receivers designed to satisfy the requirements of the 
input-output interface specification for IBM 360/370. 
Both devices feature common strobes for each group of 
four receivers. The DS751 28 has an active-hig h strobe; the 
DS75129 has an active-low strobe. Special low-power 
design and Schottky-diode-clamped transistors allow 
low supply-current requirements while maintaining fast 
switching speeds and high-current TTL outputs. The 
DS75128 and DS75129 are characterized for operation 
from 0°C to 70“C. 


■ Meets IBM 360/370 I/O specification 

■ Input resistance — 7 kn to 20 kO 

■ Output compatible with TTL 

■ Schottky-clamped transistors 

■ Operates from a single 5V supply 

■ High speed — low propagation delay 

■ Ratio specification — tpLnftpHL 

■ Common strobe for each group of four receivers 

■ DS751 28 strobe — active-high 
DS75129 strobe — active-low 


Connection Diagrams 


DS75128 

Dual-In-Line Package 

Vcc 1Y 2Y 3Y 4Y 5Y 6Y 7Y BY 2S 



IS 1A 2A 3A 4A 5A 6A 7A 8A GND 
TOP VIEW 


positive logic; Y = AS 


DS75129 

Dual-ln-Line Package 

Vcc 1Y 2Y 3Y 4Y 5Y 6Y 7Y BY 2S 



IS 1A 2A 3A 4A 5A 6A 7A BA GND 


TOP VIEW 

positive logic; Y = AS 


Order Number DS75128J or DS75128N 
See NS Package J20A or N20A 


Order Number DS75129J or DS75129N 
See NS Package J20A or N20A 
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Absolute Maximum Ratings over operating 

free-air temperature range (unless otherwise noted) 

Supply Voltage, Vcc (Note 1) 7V 

A Input Voltage Range -0.15V to 7V 

Strobe Input Voltage 7V 

Maximum Power Dissipation* at 25”C 
Cavity Package 1564mW 

Molded Package 1687 mW 

Operating Free-Air Temperature Range 0 °C to 70 ”C 

Storage Temperature Range - 65 °C to 1 50 *C 

Lead Temperature 300 °C 

1/16 inch from Case for 60 Seconds; J Package 
Lead Temperature 260”C 

1/16 inch from Case for 10 Seconds: N Package 

* Derate cavity package 10.4 mW/°C above 25°C; derate molded package 
13.5 mW/“C above 25°C. 


Recommended Operating Conditions 



Min 

Typ 

Max 

Units 

Supply Voltage, Vqq 

4.5 

5.0 

5.5 

V 

High-Level Output Current, Iq^ 



-0.4 

mA 

Low-Level Output Current, Iql 



16 

mA 

Operating Free-AIr Temperature, T^^ 

0 


70 

•c 


Electrical Characteristics over recommended operating free-air temperature range (Note 3) 


Conditions 


V|H High-Level Input Voltage 


V|L Low-Level Input Voltage 


Vqh High-Level Output Voltage 


Vql Low-Level Output Voltage 





i/i Input Clamp Voltage 

S 

1.. . 


□ 

IH 

niyri Level iripui v_/urrcMi 

m 



& 

IL 

Low-Level Input Current 

IB 

>os 

Short-Circuit Output Current 
(Note 4) 

*1 Input Resistance 


Vcc = 4.5V, V|l = 0.7V, Iqh= -0.4 mA 


Vcc = 4.5V, V|H= 1-7V, Iol = 16 mA 


Vcc = 4.5V, l|= -18 mA 


Vcc = 5.5V, V| = 3.11V 


Vcc = 5.5V, V| = 2.7V 



Icc Supply Current 


Vcc = 4.5V, OV, or Open, AV, = 0.15V to 4.15V 


DS75128 Vcc = 5.5V, Strobe at 2.4V, All A Inputs at 0.7V 


DS75129 Vcc = 5.5V, Strobe at 0.4V, All A Inputs at 0.7V 


DS75128 Vcc = 5.5V, Strobe at 2.4V, All A Inputs at 4V 


DS75129 I Vcc = 5.5V, Strobe at 0.4V, All A Inputs at 4V 


Switching Characteristics Vcc = 5 v, = 25 °c 


Parameter 

Conditions 

tpLH Propagation Delay Time, Low-to-High-Level Output 

fl 

1 RL=400n, 

1 

tpHL Propagation Deiay Time, High-to-Low-Level Output 

tpLH Propagation Delay Time, Low-to-High-Level Output 

B 

tpHL Propagation Deiay Time, High-to-Low-Levei Output 

Cl = 50pF, 

^PLH 

. Ratio of Propagation Deiay Times 

‘PHL 

B 

Itlh Transition Time, Low-to-High-Level Output 

See Figure 1 

tjHL Transition Time, High-to-Low-Level output 



0.5 0.8 1.3 0.5 0.8 1.3 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range” they are not meant to impiy that the devices should be operated at these limits. The table of “Electrical Characteristics” provides conditions for 
actual device operation. 

Note 2: For operation above 25 °C free-air temperature, refer to Thermal Ratings for ICs, Section 12, interface Databook. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, atl voitages referenced to ground unless otherwise noted. Ail values 
shown as max or min on absoiute value basis. 

Note 4; Only one output should be shorted at a time. 

Note 5: Ail typical values are at Vcc = 5V, Ta = 25 °C. 



DS75128 DS75129 


Min Typ Max Min Typ Max 



25 


25 

ns 

10 18 

30 

10 18 

30 

ns 

26 

,40 

20 

35 

ns 

22 

35 

16 

30 

ns 
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DS75128, DS75129 


Schematic Diagram (each receiver) 



OTHER TO SEVEN 

CHANNELS OTHER CHANNELS 

AC Test Circuit and Switching Time Waveforms 



Note 1: Input pulses are supplied by a generator having the following charstcteristics; Zq = 50H, PRR = 5 MHz. 
Note 2: Includes probe and jig capacitance. 

Note 3; Ail diodes are 1N3064 or equivalent. 

Note 4: The strobe inputs of DS75129 are in-phase with the output. 

Note 5: Vpgp.| =0.7V and Vp|£p 2 = 1.7V for testing data (A) inputs, Vp£p^ ='^REF2“ strobe inputs. 

FIGURE 1 
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- INPUT CURRENT (mA) Vn - OUTPUT VOLTAGE (V) 


Typical Characteristics 


Voltage Transfer Characteristics Voltage Transfer Characteristics 

From A Inputs From A Inputs 
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DS75150 


National 
Semiconductor 

DS75150 Dual Line Driver 

General Description 

The DS75150 is a dual monolithic line driver designed 
to satisfy the requirements of the standard interface 
between data terminal equipment and data communica- 
tion equipment as defined by EIA Standard RS-232-C. 
A rate of 20,000 bits per second can be transmitted with 
a full 2500 pF load. Other applications are in data- 
transmission systems using relatively short single lines, 
in level translators, and for driving MOS devices. The 
logic input is compatible with most TTL and LS fam- 
ilies. Operation is from —12V and +12V power supplies. 


Transmission Line 
Drivers/Receivers 


Features 

■ Withstands sustained output short-circuit to any 
low impedance voltage between -25V and -I-25V 

■ 2jus max transition time through the -3V to +3V 
transition region under full 2500 pF load 

■ Inputs compatible with most TTL and LS families 

■ Common strobe input 

■ Inverting output 

■ Slew rate can be controlled with an external capacitor 
at the output 

■ Standard supply voltages ±12V 



Schematic and Connection Diagrams 



DuaMn-Llne Package 


♦Vcc 1Y 2Y -Vcc 



STROBE INPUT INPUT GND 


TOP VIEW 
Positivs logic Y ■ ^5 

Order Number DS75150J-8 or DS75150N 
See NS Package J08A or N08A 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage +Vcc 15V 

Supply Voltage -Vcc -15V 

Input Voltage 15V 

Applied .Output Voltage ±25V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1133 mW 

Molded Package 1022 mW 

Lead Temperature (Soldering, 10 seconds) 300° C 

•Derate cavity package 7.6 mW/°C above 25°C; derate molded 

package 8.2 mW/°C above 25°C. 


DC Electrical Characteristics (Notes 2, 3, 4 and 5) 



MIN 

MAX 

UNITS 

Supply Voltage (+Vcc) 

10.8 

13.2 

V 

Supply Voltage {-Vqq) 

-10.8 

-13.2 

V 

Input Voltage (V|) 

0 

+5.5 

V 

Output Voltage (Vq) 


±15 

V 

Operating Ambient Temperature 
Range (Ta) 

0 

+70 

°c 


PARAMETER 


V|H High-Level Input Voltage 


V|L Low-Level Input Voltage 


Vqh High-Level Output Voltage 


Vql Low-Level Output Voltage 


IH High-Level Input Current 


Low-Level Input Current 


os Short-Circuit Output Current 


-Hcch Supply Current From +Vcc, 
High-Level Output 


-IccH Supply Current From ~Vcc, 
High-Level Output 


-Hccl Supply Current From +Vcc, 
Low-Level Output 


-IccL Supply Current From ~Vcc, 
Low-Level Output 


CONDITIONS 


(Figure 1) 


(Figure 2) 


■t-Vcc = 10.8V, -Vcc = -13.2V, V,l = 0.8V, 
Ru = 3 kJ2 to 7 kn, (Figure 2) 


-kVcc = 10.8V, -Vcc = -10.8V, V,h = 2V, 
Rl = 3 kf2 to 7 kn, (Figure 7) 


+Vcc = 13-2V, -Vcc =-ia2V, Data Input 
V, = 2.4V, (Figure 3) 


+Vcc = 1 3.2 V, -Vcc = -13.2V, Strobe Input 
V| = 2.4V, (Figure 3) 


-kVcc = 13.2V, -Vcc = -13.2V, Data Input 
V, = 0.4V, (Figure Ji) 


+Vcc = 13.2V, -Vcc =-13.2V, Strobe Input 
V| = 0.4V, (Figure 3) 


MIN TYP MAX UNITS 


-kVcc = 13.2 V, -Vcc = -13.2V, 
(Figure 4), Note 4 


Vo = -25V 


Vo = OV, V| = 3V 


Vo = OV, V| = OV 


-kVcc = 13.2V, -Vcc = -13.2V, V, = OV, 
Re = 3 kJ2, Ta = 25° C, (Figure 5) 


+Vcc = 13.2V, -Vcc = -13.2V, V, = OV, 
Rl = 3 kfi, Ta = 25°C, (Figure 5) 


+Vcc = 1 3.2V, -Vcc = -13.2V, V, = 3V, 
Rl = 3 kfi, Ta = 25°C, (Figure 5) 


+Vcc = 13.2V, -Vcc = -13.2V, V, = 3V, 
Rl = 3 kJ2, Ta = 25°C, (Figure 5) 



Notel: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS75150. All typical values are for T^ = 25°C 
and -rVcQ = 12V, — Vqq = —12V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: The algebraic convention where the most-positive (least-negative) limit is designated as maximum is used in this data sheet for logic levels 
only, e.g., when -5V is the maximum, the typical value is a more-negative voltage. 
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DS75150 


AC Electrical Characteristics (+Vcc = i2v.-Vcc = -i2v,Ta = 25 °c) 


PARAMETER 

Itlh 

Transition Time, Low-to-High 
Level Output 

^THL 

Transition Time, High-to-Low 
Level Output 

^TLH 

Transition Time, Low-to-High 
Level Output 

^THL 

Transition Time, High-to-Low 
Level Output 

tPLH 

Propagation Delay Time, 
Low-to-High Level Output 

^PHL 

Propagation Delay Time, 
High-to-Low Level Output 


CONDITIONS 


(Figure 6) 


Cl = 2500 
(Figure 6) 


= 15 pF, Rl = 7 kf2, (Figure 6) 


DC Test Circuits 


♦Vcc -Vcc 

I 1 i 


FIGURE 1. V|H. Vql 


♦Vcc -Vcc 


Each input is tested separately. 

FIGURE 2. V|L, Vqh 


MIN TYP MAX UNITS 




*»cc . . -Vcc 




FIGURE 3. I|H, l|L 


3V *Vcc 






FIGURE 4. Iqs 

AC Test Circuit and 
Switching Time Waveforms 


PULSE 


(SEE NOTE 1) 

L_ 


+Vcc -Vcc 


{SEE NOTE 2) 



FIGURE 5. lcCH+» *CCH-» ICCL+. ICCL- 

Typical Performance Characteristics 


Output Current vs 
Applied Output Voltage 


+Vcc = 

12V' I 

Vcc 

1Ta=25^C 

T 



1 



3 










V 


"vT 

= 2.4V 

7 





nn 

L_ 











1= 

L ' 

k 














-25 -15 -5 0 5 15 25 

Vo - APPLIED OUTPUT VOLTAGE (V) 


Note 1: The pulse generator has the folloiwing characteristics: duty cycle ^ SOS, Zqut ^ 
Note 2: Cl includes probe and jig capacitance. 
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^ National 
SSA Semiconductor 


Transmission Line 
Drivers/Receivers 


DS75154 Quad Line Receiver 

General Description 

The DS75154 is a quad monolithic line receiver 
designed to satisfy the requirements of the standard 
interface between data terminal equipment and data 
communication equipment as defined by EIA Standard 
RS-232C. Other applications are in relatively short, 
single-line, point-to-point data transmission systems and 
for level translators. Operation is normally from a single 
5V supply; however, a built-in option allows operation 
from a 12V supply without the use of additional com- 
ponents. The output is compatible with most TTL and 
LS circuits when either supply voltage is used. 

In normal operation, the threshold-control terminals are 
connected to the V^ci terminal, pin 15, even if power is 
being supplied via the alternate terminal, pin 16^. 
This provides a wide hysteresis loop which is the differ- 
ence between the positive-going and negative-going 
threshold voltages. In this mode, if the input voltage 
goes to zero, the output voltage will remain at the low or 
high level as determined by the previous input. 

For fail-safe operation, the threshold-control terminals 
are open. This reduces the hysteresis loop by causing 


the negative-going threshold voltage to be above zero. 
The positive-going threshold voltage remains above zero 
as it is unaffected by the disposition of the threshold 
terminals. In the fail-safe mode, if the input voltage goes 
to zero or an open-circuit condition, the output will go 
to the high level regardless of the previous input condi- 


Features 

■ Input resistance, 3 kfi to 7 kfi over full RS-232C 
voltage range 

■ Input threshold adjustable to meet "fail-safe" require- 
ments without using external components 

■ Inverting output compatible with TTL or LS 

■ Built-in hysteresis for increased noise immunity 

■ Output with active pull-up for symmetrical switching 
speeds 

■ Standard supply voltage— 5V or 12V 
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DS75154 


Absolute Maximum Ratings (NoteD 

Operating Conditions 







MIN MAX UNITS 

Normal Supply Voltage (Pin 15 ),(Vqci) 7V 

Alternate Supply Voltage (Pin 16 ),(Vcq2) 14V 

Input Voltage +25V 

Storage Temperature Range -65°C to+150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

‘Derate cavity package 9.6 mW/°C above 25°C; derate molded 
package 10.9 mW/“C above 25°C. 

Supply Voltage (Pin 15), (Vcci) 4.5 5.5 V 

Alternate Supply Voltage (Pin 16) 10.8 13.2 V 

(VcC2> 

Input Voltage ±15 V 

Temperature, (Ta) 0 +70 “C 

Electrical Characteristics (Notes 2, 3 and 4) 






PARAIVIETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H High-Level Input Voltage 

(Figure 1) 

3 



V 

V|L Low-Level Input Voltage 

(Figure 1) 



-3 

V 

Vx+ Positive-Going Threshold Voltage 

(Figure 1) 

Normal Operation 

0.8 

2.2 

3 

V 


Fail-Safe Operation 

0.8 

2.2 

3 

V 

Vx_ Negative-Going Threshold Voltage 

(Figure 1) 

Normal Operation 

-3 

-1.1 

0 

V 


Fail-Safe Operation 

0.8 

1.4 

3 

V 

Vj+-Vx_ Hysteresis 

(Figure 1) 

Normal Operation 

0.8 

3.3 

6 

V 


Fail-Safe Operation 

0 

0.8 

2.2 

V 

Vqh High-Level Output Voltage 

Iqh =-400/jA, (Figure 1) 

2.4 

3.5 


V 

Vql Low-Level Output Voltage 

Iql = 16 mA, (Figure 1) 


0.23 

0.4 

V 

r. Input Resistance 


AV, =-25V to -14V 

3 

5 

7 

kfZ 



AV, =-14Vto-3V 

3 

5 

7 

kfi 


(Figure 2) 

AV, = -3V to +3V 

3 

6 


kS2 



AV, = 3V to 14V 

3 

5 

7 

k£2 



AV, = 14V to 25V 

3 

5 

7 

kfl 

V|(oPEN) Open-Circuit Input Voltage 

I, =0, (Figures) 

0 

0.2 

2 

V 

Iqs Short-Circuit Output Current 

(Note 5) 

Vcci = 5-5V, V, = -5V, (Figure 4) 

-10 

-20 

-40 

mA 

•cct Supply Current From V^ci 

Vcci = 5.5V, Ta = 25° C, (Figure 5) 


20 

35 

mA 

Icc 2 Supply Current From Vcc 2 

Vcc 2 = 13.2V, Ta = 25° C, (Figure 5) 


23 

40 

mA 

Switching Characteristics (Vcd = 5v, = 25°c) 

PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpLH Propagation Delay Time, Low-to-High 

Level Output 

Cl = 50 pF, 

Rl = 390f2, (Figure 6) 


22 


ns 

tpHL Propagation Delay Time, High-to-Low 

Level Output 


Rl = 390f2, (Figure 6) 

■ 

20 


ns 

Itlh Transition Time, Low-to-High Level 

Output 

m 

Rl = 390S2 (Figure 6) 


9 


ns 

ijHL Transition Time, High-to-Low Level 

Output 

■i 

Rl = 390f2, (Figure 6) 


6 


ns 

Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to -r70°C range for the DS75154. All typical values are for T/^ = 25°C and 
Vcci = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: The algebraic convention where the most-positive (least-negative) limit is designated as maximum is used in this data sheet for logic and 
threshold levels only, e.g., when — 3V is the maximum, the minimum limit is a more-negative voltage. 

Note 5: Only one output at a time should be shorted. 
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DC Test Circuits and Truth Tables 


5.5V O 0 13.2V 



Note 1: Momentarily apply -5V, then 0.8V. 
Note 2: Momentarily apply 5V, then ground. 


FIGURE 1.V|H, V|u,Vt+.Vt_,Voh,Vol 



FIGURE 3. V|(opE|y|) 


1 
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DS75154 




DS75154 


DC Test Circuits (Continued) 



Each output is tested separately. 

All four line receivers are tested simultaneously. 


FIGURE 4. Iqs FIGURES. Icc 

AC Test Circuit and Switching Time Waveforms 


INPUT 5V OUTPUT 



INPUT . 


OUTPUT 



Note 1 : The pulse generator has the following characteristics: Zqut ~ ~ ZDO ns, duty cycle < 20%. 

Note 2: C^. includes probe and jig capacitance 


FIGURE 6. 


Typical Performance Characteristics 


Output Voltage vs 
Input Voltage 



INPUT VOLTAGE (V) 
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National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS7820/DS8820 Dual Line Receiver 


General Description 

The DS7820, specified from -55°C to +125°C, and 
the DS8820, specified from 0°C to +70°C, are 
digital line receivers with two completely indepen- 
dent units fabricated on a single silicon chip. 
Intended for use with digital systems connected 
by twisted pair lines, they have a differential input 
designed to reject large common mode signals while 
responding to small differential signals. The output 
is directly compatible with TTL or LS integrated 
circuits. 

Features 

■ Operation from a single -t5V logic supply 

■ Input voltage range of ±15V 


■ Each channel can be strobed independently 

■ High input resistance 

■ Fan out of two with TTL integrated circuits 

The response time can be controlled with an ex- 
ternal capacitor to eliminate noise spikes, and the 
output state is determined for open inputs. Ter- 
mination resistors for the twisted pair line are 
also included in the circuit. Both the DS7820 and 
the DS8820 are specified, worst case, over their 
full operating temperature range, for ±10-percent 
supply voltage variations and over the entire input 
voltage range. 



DS7820/DS8820 






DS7820/DS8820 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 8.0V 

Input Voltage ±20V 

Differential Input Voltage ±20V 

Strobe Voltage 8.0V 

Output Sink Current 25 mA 

Maximum Power Dissipation* at 25°C 

Cavity Package 1308 mW 

Molded Package 1207 mW 

Storage Temperature Range -65°C to +150'’C 

Lead Temperature (Soldering, 10 sec) 300 C 

’Derate cavity package 8.7 mW/°C above 25°C; derate molded 
package 9.7 mW/°C above 25°C. 

Electricai Characteristics (Notes 2 and 3) 


Supply Voltage (Vcc) 
DS7820 
DS8820 

Temperature (T/\) 
DS7820 
DS8820 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

VjH 

Input Threshold Voltage 

VcM “ 0 

-0.5 

0 

0.5 



-15V< VcM < 15V 

-1.0 

0 

1.0 

Vqh 

High Output Level 

Iqut — 0*2 mA 

2.5 


5.5 


Low Output Level 


Inverting Input Resistance 


R|" 

Non-Inverting Input Resistance 

Rt 

Line Termination Resistance 

tr 

Response Time 


Strobe Current 


Power Supply Current 


Non-Inverting Input Current 


Inverting Input Current 



Cdelay ~ PF 


VsTROBE ~ 0-4V 


^STROBE ~ 


V,N = 15V 


V|N =0 


V,N =-15V 


V,N = 15V 


V,N =0 


V,N =-15V 


V,N = 15V 


V,N =0 


V,M =-15V 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: These specifications apply for 4.5V < Vqq < 5.5V, —15V < V^m ^ 15V and — 55°C < T/\ < +125°C for the DS7820 or 0°C < T/^ < 
-t70°C for the DS8820 unless otherwise specified; typical values given are for Vqq = 5.0V, T^ = 25°C and Vq\/| = 0 unless stated differently. 
Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: The specifications and curves given are for one side only. Therefore, the total package dissipation and supply currents will be double the 
values given when both receivers are operated under identical conditions. 
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OUTPUT VOLTAGE (V) INPUT VOLTAGE (V) OIFFERENTIAL INPUT VOLTAGE (V) 
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DS7820A/DS8820A 


National 
Semiconductor 

DS7820A/DS8820A Dual L 

General Description 

The DS7820A and the DS8820A are improved 
performance digital line receivers with two com- 
pletely independent units fabricated on a single 
silicon chip. Intended for use with digital systems 
connected by twisted pair lines, they have a differ- 
ential input designed to reject large common mode 
signals whije responding to small differential sig- 
nals. The output is directly compatible with TTL 
or LS integrated circuits. Some important design 
features include; 

■ Operation from a single -^5V logic supply 

■ Input voltage range of ±15V 

■ Strobe low forces output to "1" state 

■ High input resistance 


Transmission Line 
Drivers/Receivers 


Receiver 


■ Fanout of ten with TTL integrated circuits 

■ Outputs can be wire OR'ed 

■ Series 54/74 compatible 

The response time can be controlled with an ex- 
ternal capacitor to reject input noise spikes. The 
output state is a logic "1" for both inputs open. 
Termination resistors for the twisted pair line are 
also included in the circuit. Both the DS7820A 
and the DS8820A are specified, worst case, over 
their full operating temperature range (-55“C 
to 125°C and 0°C to 70°C respectively), over the 
entire input voltage range, for ±10% supply volt- 
age variations. 



Schematic and Connection Diagrams 


ACSPONSE TIME 
CONTROL 



DuaMn'Line Package 



Note: Pin 7 connected to bottom of cavity package. 
TOP VIEW 


Order Number DS7820AJ, DS8820AJ 
or DS8820AN 

See NS Package J14A or N14A 


Typical Applications 

Single Ended (EIA-RS232C) Receiver with Hysteresis 


Differential Line Driver and Receiver 


Cl .01 -f 
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Absolute Maximum Ratings (NoteD 

Supply Voltage 8.0V 

Common-Mode Voltage ±20V 

Differential Input Voltage ±20V 

Strobe Voltage 8.0V 

Output Sink Current 50 mA 

Storage Temperature Range -65°C to 150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1308 mW 

Molded Package 1207 mW 

Lead Temperature (Soldering, 10 sec) 300°C 

‘Derate cavity package 8.7 mW/°C above 25°C; derate molded 
package 9.7 mW/°C above 25°C. 


Operating Conditions 



MIN 

MAX 

UNITS 

Supply Voltage (V^q) 

DS7820A 

4.5 

5.5 

V 

DS8820A 

4.75 

5.25 

V 

Temperature (T^) 

DS7820A 

-55 

+125 

°c 

DS8820A 

0 

-^70 

°c 


Electrical Characteristics (Notes 2, 3, and 4) 


PARAMETER 


VxH Differential Threshold Voltage 


CONDITIONS 


Inverting Input Resistance 


Non-Inverting Input Resistance 


Line Terniination Resistance 


Inverting Input Current 


Non-Inverting Input Current 


Ice 

Power Supply Current 
One Side Only 

Vqh 

Logical "1" Output Voltage 

VoL 

Logical "0" Output Voltage 

VsH 

Logical "1" Strobe Input Voltage 

VsL 

Logical "0" Strobe Input Voltage 

IsH 

Logical "1" Strobe Input Current 

•SL 

Logical "0" Strobe Input Current 

Isc 

Output Short Circuit Current 

Switching Characteristics 

PARAMETER | 

^pdO 

Propagation Delay, Differential 
Input to "0" Output 

Vd1 

Propagation Delay, Differential 
Input to "1" Output 

^pdO 

Propagation Delay, Strobe 
Input to "0" Output 


Propagation Delay, Strobe 
Input to "1" Output 

Note 1 

: "Absolute Maximum Ratings" are 


I 


Iqut ^ 400 /jA, 
Vout>2.5V 
Iqut “-t16mA, 
VouT <0.4V 


-15V< VcM <+15V 


-15V< VcM <+15V 


T. 25°C 


VcM =-15V 


VcM = 15V 


VcM = OV 


VcM =-15V 


-15V< VcM <+15V 


-15V < VcM < +15V 


OUT ~ Logical 

Vdiff=-1V 


Vq,fp =-0.5V, 


VcM = 15V 


VcM =-15V 


VcM = OV 


Iqut ~ 400/jA, Vqipp = IV 


Iqut - +16 mA, Vqipp - IV 


OUT - +16 mA, Vqqt ^ 0.4V, Vpipp = 3V 


OUT - 400 #jA, Vqut- > 2.5V, Vpipp = 3V 


^STROBE “ 5.5 V, Vqipp - 3V 


'/strobe “ 0.4 V, Vqipp - 3V 


Iqut “ OV, Vqq - 5.5V, V5jpiogg = OV 


Ta = 25“C, Vcc = 5V, unless otherwise 


CONDITIONS 




TYP 

MAX 

UNITS 

30 

45 

ns 

27 

40 

ns 

16 

25 

ns 

18 

30 

ns 


Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: These specifications apply for 4.5V < Vqq < 5.5V, —15V < VcM < 15V and — 55°C < T^ < +125°C for the DS7820A or 4.75V < 
Vcc < 5.25V, 0“C < T/\ < T-70°C for the DS8820A unless otherwise specified. Typical values given are for V^c = 5.0V, Ta “ 25“C and VcM ” 
OV unless stated differently. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 
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DS7820A/DS8820A 


Typical Performance Characteristics (Note 3 ) 


Supply Voltage Sensitivity 



4.5 5.0 5.5 6.0 

SUPPLY VOLTAGE (V) 


Common-Mode Voltage 
Sensitivity 



-20 -10 0 +10 +20 
COMMON-MODE VOLTAGE (V) 


Temperature Sensitivity 




- 0.4 - 0.2 0 0.2 0.4 

DIFFERENTIAL INPUT VOLTAGE IV) 


Termination Resistance 



-75 -50 -25 0 25 50 75 100 125 

T* rc) 




-20 -10 0 10 20 
INPUT VOLTAGE (lAIITH RESPECT TO GROUND) (V) 


Power Supply Current 



-20 -10 0 +10 +20 
COMMON-MODE VOLTAGE (V) 


Internal Power Dissipation 



-20 -10 0 10 20 
COMMON MODE VOLTAGE (V) 


Output Voltage Levels 



Ta rc) 


Differential Input Delays 



-75 -50 -25 0 25 50 75 100 125 

Ta rC) 


Strobe Delays 



-75 -50 -25 0 25 50 75 .100 125 

Ta (°C) 


Noise Rejection 
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DS78C20/DS88C20 



National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS78C20/DS88C20 

Duai CMOS Compatible Differential Line Receiver 


General Description 

The DS78C20 and DS88C20 are high performance, 
dual differential, CMOS compatible line receivers for 
both balanced and unbalanced digital data transmission. 
The inputs are compatible with EIA and Federal 
Standards. 

Input specifications meet or exceed those of the popular 
DS7820/DS8820 line receiver, and the pinout is identical. 

A response pin is provided for controlling sensitivity to 
input noise spikes with an external capacitor. Each 
receiver includes a 180S2 terminating resistor, which may 
be used optionally on twisted pair lines. The DS78C20 
is specified over a — 55°C to +125°C operating tempera- 
ture range, and the DS88C20 over a 0°C to +70'’C range. 


Features 

■ Meets requirements of EIA Standards RS-232-C 
RS-422 and RS-423, and Federal Standards 1020 and 
1030 

■ Input voltage range of ±15V (differential or common- 
mode) 

■ Separate strobe input for each receiver 

■ 1/2 Vqc strobe threshold for CMOS compatibility 

■ 5k typical input impedance 

■ 50 mV input hysteresis 

■ 200 mV input threshold 

■ Operation voltage range = 4.5V to 15V 

■ DS7830/DS8830 or MM78C30/MM88C30 recom- 
mended driver 


Connection Diagram 


Typical Applications 



RS-422/RS-423 Application 


RS-232-C Application with Hysteresis 


ct 

0.01 Ilf 



STROBE 



Note 1: (Optional internal termination resistor). 

a) Capacitor in series with internal line termination resistor, terminates the 
line and saves termination power. Exact value depends on line length. 

b) Pin 1 connected to pin 2; terminates the line. 

c) Pin 2 open; no internal line termination. 

d) Transmission line may be terminated elsewhere or not at all. 

Note 2: Optional to control response time. 

Note 3: Vqc 4.5V to 15V for the DS78C20. For further information on line 
drivers and line receivers, refer to application notes AN-22, AN-83 and AN-108. 


For signals which require fail-safe or have slow rise 
and fall times, use R1 and D1 as shown above. 
Otherwise, the positive input (pin 3 or 11) may be 
connected to ground. 
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Absolute Maximum Ratings 

(Note 1) 

Operating Conditions 






MIN 

MAX 

UNITS 

Supply Voltage 

18V 

Supply Voltage (V[;c) 

4.5 

15 

V 

Common-Mode Voltage 

±25V 

Temperature (T/^) 




Differential Input Voltage 

±25V 

DS78C20 

-55 

-M25 

°C 

Strobe Voltage 

18V 

DS88C20 

0 

■^70 

°C 

Output Sink Current 

Maximum Power Dissipation* at 25° C 

50 mA 

Common-Mode Voltage (Vq|\/|) 

-15 

+15 

V 

Cavity Package 

1364 mW 






Molded Package 1280 mW 

Storage Temperature Range — 65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 9.1 mW/°C above 2S°C; derate molded 
package 10.2 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

1 CONDITIONS 

vth 

Differential Threshold Voltage 

l0UT= -200 pA, 

-10V< VcM< 10V 



V0UT>VCC- 1-2V 

-15V< VcM< 15V 



•out " • -6 mA, VouT < 0.5V 

-10V< VcM< 10V 



-15V<Vcm< 15V 

R|N 

Input Resistance 

-15V< VcM < 15V 

Rt 

Line Termination Resistance 

Ta = 25° C 

l|ND 

Data Input Current (Unterminated) 

VcM = 10V 

1 


VcM = OV 



VcM = -10V 

VtHB 

Input Balance 

IOUT= 200/jA, VquT> 

Vcc - 1-2V, Rs = 500n, (Note 5), 

-7V < VcM < 7V 



•out “ 1 -6 mA, VquT < 0.5V, ^ 

Rs = 500fl, (Note 5) | 

-7V < VcM < 7V 

VOH 

Logical "1" Output Voltage 

•out = “200 pA, VdiFF = IV 

VOL 

Logical "0" Output Voltage 

•out = 1-6 mA, Vdiff = -IV 

icc 

Power Supply Current 

15V< VcM<-15V, 

Vcc= 5.5V 



Vdiff = ~0.5V (Both Receivers) 

Vcc= 15V 

l|N(1) 

Logical "1" Strobe Input Current 

VSTROBE = 15V, Vqiff = 3V 

l|N(0) 

Logical "0" Strobe Input Current 

VsTROBE = OV, Vdiff = -3v 

VlH 

Logical "1" Strobe Input Voltage 


VCC=5V 



•out = 1-6 mA, Vql < 0.5V 

Vcc= 10V 




VCC= 15V 

V|L 

Logical "0" Strobe Input Voltage 

•out = -200 pA, 
V0H = Vcc - 1-2V 

VCC= 5V 



Vcc= 10V 



Vcc= 15V 

'OS 

Output Short-Circuit Current 

VquT = OV. Vcc = 15V, VstroBE “ OV, (Note 4) 



Switching Characteristics vcc = bv, ta = 25'^c 


PARAMETER 

CONDITIONS 

tpdO(D) Differential Input to "0" Output 

Cl = 50pF 

1pd1(D) Differential Input to "1" Output 

Cl = 50pF 

tpdO(S) Strobe Input to "0" Output 

CL = 50pF 

Ipdl(S) Strobe Input to "1" Output 

Cl = 50 pF 



TYP 

MAX 

UNITS 

60 

100 

ns 

100 

150 

ns 

30 

70 

ns 

100 

150 

ns 


Note 1; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides cpnditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125'’C temperature range for the DS78C20 and across the 0°C to 
+70°C range for the DS88C20. All typical values are for T/^ = 25°C, V^c = 5V and VcM = OV. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Refer to EIA-RS-422 for exact conditions. 
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National 

JS^ Semiconductor 


Transmission Line 
Drivers/Receivers 


DS7830/DS8830 Duai Differential Line Driver 


General Description 

The DS7830/DS8830 is a dual differential line 
driver that also performs the dual four-input NAND 
or dual four-input AND function. 

TTL (Transistor-Transistor-Logic) multiple emitter 
inputs allow this line driver to interface with 
standard TTL systems. The differential outputs 
are balanced and are designed to drive long lengths 
of coaxial cable, strip line, or twisted pair trans- 
mission lines with characteristic impedances of 
50J2 to 500S2. The differential feature of the 
output eliminates troublesome ground-loop errors 


normally associated with single-wire transmissions. 

Features 

■ Single 5 volt power supply 

■ Diode protected outputs for termination of 
positive and negative voltage transients 

■ Diode protected inputs to prevent line ringing 

■ High speed 

■ Short circuit protection 






DS7830/DS8830 


Absolute Maximum Ratings (Notei.) 

Operating Conditions 






MIN 

MAX 

UNITS 

Vcc 

7.0V 

Supply Voltage (Vqq) 




Input Voltage 

5.5V 

DS7830 

4.5 

5.5 

V 

Storage Temperature 

-65° C to +150°C 

DS8830 

4.75 

5.25 

V 

Lead Temperature (Soldering, 10 sec) 

300° C 

Temperature (T/^) 




Output Short Circuit Duration (125°C) 

1 second 

DS7830 

-55 

+125 

°c 

Maximum Power Dissipation* at 25°C 


DS3830 

0 

+70 

°c 

Cavity Package 

1308 mW 





Molded Package 

1207 mW 





•Derate cavity package 8.7 mW/°C above 25' 
package 9.7 mV\l/°C above 25'’C. 

^C; derate molded 





Electrical Characteristics 

(Notes 2 and 3) 






PARAMETER 

CONDITIONS 

MIN 

TYP 

• 

MAX 

UNITS 

ViH Logical "1" Input Voltage 


2.0 



V 

V|L Logical "0" Input Voltage 




0.8 

V 

Vqh Logical "1" Output Voltage 

V|N =0.8V 

Iqut ” 0.8 mA 

2.4 



V 

Iqut “ 40 mA 

1.8 

3.3 


V 

Vql Logical "0" Output Voltage 

V|N =2.0V 

louT “ 32 mA 


0.2 

0.4 

V 

•out = 40 mA 


0.22 

0.5 

V 

liH Logical "1" Input Current 

V,N = 2.4V 
V,N = 5.5V 



120 

2 

JdA 

mA 

liL Logical "0" Input Current 

V,N = 0.4V 



-4.8 

mA 

Isc Output Short Circuit Current 

Vec = 5.0V, Ta = 125°C, (Note 4) 

-40 

-100 

-120 

mA 

Ice Supply Current 

V,N = 5.0V, (Each Driver) 


11 

18 

mA 

V| Input Clamp 

Vec “ *iN = — 12 mA 


-1.0 

-1.5 

V 

Switching Characteristics = 2 s°c, Vec = 5v, unless otherwise noted 

PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

^pdi Propagation Delay AND Gate 

^pdO 

Rl = 400S2, Cl = 15 pF 
(Figure 1) 


8 

12 

ns 


11 

18 

ns 

^pdi Propagation Delay NAND Gate 

VdO 

Rl = 400S2,Cl= 15 pF 
(Figure 1) 


8 

12 

ns 


5 

8 

ns 

ti Differential Delay 

Load, 100J2 and 5000 pF, 
(Figure 2) 


12 

16 

ns 

t 2 Differential Delay 

Load, lOOn and 5000 pF, 
( Figure 2) 


12 

16 

ns 


Note 1; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/fnax limits apply across the — 55°C to +125°C temperature range for the DS7830 and across the 0°C to 
+70°C range for the DS8830. Typical values are for T^ = 25°C and Vqq = 5.0V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 
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Typical Performance Characteristics 


Output High Voltage (Logical "1") 
Vs Output Current 


Differential Delay Vs Temperature 


Threshold Voltage Vs Temperature 




0 20 40 00 80 100 120 140 

OUTPUT SOURCE CURRENT (mAI 
Differential Output Voltage 

(Ivand - vnandI) 

Vs Differential Output Current 



25 50 75 

OUTPUT CURRENT (inA) 



SO -25 0 25 SO 75 100 125 
TEMPERATURE (°C) 


Power Dissipation (No Load) 
Vs Data Input Frequency 


llllllllll 
llllllllll 
llllllllll 
iiiiiim 
IllllllllVi 
iiiiiiiii^i 
iKSiiiiir” 
llllllllll 
llllllllll 
llllllllll 


0.1 2 5 7 1.0 2 5 710 0 20.0 5 7 10 

DATA INPUT FREOUENCY (MHz) 


GUARANTEED LOGICAL "0" 
— I — INPUT VOLTAGE T~ 


-50 -25 0 25 50 75 100 125 
TEMPERATURE (°C) 


Output Low Voltage 
(Logical "0") Vs Output Current 


1 

' 


L 









25» 

z 


J 




^5 



_ 

_ 


20 40 50 80 100 120 140 

OUTPUT SINK CURRENT ImA) 


AC Test Circuit 


; I t/2 OS7t3Q/OStl30 



Switching Time Waveforms 




f = 1 MHz 

tr = tf<10ns(10%to 90%) 
Duty cycle = 50% 
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DS78/8831, DS78/8832 


National 

AA Semiconductor 

DS7831/DS8831, DS7832/DS8832 


Transmission Line 
Drivers/Receivers 


Mode of Operation 


Dual TRI-STATE® Line Driver 

General Description 

Through simple logic control, the DS7831/ 
DS8831, DS7832/DS8832 can be used as either 
a quad single-ended line driver or a dual differential 
line driver. They are specifically designed for 
party line (bus-organized) systems. The DS7832/ 
DS8832 does not have the V^c clamp diodes 
found on the DS7831/DS8831. 

The DS7831 and DS7832 are specified for opera- 
tion over the -55°C to +125°C military tempera- 
ture range. The DS8831 and DS8832 are specified 
for operation over the 0°C to +70“C temperature 
range. 

Features 

■ Series 54/74 compatible 

■ 17 ns propagation delay 

■ Very low output impedance— high drive 
capability 

■ 40 mA sink and source currents 

■ Gating control to allow either single-ended or 
differential operation 

■ High impedance output state which allows 
many outputs to be connected to a common 
bus line. 


To operate as a quad single-ended line driver apply 
logical "0"s to the Output Disable pins (to keep 
the outputs in the normal low impedance mode) 
and apply logical '‘0’”s to both Differential/ 
Single-ended Mode Control inputs. All four 
channels will then operate independently and no 
signal inversion will occur between inputs and 
outputs. 

To operate as a dual differential line driver apply 
logical "0"s to the Output Disable pins and apply 
at least one logical “1" to the Differential/Single- 
ended Mode Control inputs. The inputs to the A 
channels should be connected together and the 
inputs to the B channels should be connected to- 
gether. 

In this mode the signals applied to the resulting 
inputs will passnon-inverted on the A^ and Bj out- 
puts and inverted on the Aj and Bj outputs. 

When operating in a bus-organized system with 
outputs tied directly to outputs of other 
(continued) 


Connection and Logic Diagram 

DuaMn-Line Package 


OIFFERENTIAI/ 

OUTPUT INPUT OUTPUT INPUT SINCIEENOCO 
A2 AT A1 At MODE CONTROL 



Order Number DS7831J, DS8831J, 
DS7832J, DS8832J, DS8831N or DS8832N 
See NS Package J16A or N16A 


Truth Table (Shown for A Channels Only) 


"A" OUTPUT 

DISABLE 

DIFFERENTIAL/ 
SINGLE-ENDED 
MODE CONTROL 

INPUT A1 

OUTPUT A1 

INPUT A2 

OUTPUT A2 

0 

0 

0 

0 

Logical or 

Logical "O" 

Same as 
Input A1 

Logical "1” or 
Logical "0” 

Same as 
Input A2 

0 

0 

X 

1 

1 

X 

Logical "1" or 
Logical "0" 

. Opposite of 
Input A1 

Logical ”1" or 
Logical "0” 

Same as 
Input A2 

1 

X 

X 

1 

X 

X 

X 

High 

impedance 

state 

. X 

High 

impedance* 

state 


X = Don't Care 
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Absolute Maximum Ratings (Notei) 

Supply Voltage 7V 

Input Voltage 5.5V 

Output Voltage 5.5V 

Storage Temperature Range -65°C to +150°C 

Time that 2 bus-connected devices may 
be in opposite low impedance states 

simultaneously oo 

Maximum Power Dissipation* at 25°C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering. 10 sec.) 300°C 

•Derate cavity package 9.6 mW/^C above 25°C; derate molded 
package 10.9 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 


Supply Voltage (V^c) 
DS7831, DS7832 
DS8831, DS8832 

Temperature (T/\) 
DS7831, DS7832 
DS8831, DS8832 


PARAMETER 


Logical "1" Input Voltage 


Logical "0" Input Voltage 


Logical "1" Output Voltage 


Logical "0" Output Voltage 


CONDITIONS 


lin Logical "1" Input Current 


lii_ Logical "0” Input Current 


Output Disable Current 


Isc Output Short Circuit Current 


Ice Supply Current 


Veu Input Diode Clamp Voltage 


VcLo Output Diode Clamp Voltage 


Vcc = Min 


Vec = Min 


DS7831, DS7832 


DS8831, DS8832 


MIN TYP 


2.0 


DS7831, DS7832 


DS8831, DS8832 


V cc “Max 



o = 40 mA 


lo = 32 mA 


o = 40 mA 


o = 32 mA 


DS7831, DS7832, V,n = 5.5V 


DS8831, DS8832, V,m = 2.4V 


Vcc = Max, V|N = 0.4V 


Vcc = Max, Vo =2.4V or 0.4V 


Vcc ■ Max, (Note 4) 


Vcc = 'Vlax in TRI-STATE 


Vcc = 5-OV, Ta = 25°C, I,n = -12 mA 


OUT “ 12 mA 

DS7831/DS8831 

DS7832/DS8832 

OUT ~ 12 mA 

DS7831/DS8831 


Switching Characteristics = 25°c, Vqq = 5v, unless otherwise noted 


PARAMETER 

tpdO 

Propagation Delay to a Logical "0" 
from Inputs A1, A2. B1, 82 
Differential Single-ended Mode 
Control to Outputs 


Propagation Delay to a Logical "1" 
from Inputs A1, A2, 81, 82 
Differential Single-ended Mode 
Control to Outputs 


Delay from Disable Inputs to High 
Impedance State (from Logical "1" 
Level) 

k)H 

Delay from Disable Inputs to High 
Impedance State (from Logical "0" 
Level) 

tHI 

Propagation Delay from Disable Inputs 
to Logical "1" Level (from High 
Impedance State) 

'ho 

Propagation Delay from Disable Inputs 
to Logical "0" Level (from High 
Impedance State) 


CONDITIONS 



TYP 

MAX 

UNITS 

13 

25 

ns 

13 

25 

ns 

6 

12 

ns 

14 

22 

ns 

14 

22 

ns 

18 

27 

ns 
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DS78/8831,DS78/8832 


Notes 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannpt be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS7831 and DS7832 and across 
the 0°C to +70°C range for the DS8831 and DS8832. All typical values are for T/^ = 25°C and Vqc = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Applies for T/^ = 1 25°C only. Only one output should be shorted at a time. 


Mode of Operation (Continued) 

DS7831/DS8831's, DS7832/DS8832's (Figure 

1). all devices except one must be placed in the 
"high impedance" state. This is accomplished by 
ensuring that a logical "1" is applied to at least 
one of the Output Disable pins of each device 
which is to be in the "high impedance" state. A 
NOR gate was purposely chosen for this function 
since it is possible with only two DM5442/ 
DM7442, BCD-to-decimal decoders, to decode as 
many as 100 DS7831/DS8831's, DS7832/ 

DS8832's (Figure 2j. 

The unique device whose Disable inputs receive 
two logical "0" levels assumes the normal low 


impedance output state, providing good capacitive 
drive capability and waveform integrity especially 
during the transition from the logical "0" to 
logical "1" state. The other outputs— in the high 
impedance state— take only a small amount of 
leakage current from the low impedance outputs. 
Since the logical "l" output current from the 
selected device is 100 times that of a conventional 
Series 54/74 device (40 mA vs. 400 pA), the 
output is easily able to supply that leakage current 
for several hundred other DS7831/DS8831's, 
DS7832/DS8832's and still have available drive 
for the bus line (Figure 3). 


SELECTED AS 
DRIVING 
DEVICE 


GATED INTD 
THIRD STATE 


GATED INTO 
THIRD STATE 


BUSLINES 



Figure 1 
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DS78/8831,DS78/8832 


Switching Time Waveforms 



»HO 


tHI 




FIGURE 4 


5V 




Switch SI 

Switch S2 

C. 


clo^ 

closed 


*P(tO 

closed 

closed 



closed 

closed 



closed 

closed 



closed 

open 

so pF 


op.n 

closed 

SO pF 


*Jig capacitance. 
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m National 
'mm Semiconductor 


Transmission Line 
Drivers/Receivers 


DS78C120/DS88C120 Duai CMOS Compatible 
Differential Line Receiver 


General Description 

The DS78C120 and DS88C120 are high performance, 
dual differential, CMOS compatible line receivers for 
both balanced and unbalanced digital data transmission. 
The inputs are compatible with El A, Federal and MIL 
standards. 

Input specifications meet or exceed those of the popular 
DS7820/DS8820 line receiver. 

Features 

■ Full compatibility with EIA Standards RS232-C, 
RS422 and RS423, Federal Standards 1020, 1030 
and MIL-188-114 

■ Input voltage range of ±15V (differential or common- 
mode) 

■ Separate strobe input for each receiver 

■ 1/2 Vcc strobe threshold for CMOS compatibility 

■ 5k typical input impedance 


Connection Diagram 

Dual-ln-Line Package 


FAIL-SAFE TERMI- RESPONSE 

Vcc OFFSET -INPUT NATION -UNPUT STROBE TIME OUTPUT 



OFFSET -INPUT TERMI- -UNPUT STROBE RESPONSE OUTPUT GND 

FAIL-SAFE NATION TIME 


TOP VIEW 

Order Number DS78C120J, DS88C120J 
or DS88C120N 

See NS Package J16A or N16A 


■ 50 mV input hysteresis 

■ 200 mV input threshold 

■ Operation voltage range = 4.5V to 15V 

■ Separate fail-safe mode 

Functionai Description 

The line receiver will discriminate a ±200 mV input 
signal over a common-mode range of ±10V and a 
±300 mV signal over a range of ±1 5V. 

Circuit features include hysteresis and response control 
for applications where controlled rise and fall times and/ 
or high frequency noise rejection are desirable. Thres- 
hold offset control is provided for fail-safe detection, 
should the input be open or short. Each receiver includes 
a 180f2 terminating resistor and the output gate con- 
tains a logic strobe for time discrimination. The 
DS78C1 20 is specified over a -55°C to +1 25°C tempera- 
ture range and the DS88C120 from 0°C to ±70° C. 
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DS78C120/DS88C120 


Absolute Maximum Ratings (Notei) 

operating Conditions 


Supply Voltage 
Input Voltage 

18V 

±25V 

Supply Voltage (Vec) 

MIN MAX UNITS 

4.5 15 V 

Strobe Voltage 

18V 

Temperature (Ta) 




Output Sink Current 

50 mA 

DS78C120 


- 

55 -H25 °C 

Maximum Power Dissipation* at 25°C 


DS88C120 



0 -F70 °C 

Cavity Package 

1433 mW 

Common-Mode Voltage (Vriyi) 

-15 +15 V 

Molded Package 

1362 mW 






Storage Temperature Range 

-65°C to -H50°C 






Lead Temperature (Soldering, 10 seconds) 

300° C 






^Derate cavity package 9.6 mW/°C above 25°C; derate molded 






package 10.9 mW/ C above 25 C. 







Electrical Characteristics (Notes 2 and 3) 






PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

VxH Differential Threshold Voltage 

IqUT = -200 pA. 

-7V< Vcm<7V 


0.06 

0.2 

V 


VqUT> '/CC - '-2V 

-15V< VcM< 15V 


0.06 

0.3 

V 

Vtl Differential Threshold Voltage 

'out " 1.6 mA, VquT < 0-5V 

-7V < VcM < 7V 


-0.08 

-0.2 

V 

-15V<Vcm< 15V 


-0.08 

-0.3 

V 

Differential Threshold Voltage 

'OUT= -200 pA, 
V0UT>VCC- 1-2V 

-7V<Vcm<7V 


0.47 

0.7 

V 

Vtl Fail-Safe Offset = 5V 

'out " 1.6 mA, Vqut < 0.5V 

-7V< Vcm<7V 

0.2 

0.42 


V 

R|ts| Input Resistance 

-15V<Vcm< 15V, 0V<VcC< 15V 




kn 

Rt Line Termination Resistance 

Ta = 25°C 

100 

180 

300 

n 

Rq Offset Control Resistance 

Ta = 25°C 


56 • 


kn 

l|(MD Data Input Current (Unterminated) 


VCM= 10V 


2 

3,1 

mA 


0V<VcC<15V 

VcM = OV 


0 

-0.5 

mA 



VCM = -10V 


-2 

-3.1 

mA 

Vthb Input Balance 

IqUT = 200 pA, VquT> 

Vec - 1 -2V, Rs = 500n, (Note 5) 

-7V < VcM < 7V 


0.1 

0.4 

V 


'out = 1 -6 mA, Vqut < 0.5V, 
Rs = soon, (Note 5) 

-7V < VcM < 7V 


-0.1 

”f).4 

V 

Vqh Logical "1 " Output Voltage 

lOUT = “200 pA, VdiFF = 1 V 

Vcc-1.2 

VcC“0.75 


V 

VoL Logical "0" Output Voltage 

'OUT= 1.6 mA, Vd|FF = -IV 


0.25 

0.5 

V 

Ice Power Supply Current 

15V<Vcm<“15V, 

Vcc= 5.5V 


8 

15 

mA 


VdIFF ' “0.5V (Both Receivers) 

Vcc= 15V 


15 

30 

mA 

l|N(1) Logical "1" Strobe Input Current 

VSTROBE = 15V, VpiPF = 3V 


15 

100 

pA 

l|N(0) Logical "0" Strobe Input Current 

VSTROBE = OV, VpiFF = -3V 


-0.5 

-100 

pA 

V|H Logical "1" Strobe Input Voltage 


Vec = 5V 

3.5 

2.5 


V 


VOL < 0.5V, IqUT =1-6 mA 

Vcc= 10V 

8.0 

5.0 


V 



Vcc=15V 

12.5 

7.5 


V 

V|L Logical "0" Strobe Input Voltage 

V0H = Vcc-1-2V, 
'out = -200 pA 

Vec = 5V 


2.5 

1.5 

V 


Vcc= 10V 


5.0 

2.0 

V 


Vcc= 15V 


7.5 

2.5 

V 

lOS Output Short-Circuit Current 

VOUT = <3V, Vec = 15V, VsTROBE = OV, (Note 4) 

-5 

-20 



mA 

Switching Characteristics vcc = 5v,ta = 25°c 

PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpdO(D) Differential Input to "0" Output 

Cl = 50 pF 


60 

100 

ns 

tpd1(D) Differential Input to "1" Output 

Cl = 50 pF 


100 

150 

ns 

fpdO(S) Strobe Input to “0" Output 

Cl = 50 pF 


30 

70 

ns 

fpd 1 (S) Strobe 1 nput to " 1 " Output 

Cl = 50pF 


100 

150 

ns 

1 Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 

1 Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of ' 

Electrical Characteristics" 

provides conditions for actual device operation. 






Note 2: Unless otherwise specified min/max limits apply across the— 55° C to +1 25° C temperature range for the DS78C120 and across the 0° C to 

+70° C range for the DS88C120. All typical values are for = 25°C, Vqc “ 

5V and Vqm = OV. 





Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 

All values shown as max or min on absolute value basis. 
Note 4: Only one output at a time should be shorted. 
Note 5: Refer to E1A-RS422 for exact conditions. 
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Schematic Diagram (1/2 circuit shown) 





DS78C120/DS88C120 


AC Test Circuit and Switching Time Waveforms 

Differential and Strobe Input Signal 




Note. Optimum switching response is obtained by minimizing stray capacitance on Response Control pin (no external connection). 
AppiiCatiOn Hints Balanced Data Transmission 
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Application Hints (Continued) 

TRANSMISSION LINE TERMINATION 

On a transmission line which is electrically long, it is 
advisable to terminate the line in its characteristic 
impedance to prevent signal reflection and its associated 
noise/cross-talk. A 18012 termination resistor is provided 
in the DS78C120/DS88C120 line receiver. To use the 
termination resistor, connect pins 2 and 3 together and 
pins 13 and 14 together. The 18012 resistor provides a 
good compromise between line reflections, power dissi- 
pation in the driver, and IR drop in the transmission 
line. If power dissipation and IR drop are still a concern, 
a capacitor may be connected in series with the resistor 
to minimize power loss. 

The value of the capacitor is recommended to be the line 
length (time) divided by 3 times the resistor value. 
Example: if the transmission line is 1,000 feet long, 
(approximately 1000 ns) the capacitor value should be 
1852 pF. For additional application details, refer to 
application notes AN-22 and AN-108 in the National 
Semiconductor Interface Data Book. 


FAIL-SAFE OPERATION 

Communication systems require elements of a system to 
detect the presence of signals in the transmission lines, 
and it is desirable to have the system shut-down in a 
fail-safe mode if the transmission line is open or short. To 
facilitate the detection of input opens or shorts, the 
DS78C120/DS88C120 incorporates an input threshold 
voltage offset. This feature will force the line receiver 
to a specific logic state if presence of either fault is a 
condition. 

Given that the receiver input threshold is ±200 mV, 
an input signal greater than ±200 mV insures the receiver 
will be in a specific logic state. When the offset control 
input (pins 1 and 15) is connected to Vqc “ 5V, the 


input thresholds are offset from 200 mV to 700 mV, 
referred to the non-inverting input, or —200 mV to 
—700 mV, referred to the inverting input. Therefore, 
if the input is open or short, the input will be greater 
than the input threshold and the receiver will remain in 
a specified logic state. 

The input circuit of the receiver consists of a 5k resistor 
terminated to ground through 12012 on both inputs. 
This network acts as an attenuator, and permits opera- 
tion with common-mode input voltages greater than 
±15V. The offset control input is actually another input 
to the attenuator, but its resistor value is 56k. The off- 
set control input is connected to the inverting input 
side of the attenuator, and the input voltage to the 
amplifier is the sum of the inverting input plus 0.09 
times the voltage on the offset control input. When the 
offset control input is connected to 5V the input ampli- 
fier will see Vin(inVERTING) + 0.45V or V|N(in. 
VERTING) + 0-9V when the control input is connected 
to 10V. The offset control input will not significantly 
affect the differential performance of the receiver over 
its common-mode operating range, and will not change 
the input impedance balance of the receiver. 

It is recommended that the receiver be terminated 
(50012 or less) to insure it will detect an open circuit in 
the presence of noise. 

The offset control can be used to insure fail-safe opera- 
tion for unbalanced interface (RS423) or for balanced 
interface (RS422) operation. 

For unbalanced operation, the receiver would be in an 
indeterminate logic state if the offset control input was 
open. Connecting the offset to 5V offsets the receiver 
threshold 0.45V. The output is forced to a logic zero 
state if the input is open or short. 


Unbalanced RS423 and RS232 Fail-Safe 



a 



o 


(OFFSET CONTROL 
INPUT OPEN) 


0 

INPUT VOLTAGE 
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Application Hints (Continued) 






INPUT VOLTAGE 


For balanced operation with inputs short or open, 
receiver C will be in an indeterminate logic state. 
Receivers A and B will be in a logic zero state allowing 
the NOR gate to detect the short or open condition. 
The strobe will disable receivers A and B and may 
therefore be used to sample the fail-safe detector. 
Another method of fail-safe detection consists of filter- 
ing the output of the NOR gate D so it would not 
indicate a fault condition when receiver inputs pass 
through the threshold region, generating an output 
transient. 


In a communications system, only the control signals 
are required to detect input fault conditions. Advantages 
of a balanced data transmission system over an unbal- 
anced transmission system are: 

1. High noise immunity 

2. High data ratio 

3 Long line lengths 


Truth Table (For Balanced Fail-Safe) 


INPUT 

STROBE 

A-OUT 

B-OUT 

C-OUT 

D-OUT 

0 

1 

0 

1 

0 

0 

1 

1 

1 

0 

1 

0 

X 

1 

0 

0 

X 

1 

0 

0 

1 

1 

0 

0 

1 

0 

1 

1 

0 

0 

X 

0 

1 

1 

0 

0 
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DS78LS120/DS88LS120 



National 

Semiconductor 


Transmission Line 
Drivers/Receivers 


DS78LS120/DS88LS120 Duai Diffeientiai 
Line Receiver (Noise Fiitering and Faii-Safe) 


General Description 

The DS78LS120 and DS88LS120 are high performance, 
dual differential, TTL compatible line receivers for both 
balanced and unbalanced digital data transmission. The 
inputs are compatible with EIA, Federal and MIL 
standards. 

The line receiver will discriminate a ±200 mV input 
signal over a common-mode range of ±10V and . a 
±300 mV signal over a range of ±15V. 

Circuit features include hysteresis and response control 
for applications where controlled rise and fall times and/ 
or high frequency noise rejection are desirable. Thres- 
hold offset control is provided for fail-safe detection, 
should the input be open or short. Each receiver includes 
an optional 180J2 terminating resistor and the output gate 
contains a logic strobe for time discrimination. The 
DS78LS120 is specified over a -55°C to +125°C temper- 
ature range and the DS88LS120 from 0°C to +70°C. 


Input specifications meet or exceed those of the popular 
DS7820/DS8820 line receiver. 


Features 

■ Meets EIA Standards RS232-C, RS422 and RS423, 
Federal Standards 1020, 1030 and MIL-188-1 14 

■ Input voltage range of ±15V (differential or common- 
mode) 

■ Separate strobe input for each receiver 

■ 5k typical input impedance 

■ Optional 180rZ termination resistor 

■ 50 mV input hysteresis 

■ 200 mV input threshold 

■ Separate fail-safe mode 


Connection Diagram 


Duat-ln-Line Package 

FAIL-SAFE TERMI- RESPONSE 

VCC OFFSET -INPUT NATION -HNPUT STROBE TIME OUTPUT 



FAIL-SAFE -INPUT TERMI- +INPUT STROBE RESPONSE OUTPUT GND 

OFFSET NATION TIME 


TOP VIEW 

Order Number DS78LS120J, DS88LS120J 
or DS88LS120N 
See NS Package J16A or N16A 
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Absolute Maximum Ratings (Note d Operating Conditions 





MIN 

MAX 

UNITS 

Supply Voltage 

7V 

Supply Voltage (Vcc) 

4.5 

5.5 

V 

Input Voltage 

±25V 

Temperature (T/\) 




Strobe Voltage 

7V 

DS78LS120 

-55 

-H25 

°C 

Output Sink Current 

50 mA 

DS88LS120 

0 

+70 

°C 

Storage Temperature Range 

-65°Cto +150°C 

Common-Mode Voltage (Vci\/i) 

-15 

+15 

V 


Maximum Power Dissipation* at 25°C 


Cavity Package 1433 mW 

Moided Package 1362 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 9.6 mW/°C above 25°C; derate molded 
package 10.9 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

vth 

Differential Threshold Voltage 

; 1 OUT = -400 pA,. VqUT > 2.5V 

-7V<Vcm<7V 


0.06 

0.2 

V 

-15V<Vcm<15V 



0.3 

V 

Vtl 

Differential Threshold Voltage 

lOUT = 4 mA, VoUT < 0.5V 

-7V<VcM<7V 



-0.2 

V 

-15V< VcM< 15V 


h££lil 


V 

Vth 

Differential Threshold Voltage 

lOUT = -400 pA, VqUT > 2.5V 

-7V<Vcm<7V 


0.47 

0.7 

V 

Vtl 

With Fail Safe Offset = 5V 

lOUT = 4 mA, VoUT < 0.5 

-7V<Vcm<7V 

-0.2 

-0.42 


V 

Rin 

Input Resistance 

-15V< VcM< 15V,0V<Vcc<7V 

4 

5 


kn 

Rt 

Line Termination Resistance 

Ta = 25°C 

100 

180 

300 

n 

Ro 

Offset Controi Resistance 

Ta = 25°C 

42 

56 

70 

kn 

l|ND 

Data Input Current (Unterminated) 

VcM= 10V 


m 

2 

3.1 

mA 



VCM = OV 

0V< Vcc<7V 


0 

—0.5 

mA 



VCM = -10V 



-2 

-3.1 

,mA 

Vthb 

Input Balance | 

lOUT = -400 pA, VouT> 2.5V, 
Rs = soon, (Note 5) 

-7V<VcM<7V 


0.1 

0.4 

V 



lOUT = 4 mA, VoUT<0.5V, 
R$ = 500f2, (Note 5) 

-7V < VcM < 7V 


-0.1 

-0.4 

V 

vqh 

Logical "1" Output Voltage 

lOUT = -400pA, VqIFF = IV, Vcc = 4.5V 

m 

3 


V 

VOL 

Logical "0" Output Voltage 

lOUT = 4 mA, VdifF = -IV, Vcc ' 

= 4.5V 


0.35 

0.5 

V 

icc 

Power Supply Current 

Vcc = 5.5V, 

Vcm=15V 


9 

12 

mA 



VdIFF —0.5V, (Both Receivers) | 

Vcm = -15V 


10 

16 

mA 

l|N('l) 

Logical "1" Strobe Input Current 

VSTROBE = 5.5V, VdifF = 3V 


1 

100 

pA 

l|N(0) 

Logical "0" Strobe Input Current 

VSTROBE = OV, VoiFF = -3V 


-290 

-400 

pA 

V|H 

Logical "1" Strobe Input Voltage j 

VOL < 0.5, IquT = 4 mA 

2.0 

1.12 


V 

V|L 

Logical "0" Strobe Input Voltage 

Vqh > 2.5V, lQu-r = -400pA 


1.12 

0.8 

V 

lOS 

Output Short-Circuit Current 

VoUT = OV, Vcc = 5.5V, V$TROBE = OV, (Note 4) 

-30 

-100 

-170 

mA 

Switching Characteristics 

Vcc = 5V, Ta = 25° C 






PARAMETER 

CONDITIONS 1 

MIN 

TYP 

MAX 

UNITS 

tpdO(D) 

Differential Input to "0" Output 




38 

60 

ns 

tpdl(D) 

Differential Input to "1" Output 

Response Pin Open, Cl = 15 pF, Rl 

= 2 kn 


38 

60 

ns 

tpdO(S) 

Strobe Input to "0" Output 


16 

25 

ns 

tpdl(S) 

Strobe Input to "1" Output 




12 

25 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The tabie of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS78LS120 and across the 0°C to 
+70°C for the DS88LS120. All typical values are for T^ = 25° C, Vcc = 5V and Vciyj = OV. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Refer to EIA-RS422 for exact conditions. 


a 
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RESPONSE 

CONTROL VCC 





AC Test Circuit and Switching Time Waveforms 

Differential and Strobe Input Signal 

OUTPUT 


INPUT OH 

OPEN 0—1 


INPUT 

^Includes probe and test fixture capacitance 



1 
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Application Hints (Continued) 

TRANSMISSION LINE TERMINATION 


On a transmission line which is electrically long, it is 
advisable to terminate the line in its characteristic 
impedance to prevent signal reflection and its associated 
noise/cross-talk. A 180J2 termination resistor is provided 
in the DS78LS120/DS88LS120 line receiver. To use the 
termination resistor, connect pins 2 and 3 together and 
pins 13 and 14 together. The 180J2 resistor provides a 
good compromise between line reflections, power dissi- 
pation in the driver, and IR drop in the transmission 
line. If power dissipation and IR drop are still a concern, 
a capacitor may be connected in series with the resistor 
to minimize power loss. 

The value of the capacitor is recommended to be the line 
length (time) divided by 3 times the resistor value. 
Example: if the transmission line is 1,000 feet long, 
(approximately 1000 ns), and the termination resistor 
value is 180J2, the capacitor value should be 1852 pF. 
For additional application details, refer to application 
notes AN-22 and AN-108 in the National Semiconductor 
Interface Data Book. 

FAIL-SAFE OPERATION 

Communication systems require elements of a system to 
detect the presence of signals in the transmission lines, 
and it is desirable to have the system shut-down in a 
fail-safe mode if the transmission line is open or short. To 
facilitate the detection of input opens or shorts, the 
DS78LS1 20/DS88LS1 20 incorporates an input threshold 
voltage offset. This feature will force the line receiver 
to a specific logic state if presence of either fault is a 
condition. 

Given that the receiver input threshold is ±200 mV, 
an input signal greater than ±200 mV insures the receiver 
will be in a specific logic state. When the offset control 
input (pins 1 and 15) is connected to Vqc “ 5V, the 


input thresholds are offset from 200 mV to 700 mV, 
referred to the non-inverting input, or —200 mV to 
—700 mV, referred to the inverting input. Therefore, 
if the input is open or short, the input will be greater 
than the input threshold and the receiver will remain in 
a specified logic state. 

The input circuit of the receiver consists of a 5k resistor 
terminated to ground through 12012 on both inputs. 
This network acts as an attenuator, and permits opera- 
tion with common-mode input voltages greater than 
±15V. The offset control input is actually another input 
to the attenuator, but its resistor value is 56k. The off- 
set control input is connected to the inverting input 
side of the attenuator, and the input voltage to the 
amplifier is the sum of the inverting input plus 0.09 
times the voltage on the offset control input. When the 
offset control input is connected to 5V the input ampli- 
fier will see Vin(inverTING) + 0-45V or V|N(in- 
VERTING) 0.9V when the control input is connected 
to 10V. The offset control input will not significantly 
affect the differential performance of the receiver over 
its common-mode operating range, and will not change 
the input impedance balance of the receiver. 

It is recommended that the receiver be terminated 
(500J2 or less) to insure it will detect an open circuit in 
the presence of noise. 

The offset control can be used to insure fail-safe opera- 
tion for unbalanced interface (RS423) or for balanced 
interface (RS422) operation. 

For unbalanced operation, the receiver would be in an 
indeterminate logic state if the offset control input was 
open. Connecting the offset to 5V offsets the receiver 
threshold 0.45V. The output is forced to a logic zero 
state if the input is open or short. 


Unbalanced RS423 and RS232 Fail-Safe 




INPUT VOLTAGE 
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Application Hints (Continued) 


Balanced RS422 Fail-Safe 


BALANCED 
LINE DRIVER 






INPUT VDLTAGE 


For balanced operation with inputs short or open, 
receiver C will be in an indeterminate logic state. 
Receivers A and B will be in a logic zero state allowing 
the NOR gate to detect the short or open condition. 
The strobe will disable receivers A and B and may 
therefore be used to sample the fail-safe detector. 
Another method of fail-safe detection consists of filter- 
ing the output of the NOR gate D so it would not 
indicate a fault condition when receiver inputs pass 
through the threshold region, generating an output 
transient. 


In a communications system, only the control signals 
are required to detect input fault conditions. Advantages 
of a balanced data transmission system over an unbal- 
anced transmission system are: 

1. High noise immunity 

2. High data ratio 

3 Long line lengths 


Truth Table (For Balanced Fail-Safe) 


INPUT 

STROBE 

A-OUT 

B-OUT 

C-OUT 

D-OUT 

0 

1 

0 

1 

0 

0 

1 

1 

1 

0 

1 

0 

X 

1 

0 

0 

X 

1 

0 

0 

1 

1 

0 

0 

1 

0 

1 

1 

0 

0 

X 

0 

1 

' 1 

0 

0 
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Integrated Circuits for 
Digital Data Transmission 


INTRODUCTION 


1 


It is frequently necessary to transmit digital data 
in a high-noise environment where ordinary inte- 
grated logic circuits cannot be used because they 
do not have sufficient noise immunity. One solu- 
tion to this problem, of course, is to use high- 
noise-immunity logic. In many cases, this approach 
would require worst case logic swings of 30V, 
requiring high power-supply voltages. Further, 
considerable power would be needed to transmit 
these voltage levels at high speed. This is especially 
true if the lines must be terminated to eliminate 
reflections, since practical transmission lines have a 
low characteristic impedance. 

A much better solution is to convert the ground 
referred digital data at the transmission end into a 
differential signal and transmit this down a bal- 
anced, twisted-pair line. At the receiving end, any 
induced noise, or voltage due to ground-loop cur- 
rents, appears equally on both ends of the 
twisted-pair line. Hence, a receiver which responds 
only to the differential signal from the line will 
reject the undesired signals even with moderate 
voltage swings from the transmitter. 

Figure 1 illustrates this situation more clearly. 
When ground is used as a signal return as in Fig- 
ure la, the voltage seen at the receiving end will be 
the output voltage of the transmitter plus any 
noise voltage induced in the signal line. Hence, the 
noise immunity of the transmitter-receiver com- 
bination must be equal to the maximum expected 
noise from both sources. 

The differential transmission scheme diagrammed 
in Figure 1b solves this problem. Any ground noise 
or voltage induced on the transmission lines will 
appear equally on both inputs of the receiver. The 
receiver responds only to the differential signal 
coming out of the twisted-pair line and delivers a 
single-ended output signal referred to the ground 


, LINE _ 

NOISE 

LINE 

1 DATA 

TRANSMITTER 

G) 

RECEIVER 

1 OUTPUT 





fh 

GROUND A 

GROUND 

NOISE 

ih 

GROUND B 



a. Single-Ended System 



GROUND A 
b. Ditterentiat System 


FIGURE 1. Comparing Differential and Single-Ended 
Data Transmission 


at the receiving end. Therefore, extremely high 
noise immunities are not needed; and the trans- 
mitter and receiver can be operated from the same 
supplies as standard fntegrated logic circuits. 

This article describes the operation and use of a 
line driver and line receiver for transmission sys- 
tems using twisted-pair lines. The transmitter pro- 
vides a buffered differential output from a DTL or 
TTL input signal. A four-input gate is included on 
the input so that the circuit can also perform logic. 
The receiver detects a zero crossing in the differ- 
ential input voltage and can directly drive DTL or 
TTL integrated circuits at the receiving end. It also 
has strobe capability to blank out unwanted input 
signals. Both the transmitter and the receiver in- 
corporate two independent units on a single silicon 
chip. 
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LINE DRIVER 


Figure 2 shows a schematic diagram of the line 
transmitter. The circuit has a marked resemblance 
to a standard TTL buffer. In fact, it is possible to 
use a standard dual buffer as a transmitter. How- 
ever, the DS7830 incorporates additional features. 
For one, the output is current limited to protect 
the driver from accidental shorts in the transmis- 
sion lines. Secondly, diodes on the output clamp 
severe voltage transients that may be induced into 
the transmission lines. Finally, the circuit has 
internal inversion to produce a differential output 
signal, reducing the skew between the outputs and 
making the output state independent of loading. 



FIGURE 2. Schematic Diagram of the DS7830 Line 
Driver 

As can be seen frohi the upper half of Figure 2, a 
quadruple-emitter input transistor, Q9, provides 
four logic inputs to the transmitter. This transistor 
drives the inverter stage formed by Q10 and Q11 


to give a NAND output. A low state logic input on 
any of the emitters of Q9 will cause the base drive 
to be removed from Q10, since Q9 will be 
saturated by current from R8, holding the base of 
Q10 near ground. Hence, Q10 and Q11 will be 
turned off; and the output will be in a high state. 
When all the emitters of Q9 are at a one logic level, 
Q10 receives base drive from R8 through the for- 
ward biased collector-base junction of Q9. This 
saturates Q10 and also Q11, giving a low output 
state. The input voltage at which the transition 
occurs is equal to the sum of the emitter-base turn 
on voltages of Q10 and Q11 minus the saturation 
voltage of Q9. This is about 1 .4V at 25°C. 

A standard "totem-pole" arrangement is used on 
the output stage. When the output is switched to 
the high state, with Q10 and Q11 cut off, current 
is supplied to the load by Q13 and Q14 which are 
connected in a modified Darlington configuration. 
Because of the high compound current gain of 
these transistors, the output resistance is quite low 
and a large load current can be supplied. RIO is 
included across the emitter-base junction of Q13 
both to drain off any collector-base leakage cur- 
rent in Q13 and to discharge the collector-base 
capacitance of Q13 when the output is switched to 
the low state. In the high state, the output level is 
approximately two diode drops below the positive 
supply, or roughly 3.6V at 25°C with a 5.0V 
supply. 

With the output switched into the low state, Q10 
saturates, holding the base of Q14 about one diode 
drop above ground. This cuts off Q13. Further, 
both the base current and the collector current of 
Q10 are driven into the base of Q1 1 saturating it 
and giving a low-state output of about 0.1V. The 
circuit is designed so that the base of Q1 1 is 
supplied 6 mA, so the collector can drive consider- 
able load current before it is pulled out of 
saturation. 

The primary purpose of R12 is to provide current 
to remove the stored charge in Q1 1 and charge its 
collector-base capacitance when the circuit is 
switched to the high state. Its value is also made 
enough less than R9 to prevent supply current 
transients which might otherwise occur* when the 
power supply is coming up to voltage. 

•J. Kalb, "Design Considerations for a TTL Gate, 
"National Semiconductor TP-6, May, 1968. 
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The lower half of the transmitter in Figure 2 is 
identical to the upper, except that an inverter 
stage has been added. This is needed so that an 
input signal which drives the output of the upper 
half positive will drive the lower half negative, and 
vice versa, producing a differential output signal. 
Transistors Q2 and Q3 produce the inversion. Even 
though the current gain is not necessarily needed, 
the modified Darlington connection is used to pro- 
duce the proper logic transition voltage on the 
input of the transmitter. Because of the low load 
capacitance that the inverter sees when it is com- 
pletely within the integrated circuit, it is extreme- 
ly fast, with a typical delay of 3 ns. This minimizes 
the skew between the outputs. 

One of the schemes used when dual buffers are 
employed as a differential line driver is to obtain 
the NAND output in the normal fashion and pro- 
vide the AND output by connecting the input of 
the second buffer to the NAND output. Using an 
internal inverter has some distinct advantages over 
this: for one, capacitive loads which slow down 
the response of the NAND output will not intro- 
duce a time skew between the two , outputs; 
secondly, line transients on the NAND output will 
not cause an unwanted change of state on the 
AND output. 

Clamp diodes, D1 through D4, are added on all 
inputs to clamp undershoot. This undershoot and 
ringing can occur in TTL systems because the rise 
and fall times are extremely short. 

Output-current limiting is provided by adding a 
resistor and transistor to each of the complemen- 
tary outputs. Referring again to Figure 2, when 
the current on the NAND output increases to a 
value where the voltage drop across R11 is suffi- 
cient to turn on Q12, the short circuit protection 
comes into effect. This happens because further 
increases in output current flow into the base of 
Q12 causing it to remove base drive from Q14 and, 
therefore, Q13. Any substantial increase in output 
current will then cause the output voltage to col- 
lapse to zero. Since the magnitude of the short 
circuit depends on the emitter base turn-on voltage 
of Q12, this current has a negative temperature 
coefficient. As the chip temperature increases 
from power dissipation, the available short circuit 
current is reduced. The current limiting also serves 
to control the current transient that occurs when 


the output is going through a transition with both 
Q1 1 and Q1 3 turned on. 

The AND output is similarly protected by R6 and 
Q5, which limit the maximum output current to 
about 100 mA, preventing damage to the circuit 
from shorts between the outputs and ground. 

The current limiting transistors also serve to in- 
crease the low state output current capability 
under severe transient conditions. For example, 
when the current into the NAND output becomes 
so high as to pull Q11 out of saturation, the out- 
put voltage will rise to two diode drops above 
ground. At this voltage, the collector-base junction 
of Q12 becomes forward biased and supplies addi- 
tional base drive to Q11 through Q10 which is 
saturated. This minimizes any further increase in 
output voltage. 

When either of the outputs are in the high state, 
they can drive a large current towards ground 
without a significant change in output voltage. 
However, noise induced on the transmission line 
which tries to drive the output positive will cut it 
off since it cannot sink current in this state. For 
this reason, D6 and D8 are included to clamp the 
output and keep it from being driven much above 
the supply voltage, as this could damage the 
circuit. 

When the output is in a low state, it can sink a lot 
of current to clamp positive-going induced voltages 
on the transmission line. However, it cannot 
source enough current to eliminate negative-going 
transients so D5 and D7 are included to clamp 
those voltages to ground. 

It is interesting to note that the voltage swing 
produced on one of the outputs when the clamp 
diodes go into conduction actually increases the 
diffferential noise immunity. For example with 
no induced common mode current, the low-state 
output will be a saturation voltage above ground 
while the high output will be two diode drops 
below the positive supply voltage. With positive- 
going common mode noise on the line, the low 
output remains in saturation; and the high output 
is clamped at a diode drop above the positive 
supply. Hence, in this case, the common mode 
noise increases the differential swing by three 
diode drops. 
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FIGURE 3. High State Output Voltage as a Function of 
Output Current 

Having explained the operation of the line driver, 
it is appropriate to look at the performance in 
more detail. Figure 3 shows the high-state output 
characteristics under load. Over the normal range 
of output currents, the output resistance is about 
ion. With higher output currents, the short circuit 
protection is activated, causing the output voltage 
to drop to zero. As can be seen from the figure, 
the short-circuit current decreases at higher 
temperatures to minimize the possibility of over- 
heating the integrated circuit. 



OUTPUT SINK CURRENT (mA) 

FIGURE 4. Low-State Output Current as a Function of 
Output Current 

Figure 4 is a similar graph of the low-state output 
characteristics. Here, the output resistance is about 
5J2 with normal values of output current. With 
larger currents, the output transistor is pulled out 
of saturation; and the output voltage increases. 
This is most pronounced at -55°C where the tran- 
sistor current gain is the lowest. However, when 
the output voltage rises about two diode drops 
above ground, the collector-base junction of the 
current-limit transistor becomes forward biased. 


providing additional base drive for the output tran- 
sistor. This roughly doubles the current available 
for clamping positive common-mode transients on 
the twisted-pair line. It is interesting to note that 
even though the output level increases to about 
2V under this condition, the differential noise 
immunity does not suffer because the high-state 
output also increases by about 3V with positive 
going common-mode transients. 

It is clear from the figure that the low state output 
current is not effectively limited. Therefore, the 
device can be damaged by shorts between the out- 
put and the 5V supply. However, protection 
against shorts between outputs or from the out- 
puts to ground is provided by limiting the high- 
state current. 

The curves in Figures 3 and 4 demonstrate the 
performance of the line driver with large, capaci- 
tively-coupled common-mode transients, or under 



OUTPUT CURRENT (mA) 

FIGURE 5. Differential Output Voltage as a Function of 
Differential Output Current 

gross overload conditions. Figure 5 shows the 
ability of the circuit to drive a differential load: 
that is, the transmission line. It can be seen that 
for output currents less than 35 mA, the output 
resistance is approximately 15fi. At both tempera- 
ture extremes, the output falls off at high currents. 
At high temperatures, this is caused by current 
limiting of the high output state. At low tem- 
peratures, the falloff of current gain in the low- 
state output transistor produces this result. 

Load lines have been included on the figure to 
show the differential output with various load 
resistances. The output swing can be read off from 
the intersection of the output characteristic with 
the load line. The figure shows that the driver can 
easily handle load resistances greater than 100J2. 
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This is more than adequate for practical, twisted- 
pair lines. 


Figure 6 shows the no load power dissipation, for 
one-half of the dual line driver, as a function of 
frequency. This information is important for two 
reasons. First, the increase in power dissipation at 
high frequencies must be added to the excess 
power dissipation caused by the load to determine 
the total package dissipation. Second, and more 
important, it is a measure of the "glitch" current 
which flows from the positive supply to ground 
through the output transistors when the circuit is 
going through a transition. If the output stage is 
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FIGURE 7. Propagation Time as a Function of Tempera- 
ture 
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SWITCHING FREQUENCY (MHz) 

FIGURE 6. Power Dissipation as a Function of Switching 
Frequency 

not properly designed, the current spikes in the 
power supplies can become quite large; and the 
power dissipation can increase by as much as a 
factor of five between 100 KHz and 10 MHz. The 
figure shows that, with no capacitive loading, the 
power increase with frequencies as high as 10 MHz 
is almost negligible. However, with large capacitive 
loads, more power is required. 

The line receiver is designed to detect a zero cross- 
ing in the differential output of the line driver. 
Therefore, the propagation time of the driver is 
measured as the time difference between the appli- 
cation of a step input and the point where the 
differential output voltage crosses zero. A plot of 
the propagation time over temperature is shown in 
Figure 7. This delay is added directly to the propa- 
gation time of the transmission line and the delay 
of the line receiver to determine the total data- 
propagation time. However, in most cases, the 
delay of the driver is small, even by comparison to 
the uncertainties in the other delays. 


To summarize the characteristics of the DS7830 
line driver, the input interfaces directly with stand- 
ard TTL circuits. It presents a load which is 
equivalent to a fan out of 3 to the circuit driving 
it, and it operates from the 5.0V, ±10% logic 
supplies. The output can drive low impedance lines 
down to 50n and capacitive loads up to 5000 pF. 
The time skew between the outputs is minimized 
to reduce radiation from the twisted-pair lines, and 
the circuit is designed to clamp common mode 
transients coupled into the line. Short circuit pro- 
tection is also provided. The integrated circuit con- 
sists of two independent drivers fabricated on a 
41x53 mil-square die using the standard TTL 
process. A photomicrograph of the chip is shown 
in Figure 8. 



FIGURE 8. Photomicrograph of the DS7830 Dual Line 
Driver 
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LINE RECEIVER 


As mentioned previously, the function of the line 
receiver is to convert the differential output signal 
of the line driver into a single ended, ground- 
referred signal to drive standard digital circuits on 
the receiving end. At the same time it must reject 
the common mode and induced noise on the trans- 
mission line. 

Normally this would not be too difficult a task 
because of the large signal swings involved. How- 
ever, it was considered important that the receiver 
operate from the -v5V logic supply without requir- 
ing additional supply voltages, as do most other 
line receiver designs. This complicates the situation 
because the receiver must operate with ±15V input 
signals which are considerably greater than the 
operating supply voltage. 

The large common mode range over which the cir- 
cuit must work can be reduced with an attenuator 
on the input of the receiver. In this design, the 
input signal is attenuated by a factor of 30. Hence, 
the ±15V common mode voltage is reduced to 
±0.5V, which can be handled easily by circuitry 
operating from a 5V supply. However, the differ- 
ential input signal, which can go down as low as 
±2.4V in the worst case, is also reduced to 
±80 mV. Hence, it is necessary to employ a fairly 
accurate zero crossing detector in the receiver. 

System requirements dictated that the threshold 
inaccuracy introduced by the zero crossing 
detector be less than 17 mV. In principle, this 
accuracy requirement should not pose insurmount- 
able problems because it is a simple matter to 
make well matched parts in an integrated circuit. 

Figure 9 shows d simplified schematic diagram of 
the circuit configuration used for the line receiver. 
The input signal is attenuated by the resistive 
dividers R1-R2 and R8-R3. This attenuated 
signal is fed into a balanced dc amplifier, operating 
in the common base configuration. This input 
amplifier, consisting of Q1 and Q2, removes the 
common mode component of the input signal. 
Further, it delivers an output signal at the 
collector of Q2, which is nearly equal in amplitude 
to the original differential input signal. This 
output signal is buffered by Q6 and drives an 
output amplifier, Q8. The output stage drives the 
logic load directly. 



An understanding of the circuit can be obtained 
by first considering the input stage. Assuming high 
current gains and neglecting the voltage drop 
across R3, the collector current of Q1 will be: 

I ~ Vbei ~ Vbe3 - Vbe4 (D 

•Ici - R11 . V ( 

With equal emitter-base voltages for all transistors, 
this becomes: 


V^-3Vbe 

R11 


( 2 ) 


The output voltage at the collector of Q2 will be: 

Vc2 = -Ic2R12. (3) 

When the differential input voltage to the receiver 
is zero, the voltages presented to the emitters of 
Q1 and Q2 will be equal. If Q1 and Q2 are 
matched devices, which is easy to arrange when 
they are fabricated close together on a single 
silicon chip, their collector currents will be equal 
with zero input voltage. Hence, the output voltage 
from Q2 can be determined by substituting (2) 
into (3): 


Vc2 = V+ (V+ - 3Ve 


(4) 
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For R1 1 = R12, this becomes: 


The voltage on the base of Q6 will likewise be 
3 Vqe when the output is on the verge of switching 
from a zero to a one state. A differential input 
signal which causes Q2 to conduct more heavily 
will then make the output go high, while an input 
signal in the opposite direction will cause the out- 
put to saturate. 

It should be noted that the balance of the circuit is 
not affected by absolute values of components— 
only by how well they match. Nor is it affected by 
variations in the positive supply voltage, so it will 
perform well with standard logic supply voltages 
between 4.5V and 5.5V. In addition, component 
values are chosen so that the collector currents of 
Q4 and Q6 are equal. As a result, the base currents 
of Q4 and Q6 do not upset the balance of the 
input stage. This means that circuit performance is 
not greatly affected by production or temperature 
variations in transistor current gain. 


operation under all conditions. For one, the 
explanation of the simplified circuit ignores the 
fact that the collector current of Q1 will be 
affected by common mode voltage developed 
across R3. This can give a 0.5V threshold error at 
the extremes of the ±15V common mode range. 
To compensate for this, a separate divider, R9 and 
RIO, is used to maintain a constant collector cur- 
rent in Q1 with varying common mode signals. 
With an increasing common mode voltage on the 
non-inverting input, the voltage on the emitter of 
Q1 will increase. Normally, this would cause the 
voltage across R11 to decrease, reducing the col- 
lector current of Q1. However, the increasing com- 
mon mode signal also drives the top end of R11 
through R9 and RIO so as to hold the voltage drop 
across R11 constant. 

In addition to improving the common mode rejec- 
tion, R9 also forces the output of the receiver into 
the high state when nothing is connected to the 
input lines. This means that the output will be in a 
pre-determined state when the transmission cables 
are disconnected. 


A complete schematic of the line receiver, shown 
in Figure 10, shows several refinements of the 
basic circuit which are needed to secure proper 


A diode connected transistor, Q5, is also added in 
the complete circuit to provide strobe capability. 
With a logic zero on the strobe terminal, the out- 



FIGURE 10. Complete Schematic of One Half of the DS7820 Line Receiver 
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put will be high no matter what the input signal is. 
With the strobe, the receiver can be made immune 
to any noise signals during intervals where no 
digital information is expected. The output state 
with the strobe on is also the same as the output 
state with the input terminals open. 

The collector of Q2 is brought out so that an 
external capacitor can be used to slow down the 
receiver to where it will not respond to fast noise 
spikes. This capacitor, which is connected between 
the response-time-control terminal and ground, 
does not give exactly-symmetrical delays. The 
delay for input signals which produce a positive- 
going output will be less than for input signals of 
opposite polarity. This happens because the 
impedance on the collector of Q2 drops as Q6 goes 
into saturation, reducing the effectiveness of the 
capacitor. 

Another difference in the complete circuit is that 
the output stage is improved both to provide more 
gain and to reduce the output resistance in the 
high output state. This was accomplished by add- 
ing Q9 and Q10. When the output stage is operat- 
ing in the linear region, that is, on the verge of 
switching to either the high or the low state, Q9 
and Q10 form sort of an active collector load for 
Q8. The current through R15 is constant at 
approximately 2 mA as the output voltage changes 
through the active region. Hence, the percentage 
change in the collector current of Q8 due to the 
voltage change across R17 is made smaller by this 
pre-bias current; and the effective stage gain is 
increased. 

With the output in the high state (Q8 cut off), the 
output resistance is equal to R15, as long as the 
load current is less than 2 mA. When the load cur- 
rent goes above this value, Q9 turns on; and the 
output resistance increases to 1.5K, the value 
ofR17. 

This particular output configuration gives a higher 
gain than either a standard DTL or TTL output 
stage. It can also drive enough current in the high 
state to make it compatible with TTL, yet outputs 
can be wire OR'ed as with DTL. 

Remaining details of the circuit are that Q7 is con- 
nected as an emitter follower to make the circuit 
even less sensitive to transistor current gains. R16 
limits the base drive to Q7 with the output 
saturated, while R17 limits the base drive to the 
output transistor, Q8. A resistor, R7, which can be 
used to terminate the twisted-pair line is also in- 
cluded on the chip. It is not connected directly 


across the inputs. Instead, one end is left open so 
that a capacitor can be inserted in series with the 
resistor. The capacitor significantly reduces the 
power dissipation in both the line transmitter and 
receiver, especially in low-duty-cycle applications, 
by terminating the line at high frequencies but 
blocking steady-state current flow in the terminat- 
ing resistor. 

Since line receivers are generally used repetitively 
in a system, the DS7820 has been designed with 
two independent receivers on a single silicon chip. 
The device is fabricated on a 41 x 49 mil-square 
die using the standard six mask planar-epitaxial 
process. The processing employed is identical to 
that used on TTL circuits, and the design does not 
impose any unusual demands on the processing. It 
is only required that various parts within the 
circuit match well, but this is easily accomplished 
in a monolithic integrated circuit without any 
special effort in manufacturing. A photomicro- 
graph of the integrated circuit chip is shown in 
Figure 11. 



FIGURE 1 1. Photomicrograph of the OS7820 Dual Line 
Receiver 


The only components in the circuit which see 
voltages higher than standard logic circuits are the 
resistors used to attenuate the input signal. These 
resistors, R1, R7, R8 and R9, are diffused into a 
separate, floating, N-type isolation tub, so that the 
higher voltage is not seen by any of the transistors. 
For a ±15V input voltage range, the breakdown 
voltages required for the collector-isolation and 
collector-base diodes are only 15V and 19V, 
respectively. These breakdown voltages can be 
achieved readily with standard digital processing. 

The purpose of the foregoing was to provide some 
insight into circuit operation. A more exact 
mathematical analysis of the device is developed in 
Appendix A. 
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RECEIVER PERFORMANCE 


The characteristics of the line receiver are 
described graphically in Figures 12 through 18. 
Figure 12 illustrates the effect of supply voltage 
variations on the threshold accuracy. The upper 
curve gives the differential input voltage required 
to hold the output at 2.5V while it is supplying 
200 juA to the digital load. The lower curve shows 
the differential input needed to hold the output at 
0.4V while it sinks 3.5 mA from the digital load. 
This load corresponds to a worst case fanout of 2 
with either DTL or TTL integrated circuits. The 
data shows that the threshold accuracy is only 
affected by ±60 mV for a ±10% change in supply 
voltage. Proper operation can be secured over a 
wider range of supply voltages, although the error 
becomes excessive at voltages below 4V. 

0.3 I — I — I — I — I — I — I — I — I 


change with common mode voltage. The 
mismatches typically encountered give a threshold 
voltage change of ±100 mV over a ±20V common 
mode range. This change can have either a 
positive slope or a negative slope, 
s 
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FIGURE 12. Differential Input Voltage Required for 
High or Low Output as a Function of Supply Voltage 


FIGURE 14. Voltage Transfer Function 


The transfer function of the circuit is given in 
Figure 14. The loading is for a worst case fanout 
of 2. The digital load is not linear, and this is 
reflected as a non-linearity in the transfer function 
which occurs with the output around 1.5V. These 
transfer characteristics show that the only 
significant effect of temperature is a reduction in 
the positive swing at -55°C. However, the voltage 
available remains well above the 2.5V required by 
digital logic. 


Figure 13 is a similar plot for varying common 
mode input voltage. Again the differential input 
voltages are given for high and low states on the 
output with a worst case fanout of 2. With 
precisely matched components within the 
integrated circuit, the threshold voltage will not 
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FIGURE 13. Differential Input Voltage Required for 
High or Low Output as a Function of Common Mode Voltage 


FIGURE 15. Response Time With and Without an Exter- 
nal Delay Capacitor 

Figure 15 gives the response tirne, or propagation 
delay, of the receiver. Normally, the delay through 
the circuit is about 40 ns. As shown, the delay can 
be increased, by the addition of a capacitor 
between the response-time terminal and ground, to 
make the device immune to fast noise spikes on 
the input. The delay will generally be longer for 
negative going outputs than for positive going 
outputs. 
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Under normal conditions, the power dissipated in 
the receiver is relatively low. However, with large 
common mode input voltages, dissipation increases 
markedly, as shown in Figure 16. This is of little 
consequence with common mode transients, but 
the increased dissipation must be taken into 
account when there is a dc difference between the 
grounds of the transmitter and the receiver. It is 
important to note that Figure 16 gives .the 
dissipation for one half the dual receiver. The total 
package dissipation will be twice the values given 
when both sides are operated under identical 
conditions. 



INPUT VOLTAGE (V) 


FIGURE 16. Internal Power Dissipation as a Function of 
Common Mode Input Voltage 


Figure 17 shows that the power supply current 
also changes with common mode input voltage due 
to the current drawn out of or fed into the supply 
through R9. The supply current reaches a 
maximum with negative input voltages and can 
actually reverse with large positive input voltages. 
The figure also shows that the supply current with 
the output switched into the low state is about 
3 mA higher than with a high output. 



The variation of the internal termination resistance 
with temperature is illustrated in Figure IS.Taking 
into account the initial tolerance as well as the 
change with temperature, the termination resis- 
tance is by no means precise. Fortunately, in most 
cases, the termination resistance can vary 
appreciably without greatly affecting the charac- 
teristics of the transmission line. If the resistor 
tolerance is a problem, however, an external resis- 
tor can be used in place of the one provided within 
the integrated circuit. 



TEMPERATURE (°CI 

FIGURE 18. Variation of Termination Resistance With 
Temperature 
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DATA TRANSMISSION 


The interconnection of the DS7830 line driver 
with the DS7820 line receiver is shown in Fig- 
ure 19. With the exception of the transmission 
line, the design is rather straightforward. Connec- 
tions on the input of the driver and the output or 
strobe of the receiver follow standard design rules 
for DTL or TTL integrated logic circuits. The load 
presented by the driver inputs is equal to 3 stan- 
dard digital loads, while the receiver can drive a 
worst-case fanout of 2. The load presented by the 
receiver strobe is equal to one standard load. 

The purpose of Cl on the receiver is to provide dc 
isolation of the termination resistor for the trans- 
mission line. This capacitor can both increase the 
differential noise immunity, by reducing attenua- 
tion on the line,' and reduce power dissipation in 
both the transmitter and receiver. In some applica- 
tions, Cl can be replaced with a short between 
Pins 1 and 2, which connects the internal termina- 
tion resistor of the DS7820 directly across the 
line. C2 may be included, if necessary, to control 
the response time of the receiver, making it 
immune to noise spikes that may be coupled dif- 
ferentially into the transmission lines. 




TIME iia) 

FIGURE 20. Transmission Line Response With Various 
Termination Resistances 

The effect of termination mismatches on the trans- 
mission line is shown in Figure 20. The line was 
constructed of a twisted pair of No. 22 copper 
conductors with a characteristic impedance of 
approximately 170J2. The line length was about 
150 ns and it was driven directly from a DS7830 
line driver. The data shows that termination resis- 
tances which are a factor of two off the nominal 
value do not cause significant reflections on the 
line. The lower termination resistors do, however, 
increase the attenuation. 


LINE DRIVER AND RECEIVER 



‘ Exact value depends on line length. 

t\/* is 4.5V to S.5V for both the DS7820 and DS7830. 

^Optional to control response time. 
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FIGURE 19. Interconnection of the Line Driver and Line 
Receiver 
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Figure 21 gives the line-transmission characteristics 
with various termination resistances when a dc 
isolation capacitor is used. The line is identical to 
that used in the previous example. It can be seen 
that the transient response is nearly the same as a 
dc terminated line. The attenuation, on the other 
hand, is considerably lower, being the same as an 
unterminated line. An added advantage of using 
the isolation capacitor is that the dc signal current 
is blocked from the termination resistor which 
reduces the average power drain of the driver and 
the power dissipation in both the driver and 
receiver. 
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FIGURE 21. Line Response for Various Termination 
Resistances With a DC Isolation Capacitor 


The effect of different values of dc isolation 
capacitors is illustrated in Figure 22. This shows 
that the RC time constant of the termination resis- 
tor/isolation capacitor combination should be 2 to 
3 times the line delay. As before, this data was 
taken for a 150 ns long line. 
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FIGURE 22. Response of Terminated Line With Dif- 
ferent DC Isolation Capacitors 

In Figure 23, the influence of a varying ground 
voltage between the transmitter and the receiver is 
shown. The difference in the characteristics arises 
because the source resistance of the driver is not 
constant under all conditions. The high output of 
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FIGURE 23. Line Response With Different Terminations 
and Common Mode Input Voltages 
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the transmitter looks like an open circuit to volt- 
ages reflected from the receiving end of the trans- 
mission line which try to drive it higher than its 
normal dc state. This condition exists until the 
voltage at the transmitting end becomes high 
enough to forward bias the clamp diode on the 5V 
supply. Much of the phenomena which does not 
follow simple transmission-line theory is caused by 
this. For example, with an unterminated line, the 
overshoot comes from the reflected signal charging 
the line capacitance to where the clamp diodes are 
forward biased. The overshoot then decays at a 
rate determined by the total line capacitance and 
the input resistance of the receiver. 

When the ground on the receiver is 15V more 
negative than the ground at the transmitting end, 
the decay with an unterminated line is faster, as 
shown in Figure 23b. This occurs because there is 
more current from the input resistor of the 
receiver to discharge the line capacitance. With a 
terminated line, however, the transmission char- 
acteristics are the same as for equal ground volt- 
ages because the terminating resistor keeps the line 
from getting charged. 


ducts, giving effects which are similar to those 
described for the high output. However, a current 
of about 9 mA is required to do this, so it does not 
happen under normal operating conditions. 

To summarize, the best termination is an RC com- 
bination with a time constant approximately equal 
to 3 times the transmission-line delay. Even 
though its value is not precisely determined, the 
internal termination resistor of the integrated cir- 
cuit can be used because the line characteristics are 
not greatly affected by the termination resistor. 

The only place that an RC termination can cause 
problems is when the data transmission rate 
approaches the line delay and the attenuation 
down the line (terminated) is greater than 3 dB. 
This would correspond to more than 1000 ft. of 
twisted-pair cable with No. 22 copper conductors. 
Under these conditions, the noise margin can dis- 
appear with low-duty-cycle signals. If this is the 
case, it is best to operate the twisted-pair line with- 
out a termination to minimize transmission losses. 
Reflections should not be a problem as they will 
be absorbed by the line losses. 


Figure 23c gives the transmission characteristics 
when the receiver ground is 15V more positive 
than the transmitter ground. When the line is not 
terminated, the differential voltage swing is in- 
creased because the high output of the driver will 
be pulled against the clamp diodes by the common 
mode input current of the receiver. With a dc isola- 
tion capacitor, the differential swing will reach this 
same value with a time constant determined by the 
isolation capacitor and the input resistance of the 
receiver. With a dc coupled termination, the char- 
acteristics are unchanged because the differential 
load current is large by comparison to the com- 
mon mode current so that the output transistors 
of the driver are always conducting. 

The low output of the driver can also be pulled 
below ground to where the lower clamp diode con- 


CONCLUSION 


A method of transmitting digital information in 
high-noise environments has been described. The 
technique is a much more attractive solution than 
high-noise-immunity logic as it has lower power 
consumption, provides more noise rejection, oper- 
ates from standard 5V supplies, and is fully com- 
patible with almost all integrated logic circuits. An 
additional advantage is that the circuits can be 
fabricated with integrated circuit processes used 
for standard logic circuits. 


1-135 


AN-22 




AN-22 


APPENDIX A 


LINE RECEIVER 

Design Analysis 


The purpose of this appendix is to derive mathe- 
matical expressions describing the operation of the 
line receiver. It will be shown that the perfor- 
mance of the circuit is not greatly affected by the 
absolute value of the components within the inte- 
grated circuit or by the supply voltage. Instead, it 
depends mostly on how well the various parts 
match. 

The analysis will assume that all the resistors are 
well matched in ratio and that the transistors are 
likewise matched, since this is easily accomplished 
over a broad temperature range with monolithic 
construction. However, the effects of component 
mismatching will be discussed where important. 
Further, large transistor current gains will be 
assumed, but it will be pointed out later that this 
is valid for current gains greater than about 10. 


where V|m is the common mode input voltage and 
Ra//Rb denotes the parallel connection of the two 
resistors. In Equation (A. 1), R8 = R9, R3 = RIO, 
R10« R11, R9» RIO, R3« R11, R8»R3 


and «3 so it can be reduced to 

R4-1-2R6+R3 

R10+R11 + R3 

which shows that the collector current of Q1 is 
not affected by the common mode voltage. 


The output voltage on the collector of Q2 is 

Vc2 = V+-Ic2R12 (A. 3) 

For zero differential input voltage, the collector 
currents of Q1 and Q2 will be equal so Equation 
(A. 3) becomes 


A schematic diagram of the DS7820 line receiver 
is shown in Figure A-1. Referring to this circuit, 
the collector current of the input transistor is 
given by 


1 - ~ ^BEI ~ Vbe3 ~ Vbe4 

" R9// R10+ R11 + R3// R8 

R3 R3//R11 ,, 

R4 + 2R6 + R3 ~ R8 + R3 // R1 
R9// RIO-t- R11 + R3// R8 


X/ _ \,+, R10//R11 

'''N I RIO// R11 

R9// RIO-t- R11 + R3// R8 


R12(v+-3V3,--^V+) 

Vc 2 = V ^ ^ (A 4) 

R10-TR1H-R3 

It is desired that this voltage be 3 Vbe so that the 
output stage is just on the verge of switching with 
zero input. Forcing this condition and solving for 
R1 2 yields 

- 3Vbe 

R12=(R10+R11 + R3) 

V*-3VBe-wV* 



FIGURE A-1. Schematic Diagram of One Half 
of the DS7820 Line Receiver 
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This shows that the optimum value of R12 is 
dependent on supply voltage. For a 5V supply it 
has a value of 4.7 kJ2. Substituting this and the 
other component values into (A. 4), 

Vc2 = 2.83 Vbe + 0.081 (A. 6) 

which shows that the voltage on the collector of 
Q2 will vary by about 80 mV for a IV change in 
supply voltage. 

The next step in the analysis is to obtain an 
expression for the voltage gain of the input stage. 



FIGURE A-2. Equivalent Circuit Used to Calculate Input 
Stage Gain 

An equivalent circuit of the input stage is given in 
Figure A-2. Noting that R6 = R7 = R8 and 
R2 = 0.1 (R6 + R7//R8), the change in the emitter 
current of Q1 for a change in input voltage is 
0.9 R2 

^'e2= ri (0.9 R2+ Re2) ' 

Hence, the change in output voltage will be 
AVqut ~ oIe2^*^2 

0.9OR2R12 

- (o.9“r2 + r^ 2) (A.b) 

Since a = 1 , the voltage gain is 
0.9R2R12 
R1 (0.9 R2 -I- Re2> 

The emitter resistance of Q2 is given by 

Re2 = -;T^, (A. 10) 


WMCIC 'C2 ” p ^ 2 ' • ' 

kTR12. ,, 

so Re 2 “ 1 (A. 12) 

“ q(V+-3VeE) 

Therefore, at 25°C where Vbe 670 mV and 
kT/q = 26 mV, the computed value for gain is 
0.745. The gain is not greatly affected by tempera- 
ture as the gain at -55°C where Vbe = 810 mV 
and kT/q = 18 mV is 0.774, and the gain at 125°C 
where Vbe =480 kT/q = 34 mV is 0.730. 


Finally, the threshold error due to finite gain in 
the output stage can be considered. The collector 
current of Q7 from the bleeder resistor R14, is 
large by comparison to the base current of Q8, if 
Q8 has a reasonable current gain. Hence, the col- 
lector current of Q7 does not change appreciably 
when the output switches from a logic one to a 
logic zero. This is even more true for Q6, an 
emitter follower which drives Q7. Therefore, it is 
safe to presume that Q6 does not load the output 
of the first-stage amplifier, because of the com- 
pounded current gain of the three transistors, and 
that Q8 is driven from a low resistance source. 

It follows that the gain of the output stage can be 
determined from the change in the emitter-base 
voltage of Q8 required to swing the output from a 
logic one state to a logic zero state. The expression 

AVbe = V (A. 13) 

9 Ic2 

describes the change in emitter-base voltage re- 
quired to vary the collector current from one 
value, Ici, to a second, Iq 2 - With the output of 
the receiver in the low state, the. collector current 
of Q8 is 

I _ ~ Vql ~ Vbe9 ~ Vbeio 

'ol“ R17 

, VbE9 VbES . VbE7 , . 

R15 " R14 R13 's'NK - (A- 14) 

where Vql is the low state output voltage and 
IsiNK is the current load from the logic that the 
receiver is driving. Noting that R13 = 2R14 and 
figuring that all the emitter-base voltages are the 
same, this becomes 

I _ ~ ^OL ~ 2Vbe Vbe 

'oL- R17 R15 

~2RM ^ *siNK- (A. 15) 

Similarly, with the output in the high state, the 
collector current of Q8 is 


With a voltage gain of 0.75, the results of Equa- 
tion (A. 6) show that the input referred threshold 
voltage will change by 0.11V for a IV change in 
supply voltage. With the standard ±10-percent 
supplies used for logic circuits, this means that the 
threshold voltage will change by less than ±60 mV. 


where Vqh 'S the high-level output voltage and 
IsouRCE is the current needed to supply the input 
leakage of the digital circuits loading the 
comparator. 
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With the same conditions used in arriving at 
(A. 15), this becomes 

I - ~ ^OH ~ 2Vbe ^be 

'oh R17 R15 

“ 2R^4 ~ 'source • (A. 17) 

From (A. 13) the change in the emitter-base volt- 
age of Q8 in going from the high output level to 
the low output level is 

= — loga (A. 18) 

M , >OH 

providing that Q8 is not quite in saturation, al- 
though it may be on the verge of saturation. 


The change of input threshold voltage is then 

AVth = ^ lo9e (A. 19) 

9Avi IqH 

where Avi is the input stage gain. With a worst 
case fanout of 2, where Vqh ~ 2.5V, Vql= 0.4V, 
•source " 40 mA and Isink " 3.2 mA, the calcu- 
lated change in threshold is 37 mV at 25°C, 
24 mV at -55°C and 52 mV at 125°C. 

The measured values of overall gain differ , by 
about a factor of two from the calculated gain. 
This is not too surprising because a number of 
assumptions were made which introduce small 
errors, and all these errors lower the gain. It is also 
not too important because the gain is high enough 
where another factor of two reduction would not 
cause the circuit to stop working. 

The main contributors to this discrepancy are the 
non-ideal behavior of the emitter-base voltage of 
Q8 due to current crowding under the emitter and 
the variation in the emitter base voltage of Q7 and 
Q8 with changes in collector-emitter voltage (hp^). 


Although these parameters can vary considerably 
with different manufacturing methods, they are 
relatively fixed for a given process. The AVg^ 
errors introduced by these quantities, if known, 
can be added directly into Equation (A. 18) to 
give a more accurate gain expression. 

The most stringent matching requirement in the 
receiver is the matching of the input stage divider 
resistors: R1 with R8 and R2 with R3. As little as 
1% mismatch in one of these pairs can cause a 
threshold shift of 150 mV at the extremes of the 
±15V common mode range. Because of this, it is 
necessary to make the resistors absolutely identical 
and locate them close together. In addition, since 
R1 and R8 do dissipate a reasonable amount of 
power, they have to be located to minimize the 
thermal gradient between them. To do this, R9 
was located between R1 and R8 so that it would 
heat both of these resistors equally. There are not 
serious heating problems with R2 and R3; how- 
ever, because of their low resistance value, it was 
necessary even to match the lengths of the 
aluminum interconnects, as the resistance of the 
aluminum is high enough to cause intolerable mis- 
matches. Of secondary importance is the matching 
of Q1 and Q2 and the matching of ratios between 
R11 and R12. A 1 mV difference in the emitter- 
base voltages of Q1 and Q2 causes a 30 mV input 
offset voltage as does a 1% mismatch in the ratio 
ofR11toR12. 

The circuit is indeed insensitive to transistor 
current gains as long as they are above 10. The 
collector currents of Q4 and Q6 are made equal so 
that their base currents load the collectors of Q1 
and Q2 equally. Hence, the input threshold voltage 
is affected only by how well the current gains 
match. Low current gain in the output transistor, 
Q8, can cause a reduction in gain. But even with a 
current gain of 10, the error produced in the input 
threshold voltage is less than 50 mV. 
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INTRODUCTION 

Digital systems generally require the transmission of 
digital signals to and from other elements of the system. 
The component wavelengths of the digital signals will 
usually be shorter than the electrical length of the cable 
used to connect the subsystems together and, therefore, 
the cables should be treated as a transmissions line. In 
addition, the digital signal is usually exposed to hostile 
electrical noise source which will require more noise 
immunity then required in the individual subsystems 
environment. 

The requirements for transmission line techniques and 
noise immunity are recognized by the designers of sub- 
systems and systems, but the solution used vary con- 
siderably. Two widely used example methods of the 
solution are shown in Figure 1. The two methods 

UMBALANCEO METHOD 




illustrated use unbalanced and balanced circuit tech- 
niques. This application note will delineate the char- 
acteristics of digital signals in transmission lines and 
characteristics of the line that effect the quality, and will 
compare the unbalanced and balanced circuits perfor- 
mance in digital systems. 


The cables used to transmit digital signals external to a 
subsystem and in route between the subsystem, are 
exposed to external electromagnetic noise caused by 


switching transients from actuating devices of neighbor- 
ing control systems. Also external to a specific sub- 
system, another subsystem may have a ground problem 
which will induce noise on the system, as indicated in 
Figure 2. 


RIC ^ 



INDUCED NOISE ALONG CABLE ROUTE 
GROUND PROBLEMS IN ASSOCIATED EQUIPMENT 

FIGURE 2. External Noise Sources 

The signals in adjacent wires inside a cable may induce 
electromagnetic noise on other wires in the cable. The 
induced electromagnetic noise is worse when a line ter- 
minated at one end of the cable is near to a driver at the 
same end, as shown in Figures. Some noise may be 



FIGURE 3. Internal Noise Sources 

induced from relay circuits which have very large tran- 
sient voltage swings compared to the digital signals in the 
same cable. Another source of induced noise is current 
in the common ground wire or wires in the cable. 
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DISTORTION 

The objective is the transmission and recovery of digital 
intelligence between subsystems, and to this end, the 
characteristics of the data recovered must resemble the 
data transmitted. In Figure 4 there is a difference in the 
pulse width of the data and timing signal transmitted, 
and the corresponding signal received. In addition there 
is a further difference in the signal when the data is 
"AND"ed with the timing signal. The distortion of the 
signal occurred in the transmission line and in the line 
driver and receiver. 
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NRZ DATA 


TRANSMITTED 

TIMING 


RECEIVED 

DATA 
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TIMING 


RECOVERED 
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FIGURE 4. Effect of Distortion 


A primary cause of distortion is the effect the transmis- 
sion line has on the rise time of the transmitted data. 
Figure 5 shows what happens to a voltage step from the 
driver as it travels down the line. The rise time of the 
signal increases as the signal travels down the line. This 
effect will tend to affect the timing of the recovered 
signal. 



FIGURE 5. Signal Response at Receiver 



FIGURE 6. Signal Rise Time 


The rise time in a transmission line is not an exponential 
function but a complementary error function. The high 
frequency components of the step input are attenuated 
and delayed more than the low frequency components. 
This attenuation is inversely proportional to the fre- 
quency. Notice in Figure 6 particularly that the signal 
takes much longer to reach its final dc value. This effect 
is more significant for fast risetimes. 

The Duty Cycle of the transmitted signal also causes 
distortion. The effect is related to the signal rise time as 
shown in Figure 7. The signal doesn't reach one logic 
level before the signal changes to another level. If the 
signal has a 1/2 (50%) Duty Cycle and the threshold of 
the receiver is halfway between the logic levels, the dis- 
tortion is small. But if the Duty Cycle is 1/8 as shown in 
the second case the signal is considerably distorted. In 
some cases, the signal may not reach the receiver thresh- 
old at all. 





1/8 DUTY CYCLE \/^ 
LINE RESPDNSE 


FIGURE 7. Signal Distortion Due to Duty Cycle 


In the previous example, it was assumed that the 
threshold of the receiver was halfway between the ONE 
and ZERO logic levels. If the receiver threshold isn't 
halfway the receiver will contribute to the distortion of 
the recovered signal. As shown in Figured, the pulse 
time is lengthened or shortened, depending on the 
polarity of the signal at the receiver. This is due to the 
offset of the receiver threshold. 



RECEIVER 

OUTPUT 



.J 


NEGATIVE PULSE 


FIGURE 8. Slicing Level Distortion 


UNBALANCED METHOD 


Another source of distortion is caused by the IR losses 
in the wire. Figured shows the IR losses that occur in a 
thousand feet of no. 22 AWG wire. Notice in this 
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example that the losses reduce the signal below the 
threshold of the receiver in the unbalanced method. Also 
that part of the IR drop in the ground wire is common 
to other circuits— this ground signal will appear as a 
source of noise to the other unbalanced line receivers in 
the system. 



termination until it reaches its final dc value. In both the 
rise and fall time diagrams, there are transient voltage 
and current signals that subtract from the particular 
signal and add to the system noise. 




TERMINATOR 

1201! 


-SIGNAL AT DRIVER 
-SIGNAL AT RECEIVER 


r ^0.83V'^ 
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FIGURE 11. Line Reflection Diagram of Rise Time 


FIGURE 9. Unbalanced Method 

Transmission lines don't necessarily have to be perfectly 
terminated at both ends, (as will be shown later) but the 
termination used in the unbalanced method will cause 
additional distortion. Figure 10 shows the signal on the 
transmission line at the driver and at the receiver. In this 
case the receiver was terminated in 12012, but the char- 
acteristic impedance of the line is much less. Notice that 
the wave forms have significant steps due to the 
incorrect termination of the line. The signal is subject to 
misinterpretation by the line receiver during the period 
of this signal transient because of the distortion caused 
by Duty Cycle and attenuation. In addition, the noise 
margin of the signal is reduced. 



-SIGNAL AT DRIVER 
-SIGNAL AT RECEIVER 


FIGURE 12. Line Reflection Diagram of Fall Time 
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100 FT TWISTED 
PAIR SHIELDED 200 ns/DIV 

FIGURE 10. LM75451, DM7400 Line Voltage Waveforms 

The signal waveforms on the transmission line can be 
estimated before hand by a reflection diagram. Figure 11 
shows the reflection diagram of the rise time wave 
forms. The voltage versus current plot on left is used to 
predict the transient rise time of the signal shown on the 
right. The initial condition on the transmission line is an 
IR drop across the line termination. The first transient 
on the line traverses from this initial point to zero cur- 
rent. The path it follows corresponds to the character- 
istic impedance of the line. The second transient on the 
diagram is at the line termination. As shown, the signal 
reflects back and forth until it reaches its final dc value. 

Figure 12 shows the reflection diagram of the fall time. 
Again the signal reflects back and forth between the line 


BALANCED METHOD 

In the balanced method shown in Figure 13, the tran- 
sient voltages and currents on the line are equal and 



_L V _L 

— ^33 mV^ — 

i\ yDCzri 

INPUT BALANCED LINE SIGNAL DUTPUT 

THE GROUND LOOP CURRENT IS MUCH LESS THAN SIGNAL CURRENT 

FIGURE 13. Cross Talk of Signals 

opposite and cancel each others noise. Also unlike the 
unbalanced method, they generate very little ground 
noise. As a result, the balanced circuit doesn't contribute 
to the noise pollution of its environment. 
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The circuit used for a line receiver in the balanced 
method is a differential amplifier. Figure 14 shows a noise 
transient induced equally on line A and line B from line 
C. Because the signals on line A and B are equal, the 
signals are ignored by the differential line receiver. 


Likewise for the same reason, the differential signals on 
line A and B from the driver will not induce transients on 
line C. Thus, the balanced method doesn't generate noise 
and also isn't susceptible to noise. On the other hand 
the unbalanced method is more sensitive to noise and 
also generates more noise. 





DIFFERENCE SIGNAL (A-B) 



FIGURE 14. Cross Talk of Signals 


an unbalance reflection at the terminator. Therefore, the 
lines should also be terminated for unbalanced signals. 
Figure 16 shows the perfect termination configuration 
of a balanced transmission line. This termination method 
is primarily required for accurate impedance measure- 
ments. 


UNBALANCED 



Rob - Rx// 2 Rqu “ 90 


FIGURE 16. Impedance Measurement 
MEASURED PERFORMANCE 

The unbalanced method circuit used in this application 
note up to this point is the unbalanced circuit shown in 
Figure 1. The termination of its transmission line was 
greater than the characteristic impedance of the unbal- 
anced line and the circuit had considerable threshold 
offset. The measured performance of the unbalanced cir- 
cuit wasn't comparable to the balanced method. There- 
fore, for the following comparison of unbalanced and 
balanced circuits, an improved termination shown in 
Figure 17 will be used. This circuit terminates the line in 
6012 and minimized the receiver threshold offset. 


The characteristic impedance of the unbalanced trans- 
mission line is less than the impedance of the balanced 
transmission line. In the unbalanced method there is 
more capacitance and less inductance than in the bal- 
anced method. In the balance method the Reactance to 
adjacent wires is almost cancelled (see Figure 15). As a 
result a transmission line may have a 6012 unbalanced 
impedance and a 9012 balanced impedance. This means 
that the unbalanced method, which is more susceptible 
to IR drop, must use a smaller value termination, which 
will further increase the IR drop in the line. 
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FIGURE 15. Zq Unbalanced < Zq Balanced 


The impedance measurement of an unbalance and balance 
line must be made differently. The balanced impedance 
must be measured with a balanced signal. If there is any 
unbalance in the signal on the balanced line, there will be 



FIGURE 17. Improved Unbalanced Method 


A plot of the Absolute Maximum Data Rate versus cable 
type is shown in Figure 18. The graph shows the dif- 
ferent performances of the DM7820A line receiver and 
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FIGURE 18. Data Rate vs Cable Type 
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LINE LENGTH (FT) 

FIGURE 19. Data Rate vs Duty Cycle 


LINE TERMINATION RESISTANCE (OHMS) 
FIGURE 20. Data Rate vs Line Termination 
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FIGURE 21. Data Rate vs Distorion of 
LIVI75452, DM7400 


the DM7830 line driver circuits with a worse case 1/8 
Duty Cycle in no. 22 AWG stranded wire cables. In a 
single twisted pair cable there is less reactance than 
in a cable having nine twisted pairs and in turn this 
cable has less reactance than shielded pairs. The line 
length is reduced in proportion to the increased line 
attenuation which is proportional to the line reactance. 
The plot shows that the reactance and attenuation has a 
significant effect on the cable length. Absolute Maxi- 
mum Data Rate is defined as the Data Rate at which the 
output of the line receiver is starting to be degraded. The 
roll off of the performance above 20 mega baud is due 
to the circuit switching response limitation. 

Figure 19 shows the reduction in Data Rate caused by 
Duty Cycle. It can be observed that the Absolute Maxi- 
mum Duty Rate of 1/8 Duty Cycle is less than 1/2 Duty 
Cycle. The following performance curves will use 1/8 
Duty Cycle since it is the worst case. 

Absolute Maximum Duty Rate versus the Line 
Termination Resistance for two different lengths of 
cable is shown in Figure 20. It can be seen from the 
figure that the termination doesn't have to be perfect in 
the case of balanced circuits. It is better to have a termi- 
nation resistor to minimize the extra transient signal 
reflecting between the ends of the line. The reason the 
Data Rate increases with increased Termination Resist- 
ance is that there is less IR drop in the cable. 

The graphs in Figure 21 shows the Data Rate versus the 
Line Length for various percentage of timing distortion 
using the unbalanced LM75452 and DM7400 circuits 
shown in Figure 17. The definition of Timing Distortion 



100 

LINE LENGTH (FT) 


is the percentage difference in the pulse width of the 
data sent versus the data received. 

Data Rate versus the Line Length for various percentage 
of timing distorition using the balanced DM7820A and 
DM7830 circuit is shown in Figure 22. The distortion of 
this method is improved over the unbalanced method, as 
was previously theorized. 

The Absolute Maximum Data Rate versus Line Lengths 
shown in the previous two figures didn't include any 
induced signal noise. 25 shows the test configura- 

tion of the unbalanced circuits which was used to 



FIGURE 22. Data Rate vs Distorion of DM7820A, DM7830 


8NEAR END 
NOISE GENERATORS 

FIGURE 23. Signal Cross Talk Experiment Using 
DM75452, DM7400 

measure near end cross talk noise. In this configuration 
there are eight line drivers and one receiver at one end of 
the cable. The performance of the receiver measured in 
the presence of the driver noise is shown in Figure 24. 
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Figure 24 shows the Absolute Maximum Duty Rate of 
the unbalanced method versus line length and versus the 
number of line drivers corresponding to the test con- 
figuration delineated in Figure 23. In the noise measure- 
ment set-up there was a ground return for each signal 
wire. If there is only one ground return in the cable the 
performance is worse. The graph shows that the effective 
line length is drastically reduced as additional Near End 
Drivers are added. When this performance is compounded 
by timing distortion the performance is further reduced. 



FIGURE 24. Data Rate vs Signal Cross Talk of 
LM75452, DIVI7400 


noise similar to the unbalance performance shown in the 
previous figure. Unlike the unbalanced case, there was 
no measurable degradation of the circuits Data Rate or 
distortion. 

CONCLUSION 

National has a full line of both Balanced and Unbalanced 
Line Drivers and Receivers. Both circuit types work well 
when used within their limitations. This application note 
shows that the balanced method is preferable for long 
lines in noisy electrical evironments. On the other hand 
the unbalanced circuit works perfectly well with shorter 
lines and reduced data rates. It should be kept in mind 
that when you are spending $500,000 for a CPU and 
$75,000 for peripherals, it pays to investigate the best 
way to transmit data between them. 

DEFINITION OF BAUD RATE 



MINIMUM UNIT INTERVAL T, 


Figure 25 shows the test configuration of the balanced 
circuit used to generate worst case Near End cross talk 


NEAR END 
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FIGURE 25. Signal Cross Talk Experiment Using 
DM7830, DM7820A 


The data in this note was plotted versus Baud Rate. 
The minimum unit interval reflected the worse case 
conditions and also normalized the diagrams so that 
the diagrams were independent of duty cycle. If the 
duty cycle is 50% then the Baud Rate is twice the 
Bit Rate. 
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With the advent of the microprocessor, logic designs 
have become both sophisticated and modular in concept. 
Frequently the modules making up the system are 
very closely coupled on a single printed circuit board 
or cardfile. In a majority of these cases a standard bus 
transceiver will be adequate. However because of the 
distributed intelligence ability of the microprocessor, 
it is becoming common practice for the peripheral 
circuits to be physically separated from the host pro- 
cessor with data communications being handled over 
cables (e.g. plant environmental control or security 
system). And often these cables are measured in hun- 
dreds or thousands of feet as opposed to inches on a 
backplane. At this point the component wavelengths 
of the digital signals may become shorter than the 
electrical length of the cable and consequently must 
be treated as transmission lines. Further, these signals 
are exposed to electrical noise sources which may 
require greater noise immunity than the single chassis 
system. 

It is the object of this application note to underscore 
the more important design requirements for balanced 
and unbalanced transmission lines, and to show that 
National's DS1691 driver and DS78LS120 receiver 
meet or exceed all of those requirements. 

THE REQUIREMENTS 

The requirements for transmission lines and noise 
immunity have been adequately recognized by National 


Semiconductor's application note AN-108 and E.I.A. 
standards RS-422 (balanced) and RS-423 (unbalanced). 
A summary review of these notes will show that the 
controlling factors in a voltage digital interface are: 

1) The cable length 

2) The modulation rate 

3) The characteristic of the interconnection cable 

4) The rise time of the signal 


RS-422 and RS423 contain several useful guidelines 
relative to the choice of balanced circuits versus un- 
balanced circuits. Figures la and 1b are the digital 
interface for balanced (la) and unbalanced (lb) circuits. 

Even though the unbalanced interface circuit is intended 
for use at lower modulation rates than the balanced 
circuit, its use is not recommended where the following 
conditions exist: 

1) The interconnecting cable is exposed to noise 
sources which may cause a voltage sufficient 
to indicate a change of binary state at the load. 

2) It is necessary to minimize interference with 
other signals, such as data versus clock. 

3) The interconnecting cable is too long electrically 
for unbalanced operation (Figure 2) 



Rt = Optional cable termination resistance/receiver input impedance. A', B' = Load interface 
VGROUND = Ground potential difference C = Driver circuit ground 

A, B = Driver interface C' = Load circuit ground 

FIGURE la. RS-422 Balanced Digital Interface Circuit 



Legend: 



R{ = Transmission line termination and/or receiver input impedance A’, B' = Load interface 

VgrouND “ Ground potential difference C = Driver circuit ground 

A, C = Driver interface C' = Load circuit ground 


FIGURE 1b. RS-423 Unbalanced Digital Interface Circuit 
M45 
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CABLE LENGTH 


While there is no maximum cable length specified, 
guidelines are given with respect to conservative oper- 
ating distances as a function of modulation rate. Figure 
2 is a composite of the guidelines provided by RS-422 
and RS-423 for data modulation versus cable length. 
The data is for 24 AWG twisted pair cable terminated 
for worst case (due to IR drop) in a 100 Ohm load, 
with rise and fall times equal to or less than one half 
unit interval at the applied modulation rate. 

The maximum cable length between driver and load 
is a function of the baud rate. But it is influenced by: 

1) A maximum common noise range of ±7 volts 

A) The amount of common-mode noise 
Difference of driver and receiver ground po- 
tential plus driver offset voltage and coupled 
peak random noise. 

B) Ground potential differences between driver 
and load. 

C) Cable balance 

Differential noise caused by imbalance bet- 
ween the signal conductor and the common 
return (ground) 

2) Cable termination 

At rates above 200 kilobaud or where the rise 
time is 4 times the one way propagation delay 
time of the cable (RS-422 Sec 7.1.2) 

3) Tolerable signal distortion 

MODULATION RATE 

Section 3 of RS-422 and RS-423 states that the un- 
balanced voltage interface will normally be utilized 
on data, timing or control circuits where the modulation 
rate on these circuits is below 100 kilobauds, and bal- 
anced voltage digital interface on circuits up to 10 
megabauds. The voltage digital interface devices meeting 
the electrical characteristics of this standard need 
not meet the entire modulation range specified. They 
may be designed to operate over narrower ranges to 
more economically satisfy specific applications, par- 
ticularly at the lower modulation rates. 


As pointed out in AN-108, the duty cycle of the trans- 
mitted signal contributes to the distortion. The effect 
is the result of rise time. Due to delay and attenuation 
caused by the cable, it is possible due to AC averaging 
of the signal, to be unable to reach one binary level 
before it is changed to another. If the duty cycle is 
1/2 (50%) and the receiver threshold is midway between 
logic levels, the distortion is small. However if the duty 
cycle were 1/8 (12.5%) the signal would be consider- 
ably distorted. 


CHARACTERISTICS 
Driver Unbalanced (RS-423) 

The unbalanced driver characteristics as specified by 
RS-423 Sec 4.1 are as follows: 

1) A driver circuit should be a low impedance (50 
Ohms or less) unbalanced voltage source that 
will produce a voltage applied to the intercon- 
necting cable in the range of 4 volts to 6 volts. 

2) With a test load of 450 Ohms connected between 
the driver output terminal and the driver circuit 
ground, the magnitude of the voltage (VT) mea- 
sured between the driver output and the driver 
circuit ground shall not be less than 90% of the 
magnitude for either binary state. 

3) During transitions of the driver output between 
alternating binary states, the signal measured 
across a 450 Ohm test load connected between 
the driver output and circuit ground should be 
such that the voltage monotonically changes 
between 0.1 and 0.9 of VsS- Thereafter, the 
signal shall not vary more than 10% of VsS 
from the steady state value, until the next binary 
transition occurs, and at no time s hall the in- 
stantaneous magnitude of VT and VT exceed 
6 volts, nor be less than 4 volts. Vss is defined 
as the voltage difference between the 2 steady 
state values of the driver output. 



llilillllliil! 


imuiiiiiiiwiiiiii 


Ik 10k 100k 1M 10M 

DATA MODULATION RATE (BAUDS) 


FIGURE 2. Data Modulation Rate vs Cable Length 
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Interval Per Bit T2 


Minimum Unit Interval T1 


FIGURE 3a. Definition of Baud Rate 


1/2 DUTY 
CYCLE DATA 


1/2 DUTY CYCLE 
LINE RESPDNSE ''TH 


1/8 DUTY 
CYCLE DATA 



1/8 DUTY CYCLE „ 
LINE RESPDNSE TH 



FIGURE 3b. Signal Distortion Due to Duty Cycle 




Vss = lVt-Vtl 

Vss “ Difference in steady state voltages. 

FIGURE 4. Unbalanced Driver Output Signal Waveform 
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Driver Balanced (RS-422) 


The balanced driver characteristics as specified by 
RS-422 Sec 4.1 are as follows; 

1) A driver circuit should result in a low impedance 
(100 Ohms or less) balanced voltage source that 
will produce a differential voltage applied to the 
interconnecting cable in the range of 2 volts to 
6 volts. 

2) With a test load of 2 resistors, 50 Ohms each, 
connected in series between the driver output 
terminals, the magnitude of the differential 
voltage (VT) measured between the 2 output 
terminals shall not be less than either 2.0 volts 
or 50% of the magnitude of Vq, whichever is 
greater. For the opposite bi nary state the polar- 
ity of VT shall be reversed (VT). The magnit ude 
of the difference in the magnitude of VT and VT 
shall be less than 0.4 volts. The magnitude of the 
driver offset voltage (Vqs) nrieasured between 
the center point of the test load and driver circuit 
ground shall not be greater than 3.0 volts. The 
magnitude of the difference in t he m agnitude 
of Vqs for one binary state and Vqs for the 
opposing binary state shall be less than 0.4 volts. 

3) During transitions of the driver output between 
alternating binary states, the differential signal 
measured across a 100 Ohm test load connected 
between the driver output terminals shall be 


such that the voltage monotonically changes 
between 0.1 and 0.9 of Vss within 0.1 of the 
unit interval or 20 nanoseconds, whichever is 
greater. Thereafter the signal voltage shall not 
vary more than 10% of Vss from the steady 
state value, until the next binary transition occurs, 
and at n o tim e shall the instantaneous magnitude 
of VT or VT exceed 6 volts, nor less than 2 volts. 

Interconnecting Cable 

The characteristics of the interconnecting cable should 
result in a transmission line with a characteristic imped- 
ance in the general range of 100 Ohms to frequencies 
greater than 100 kilohertz, and a DC series loop resis- 
tance not exceeding 240 Ohms. The cable may be 
composed of twisted or untwisted pair (flat cable) 
possessing the characteristics specified in RS-422 Sec 
4.3 as follows: 

1) Conductor size of the 2 wires shall be 24 AWG or 
larger with wire resistance not to exceed 30 
Ohms per 1000 feet per conductor 

2) Mutual pair capacitance between 1 wire in the 
pair to the other shall not exceed 20 pF per foot. 

3) Stray capacitance between 1 wire in the pair 
with all other wires connected to ground, shall 
not exceed 40 pF per foot. 




O.IVss 


0.9VSS 
IT Vss 


tt, = Time duration of the unit interval at the applicable modulation rate. 

tr < 0.1 t[j when tb > 200 ns 

tr < 20 ns when tb < 200 ns 

V$S = Difference in steady state voltages 

Vss=IVt-Vtl 

FIGURE 5. Balanced Driver Output Signal Waveform 
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Receiver 

The load characteristics are identical for both balanced 
(RS-422) and unbalanced (RS-423) circuits. Each 
consists of a receiver and optional termination resistance 
as shown in Figure 1. The electrical characteristics 
single receiver without termination or optional fail- 
safe provisions are specified in RS-422/423 Sec 4.2 
as follows: 

1) Over an entire common-mode voltage range of 
-7 to •^7 volt's, the receiver shall not require 
a differential input voltage or more than 200 
millivolts to correctly assume the intended binary 
state. The common-mode voltage (Vcm) is defined 
as the algebraic mean of the 2 voltages appearing 
at the receiver input terminals with respect to 
the receiver circuit ground. Reversing the polarity 
of VT shall cause the receiver to assume the 
opposite binary state. This allows for operations 
where there are ground differences caused by 
I R drop and noise of up to ±7 volts. 

2) To maintain correct operation for differential 
input signal voltages ranging between 200 milli- 
volts and 6 volts in magnitude. 

3) The maximum voltage present between either 
receiver input terminal and receiver circuit ground 
shall not exceed 10 volts (3 volt signal plus 7 volts 
common-mode) in magnitude nor cause the 
receiver to operationally fail. Additionally, the 
receiver shall tolerate a maximum differential 
signal of 12 volts applied across its input terminals 
without being damaged. 

4) The total load including up to 10 receivers shall 
not have a resistance greater than 90 Ohms for 
balanced, and 400 Ohms unbalanced at its input 
points and shall not require a differential input 
voltage of greater than 200 millivolts for all 
receivers to assume the correct binary state. 



FIGURE 6. Receiver Input Sensitivity Measurement 


Note: Designers of terminating hardware should be 
aware that slow signal transitions with superim- 
posed noise present may give rise to instability 
or oscillations in the receiving device, and there- 
fore appropriate techniques should be imple- 
mented to prevent such behavior. For example, 
adequate hysteresis and response control may 
be incorporated into the receiver to prevent 
such conditions. 


5) Fail-safe operation per RS-423 Sec 4.2.5 states 
that other standards and specifications using 
the electrical characteristics of the unbalanced 
interface circuit may require that specific inter- 
change leads be made fail-safe to certain fault 
conditions. Where fail-safe operation is required 
by such referencing standards and specifications, 
a provision shall be' incorporated in the load 
to provide a steady binary condition (either 
"1" or "0") to protect against certain fault con- 
ditions (open or shorted cable). 

The designer should be aware that in circuits 
employing pull-up resistors, the resistors used 
become part of the termination. 

SIGNAL RISE TIME 

The signal rise time is a high frequency component 
which causes interference (near end cross-talk) to be 
coupled to adjacent channels in the interconnecting 
cable. The near-end crosstalk is a function of both 
rise time and cable length, and in considering wave 
shaping, both should be considered. Since in the bal- 
anced voltage digital interface the output is comple- 
mentary, there is practically no cross-talk coupled 
and therefore wave shaping is limited to unbalanced 
circuits. 

Per RS-423 Sec 4.1.6, the rise time of the signal should 
be controlled so that the signal has reached 90% of 
Vss between 10% and 30% of the unit interval at the 
maximum modulation rate. Below 1 kilobaud the 
time to reach 90% Vgs shall be between 100 and 300 
microseconds. If a driver is to operate over a range 
of modulation rates and employ a fixed amount of 
wave shaping which meets the specification for the 
maximum modulation rate of the operating range, 
the wave shaping is considered adequate for all lesser 
modulation rates. 

However a major cause of distortion is the effect the 
transmission line has on the rise time of the transmitted 
signal. Figure 7 shows the effect of line attenuation 
and delay to a voltage step as it progresses down the 
cable. The increase of the rise time with distance will 
have a considerable effect on the distortion at the 
receiver. Therefore in fixing the amount of wave sha- 
ping employed, caution should be taken not to use 
more than the minimum required. 



TIME 

FIGURE 7. Signal Rise Time on Transmission Line vs 
Line Length 
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DS1691, DS78LS120 
The Driver 


The DS1691/DS3691 are low power Schottky TTL 
line drivers designed to meet the above listed require- 
ments of EIA standard RS-422 and RS423. They 
feature 4 buffered outputs with high source and sink 
current capability with internal short circuit protection. 
The DS1691/DS3691 employ a mode selection pin 
which allows the circuit to become either a pair of 
balanced drivers (Figure 8) or 4 independent unbalanced 
drivers (Figure 9). When configured for unbalanced 
operation (Figure 10) a rise time control pin allows 
the use of an external capacitor to control rise time 
for suppression of near end cross-talk to adjacent chan- 
nels in the interconnect cable. Figure //is the typical 
rise time vs external capacitor used for wave shaping. 

The DS3691 configured for RS-422 is connected Vcc~ 
5V Vee = OV, and configured for RS-423 connected 
Vcc = 5V VeE = “5V. For applications outside RS-422 
conditions and for greater cable lengths the DS1691/ 
DS3691 may be connected with a Vcc 5 volts and 
Vee of "S volts. This will create an output which 
is symmetrical about ground, similar to Mil Standard 
188-114. 


When configured as balanced drivers (Figure 8), each 
of the drivers is equipped with an independent TRI- 
STATE® control pin. By use of this pin it is possible 
to force the driver into its high impedance mode for 
applications using party line techniques. 

If the common-mode voltage, between driver 1 and 
all other drivers in the circuit, is small then several 
line drivers (and receivers) may be incorporated into 
the system. However, if the common-mode voltage 
exceeds the TRI-STATE common-mode range of any 
driver, then the signal will become attenuated by that 
driver to the extent the common-mode voltage exceeds 
its common-mode range (See Figure 12, top waveform). 

It is important then to select a driver with a common- 
mode range equal to or larger than the common-mode 
voltage requirement of the system. In the case of RS-422 
and RS-423 the minimum common-mode range would 
be ±7 volts. The DS1692/DS3692 driver is tested to a 
common-mode range of ±10 volts and will operate 
within the requirements of such a system (See Figure 12, 
bottom waveform). 





j~iTvn 

■LTLTLT 


FIGURE 8. DS3691 Connected for Balanced Mode Operation 




FIGURE 9. DS3691 Connected for Unbalanced Mode Operation 
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DS78LS120/DS88LS120 
The Receiver 



^ The DS78LS120/DS88LS120 are high performance, can be eliminated by the 50 mV (referred to input) 

dual differential, TTL compatible line receivers which of hysterisis built into the output gate (Figure 14). 

meet or exceed the above listed requirements for both The DS78LS120/DS88LS120 makes use of a response 

balanced and unbalanced voltage digital interface. control pin for the addition of an external capacitor, 

which will not effect the line termination impedance 
The line receiver will discriminate a ±200 millivolt of the interconnect cable. Noise pulse width rejection 

input signal over a full common-mode range of ±10 volts versus the value of the response control capacitor is 

and a ±300 millivolt signal over a full common-mode shown in Figure 15. The combination of the filter 

range of ±15 volts. followed by hysteresis will optimize performance in 

a worse case noise environment. The DS78C120/ 
The DS78LS120/DS88LS120 include response control DS88C120 is identical in performance to the 

for applications where controlled rise and fall times DS78LS120/DS88LS120, except it's compatible with 

and/or high frequency noise rejection are desirable. CMOS logic gates. 

Switching noise which may occur on the input signal 

FAILSAFE TERMI- RESPONSE 

''CC OFFSET -INPUT NATION tINPUT STROBE TIME OUTPUT 





FAIL SAFE -INPUT TERMI- +INPUT STROBE RESPONSE OUTPUT GNO 
OFFSET NATION TIME 


TOP VIEW 

FIGURE 13. DS78LS120/DS88LS120 Dual Differential Line Receiver 


INPUT 


RESPONSE 

PIN 



FIGURE 14. Application of DS88LS120 Receiver Response Control and Hysteresis 



10 100 Ik 10k 

RESPONSE CONTROL CAPACITOR (pF| 


FIGURE 15. Noise Pulse Width vs Response Control Capacitor. 
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FAIL-SAFE OPERATION 


Communication systems require elements of a system 
to detect the loss of signals in the transmission lines. 
And it is desirable to have the system shut-down in a 
fail-safe mode if the transmission line is open or short. 
To facilitate the detection of input opens or shorts, 
the DS78LS120/DS88LS120 incorporates an input 
threshold voltage offset. This feature will force the 
line receiver to a specific logic state if presence of 
either fault condition exists. 

The receiver input threshold is ±200 millivolts and an 
input signal greater than ±200 millivolts insures the 
receiver will be in a specific logic state. When the offset 
control input is connected to a Vcc 5 volts, the 
input thresholds are offset from 200 to 700 millivolts, 
referred to the non-inverting input, or -200 to -700 
millivolts, referred to the inverting input. Therefore, 
if the input is open or short, the input will remain 
in a specific state (See Figure 16). 


It is recommended that the receiver be terminated 
in 500 Ohms or less to insure it will detect an open 
circuit in the presence of noise. 

For unbalanced operation, the receiver would be in an 
indeterminate logic state if the offset control input 
was open. Connecting the offset to +5 volts, offsets 
the receiver threshold 0.45 volts. The output is forced 
to a logic zero state if the input is open or short. 

For balanced operation with inputs short or open, 
receiver C will be in an indeterminate logic state. Re- 
ceivers A and B will be in a logic zero state allowing 
the NOR gate to detect the short or open fault con- 
dition. The "strobe" input will disable the A and B 
receivers and therefore may be used to "sample" the 
fail-safe detector (See Figure 17). 


DRIVER DS3691 


1/2 DS88LS120 



(OFFSET CONTROL 
INPUT OPEN) 



(OFFSET CONTROL 
INPUT = 5V) 


INPUT VOLTAGE 


INPUT VOLTAGE 


FIGURE 16. Fail-Safe Using the DS88LS120 Threshold Offset for Unbalanced Lines 
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DRIVER DS3691 



5V STROBE 


RECEIVED 

DATA 


FAULT 





INPUT VOLTAGE 


FIGURE 17. Fail-Safe Using the DS88LS120 Threshold Offset for Balanced Lines 
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Summary of Electrical 
Characteristics of Some 
\Ne\\ Known Digital Interface 
Standards 


National Semiconductor 
Application Note 216 
Don Tarver 
December 1978 


FORWARD 


Not the least of the problems associated with the design 
or use of data processing equipment is the problem of 
providing for or, actually, interconnecting the differing 
types and models of equipment to form specific proces- 
sing systems. 

The magnitude of the problem becomes apparent when 
one realizes that every aspect of the electrical, mechani- 
cal and architectural format must be specified. The most 
common of the basic decisions confronting the engineer 
include: 

■ Type of logic (negative or positive) 

■ Threshold levels 

■ Noise immunity 

■ Form of transmission 

• Balanced/unbalanced, terminated/unterminated 

• Unidirectional/bidirectional, simplex/multiplexed 

■ Type of transmission line 

■ Connector type and pin out 

■ Bit or byte oriented 

■ Baud rate 

If each make and/or model of equipment presented a 
unique interface at its I/O ports, "interface" engineering 
would become a major expenditure associated with the 
use of data processing equipment. 

Fortunately, this is not the case as various interested 
or cognizant groups have analyzed specific recurring 
interface areas and recommended "official" standards 
around which common I/O ports could be structured. 
Also, the I/O specifications of some equipment with 
widespread popularity such as the IBM 360/370 com- 
puter and DEC minicomputer have become "defacto" 


standards because of the desire to provide/use equip- 
ment which interconnect to them. 


Compliance with either the "official" or "defacto" 
standards on the part of equipment manufacturers is 
voluntary. However, it is obvious that much can be 
gained and little lost by providing equipment that offers 
either the "official" or "defacto" standard I/O ports. 


As can be imagined, the entire subject of interface in 
data processing systems is complicated and confusing, 
particularly to those not intimately involved in the day- 
to-day aspects of interface engineering or management. 
However, at the component level the questions simplify 
to knowing what standards apply and what circuits or 
components are available to meet the standards. 


This application note summarizes the important electri- 
cal characteristics of the most commonly accepted 
interface standards and offers recommendations on how 
to use National Semiconductor integrated circuits to 
meet those standards. 

1.0 INTRODUCTION 

The interface standards covered in this application 
note are listed in Table I. The body of the text 
expands upon the scope and application of each 
listed standard and summarizes important electrical 
parameters. 


Table II summarizes the National Semiconductor 
IC's applicable to each standard. 
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TABLE I, COMMON LINE DRIVER/RECEIVER INTERFACE STANDARDS SUMMARY 


INTERFACE AREA 

APPLICATION 

STANDARD 

ORIGIN 

COMMENTS 

Data Communications Equip- 

U.S.A. Industrial 

RS232C 

EIA 

Unbalanced, Short Lines 

ment (DCE*) to Data Terminal 


RS422 

EIA 

Balanced, Long Lines 

Equipment (DTE) 


RS423 

EIA 

Unbalanced, RS232 Up- 
Grade 



RS449 

EIA 

System Standard Covering 
Use of RS422, RS423 


International 

CCITT Vol. VIII 

International 

Similar to RS232 



V. 24 

Telephone 




CCITT No. 97 

and Telegraph 

Similar to RS423 



X. 26 

Consultative 




CCITT No. 97 

Committee 

Similar to RS422 



X. 27 




U.S.A. Military 

MIL-STD-188C 

D.O.D. 

Unbalanced, Short Lines 



MIL-STD-188-114 

D.O.D. 

Similar to RS422, RS423 



MIL-STD-1397 

Navy 

42k bits/sec 



(NTDS-Slow) 

MIL-STD-1397 

(NTDS-Fast) 

Navy 

250k bits/sec 


U.S. Government, 

FED-STD-1020 


Identical to RS423 


Non-Military 

FED-STD-1030 


Identical to RS422 

Computer to 

IBM 360/370 

System 360/370 

IBM 

Unbalanced Bus 

Peripheral 


Channel I/O 




DEC 

DEC 

DEC 

Unbalanced Bus 


Mini-Computer 

Unibus® 



Instrument to 

Nuclear Instru- 

CAMAC 

NIM 

DTL/TTL 

Computer 

mentation 

(lEEEstd. 583-1975) 

(AEC) 

Logic Levels 


Laboratory Instru- 
mentation 

488 

IEEE 

Unbalanced Bus 

Microprocessor to 

Microprocessor 

Microbus^''^ 

National 

Short Line; 8-Bit Parallel, 

Interface Devices 

Circuits 


Semiconductor 

Digital Transmission 

Facsimile Equipment 

Facsimile 

RS357 

EIA 

Incorporates RS232 

to DTE 

Transmission 




Automatic Calling Equip- 

Impulse Dialing 

RS366 

EIA 

Incorporates RS232 

ment to DTE 

and Multi-Tone 





Keying 




Numerically Controlled 

Numerically Controlled 

RS408 

EIA 

Short Lines (<4 Ft.) 

Equipment to DTE 

Equipment 





*Changed to "Data Circuit— Terminating Equipment" 
®Registered trademark of Digital Equipment Corp. 
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TABLE II. LINE DRIVER/RECEIVER INTEGRATED CIRCUIT 
SELECTION GUIDE FOR DIGITAL INTERFACE STANDARDS (Continued) 


STANDARD 

DESIGNATION 

0°C TO +70°C 


PART NUMBER 

LINE DRIVER LINE RECEIVER 

I -55°C TO+125°C 0°C TO +70° C I -55°C TO +125°C 


International Standards (CCITT) 


1969 White Book 
Vol. VIII, V. 24 

See RS232C 

Circular No. 97, 
X. 26 

See RS422 

Circular No. 97, 
X. 27 

See RS423 


2.0 DATA TERMINAL EQUIPMENT (DTE) TO DATA technology the EIA, in 1975, introduced 

COMMUNICATIONS EQUIPMENT (DCE) INTER- 2 new specifications covering: 

FACE STANDARDS 

1) Single-ended data transmission at 
2.1 Application modulation rates up to kilobaud* 

(RS423) 

The DTE/DCE standards cover the electrical, 

mechanical and functional interface between/ 2) Balanced data transmission at modu- 

among terminals (i.e., teletypewriters, CRTs, lation rates up to 10 megabaud 

etc.) and communications equipment (i.e., (RS422). 

modems, cryptographic sets, etc.). 


2.2 U.S. Industrial DTE/DCE Standards 


2.2.2.1 RS423 


2.2.1 EIA RS232C 

The oldest and most widely known DTE/ 
DCE standard. It provides for one-way/ 
non-reversible, single-ended (unbalanced), 
non-terminated line, serial digital data 
transmission. 


FIGURE 1. EIA RS232C Application 


RS423 closely resembles RS232C 
in that it, too, specifies one-way/ 
non-reversible, single-ended, data 
transmission lines. Key differ- 
ences between RS423 and 
RS232C are: 

? 

RS423 RS232 

4V to 6V Logical "V 5V to 15V Logical "1" 

-4V to -6V Logical "0” ~5V to -25V Logical "0" 

100k Baud at 40 Feet 20k Baud at 50 Feet 

Balanced Receiver, Referred Unbalanced Receiver 
to Driver Ground, Permitting 
Ground Potential Difference 
Between Driver and Receiver 



Important features are: 

a) Positive logic (±5V min to ±15V max) 

b) Fault protection * 

c) Slew-rate control 

d) 50 feet recommended cable length 
and 20k bits per second data signal- 
ing rate. 

2.2.2 EIA RS422, RS423 



In a move to upgrade system capabilities 

by utilizing state-of-the-art devices and FIGURE 2. EIA RS423 Application 

* Modulation rate = reciprocal of minimum pulsewidth (i.e., 
20 ms pulse = 50 baud) 
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TABLE III. EIA RS232C SPECIFICATION SUMMARY 


to 


PARAMETER 

CONDITIONS 

EIA RS232C | 

UNITS 

MIN 

TYP 

MAX 

Vqh Driver Output Voltage Open 




25 

V 

Vql Circuit 


-25 



V 

Vqh Driver Output Voltage Loaded 

3 kr2< Rl< 7 kJ2 

5 


15 

V 

Vql Output 


-15 


-5 

V 

Rq Driver Output Resistance Power 

-2V < Vo < 2V 



300 

n 

OFF 






Iqs Driver Output Short-Circuit 


-500 


500 

mA 

Current 






Driver Output Slew Rate 






All Interchange Circuits 




30 

V//US 

Control Circuits 


6 



V/ms 

Rate and Timing Circuits 


6 



V/ms 


% of Unit Interval 

, 4 



% 

R|N Receiver Input Resistance 

3V< V|N <25V 

3000 


7000 

n 

Receiver Open Circuit Input 


-2 


2 

V 

Bias Voltage 






Receiver Input Threshold 






Output = MARK 


-3 



V 

Output = SPACE 




3 

V 


TABLE IV. EIA RS423 SPECIFICATION SUMMARY 


PARAMETER 

CONDITIONS 

1 EIA RS423 1 

UNITS 

MIN 

TYP 

MAX 

Vo 

Driver Unloaded Output Voltage 


4 


6 

V 

Vo 



-4 


-6 

V 

Vt 

Driver Loaded Output Voltage 

Rl = 450r2 

3.6 



V 

Vt 



-3.6 



V 

Rs 

Driver Output Resistance 




50 


los 

Driver Output Short-Circuit 
Current 

< 

o 

II 

o 

< 



±150 

mA 


Driver Output Rise and Fall 

Baud Rate < 1 k Baud 



300 

US 


Time 

Baud Rate> Ik Baud 



30 

% Unit 







Interval 

lox 

Driver Power OFF Current 

Vq = ±6V 



±100 

A(A 

Vth 

Receiver Sensitivity 

VcM<±7V 



±200 

mV 

VCM 

Receiver Common-Mode Range 




±10 

V 

R|n 

Receiver Input Resistance 


4000 



f2 


Receiver Common-Mode Input 
Offset 




±3 

V 
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2.2.2.2 RS422 


RS422 provides for balanced 
data transmission with unidirec- 
tional/non-reversible, terminated 
or non-terminated transmission 
lines. Important features are: 

a) ±2V to ±6V driver output 

b) 0.4V differential output 
matching 

c) ±200 mV receiver input sensi- 
tivity 

d) 10M baud modulation rate 


2.3 International Standards 


2.3.1 CCITT 1969 White Book Vol. VIII, V. 24. 
This standard is identical to RS232C. 


2.3.2 CCITT circular No. 97 Com SPA/13, 
X. 26. This standard is similar to RS422 
with the exception that the receiver 
sensitivity at the specified maximum 
common-mode voltage (±7V) shall be 
±300 mV vs ±200 mV for RS422. 


2.3.3 CCITT circular No. 97 Com SPA/13, 
X. 27. This standard is similar to RS423 
with 2 exceptions: 

a) The receiver sensitivity is as specified 
in paragraph X. 26, and 

b) The driver output voltage is specified 
at a load resistance of 3.9 kJ2. 



DATA 

OUT 


FIGURE 3. EIA RS422 Application 


TABLE V. EIA RS422 SPECIFICATION SUMMARY 


PARAMETER 

CONDITIONS 

EIA RS422 

UNITS 

MIN 

TYP 

MAX 

Vo 

Driver Unloaded Output Voltage 




6 

V 

Vo 





-6 

V 

vt 

Driver Loaded Output Voltage 

RT= 10012 

2 



V 

Vt 



-2 



V 

Rs 

Driver Output Resistance 

Per Output 



50 

12 

los 

Driver Output Short-Circuit 
Current 

> 

o 

II 

O 

> 



150 

mA 


Driver Output Rise Time 




10 

% Unit 







Interval 

lox 

Driver Power OFF Current 

-0.25V < Vo < 6V 



±100 

nA 

Vth 

Receiver Sensitivity 

VCM = ±7V 



200 

mV 

VCM 

Receiver Common-Mode Voltage 


-12 


12 

V 


Receiver Input Offset 


±3 



V 
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2.4 U.S. Military Standards 


2.4.1 MIL-STD-188C (Low Level) 

The military equivalent to RS232C is 
MIL-STD-188C. Devices intended for 


RS232C can be applied to MIL-STD-188C 
by use of external wave shaping com- 
ponents on the driver end and input 
resistance and threshold tailoring on the 
receiver end. 


7V 



TABLE VI. MIL-STD-188C SPECIFICATION SUMMARY 


PARAMETER 

CONDITIONS 

MIL-STD-188C 
LOW LEVEL LIMITS 

UNITS 

MIN 

TYP 

MAX 

Vqh Driver Output Voltage Open Circuit 

(Note 1) 

5 


7 

V 

VOL 


-7 


-5 

V 

Rq Driver Output Resistance Power ON 

IqUT < 10 ftiA 



100 

n 

Iqs Driver Output Short-Circuit Current 


-100 


100 

mA 

Driver Output Slew Rate 






All Interchange Circuits 

(Note 2) 

5 


15 

% lU 

Control Circuits 






Rate and Timing Circuits 






R|[\] Receiver Input Resistance 

Mod Rate < 200k Baud 

6 



n 

Receiver Input Threshold 






Output = MARK 

(Note 3) 



100 

/iA 

Output = SPACE 


-100 



/tA 


Notel; Ripple <0.5%, Vqh. '^OL "^^tched to within 10% of each other. 

Note 2: Waveshaping required on driver output such that the signal rise or fall time is 5% to 15% of the unit interval at the applicable modula- 
tion rate. 

Note 3: Balance between marking and spacing (threshold) currents actually required shall be within 10% of each other. 


MII STO Ul lU 
BAlAMCCStfyiERFACE 



FIGURE 5. MIL-STD-188-114 (Balanced Applications) 
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2.4.2 MIL-STD-188-114 Balanced 

This standard is similar to RS422 with 
the exception that the driver offset 
voltage level is limited to ±0.4V vs ±3V 
allowed in RS422. 

2.4.3 MIL-STD-188-114 Unbalanced. 

This standard is similar to RS423 with 
the exception that loaded circuit driver 
output voltage at Rl = 45012 must be 
90% of the open circuit output voltage vs 
+2V at Rs = 100f2 for RS422. 

2.4.4 MIL-STD-1397 (Slow and Fast) 

2.5 U.S. Government (non-military) standards 
FED-STD-1020 and 1030 are identical with- 
out exception to EIA RS423 and RS422, 
respectively. 


3.0 COMPUTER TO PERIPHERAL INTERFACE 
STANDARDS 

To date, the only standards dealing with the inter- 
face between processors and other equipment are 
the "defacto" standards in the form of specifica- 
tions issued by IBM and DEC covering the models 
360/370 I/O ports and the Unibus® ..respectively. 

3.1 IBM specification GA-22-6974-0 covers the 
electrical characteristics, the format of informa- 
tion and the control sequences of the data 
transmitted between 360/370's and up to 10 
I/O ports. 

The interface is an unbalanced bus using 95f2, 
terminated, coax cables. Devices connected to 
the bus should feature short-circuit protection, 
hysteresis in the receivers, and open-emitter 
drivers. Careful attention should be paid to 
line lengths and quality in order to limit cable 
noise to less than 400 mV. 


TABLE VII. MIL-STD-1397 SPECIFICATION SUMMARY 


PARAMETER 

CONDITIONS 

COMPARISON LIMITS 
(MIL-STD) 

UNITS 

1397 

(SLOW) 

1397 

(FAST) 


Data Transmission Rate 


42 

250 

k Bits/Sec 

VOH 

Driver Output Voltage 


±1.5 

0 

V 

VOL 



-10to-15.5 

-3 

V 

lOH 

Driver Output Current 


>-4 • 


mA 

lOL 



1 


mA 

Rs 

Driver Power OFF Impedance 


>100 


kl2 

V|H 

Receiver Input Voltage 

Fail-Safe Open Circuit 

<4.5 

<-1.1 

V 

V|L 



>-7.5 

>-1.9 

V 


I 1 



FIGURE 6. IBM 360/370 I/O Application 

®Registered trademark of Digital Equipment Corp. 
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TABLE VIII. IBM 360/370 SPECIFICATION SUMMARY 


PARAMETER 

CONDITIONS 

1 IBM 360/370 | 

UNITS 

MIN 

TYP 

MAX 

VqH Driver Output Voltage 

lOH =123 mA 



7 

V 

VOH 

lQH = 30/iA 



5.85 

V 

VOH 

•oh = 59.3 mA 

3.11 



V 

VOL 

Iql “ — 240pA 



0.15 

V 

V|H Receiver Input Threshold 




1.7 

V 

V|L Voltage 


0.7 



V 

l|H Receiver Input Current 

V|N = 3.11V 



-0.42 

mA 

l|L 

V|[si = 0.15V 

0.24 



mA 

Receiver Input Voltage 






Range 






V||\j Power ON 




7 

V 

V|N Power OFF 




6 

V 

R|[\j Receiver Input Impedance 

0.15V <V|N< 3.9V 

7400 



n 

l||\| Receiver Input Current 

V|N = 0.15V 



240 

/JA 

Zq CABLE Impedance 


83 


101 

n 

Rq cable Termination 

Pd > 390 mW 

90 


100 

n 

Line Length (Specified as 




400 

mV 

Noise on Signal and Ground Lines) 







5V 



FIGURE 7. DEC Unibus® Application 


TABLE IX. DEC UNIBUS ® SPECIFICATION SUMMARY 


PARAMETER 

CONDITIONS 

DEC UNIBUS 

© 

UNITS 

MIN 

TYP 

MAX 

VoL Driver Output Voltage 

lOL = 50 mA 



0.7 

V 

Vo 

Absolute Maximum 



7 

V 

V|H Receiver Input Voltage 


1.7 



V 

V|L 




1-3 

V 

l||-| Receiver Input Current 

V|N = 4V 



100 

ma 

l|L 

V|N = 4V Power OFF 



100 

fjiA 


3.2 DEC Unibus® 

Another example of an unofficial industry 
standard is the interface to a number of DEC 
minicomputers. This interface, configured as a 
1200 double-terminated data bus is, given the 


name Unibus®. Devices connected to the bus 
should feature hysteresis in the receivers and 
open-collector driver outputs. Cable noise 
should be held to less than 600 mV. 


®Registered trademark of Digital Equipment Corp. 
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4.0 INSTRUMENTATION TO COMPUTER INTER- 
FACE STANDARDS 

4.1 Introduction 

The problem of linking instrumentation to pro- 
cessors to handle real-time test and measure- 
ment problems was largely a custom interface 
problem. Each combination of instruments 
demanded unique interfaces, thus inhibiting the 
wide spread usage of small processors to day-to- 
day test, measurement and control applications. 

Two groups addressed the problem for specific 
environments. The results are; 

a) IEEE 488 bus standard based upon 
proposals made by HP, and 


b) The CAMAC system pioneered by the 
nuclear physics community. 

4.2 IEEE 488 

IEEE 488 covers the functional, mechanical 
and electrical interface between laboratory 
instrumentation (i.e., signal generators, DPM's, 
counters, etc.) and processors such as program- 
mable calculators and minicomputers. Equip- 
ment with IEEE 488 I/O ports can be readily 
daisy chained in any combination of up to 15 
equipments (including processor) spanning dis- 
tances of up to 60 feet. 16 lines (3 handshake, 
5 control and 8 data lines) are required. 


FIGURE 8. IEEE 488 Application 



TABLE X. IEEE 488 SPECIFICATION SUMMARY 



PARAMETER 

CONDITIONS 

VOH 

Driver Output Voltage 

lOH = -5.2 mA 

Vql 

Driver Output Current 

lOL'^^SmA 

lOZ 

TRI -STATE® 

Vo = 2.4V 

lOH 

Open Collector 

Vo = 5.25V 

V|H 

V|L 

Receiver Input Voltage 

0.4V Hysteresis Recommended 

l|H 

Receiver Input Current 

V|N = 2.4V 

l|L 


V|N = 0.4V 


Receiver Clamp Current 

Vin = -1.5V 

Rli 

Termination Resistor 

Vcc= 5V (±5%) 

RL2 


V = Gnd 



OUT 


UNITS 


V 

V 


fiA 

ma 

V 

V 

ma 

mA 

mA 
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4.3 CAMAC 

The CAMAC system is the result of efforts by 
those in the nuclear physics community to 
standardize the interface between laboratory 
instruments and computers before the introduc- 
tion of IEEE 488. 

It allows either serial or parallel interconnection 
of instruments via a "crate" controller. 

The electrical requirements of the interfaces 
are compatible with DTL and TTL logic levels. 

5.0 MICROPROCESSOR SYSTEMS INTERFACE 
STANDARDS 

5.1 Microprocessor systems are bus organized 
systems with two types of bus requirements: 


a) Minimal system: for data transfer over 
short distances (usually on 1 PC board), 
and, 

b) Expanded system: for data transfer to 

extend the memory or computational 
capabilities of the system. 

5.2 Minimal Systems and Microbus^ 

Microbus^”'^ considers the interface between 
MOS/LSI microprocessors and interfacing 
devices in close physical proximity which com- 
municate over 8-bit parallel unified bus systems. 
It specifies both the functional and electrical 
characteristics of the interface and is modeled 
after the 8060, 8080 and 8900 families of 
microprocessors as shown in Figures 8, 9 and 
10. 

The electrical characteristics of Microbus are 
shown in Table XI. 


1 


TABLE XI. MICROBUS ELECTRICAL SPECIFICATION SUMMARY 


PARAMETER 

DRIVER 

1 RECEIVER 1 

UNITS 

■ 

STANDARD 

HYSTERESIS 

(RECOMMENDED) 

VoL 

Output Voltage (At 1.6 mA) 

<0.4V 




VOH 

(At -100 /jA) 

>2.4V 




V|L 

Input Voltage 


0.8 

0.6 

V 

V|H 



2.0 

2.0 

V 


. Internal Capacitive Load at 25°C 

15 

10 

10 

PF 

tr 

Rise Time (Maximum) 

100 



ns 

tf 

Fall Time (Maximum) 

100 



ns 

r 

1 

MICROBUS 

■' — " 1 cso . 



CHIP SELECT 
LOGIC 




FIGURE 9. 8060 SC/MP II System Model 
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FIGURE 10. 8080 System Model for the Basic Microbus Interface 
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5.3 Expanded Microprocessor System Interfaces 

Since the outputs of most microprocessor 
devices are limited to a loading of one relative 
to a TTL load, expanded systems will require 
buffers on both their address and data lines. 

To date, no formal standards exist which govern 
this interface. However, "defacto" standards are 
emerging in the form of the specifications for 
"recommended devices" which are mentioned 
in the data sheets and application notes for the 
widely sourced microprocessor devices. Here, 
the answer to the question of how to provide a 
"standard" interface is simplified to that of 
proper usage of recommended devices. 

Table XII summarizes the important electrical 
characteristics of recommended bus drivers for 
expanded microprocessor systems. 

6.0 OTHER INTERFACE STANDARDS 

Some other commonly occurring interfaces which 
have become standardized are; 

a) Interface between facsimile terminals and voice 
frequency communications terminals. 


b) Interface between terminals and automatic 
calling equipment used for data communica- 
tions, and 

c) Interface between numerically controlled equip- 
ment and data terminals. 

6.1 EIA RS357 

RS357 defines the electrical, functional and 
mechanical characteristics of the interface 
between analog facsimile equipment to be used 
for telephone data transmission and the data 
sets used for controlling/transmitting the data. 

Figure 1 7 summarizes the functional and elec- 
trical characteristics of RS357. 

6.2 EIA RS366 

RS366 defines the electrical, functional and 
mechanical characteristics of the interface 
between automatic calling equipment for data 
communications and data terminal equipment. 

The electrical characteristics are encompassed 
by RS232C. 


TABLE XII. RECOMMENDED SPECIFICATION OF BUS DRIVERS FOR EXPANDED MICROPROCESSOR SYSTEMS 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H 

Driver Input Voltage 


2 



V 

V|L 





0.8 

V 

VOH 

Driver Output Voltage 

lOH = -10 mA 

2.4 



V 

VOL 


Iql = 48 mA 



0.5 

V 

lOS 

Short-Circuit Current 

Vcc = 5.25V 



-150 

mA 

Cl 

Bus Drive Capability 


300 



pF 
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** Receive Sensitivity Source 

ON 3V-25V 5V-25V 

OFF 3V-25V 5V-25V 

FIGURE 12. Functional and Electrical Characteristics of RS357 


6.3 EIARS408 


RS408 recommends the standardization of the 
2 interfaces shown in Figure 13. 

The electrical characteristics of NCE to DTE 
interface are, in summary, those of conven- 
tional TTL drivers (series 7400) with: 


Vql < O at loL 48 mA 

VqH > 2.4V at Iqh ^ —1 -2 mA, and 

Cl<2000pF. 

Short circuit protection should be provided. 
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SWITCHED OR DEDICATED, 
COMMON CARRIER, OR 
PRIVATE LINE TO DATA 
SOURCE/SINK 


(TYPICALLY A MODEM 
IF INCLUDED IN 
SYSTEM) 


(TYPICALLY INCLUDES 
SERIAL TO PARALLEL 
CONVERTER, ETC.) 


(TYPICALLY COULD 
INCLUDE A SWITCH TO 
SELECT EITHER LOCAL 
TAPE READER OR DATA 
TERMINAL EQUIPMENT) 


(TYPICALLY A MACHINE 
TOOL, DRAFTING TABLE, 
ETC.) 


FIGURE 13. EIA RS408 Interface Applications 
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Section 2 

Bus Transceivers 


TEMPERATURE RANGE 


-55°Cto -t-125“C 

0°C to -t-70°C 

DP7303 

DP8303 

'DP7304B 

DP8304B 

DP7307 

DP8307 

'DP7308 

DP8308 

DS26S10M 

DS26S10 

'DS26S11M 

DS26S11 

— 

DS3662 



AN-259 

— 

AN-337 

— 

DS3666 

— 

DS3667 

— 

DS75160A 

— 

DS75161A 

— 

DS75162A 

'DS7640 

DS8640 

'DS7641 

DS8641 

— 

DS8642 

'DS7833 

DS8833 

'DS7834 

DS8834 

'DS7835 

DS8835 

'DS7836 

DS8836 

'DS7837 

DS8837 

'DS7838 

DS8838 

'DS7839 

DS8839 

DS8T26AM 

DS8T26A 

'DS8T28M 

DS8T28 

DM54S240 

DM74S240 

DM54S241 

DM74S241 


DESCRIPTION 

8-Bit TRI-STATE Bidirectional Transceivers 
8-Bit TRI-STATE Bidirectional Transceivers 
8-Bit TRI-STATE Bidirectional Transceivers 
8-Bit TRI-STATE Bidirectional Transceivers 
Quad Bus Transceiver 
Quad Bus Transceiver 
Quad High Speed Trapezoidal Bus 
Transceiver 

DS3662— The Bus Optimizer 
Reducing Noise on Microcomputer Buses 
IEEE-488 GPIB Transceiver 
TRI-STATE Bidirectional Transceiver 
IEEE-488 GPIB Transceiver 
IEEE-488 GPIB Transceiver 
IEEE-488 GPIB Transceiver 
Quad NOR Unified Bus Receiver 
Quad Unified Bus Transceiver 
Quad Transceiver 
Quad TRI-STATE Bus Transceiver 
Quad TRI-STATE Bus Transceiver 
Quad TRI-STATE Bus Transceiver 
Quad NOR Unified Bus Transceiver 
Hex Unified Bus Receiver 
Quad Unified Bus Transceiver 
Quad TRI-STATE Bus Transceiver 
4-Bit Bidirectional Bus Transceiver 
4-Bit Bidirectional Bus Transceiver 
Octal TRI-STATE Line Driver/Receiver 
Octal TRI-STATE Line Driver/Receiver 


2 


PAGE 

NUMBER 

2-5, 2-6 
2-5, 2-11 
2-5, 2-16 
2-5, 2-20 
2-24 
2-24 
2-29 

2-33 

2-40 

2-48 

2-56 

2-61 

2-61 

2-61 

2-68 

2-70 

2-72 

2-75 

2-79 

2-75 

2-83 

2-85 

2-87 

2-79 

2-89 

2-89 

LOGIC 

LOGIC 


'Also available screened in accordance with MIL-STD-883 Class B. Refer to National Semiconductor’s “The Reliability Handbook”. 




BUS CIRCUITS 


Data bus circuits are not transmission line circuits in the normal interpretation where the transmission line is electrically long (1/4 wave length) with respect 
to the baud rate. Like unbalanced transmission lines, the data transmission is susceptible to common-mode noise, such as ground I R noise and induced reactive 
noise from crosstalk. A bus is a communications method where many elements of a system time share the same signal (address or data) bus. A bus shouldn't 
extend out of its subsystem's electronic enclosure without special care. Line length in excess of 10 feet is not recommended without slew rate control. Cables 
should be in the form of twisted pair or flat cable where a signal wire is alternated with a ground wire. 


OPEIM-COLLECTOR BUS CIRCUITS 


Bus Driver 

Bus Receiver 

Driver/ 

Receiver/ 

Transceiver 

Circuits/ 

Package 

Device Number 

Comments 

Page 

No. 

Propagation 
Delay (ns) 

ViL (V)/ 

Iql 

Propagation 
Delay (ns) 

V|L(V)/ 
l|L (mA) 

V|H (V)/ 
l|H (a<A) 

Hysteresis 

(V) 

Commercial 
0°C to +70°C 

Military 

-55°Cto-H25°C 




1.2/-50 

1.8/50 


Receiver 

4 

DS8640 

DS7640 

Quad NOR receiver 

2-68 




1 .05/-50 

2.65/50 

1 

Receiver 

4 

DS8836 

DS7836 

Quad NOR receiver 

2-83 



20 

1.05/-50 

2.65/50 

1 

Receiver 

6 

DS8837 

DS7837 


2-85 


0.9/100 

40 

1.50/400 

1.9/100 


Transceiver 

4 

DS3662 


Trapezoidal transceiver 

2-29 


0.7/50 

30 

1.2/-100 

1.8/100 


Transceiver ' 

4 

DS8641 

DS7641 


2-70 

20 

0.7/50 

17 

1.05/-100 

2.65/100 

1 

Transceiver 

4 

DS8642 



2-72 

20 

0.8/100 

20 

1.3/-40 

3.1/450 


Transceiver 

4 

DS8838 

DS7838 

500 coax, driver 

2-87 

10 

0.8/100 

10 

1.75/- 100 

2.25/100 


Transceiver 

4 

DS26S10 

DS26S10M 


2-24 

10 

0.8/100 

10 

1.75/-100 

2.25/100 


Transceiver 

4 

DS26S11 

DS26S11M 

Input to bus is non-inverting 

2-24 

8 

0.5/50 

7 

0.8/-500 

2/100 


Transceiver 

4 

DS36147 

DS16147 

Quad bidirectional I/O register 

6-35 

8 

0.5/50 

7 

0.8/-500 

2/100 


Transceiver 

4 

DS36177 

DS16177 

Quad bidirectional I/O register 

6-35 

20 

0.7/300 





Driver 

2 

DS75450 

DS55450 

AND separate output transistors 

3-51 

18 

0.7/300 





Driver 

2 

DS75451 

DS55451 

AND 

3-51 

26 

0.7/300 





Driver 

2 

DS75452 

DS55452 

NAND 

3-51 

18 

0.7/300 





Driver 

2 

DS75453 

DS55453 

OR 

3-51 

27 

0.7/300 





Driver 

2 

DS75454 

DS55454 

NOR 

3-51 



30 

0.95/50 

2/50 


Receiver 

1 

DM8131 

DM7131 

6 bit bus comparator 

LOGIC 



30 

0.95/50 

2/50 


Receiver 

1 

DM8136 

DM7136 

6 bit bus comparator 

LOGIC 


lO 


epmo uo!P8|0s 
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TRI-STATE® BUS CIRCUITS 

Bus Driver 

Bus Receiver 







Propagation 

VoL (V)/ 
lOL (ttA) 

VoH (V)/ 
IqH (mA) 

Propagation 

V,l(V)/ 
l|L (f^A) 

V|H (V)/ 
l|H (mA) 

Hysteresis 

(mV) 

Driver/ 

Circuits/ 

Package 

Device Number 


Page 

No. 

Delay 
Typ (ns) 

Delay 
Typ (ns) 

Receiver/ 

Transceiver 

Commercial 
0°C to +70° C 

Military 

-55°Cto+125°C 

Comments 

14 

0.5/50 

2.4/-10 

20 

0.8/-40 

2/80 

400 

Transceiver 

4 

DS8833 

DS7833 

Non-inverting TRI-STATE receiver 

2-75 . 

14 

0.5/50 

2.4/- 10 

20 

0.8/-40 

2/80 

400 

Transceiver 

4 

DS8835 

DS7835 

Inverting TRI-STATE receiver 

2-75 

14 

0.5/50 

2.4/-10 

20 

0.8/-40 

2/80 

400 

Transceiver 

4 

DS8834 

DS7834 

Inverting 

2-79 

14 

0.5/50 ' 

2.4/-10 

20 

0.8/-40 

2/80 

400 

Transceiver 

4 

DS8839 

DS7839 

Non-inverting 

2-79 

14 

0.5/48 

2.4/-10 

14 

0.85/-200 

2/20 


Transceiver 

4 

DS8T26A 

DS8T26AM 

Inverting 

2-89 

17 

0.5/48 

2.4/-10 

17 

0.85/-200 

2/20 


Transceiver 

4 

DS8T28 

DS8T28M 

Non-inverting 

2-89 

20 

0.6/55 

3.6/-1 

15 

0.95/-250 

2/10 


Transceiver 

4 

DP8216 

DP8216M 

8080 MPU non-inverting 

8-11 

16 

0.6/50 

3.6/-1 

15 

0.95/-250 

2/10 


Transceiver 

4 

DP8226 

DP8226M 

8080 MPU inverting 

8-11 

4.5 

0.55/64 

2.4/-3 

4.5 

0.8/-400 

2/50 

400 

Transceiver 

4 or 8 

DM74S240 

DM54S240 

Non-Inverting 

LOGIC 

6 

0.55/64 

2.4/-3 

6 

0.8/-400 

2/50 

400 

Transceiver 

4 or 8 

DM74S241 

DM54S241 

Inverting 

LOGIC 

4.5 

0.55/64 

2.4/-3 

4.5 

0.8/-400 

2/50 

400 

Transceiver 

8 

DM74S940 

DM54S940 

Non-Inverting 

LOGIC 

6 

0.55/64 

2.4/-3 

6 

0.8/-400 

2/50 

400 

Transceiver 

8 

DM74S941 

DM54S941 

Inverting 

LOGIC 

8 

0.5/50 

2.4/-5 

7 

0.8/-500 

2/100 


Transceiver 

4 

DS3647 

DS1647 

Quad bidirectional I/O register 

6-35 

8 

0.5/50 

2.4/-5 

7 

0.8/-500 

2/100 


Transceiver 

4 

DS3677 

DS1677 

Quad bidirectional I/O register 

6-35 

10 

0.5/50 

3.6/-5 

15 

0.8/-250 

2/80 


Transceiver 

8 

DP8304B 

DP7304B 

Bidirectional non-inverting 
IEEE 488 

2-5, 2-11 

10 

0.5/50 

3.6/-5 

10 

0.8/-250 

2/80 


Transceiver 

8 

DP8303 

DP7303 

Bidirectional inverting 

2-5, 2-6 

10 

0.5/50 

3.6/-5 

10 

0.8/-250 

2/80 


Transceiver 

8 

DP8307 

DP7307 

Bidirectional inverting 

2-5, 2-16 

11 

0.5/50 

3.6/-5 

15 

0.8/-250 

2/80 


Transceiver 

8 

DP8308 

DP7308 

Bidirectional nori-inverting 

2-5, 2-20 

20 

0.45/15 

3.6/-1 





Driver 

8 

DP8212 

DP8212M 

8080 MPU data latch and service 

8-4 












request f/f 


30 

0.45/10 

2.4/-1 

20 

0.8/-250 

2/20 


Transceiver 

8 

DP8228 

DP8228M 

8080 MPU system bus controller 
and bus driver 

8-22 

30 

0.45/10 

2.4/-1 

20 

0.8/-250 

2/20 


Transceiver 

8 

DP8238 

DP8238M 

8080 MPU system bus controller 
and bus driver 

8-22 

20 

0.5/48 

2.5/-5.2 

20 

0.8/-100 

2/20 

400 

Transceiver 

8 

DS3666 


IEEE 488 GPIB 

2-48 

20 

0.5/48 

2.5/-5.2 

20 

0.8/-100 

2/20 

400 

Transceiver 

8 

DS3667 



2-56 

20 

0.5/48 

2.5/-5.2 

20 

0.8/-100 

2/20 

400 

Transceiver 

8 

DS75160A 


IEEE 488 GPIB 

2-61 

20 

0.5/48 

2.5/-5.2 

20 

0.8/-100 

2/20 

400 

Transceiver 

8 

DS75161A 


IEEE 488 GPIB 

2-61 

20 

0.5/48 

2.5/-5.2 

20 

0.8/-100 

2/20 

400 

Transceiver 

8 

DS75162A 


IEEE 488 GPIB 

2-61 


Note. Unless otherwise specified, bus circuits listed above are TTL compatible and use 5V supplies. 



National 

mji Semiconductor 


Bus Transceivers 


8-Bit TRI-STATE® Bidirectional Transceivers 


DP7303/DP8303 (Inverting) with Transmit/Receive and Chip Disable Control Inputs 
DP7304B/DP8304B (Non-Inverting) with Transmit/Receive and Chip Disable Control Inputs 
DP7307/DP8307 (Inverting) with Transmit and Receive Control Inputs 
DP7308/DP8308 (Non-Inverting) with Transmit and Receive Control Inputs 


General Description 

This family of 8 high speed Schottky 8-bit TRI-STATE 
bidirectional transceivers are designed to provide bi- 
directional drive for bus oriented microprocessor and 
digital communications systems. They are all capable 
of sinking 16 mA on the A ports and 48 mA on the 
B ports (bus ports). PIMP inputs for low input current 
and an increased output high (Vqh) l^vel allow com- 
patibility with MOS, CMOS, and other technologies 
that have a higher threshold and less drive capabilities. 
In addition, they all feature glitch-free power up/down 


on the B port preventing erroneous glitches on the 
system bus in power up or down. 


DP7303/DP830 3 and D P7304B/DP8304B are featured 
with Transmit/Receive (T/R) and Chip Disable (CD) 
inputs to simplify control logic. For greater design 
flexibility, DP 7307/DP83 07 and DP7308/ DP8308 are 
featured with Transmit (T) and Receive (R) control 
inputs. 
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DP73/8303, DP73/8304B, 
DP73/8307, DP73/8308 






DP7303/DP8303 


Bus Transceivers 


DP7303/DP8303 8-Bit TRI-STATE® 
Bidirectional Transceiver (Inverting) 


Features 

■ 8-bit bidirectional data flow reduces system package 
count 

■ Bidirectional TRI-STATE inputs/outputs interface 
with bus oriented systems 

■ PNP inputs reduce input loading 

■ Output high voltage interfaces with TTL, MOS, 
and CMOS 

■ 48 mA/300 pF bus drive capability 


Pinouts simplify system interconnections 
Transmit/Receive and chip disable simplify control 
logic 

Compact 20-pin dual-in-line package 
Bus port glitch free power up/down 


Logic and Connection Diagrams 


I 

3C^ — 

:a-z 

60— [2 


, TRANSMIT/RECEIVE 
’ (T/RI 


Dual-In-Line Package 


CHIP DISABLE. 
(CD)' 



Logic Table 


Order Number DP7303J, DP8303J, 
or DP8303N 

See NS Package J20A or N20A 


Chip Disable 
0 


Transmit/Receive 


RESULTING CONDITIONS 


TRI-STATE 


TRI-STATE 


X = Don't care 
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Absolute Maximum Ratings (Note d 


Supply Voltage 7V 

Input Voltage 5.5V 

Output Voltage 5.5 V 

Storage Temperature -65°C to +1 50°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1667 mW 

Molded Package 1832 mW 

Lead Temperature (soldering, 10 seconds) 300°C 


'Derate cavity package 11.1 mW/°C above 25°C; derate molded 
package 14.7 mW/ C. 


Recommended Operating Conditions 



Min 

Max 

Units 

Supply Voltage (Vcc> 

DP7303 

4.5 

5.5 

V 

DP8303 

4.75 

5.25 

V 

Temperature (Ta) 

DP7303 

-55 

125 

°c 

DP8303 

0 

70 

°c 


DC Electrical Characteristics (Notes 2 and 3 ) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

A Port (A0-A7) 

V|H Logical Input Voltage 

CD = V|L-T/R = 2.0V 

2.0 



V 

V|L Logical "0" Input Voltage 

CD = V|l,T/R = 2.0V 

DP8303 



0.8 

V 

DP7303 



0.7 

V 

Vqh Logical "1" Output Voltage 

CD = T/R = V|L 

•oh = -0.4 mA 

Vcc-1-15 

Vcc-0.7 



•oh = -3 mA 

2.7 

3.95 



^OL Logical "0" Output Voltage 

CD = T/R = V|L 

IOL= 16mA (8303) 


0.35 

0.5 

V 

lOL 8mA (both) 


0.3 

0.4 

V 

Iqs Output Short Circuit 

Current 

CD = V|L, T/R = V|L, Vo = OV. 
Vcc “ max. Note 4 

-10 

-38 

-75 

mA 

l|H Logical "1" Input Current 

CD = V|L, T/R = 2.0V, V|H = 2.7V 


0.1 

80 

juA 

1 1 Input Current at Maximum 

Input Voltage 

CD = 2.0V, Vcc = max, V|H = 5.25V 



■ 

mA 

l|L Logical "0" Input Current 

CD = V|L, T/R = 2.0V, V|N = 0.4V 


-70 

-200 

juA 

VclAMP Input Clamp Voltage 

CD = 2.0V, l|N = -12mA 


-0.7 

-1.5 

V 

lOD Output/Input 

TRI-STATE Current 

CD = 2.0 V 

V|n = 0.4V 



-200 

pA 

V|N = 4.0 V 



80 

mA 

8 Port (80-87) 

ViH Logical "1 " Input Voltage 

CD = V|L, T/R = V|L 

2.0 



V 

V|i_ Logical "0" Input Voltage 

CD = V|L, T/R = V|L 

DP8303 



0.8 

V 

DP7303 



0.7 

V 

Vqh Logical "1 " Output Voltage 

CD = V|L, T/R = 2.0V 

•oh “ “6.4 mA 

Vcc-1-15 

Vcc-0.8 


V 

•oh = -5 mA 

2.7 

3.9 


V 

•oh = -10mA 

2.4 

3.6 


V 

VqL Logical "0" Output Voltage 

CD = V|L, T/R = 2.0V 

lOL “ 20 mA 


0.3 

0.4 

V 

•OL “ 48mA 


0.4 

0.5 

V 

lOS Output Short Circuit 

Current 

CD = V|L, T/R = 2.0V, Vo = OV. 
Vcc “ max, Note 4 

-25 

-50 

-150 

mA 

IlH Logical "1" Input Current 

CD = ViL, T/R = V|L, V|H = 2.7V 


0.1 

80 

BB 

l| Input Current at Maximum 

Input Voltage 

CD = 2.0 V, Vcc = max, V|h = 5.25 V 



1 


l|L Logical "0" Input Current 

CD = V|L, T/R = V|L, V||M = 0.4V 


-70 

-200 

pA 

VclAMP Input Clamp Voltage 

CD = 2.0V, l|N = -12mA 


-0.7 

-1.5 

V 

lOD Output/Input 

TRI-STATE Current 

CD = 2.0V 

V|N = 0.4 V 



-200 

pA 

V|n = 4.0V 



^-200 

fiA 


DP7303/DP8303 









































































































































DP7303/DP8303 


DC Electrical Characteristics (conf d.) (Notes 2 and 3) 


Conditions 


Parameter 


Control Inputs CD, T/R 


V|H = 2.7V 


Vcc “ rr)ax, V||-| = 5.25V 


V|l = 0.4V 


l|(\| = -12mA 


V|H 

Logical "1" Input Voltage 

V|L 

Logical "0" Input Voltage 

l|H 

Logical "1" Input Current 


Maximum Input Current 


l|L Logical "0" Input Current 


VclaMP Input Clamp Voltage 


Power Supply Current 


Max Units 



Ice Power Supply Current 

CD = 2.0 V = V iM , Vcc = nnax 


CD = 0.4 V, V|(\j a = T/R = 2V, Vcc= nnax 



70 

100 

mA 

100 

150 

mA 


AC Electrical Characteristics vcc = 5 v, ta = 25 °c 

Parameter Conditions 


A Port Data/Mode Specifications 


fPDHLA 

Propagation Delay to a Logical "0" from 
B Port to A Port 

CD = 0.4 V, T/R = 0.4 V (figure A) 
R1 = Ik, R2 = 5k, Cl = 30pF 


fPDLHA 

Propagation Delay to a Logical "1" from 
B Port to A Port 

CD = 0.4 V, T/R = 0.4 V (figure A) 
R1 = Ik, R2= 5k, Cl = 30pF 


tPLZA 

Propagation Delay from a Logical "0" to 
TRI -STATE from CD to A Port 

BO to B7 = 2.4 V, T/R = 0.4 V (figure C) 
S3= 1, R5 = Ik, C4 = 15pF 


tPHZA 

Propagation Delay from a Logical "1"to 
TRI -STATE from CD to A Port 

BO to B7 = 0.4 V, T/R = 0.4 V (figure C) 
S3 = 0, R5= Ik, C4= 15 pF 


tPZLA 

Propagation Delay from TRI-STATE to 
a Logical "0" from CD to A Port 

BO to B7 = 2.4 V, T/R = 0.4 V (figure C) 
S3= 1, R5= Ik, C4 = 30pF 


tPZHA 

Propagation Delay from TRI-STATE to 
a Logical "1" from CD to A Port 

BO to B7 = 0.4 V, T/R = 0.4 V (figure C) 
S3 = 0, R5= 5k, C4 = 30pF 


B Port Data/Mode Specifications 

tPDHLB 

Propagation Delay to a Logical "0" from 
A Port to B Port 

CD = 0.4V, T/R = 2.4V (figure A) 
R1 = 100 R2= Ik, Cl = 300pF 
R1 =667fi, R2 = 5k, Cl =45pF 


tPDLHB 

Propagation Delay to a Logical "1 " from 
A Port to B Port 

CD = 0.4 V, T/R = 2.4 V (figure A) 
R1 = lOOn, R2= Ik, Cl = 300pF 
R1 =667 0, R2 = 5k, Cl =45pF 


tPLZB 

Propagation Delay from a Logical "0" to 
TRI-STATE from CD to B Port 

AO to A7 = 2.4 V, T/R = 2.4 V (figure C) 
S3= 1, R5= Ik, C4= 15pF 


tPHZB 

Propagation Delay from a Logical "1 " to 
TRI-STATE from CD to B Port 

AO to A7 = 0.4 V, T/R = 2.4 V (figure C) 
S3 = 0, R5= Ik, C4= 15pF 


tPZLB 

Propagation Delay from TRI-STATE to 
a Logical "0" from CD to B Port 

AO to A7 = 2.4 V, T/R = 2.4 V (figure C) 
S3= 1, R5= 100O, C4 = 300pF 
S3= 1, R5 = 667 0, C4 = 45pF 


tPZHB 

Propagation Delay from TRI-STATE to 
a Logical "1" from CD to B Port 

AO to A7 = 0.4 V, T/R = 2.4 V (figure C) 
S3 = 0, R5= Ik, C4 = 300pF 
S3 = 0, R5 = 5k, C4 = 45pF 



Min Typ Max Units 


8 12 ns 


11 16 ns 


10 15 ns 


8 15 ns 


20 30 ns 


19 30 ns 
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AC Electrical Characteristics (conf d.) vcc = 5 v, ta = 25° c 


Parameter 

Conditions 

Transmit/Receive Mode Specifications 

tJRL 

Propagation Delay from Transmit Mode to 
Receive a Logical "0," T/R to A Port 

CD = 0.4 V (figure B) 

SI = 1, R4= 100J2, C3 = 5pF 
S2= 1, R3= Ik, C2 = 30pF 

tJRH 

Propagation Delay from Transmit Mode to 
Receive a Logical "1," T/R to A Port 

CD = 0.4 V (figure B) 

51 =0, R4= 100 n, C3 = 5pF 

52 = 0, R3 = 5k, C2 = 30pF 

tRTL 

Propagation Delay from Receive Mode to 
Transmit a Logical "0," T/R to B Port 

CD = 0.4 V (figures) 

SI = 1, R4= lOOn, C3 = 300pF 
S2= 1, R3 = 300fi,C2= 5pF 

tRTH 

Propagation Delay from Receive Mode to 
Transmit a Logical "1," T/R to B Port 

CD = 0.4 V (figure B) 

51 =0, R4= Ik, C3 = 300pF 

52 = 0, R3 = 300n, C2 = 5pF 


Min Typ Max Units 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for 
actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the supply and temperature range listed in the table of Recommended 
Operating Conditions. All typical values given are for Vqq = 5V and T/\ = 25° C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless 
otherwise specified. 

Note 4: Only one output at a time should be shorted. 


Switching Time Waveforms and AC Test Circuits 


t, =tf < tons 
toy. TO 90% 




NOTE: Cl INCLUDES TEST FIXTURE CAPACITANCE. 


FIGURE A. Propagation Delay from A Port to B Port or from B Port to A Port 
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DP7303/DP8303 


















Switching Time Waveforms and AC Test Circuits (cont’d.) 



NOTE: C2 AND C3 INCLUDE TEST FIXTURE 
CAPACITANCE. 


FIGURE B. Propagation Delay from T/R to A Port or B Port 



VCC 



NOTE: C4 INCLUDES TEST FIXTURE CAPACITANCE. 
PORT INPUT IS IN A FIXED LOGICAL 
CONDITION. ;EE AC TABLE. 


FIGURE C. Propagation Delay to/from TRI-STATE® from CD to A Port or B Port 
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National 

Semiconductor 


Bus Transceivers 


DP7304B/DP8304B 8-Bit TRI-STATE® 
Bidirectional Transceiver (Non-Inverting) 


Features 

■ 8-bit bidirectional data flow reduces system package 
count 

■ Bidirectional TRI-STATE inputs/outputs interface 
with bus oriented systems 

■ PNP inputs reduce input loading 

■ Output high voltage interfaces with TTL, MOS, 
and CMOS 

■ 48 mA/300 pF bus drive capability 


■ Pinouts simplify system interconnections 

■ Transmit/Receive and chip disable simplify control 
logic 

■ Compact 20-pin dual-in-line package 

■ Bus port glitch free power up/down 


Logic and Connection Diagrams 

Dual-In-Line Package 




Order Number DP7304BJ, DP8304BJ, 
or DP8304BN 

See NS Package J20A or N20A 


Logic Table 


INPUTS 

RESULTING CONDITIONS 

Chip Disable 

Transmit/Receive 

A Port 

B Port 

0 

0 

OUT 

IN 

0 

1 

IN 

OUT 

1 

X 

TRI-STATE 

TRI-STATE 


X = Don’t care 


DP7304B/DP8304B 






DP7304B/DP8304B 


Absolute Maximum Ratings (Note d 


Recommended Operating Conditions 


Supply Voltage 7V 

Input Voltage 5.5 V 

Output Voltage 5.5 V 

Storage Temperature -65°C to +1 50°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1667 mW 

Molded Package 1832 mW 

Lead Temperature (soldering, 10 seconds) 300°C 

'Derate cavity package 11.1 mW/ C above 25 C; derate molded 
package 14.7 mW/ C above 25 C. 

DC Electrical Characteristics (Notes 2 and 3) 

Parameter I Conditions 


A Port (A0-A7) 


Max Units 


Supply Voltage (Vcc) 
DP7304B 
DP8304B 

Temperature (T/\) 
DP7304B 
DP8304B 


Max Units 


V|H 

Logical "1" Input Voltage 

V|L 

Logical "0" Input Voltage 

VOH 

Logical "1 " Output Voltage 

VOL 

Logical "0" Output Voltage 

•os 

Output Short Circuit 
Current 

•IH 

Logical "1" Input Current 

•l 

Input Current at Maximum 
Input Voltage 

•IL 

Logical "0" Input Current 

VclaMP •nput Clamp Voltage 

•OD 

Output/Input 
TRI -STATE Current 


BPort (B0-B7) 



CD = V| L, T/R = V||_ 1oh = ~0-4it)A | VcC“1-15 | VcC“0.7 
•oh = -3 mA 


CD = T/R = V|l IoL= 16mA (8304B) 
•OL ^ 3 mA (both) 


CD = V|L, T/R = V|L, Vo = OV, 
Vcc - rns’^' l^ote 4 • 


CD = V|L, T/R = 2.0V, V|H = 2.7V 


CD = 2.0V, Vcc = max. V|h = 5.25V 


CD = V|L, T/R = 2.0V, V IN = 0.4V 


CD = 2.0V, l|N = -12mA 


V|n = 0.4V 


V|N = 4.0V 


V|H 

Logical “1" Input Voltage 

V|L 

Logical "0" Input Voltage 

VoH 

Logical “1" Output Voltage 

VOL 

Logical "0" Output Voltage 

•os 

Output Short Circuit 
Current 

•iH 

Logical "1" Input Current 

•l 

Input Current at Maximum 
Input Voltage 

•IL 

Logical "0" Input Current 

VcLAMP Input Clamp Voltage 

•OD 

Output/Input 
TRI-STATE Current 


CD = V|L, T/R = V|L 


CD = V|L, T/R = V|l DP8304B 


CD = V|L, T/R = 2.0V loH = -0-4mA 
•oh = -5 mA 
•oh - -10 mA 


• OL “ 48 mA 


CD = V|L, T/R = 2.0V, Vo = OV, 
Vcc - max. Note 4 


CD = V|L, T/R = V|L, V|H = 2.7V 


CD = 2.0V, Vcc = max, V|h = 5.25V 


CD = V|L, T/R = V|L, V|N = 0.4V 


CD = 2.0V, l|N = -12mA 


V|N = 0.4 V 


Vin = 4.0V 




-200 

ma 

-1.5 

V 

-200 

mA 

■1-200 

mA 
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DC Electrical Characteristics (cont’d.) (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Control Inputs CD, T/R 

V|H Logical "1 " Input Voltage 


2.0 



V 

V|L Logical "0" Input Voltage 


DP8304B 



0.8 

V 

DP7304B 



0.7 

V 

IlH Logical "1” Input Current 

V|h = 2.7V 


0.5 

20 

AiA 

l| Maximum Input Current 

Vcc = niax, V|h = 5.25V 



. 1.0 

mA 

l|L Logical "0" Input Current 

V|l = 0.4V 

T/R 


-0.1 

-0.25 

mA 

CD 


-0.25 

-0.5 

mA 

VclAMP Input Clamp Voltage 

1 IN = -12 mA 


-0.8 

-1.5 

V 

Power Supply Current 

Ice Power Supply Current 

CD = 2.0 V, V|N = 0.4 V, Vcc = max 


70 

100 

mA 

CD = V|N A“ 0.4 V,T/R = 2V, VcC“ max 


90 

140 

mA 


AC Eiectricai Characteristics vcc = 5v,ta = 25°c 


Parameter 

Conditions 

Min 




A Port Data/Mode Specifications 

fPDHLA Propagation Delay to a Logical “0" from 

CD = 0.4 V, T/R = 0.4 V (figure A), 

■ 

14 

18 

ns 

B Port to A Port 

R1 = Ik, R2 = 5k,C1 = 30pF 





fPDLHA Propagation Delay to a Logical "1 " from 

CD = 0.4 V, T/R = 0.4 V (figure A) 

n 

13 

18 

ns 

B Port to A Port 

R1 = Ik, R2 = 5k, Cl = 30pF 





tpLZA Propagation Delay from a Logical "0"to 

BO to B7 = 0.4 V, T/R = 0.4 V (figure C) 

1 

11 

15 

ns 

TRI-STATE from CD to A Port 

S3= 1, R5= 1k,C4= 15pF 

■ 




fPHZA Propagation Delay from a Logical "1" to 

BO to B7 = 2.4 V, T/R = 0.4 V (figure C) 

■ 

8 

15 

ns 

TRI-STATE from CD to A Port 

S3 = 0, R5= Ik, C4= 15pF 





fPZLA Propagation Delay from TRI-STATE to 

BO to B7 = 0.4 V, T/R = 0.4 V (figure C) 

1 

27 

35 

ns 

a Logical "0" from CD to A Port 

S3= 1, R5= 1k,C4 = 30pF 

■ 




fPZHA Propagation Delay from TRI-STATE to 

BO to B7 = 2.4 V, T/R = 0.4 V (figure C) 


19 

25 

ns 

a Logical "1 " from CD to A Port 

S3 = 0, R5 = 5k,C4 = 30pF 

■ 




B Port Data/Mode Specifications 

tpDHLB Propagation Delay to a Logical "0" from 

CD = 0.4 V, T/R = 2.4 V (figure A) 





A Port to B Port 

R1 = 100S7, R2= 1k,C1 = 300 pF 


18 

23 

ns 


R1 = 667i7, R2 = 5k, Cl =45pF 


11 

18 

ns 

tpDLHB Propagation Delay to a Logical "1" from 

CD = 0.4 V, T/R = 2.4 V (figure A) 





A Port to B Port 

R1 = 100J2,R2= Ik, Cl = 300pF 


16 

23 

ns 


R1 =667J2, R2=5k, Cl =45pF 


11 

18 

ns 

fPLZB Propagation Delay from a Logical "0" to 

AO to A7 = 0.4 V, T/R = 2.4 V (figure C) 


13 

18 

ns 

TRI-STATE from CD to B Port 

S3= 1, R5= Ik, C4= 15pF 





fPHZB Propagation Delay from a Logical "1" to 

AO to A7 = 2.4V, T/R = 2.4V (figure C) 


8 

15 

ns 

TRI-STATE from CD to B Port 

S3 = 0, R5= 1k,C4= 15pF 





^PZLB Propagation Delay from TRI-STATE to 

AO to A7 = 0.4 V, T/R = 2.4 V (figure C) 





a Logical "0" from CD to B Port 

S3= 1, R5 = 100 f2, C4 = 300pF 


32 

40 

ns 


S3= 1, R5 = 667S2, C4 = 45pF 


16 

22 

ns 

fPZHB Propagation Delay from TRI-STATE to 

AO to A7 = 2.4V, T/R = 2.4V (figure C) 





a Logical "1" from CD to B Port 

S3 = 0, R5= Ik, C4 = 300pF 


26 

35 

ns 


S3 -- 0, R5 = 5k, C4 = 45pF 


14 

22 

ns 
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AC Electrical Characteristics (cont’d.) vcc = 5 v, ta = 25 °c 


Conditions 


Parameter 


Transmit/Receive Mode Specifications 


tjRL Propagation Delay from Transmit Mode to CD = 0.4 V (figure B) 

Receive a Logical "0," T/R to A Port SI = 0, R4 = 100J2, C3 = 5pF 

S2= 1,R3= Ik, C2 = 30pF 

fJRH Propagation Delay from Transmit Mode to CD = 0.4 V (figure B) 


Min Typ Max Units 


Receive a Logical "1," T/R to A Port 

Propagation Delay from Receive Mode to 
Transmit a Logical "0," T/R to B Port 

Propagation Delay from Receive Mode to 
Transmit a Logical "1," T/R to B Port 


51 = 1,R4= lOOn, C3= 5pF 

52 = 0, R3 = 5k, C2 = 30pF 

CD = 0.4V (figure B) 

51 = 1, R4= 100 f2, C3 = 300pF 

52 = 0, R3 = 300J2, C2 = 5pF 

CD = 0.4 V (figure B) 

S1=0, R4=1k, C3 = 300pF 
S2= 1, R3= 30012, C2 = 5pF 


30 

40 

ns 

28 

40 

ns 

31 

40 

ns 

28 

40 

ns 


Note 1: "Absolute Maximum Ratings" are those vaiues beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for 
actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the supply and temperature range listed in the table of Recommended 
Operating Conditions. All typical values given are for Vqc “ 5 V and T/^ = 25°C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless 
otherwise specified. 

Note 4: Only one output at a time should be shorted. 


Switching Time Waveforms and AC Test Circuits 


-tt tf =l| < lOn 

10% TO 90% 




NOTE: Cl INCLUDES TEST FIXTURE CAPACITANCE. 


FIGURE A. Propagation Delay from A Port to B Port or from B Port to A Port 
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Switching Time Waveforms and AC Test Circuits (cont’d.) 



Vcc 



NOTE: C2 AND C3 INCLUOE TEST FIXTURE 
CAPACITANCE. 


FIGURE B. Propagation Delay from T/R to A Port or B Pprt 



NOTE: C4 INCLUDES TEST FIXTURE CAPACITANCE. 
PORT INPUT IS IN A FIXED LOGICAL 
CONDITION. SEE ACTABLE. . 


FIGURE C. Propagation Delay to/from TRI-STATE® from CD to A Port or B Port 
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DP7304B/DP8304B 





National 

Semiconductor 


Bus Transceivers 


DP7307/DP8307 8-Bit TRI-STATE® 
Bidirectional Transceiver (Inverting) 


Features 

■ 8-bit bidirectional data flow reduces system package 
count 

■ Bidirectional TRI-STATE inputs/outputs interface 
with bus oriented systems 

■ PNP inputs reduce input loading 

■ Output high voltage interfaces with TTL, MOS, 
and CMOS 

■ 48 mA/300 pF bus drive capability 


Pinouts simplify system interconnections 
Independent T and R controls for versatility 
Compact 20-pin dual-in-line package 
Bus port glitch free power up/down 


Logic and Connection Diagrams 

Dual-lh-Line Package 



TOP VIEW 


Order Number DP7307J, DP8307J 
or DP8307N 

See NS Package J20A or N20A 

Logic Table 


CONTROL INPUTS 

RESULTING CONDITIONS 

Transmit 

Receive 

A Port 

B Port 

1 

0 

OUT 

IN 

0 

1 

IN 

OUT 

1 

1 

TRI-STATE 

TRI-STATE 

0 

0 

Both Active* 


This is not an intended logic condition and may cause oscillations. 
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Absolute Maximum Ratings (Note i> 


Supply Voltage 7V 

Input Voltage . 5.5 V 

Output Voltage 5.5 V 

Storage Temperature -65°C to +1 50°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1667 mW 

Molded Package 1832 mW 

Lead Temperature (soldering, 10 seconds) 300°C 


•Derate cavity package 11.1 mW/ C above 25 C; derate molded 
package 14.7 mW/ C above 25 C. 


Recommended Operating Conditions 



Min 

Max 

Units 

Supply Voltage (Vcc) 

DP7307 

4.5 

5.5 

V 

DP8307 

4.75 

5.25 

V 

Temperature (T/\) 

DP7307 

-55 

125 

°c 

DP8307 

0 

70 

°c 


DC Electrical Characteristics (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

A Port (A0-A7) 

V|H Logical "1" Input Voltage 

T = ViL, R = 2.0V 

2.0 



V 

V|L Logical "0" Input Voltage 

T= V|L, R = 2.0V 

DP8307 



0.8 

V 

DP7307 



0.7 

V 

VqH Logical "1 " Output Voltage 

T= 2.0V, R = V|L 

Iqh “ nriA 

Vcc-115 

Vcc-0.7 


V 

IQH = -3 mA 

2.7 

3.95 


V 

VOL Logical “0" Output Voltage 

T = 2.0 V, 
R = V|l 

|QL= lemA (8307) 


0.35 

0.5 

V 

Iql “ 8 mA (both) 


0.3 

0.4 

V 

IqS Output Short Circuit 

Current 

T=2.0V, R = ViL.Vo = 0V, 
Vcc niax. Note 4 

-10 

-38 

-75 

mA 

l|H Logical "1" Input Current 

T= V|l,R = 2.0V, ViH = 2.7V 


0.1 

80 

ma 

l| Input Current at Maximum 

Input Voltage 

R = T = 2.0V, Vcc = max, V|h = 5.25V 



■ 

mA 

l|L Logical "0" Input Current 

T = V|l,R = 2.0V, V|N = 0.4V 


-70 

-200 

mA 

VcLAMP Input Clamp Voltage 

T=R = 2.0V,l|N = -12mA 


-0.7 

-1.5 

V 

lOD Odtput/lnput 

TRI-STATE Current 

T=R = 2.0V 

V|n = 0.4V 



-200 

fiA 

Vin = 4.0V 



80 

ma 

B Port (B0-B7) 

V|H Logical “1" Input Voltage 

T= 2.0V, R = V|L 

2.0 



V 

V|L Logical “0" Input Voltage 

T= 2.0V, R = V|L 

DP8307 



0.8 

V 

DP7307 



0.7 

V 

VoH Logical "1" Output Voltage 

T= V|L, R = 2.0V 

Iqh - -0-4 mA 

Vcc-1-15 

Vcc-0.8 


V 

•oh = -5 mA 

2.7 

3.9 


V 

•oh - -10 mA 

2.4 

3.6 


V 

VoL Logical "0" Output Voltage 

T = V|L, R = 2.0V 

Iql - 20 mA 


0.3 

0.4 

V 

•OL “ 48mA 


0.4 

0.5 

V 

lOS Output Short Circuit 

Current 

T = ViL, R = 2.0V, Vq = OV, 
Vcc " max. Note 4 

-25 

-50 

-150 

mA 

l|H Logical "1" Input Current 

T = 2.0V, R = V| L, V|H = 2.7V 


0.1 

80 

/jA 

1 1 Input Current at Maximum 

Input Voltage 

f = R = 2.0V, Vcc = max, V|h = 5.25V 



■ 

mA 

l|l_ Logical “0" Input Current 

T= 2.0V, R = ViL, V|L = 0.4V 


-70 

-200 

pA 

VcLAMP Input Clamp Voltage 

T= R = 2.0V, l|N = -12mA 


-0.7 

-1.5 

V 

lOD Output/Input 

TRI-STATE Current 

T= R = 2.0V 

V|n = 0.4V 



-200 

/uA 

V|N = 4.0V 



-H200 

liA 


DP7307/DP8307 

































































































































DC Electrical Characteristics (cont’d.) (Notes 2 and 3) 


Parameter Conditions 

Min 

Typ 

Max 

Units 

Control Inputs T, R 

ViH Logical "1 " Input Voltage 


2.0 



V 

V||_ Logical "0" Input Voltage 


DP8307 



0.8 

V 

DP7307 



0.7 

V 

l|H Logical "1" Input Current 

V|h = 2.7V 


0.5 

20 

AiA 

l| Maximum Input Current 

Vcc “ niax, Vih = 5.25 V 



1.0 

mA 

l|L Logical "0" Input Current 

V|l = 0.4V 

R 


-0.1 

-0.25 

mA 

T 


-0.25 

-0.5 

mA 

VcLAMP Input Clamp Voltage 

l|(\l = -12 mA 


-0.8 

-1.5 

V 

Power Supply Current 

Ice Power Supply Current 

T = R = 2.0 V, V|N = 2.0V, Vec = max 


70 

100 

mA • 

T = 0.4V, Vina = R = 2V, Vqc ~ max 


100 

150 

mA 


AC Electrical Characteristics vcc = 5 v, ta = 25°c 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

A Port Data/Mode Specifications 

tpDHLA Propagation Delay to a Logical "0" from 

T = 2.4V, R = 0.4V (figure A) 

■ 

8 

12 

ns 

B Port to A Port 

R1 = Ik, R2 = 5k,C1 = 30pF 

■ 




tpDLHA Propagation Delay to a Logical "1" from 

T = 2.4 V, R = 0.4 V (figure A) 

■ 

11 

16 

ns 

B Port to A Port 

R1 = 1k, R2 = 5k,C1 =30pF 

■ 




fPLZA Propagation Delay from a Logical "0" to 

BO to B7 = 2.4 V, T = 2.4 V (figure B) 

■ 

10 

15 

ns 

TRI-STATE from R to A Port 

S3= 1, R5= Ik, C4= 15pF 

■ 




IPHZA Propagation Delay from a Logical "1" to 

BO to B7 = 0.4 V, T = 2.4 V (figure B) 

■ 

8 

15 

ns 

TRI-STATE from R to A Port 

S3 = 0, R5= Ik, C4= 15pF 





fPZLA Propagation Delay from TRI-STATE to 

BO to B7 = 2.4 V, T = 2.4 V (figure B) 

1 

25 

35 

ns 

a Logical "0" from R to A Port 

S3= 1, R5= Ik, C4 = 30 pF 

■ 




fPZHA Propagation Delay from TRI-STATE to 

BO to B7 = 0.4 V, T = 2.4V (figure B) 


24 

35 

ns 

a Logical "1 " from R to A Port 

S3 = 0, R5= 5k, C4 = 30pF 

■ 




B Port Data/Mode Specifications 

tpDHLB Propagation Delay to a Logical "0" from 

T = 0.4 V, R = 2.4V (figure A) 





A Port to B Port 

R1 = lOOn, R2= Ik, Cl =300pF 


12 

18 

ns 


R1 = 667 0, R2 = 5k, Cl =45pF 

■ 

8 

12 

ns 

tpDLHB Propagation Delay to a Logical "1" from 

f = 0.4V, R = 2.4V (figure A) 

■ 



* 

A Port to B Port 

R1 = 1000, R2= Ik, Cl =300pF 


15 

23 

ns 


R1 =667 0, R2 = 5k,C1 =45pF 

H 

g 

14 

ns 

fPLZB Propagation Delay from a Logical "0" to 

AO to A7 = 2.4V, R = 2.4 V (figure B) 

■ 

13 

18 

ns 

TRI-STATE from T to B Port 

S3= 1, R5= Ik, C4= 15pF 





fPHZB Propagation Delay from a Logical "1" to 

AO to A7 = 0.4 V,R = 2.4 V (figure B) 

■ 

8 

15 

ns 

TRI -STATE from T to B Port 

S3 = 0, R5= Ik, C4= 15pF 





fPZLB Propagation Delay from TRI-STATE to 

AO to A7 = 2.4V, R = 2.4 V (figure B) 

■ 




a Logical "0" from T to B Port 

S3= 1, R5= 100O, C4 = 300pF 


32 

40 

ns 


S3= 1, R5 = 667 0, C4 = 45pF 

H 

18 

25 

ns 

fPZHB Propagation Delay from TRI-STATE to 

AO to A7 = 0.4V, R = 2.4V (figure B) 

■ 




a Logical "1 " from T to B Port 

S3 = 0, R5= Ik, C4 = 300pF 


25 

35 

ns 


S3 = 0, R5= 5k,C4 = 45pF 

H 

16 

25 

ns 


2-18 








































































Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for 
actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the supply and temperature range listed in the table of Recommended 
Operating Conditions. All typical values given are for V(;c = 5V and T/^ = 25°C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless 
otherwise specified. 

Note 4: Only one output at a time should be shorted. 

Switching Time Waveforms and AC Test Circuits 


INPUT 
An OR 6n 


OUTPUT 
Bn OR An 




t, - t| < 10ns 
10% TO 90% 




"f: 



FIGURE A. Propagation Delay from A port to B port or from B port to A port 



Vcc 



NOTE: C4 INCLUOESTEST FIXTURE CAPACITANCE. 
PORT INPUT IS IN A FIXED LOGICAL 
CONDITION. SEE ACTABLE. 


Figure B. Propagation Delay to/from TRI-STATE from R to A Port and T to B Port 
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DP7307/DP8307 




DP7308/DP8308 




National 

Semiconductor 


Bus Transceivers 


DP7308/DP8308 8-Bit TRi-STATE® 
Bidirectional Transceiver (Non-Inverting) 


Features 

■ 8-bit bidirectional data flow reduces system package 
count 

■ Bidirectional TRI-STATE inputs/outputs interface 
with bus oriented systems 

■ PNP inputs reduce input loading 

■ Output high voltage interfaces with TTL, MOS, 
and CMOS 

■ 48 mA/300 pF bus drive capability 


■ Pinouts simplify system interconnections 

■ Independent T and R controls for versatility 

■ Compact 20-pin dual-in-line package 

■ Bus port glitch free power up/down 


Logic and Connection Diagrams 


Dual-In-Line Package 




Order Number DP7308J, DP8308J 
or DP8308N 

See NS Package J20A or N20A 


CONTROL INPUTS 


RESULTING CONDITIONS 
A Port B Port 

OUT IN 


TRI-STATE I TRI-STATE 
Both Active* 


*This is not an intended logic condition and may cause oscillations. 
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Absolute Maximum Ratings (Note ^) 


Supply Voltage 7V 

Input Voltage 5.5V 

Output Voltage 5.5V 

Storage Temperature -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1667 mW 

Molded Package 1832 mW 

Lead Temperature (soldering, 10 seconds) 300°C 


•Derate cavity package 11.1 mW/ C above 25 C; derate molded 
package 14.7 m\A// C above 25 C. 


Recommended Operating Conditions 



Min 

Max 

Units 

Supply Voltage (Vcc> 

DP7308 

4.5 

5.5 

V 

DP8308 

4.75 

5.25 

V 

Temperature (T/\) 

DP7308 

-55 

125 

°C 

DP8308 

0 

70 

°C 


DC Electrical Characteristics (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

A Port (A0-A7) 

V|i-i Logical "1" Input Voltage 

T=V|l, R = 2.0V 

2.0 



V 

V||_ Logical "0" Input Voltage 

T= V|L, R = 2.0V 

DP8308 



0.8 

V 

DP7308 



0.7 

V 

Vqh Logical "1 " Output Voltage 

T= 2.0V, R = V|L 

Iqh ~ “6-4 mA 

Vcc-1-15 

Vcc-0.7 


V 

lOH = -3 mA 

2.7 

3.95 


V 

VoL Logical "0" Output Voltage 

T = 2.0V, 
R = Vil 

|QL= 16mA (8308) 


0.35 

0.5 

V 

Iql “ 8 mA (both) 


0.3 

0.4 

V 

lOS Output Short Circuit 

Current 

T=2.0V, R = V|l, Vo = 0V, 
Vcc “ rnax. Note 4 

-10 

-38 

-75 

mA 

l|H Logical "1 " Input Current 

T= V|l,R = 2.0V, V|H = 2.7V 


0.1 

80 

ftA 

l| Input Current at Maximum 

Input Voltage 

R = f = 2.0V, Vcc = max, V|h = 5.25V 



■ 

mA 

l|L Logical "0" Input Current 

T= V|L, R = 2.0V, V|[\i = 0.4V 


-70 

-200 

/uA 

VclaMP Input Clamp Voltage 

T= R = 2.0V, l|N = -12mA 


-0.7 

-1.5 

V 

lOD Output/Input 

TRI-STATE Current 

T = R = 2.0 V 

V||M = 0.4V 



-200 

^xA 

V|n = 4.0V 




80 

/tA 

BPort(B0-B7) 

V|H Logical "1 " Input Voltage 

T= 2.0V, R = V|L 

2.0 



V 

V|L Logical “0" Input Voltage 

T= 2.0V, R = V|L 

DP8308 



0.8 

V 

DP7308 



0.7 

V 

Vqh Logical “1 " Output Voltage 

T= V|L, R = 2.0V 

Iqh - “6-4 mA 




V 

Iqh = -5 mA 

2.7 

3.9 


V 


2.4 

3.6 


V 

VoL Logical "0" Output Voltage 

T= V|L, R = 2.0V 



0.3 

0.4 

V 

Iql “ 48 mA 


0.4 

0.5 

V 

Iqs Output Short Circuit 

Current 

T = V|L, R = 2.0V, Vo = OV, 
Vcc “ max. Note 4 

-25 

-50 

-150 

mA 

l|H Logical "1" Input Current 

T=2.0V, R = V|L, V|H = 2.7V 


0.1 

80 

AtA 

l| Input Current at Maximum 

Input Voltage 

f = R = 2.0V, Vcc = max, V|h = 5.25V 



1 

mA 

l|L Logical "0" Input Current 

T=2.0V, R = V|L, V|n = 0.4V 


-70 

-200 

HA 

VclAMP Input Clamp Voltage 

T= R = 2.0V, l||\j = -12mA 


-0.7 

-1.5 

V 

IqD Output/Input 

TRI-STATE Current 

T = R = 2.0 V 

V|N = 0.4V 



-200 

^A 

V||\] = 4.0V 



+200 

HA 
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DP7308/DP8308 


DC Electrical Characteristics (cont’d.) {Notes 2 and 3) 


Conditions 


Parameter 

Control Inputs T, R 

V|H 

Logical "1" Input Voltage 

V|L 

Logical "0" Input Voltage 

l|H 

Logical "1" Input Current 


Maximum Input Current 


l|L Logical "0" Input Current 


VclAMP Input Clamp Voltage 


Power Supply Current 


V|H = 2.7V 


Vcc “ V|H 5.25V 


V|l = 0.4V 


l|N = -12 mA 


Ice Power Supply Current 

T = R = 2.0 V, V|N = 0.4 V, Vcc = max 


T = V|NA = 0.4V, R = 2V, Vec max 



Max Units 



70 

100 

mA 

90 

140 

mA 


AC Electrical Characteristics vcc = 5 v, ta = 25° 


Parameter 


A Port Data/Mode Specifications 


Min Typ Max Units 


tPDHLA 

Propagation Delay to a Logical “0" from 
B Port to A Port 

T = 2.4 V, R = 0.4V (figure A) 
R1 = Ik, R2 = 5k, Cl =30pF 

tPDLHA 

Propagation Delay to a Logical "1" from 
B Port to A Port 

T = 2.4V, R = 0.4V (figure A) 
R1 = Ik, R2 = 5k, Cl =30pF 

tPLZA 

Propagation Delay from a Logical "0" to 
TRI-STATE from R to A Port 

BO to B7 = 0.4 V, T = 2.4 V (figure B) 
S3= 1, R5= 1k,C4= 15pF 

tPHZA 

Propagation Delay from a Logical "1"to 
TRI-STATE from R to A Port 

BO to B7 = 2.4 V, T = 2.4 V (figure B) 
S3 = 0, R5= Ik, C4= 15pF 

tPZLA 

Propagation Delay from TRI-STATE to 
a Logical "0" from R to A Port 

BO to B7 = 0.4 V, T = 2.4 V (figure B) 
S3= 1, R5= Ik, C4= 30pF 

tPZHA 

Propagation Delay from TRI-STATE to 
a Logical "1" from R to A Port 

BO to B7 = 2.4 V, f = 2.4 V (figure B) 
S3 = 0, R5= 5k, C4 = 30pF 

B Port Data/Mode Specifications 

tPDHLB 

Propagation Delay to a Logical "0" from 
A Port to B Port 

T = 0.4V, R = 2.4V (figure A) 

R1 = lOOn, R2= Ik, Cl = 300pF 
R1 = 667 0, R2= 5k, Cl = 45 pF 

tPDLHB 

Propagation Delay to a Logical "1" from 
A Port to B Port 

f =0.4V, R = 2.4 V (figure A) 

R1 = 1000, R2= Ik, Cl = 300pF 
R1 = 667 O, R2 = 5k, Cl = 45 pF 

tPLZB 

Propagation Delay from a Logical "0" to 
TRI -STATE from T to B Port 

AO to A7 = 0.4 V, R = 2.4 V (figure B) 
S3= 1, R5= Ik, C4= 15pF 

tPHZB 

Propagation Delay from a Logical "1"to 
TRI-STATE from T to B Port 

AO to A7 = 2.4 V, R = 2.4 V (figure B) 
S3=0, R5= Ik, C4= 15pF 

tPZLB 

Propagation Delay from TRI-STATE to 
a Logical "0" from T to B Port ‘ 

AO to A7 = 0.4 V, R = 2.4 V (figure B) 
S3= 1, R5= 100O, C4= 300pF 
S3= 1, R5 = 667 0, C4 = 45pF 

tPZHB 

Propagation Delay from TRI-STATE to 
a Logical "1" from T to B Port 

AO to A7 = 2.4 V, R = 2.4V (figure B) 
S3 = 0, R5= Ik, C4 = 300pF 
S3 = 0, R5=5k, C4 = 45pF 



18 

23 

ns 

11 

18 

ns 

16 

23 

ns 

11 

18 

ns 

13 

18 

ns 

8 

15 

ns 

25 

35 

ns 

17 

25 

ns 

24 

35 

ns 

17 

25 

ns 











































































NoU 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for 
actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the supply and temperature range listed in the table of Recommended 
Operating Conditions. All typical values given are for V^c " and T/\ = 25°C. 

Note 3: All currents into device pins are positive: all currents out of device pins are negative. All voltages are referenced to ground unless 
otherwise specified. 

Note 4: Only one output at a time should be shorted. 

Switching Time Waveforms and AC Test Circuits 


input 

AnORB„ ’■5'' 


tr 'tf < lOnt 
10% TO 90*/. 




NOTE; Cl INCLUDES TEST FIXTURE CAPACITANCE. 


FIGURE A. Propagation Delay from A port to B port or from B port to A port 


-I, V = l( <; lOns If — »\| 

10% TO SO"/. -V'-5V 



" C4 S 3 = 0 


NOTE: C4 INCLUDES TEST FIXTURE CAPACITANCE. 
PORT INPUT IS IN A FIXED LOGICAL 
CONDITION. SEE ACTABLE. 


Figure B. Propagation Delay to/from TRI^STATE from R to A Port and T to B Port 
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DS26S10, DS26S11 


wjm Semiconductor 

DS26S1Q, DS26S11 Quad Bus Transceivers 

General Description 


Bus Transceivers 


The DS26S10 and DS26S11 are quad Bus Transceivers 
consisting of 4 highspeed bus drivers with open-collector 
outputs capable of sinking 100 mA at 0.8V and 4 high 
speed bus receivers. Each driver output is connected 
internally to the high speed bus receiver in addition to 
being connected to the package pin. The receiver has a 
Schottky TTL output capable of driving 10 Schottky 
TTL unit loads. 

An active low enable gate controls the 4 drivers so that 
outputs of different device drivers can be connected 
together for party-line operation. 

The bus output high-drive capability in the low state 
allows party-line operation with a line impedance as low 
as 100S2. The line can be terminated at both ends, 
and still give considerable noise margin at the receiver. 
The receiver typical switching point is 2V. 


The DS26S10 and DS26S11 feature advanced Schottky 
processing to minimize propagation delay. The device 
package also has 2 ground pins to improve ground cur- 
rent handling and allow close decoupling between Vcc 
and ground at the package. Both GND 1 and GND 2 
should be tied to the ground bus external to the device 
package. 


Features 

■ Input to bus is inverting on DS26S10 

■ Input to bus is non-inverting on DS26S1 1 

■ Quad high speed open-collector bus transceivers 

■ Driver outputs can sink 100 mA at 0.8V maximum 

■ Advanced Schottky processing 

■ PNP inputs to reduce input loading 



r r r r r r r r 

1 2 h 4 5 6 I? 8 

GND1 BO ZO lO rf Z1 B1 GND2 

GND1 Bl ZO Ig 1] Z1 B1 GND 2 

TOP VIEW 

TOP VIEW 

Order Number DS26S10J, DS26S10MJ 

Order Number DS26S11J, DS26S11MJ 

or DS26S10N 

or DS26S11N 

See NS Package J16A or N16A 

See NS Package J16A or N16A 
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Absolute Maximum Ratings 

Operating Conditions 



Storage Temperature 

-65° C to +150°C 


MIN 

MAX 

UNITS 

Temperature (Ambient) Under Bias 

-55°C to +125°C 

Supply Voltage (Vqc) 




Supply Voltage to Ground Potential 

-0.5V to +7V 

DS26S10XC, DS26S11XC 

4.75 

5.25 

V 

DC Voltage Applied to Outputs for -0.5V to +Vqc 

DS26S10XM, DS26S1 1XM 

4.5 

5.5 

V 

High Output State 


Temperature (T/^) 




DC Input Voltage 

—0.5V to +5.5V 

DS26S10XC, DS26S11XC 

0 

+70 

°C 

Output Current, Into Bus 

200 mA 

DS26S10XM, DS26S11XM 

-55 

+125 

°c 

Output Current, Into Outputs (Except Bus) 

30 mA 





DC Input Current 

-30 mA to +5 mA 





Maximum Power Dissipation* at 25°C 






Cavity Package 

1433 mW 





Molded Package 

1362 mW 





'Derate cavity package 9.6 mW/°C above 25°C; derate molded 





package 10.9 mW/°C above 25°C. 






Electrical Characteristics 

(Unless otherwise noted) 






PARAMETER 

CONDITIONS 
(Note 1) 

MIN 

TYP 
(Note 2) 

MAX 

UNITS 

Vqh Output High Voltage 
(Receiver Outputs) 

VcC = lOH “ “1 biA, 

V|N = V|LorV|H 

Military 

2.5 

3.4 


V 

Commercial 

2.7 

msM 


V 

Vql Output Low Voltage 
(Receiver Outputs) 

Vcc “ Min, Iql “ 20 mA, 
V|N = V|LorV|H 


■ 

0.5 

V 

ViH Input High Level 

(Except Bus) 

Guaranteed Input Logical High for 
All Inputs 

2.0 

■ 


V 

V|i_ Input Low Level 

(Except Bus) 

Guaranteed Input Logical Low for 
All Inputs 


■ 

0.8 

V 

V| Input Clamp Voltage 

(Except Bus) 

Vcc “ Min, l|M = —18 mA 


■ 

-1.2 

V 

l|L Input Low Current 

(Except Bus) 

Vcc “ Max, V(M = 0.4V 

Enable 



-0.36 

mA 

Data 



-0.54 

mA 

l||-| Input High Current 

(Except Bus) 

Vcc = Max, V|N = 2.7V 

Enable 



20 

UA 

Data 



30 

pA 

l| Input High Current 

(Except Bus) 

VCC= Max, V(N = 5.5V 



100 

pA 

ISC Output Short-Circuit Current 

(Except Bus) 

Vcc “ 3) 

Military 

-20 


-55 

mA 

Commercial 

-18 


-60 

mA 

•CCL Power Supply Current 
(All Bus Outputs Low) 

Vcc “ Max, Enable = Gnd 

DS26S10 


45 

70 

mA 

DS26S11 



80 

mA 

Bus Input /Output Characteristics 

PARAMETER 

CONDITIONS 
(Note 1) 

MIN 

TYP 
(Note 2) 

MAX 

UNITS 

Vql Output Low Voltage 

Vcc Min 


•OL 40 mA 


0.33 

0.5 

V 

Military 

Iql “ 70 mA 


0.42 

0.7 


lOL = 10B mA 


0.51 

0.8 

Commercial 

Iql = 40 mA 


0.33 

0.5 

Iql = 70 mA 


0.42 

0.7 


•OL = 100 mA 


0.51 

0.8 

Iq Bus Leakage Current 



Vo = 0.8V 



-50 

pA 

Vcc “ Max 

Military 

Vo = 4.5V 



200 

Commercial 

Vo = 4.5V 



100 

lOFF Bus Leakage Current (Power OFF) 

Vq = 4.5V 



100 

pA 

VtH Receiver Input High Threshold 

Bus Enable = 
Vcc = Max 

2.4V, 

Military 

2.4 

2.0 


V 


Commercial 

2.25 

2.0 


V 

VtL Receiver Input Low Threshold 

Bus Enable = 
Vcc = Min 

2.4V, 

Military 


2.0 

1.6 

V 


Commercial 


2.0 

1.75 

V 


Note 1 ; For conditions shown as nnin or max, use the appropriate value specified under Electrical Characteristics for the applicable device type. 
Note 2; Typical limits are at Vqq = 5V, 25°C ambient and maximum loading. 

Note 3: Not more than one output should be shorted at a time. Duration of the short circuit test should not exceed one second. 
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DS26S10, DS26S11 


Switching Characteristics (ta = 25°c, vcc = bv) 


CONDITIONS 


RB = 50n, Cb = 50 pF (Note 1) 


PARAMETER 

tPLH 

Data Input to Bus 

tPHL 

Data Input to Bus 

tPLH 

Data Input to Bus 

tpHL 

Data Input to Bus 

tPLH 

Enable Input to Bus 

tPHL 

Enable Input to Bus 

tPLH 

Enable Input to Bus 

tPHL 

Enable Input to Bus 

tPLH 

Bus to Receiver Out 

tPHL 

Bus to Receiver Out 




RB = 50J2, Cb = 50 pF (Note 1) 


Note 1 : Includes probe and jig capacitance 


Truth Tables 



OUTPUTS 

B 

Z 

H 

L 

L 

H 

Y 

Y 



Typical Application 


H = High voltage level 
L = Low voltage level 
X = Don't care 

Y = Voltage level of bus (assumes control by another bus transceiver) 


STROBE INPUTS 


STROBE INPUTS 


STROBE INPUTS 


STROBE INPUTS 


•o h '2 

'3 

E 

ZO 


Z1 

OS26S10 

Z2 


Z3 

BO B1 B2 

B3 


|~ I RECEIVER 
22 1— I OUTPUTS 


Ig <1 <2 '3 
E ZO 

Z1 

0S26S10 

Z2 

Z3 

BO B1 B2 B3 


RECEIVER 

OUTPUTS 


•O 'l '2 >3 
E ZO 

Z1 

DS26S11 

Z2 

Z3 

BO B1 B2 B3 


RECEIVER 

OUTPUTS 


•O 'l <2 '3 


OUTPUTS 
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AC Test Circuit and Switching Time Waveforms 
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DS26S1Q, DS26S11 








DS26S10, DS26S11 


Typical Performance Characteristics 


Typical Bus Output Low Volt- 
age vs Ambient Temperature 



-55 -35 -15 5 25 45 65 85 105 125 
Tft - AMBIENT TEMPERATURE ("0 


Receiver Threshold Variation 



-55 -35 -15 5 25 45 65 85 105 125 

Tfl - AMBIENT TEMPERATURE (°C) 


Schematic Diagram 


B Vcc 
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National 

Semiconductor 


Bus Transceivers 


DS3662Quad High Speed Trapezoidal™ Bus Transceiver 

General Description Features 


The DS3662 is a quad high speed Schottky bus transceiver 
intended for use with terminated 120n impedance lines. It 
is specifically designed to reduce noise in unbalanced 
transmission systems. The open collector drivers gener- 
ate precise trapezoidal waveforms with rise and fall times 
of 15 ns (typical), which are relatively independent of ca- 
pacitive loading conditions on the outputs. This reduces 
noise coupling to the adjacent lines without any appreci- 
able impact on the maximum data rate obtainable with 
high speed bus transceivers. In addition, the receivers use 
a low pass filter in conjunction with a high speed com- 
parator, to further enhance the noise immunity. Tightly 
controlled threshold levels on the receiver provide equal 
rejection to both negative and positive going noise pulses 
on the bus. 

The external termination is intended to be a 180n resistor 
from the bus to 5V logic supply, together with a 390fi 
resistor from the bus to ground. The bus can be terminated 
at one or both ends. A two input NOR gate is provided to 
disable all drivers in a package simultaneously. 


Features 

■ Pin to pin functional replacement for DS8641 

■ Guaranteed AC specifications on noise immunity and 
propagation delay over the specified temperature and 
supply voltage range 

■ Temperature insensitive receiver thresholds track bus 
logic level 

■ Trapezoidal bus waveforms reduce noise coupling to 
adjacent lines 

■ Precision receiver thresholds provide maximum noise 
immunity and symmetrical response to positive and 
negative going pulses 

■ Open collector driver output allows wire-OR connection 

■ High speed Schottky technology 

■ 15 fiA typical bus termination current with normal Vcc or 
withVcc = OV 

■ Glitch free power up/down protection on the driver 
output 

■ TTL compatible driver and disable inputs, and receiver 
outputs 


Block and Connection Diagram 


Oual-ln-Line Package 


Vcc BUS1 INI QUTl BUS 2 IN 2 OUT 2 DISABLE A 



BUS 3 IN 3 OUT 3 


IN 4 OUT 4 DISABLE B GND 


Order Number DS3662J or DS3662N 
See NS Package J16A or N16A 


Trapezoidal Is a trademark of National Semiconductor 
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DS3662 


Absolute Maximum Ratings (Note i) 

Supply Voltage 7V 

Input and Output Voltage 5.5V 

Storage Temperature Range - 65°C to 150°C 

Maximum Power Dissipation* at 25°C 
Cavity Package 1509 mW 

Molded Package 1476 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

Electrical Characteristics (Notes 2 and 3) 


Parameter 


DRIVER AND DISABLE INPUTS 


Logical “1” Input Voltage 


Logical “0” Input Voltage 


Logical “1" Input Current 


Logical “1” Input Current 


Logical “0” Input Current 


Input Diode Clamp Voltage 


DRIVER OUTPUT/RECEIVER INPUT 


Recommended Operating Conditions 

Min Max Units 

Supply Voltage (Vcc) 4.75 5.25 V 

Temperature Range (Ta) 0 70 °C 


* Derate cavity package 10.1 mW/'C above 25°C; derate molded package 
11.8mW/°C above 25°C. 


Conditions 

Min 

Typ 

Max 




V|n = 5.5V 


V|n = 2.4V 


V|n = 0.4V 


CLAMP = -12 mA 


Low Level Bus Voltage 

Vqis — 0-8V, V|(v| — 2V, I BUS — 100 mA 

Maximum Bus Current 

V|n = 0.8V, Vbus = 4V, Vcc = 5.25V 

Maximum Bus Current 

V|n = 0.8V,Vbus=4V,Vcc = 0V 

High Level Receiver Threshold 

V|n = 0.8V, Iol= 16 mA 

Low Level Receiver Threshold 

V|n = 0.8V, Ioh= -400mA 


V|H 


V|L 


RECEIVER OUTPUT 


Vqh 



Logical “1" Output Voltage 

V|n = 0.8V,Vbus = 0.5V,Ioh= -400mA 

Logical “0" Output Voltage 

V|N = 0.8V,VBus = 4V,loL=16mA 

Output Short Circuit Current 

Vdis = 0.8V, V,N = 0.8V, Vbus = 0.5V, 
Vos = OV, Vcc = 5.25V, (Note 4) 

Supply Current ' 

Vdis = 0V,V,n = 2V 



Switching Characteristics (Notes 2 and 3), 


Parameter 


PROPAGATION DELAYS 


Conditions 


PLHD 

Disable to Bus “1” 

Figure 1 

PHLD 

Disable to Bus “0” 

PLHB 

Driver Input to Bus “1” 

Figure 2 

PH LB 

Driver Input to Bus "0” 

PLHR 

Bus to Logical "1” Receiver Output 

Figure 3 ^ 

PHLR 

Bus to Logical "0” Receiver Output 


25 

35 

25 

35 

20 

30 

20 

30 

25 

40 

25 

40 


NOISE iMMUNITY 


1rB> IfB 

Rise and Fall Times (10% -90%) of the 
Driver Output 

Figure 2 

tnR 

Receiver Noise Rejection 
Pulse Width 

No Response at Receiver 
Output as per Figure 4 



15 

20 

ns 

20 

10 

ns 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to Imply that the 
devices should be operated at these limits. The tables of “Electrical Characteristics" and “Recommended Operating Conditions" provide conditions for 
actual device operation. 

Note 2: Unless otherwise specified m'In/max limits apply across the supply and temperature range listed in the table of “Recommended Operating Condi- 
tions”. All typical values are forTA = 25"C and Vcc = ^V. 

Note 3: All currents Into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 
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DS3662 





Typical Application 


120n Unified Data Bus 





DS3662 - The Bus Optimizer 


Application Note 259 
R.V. Balakrishnan 
April 1981 


I. Introduction 

A single ended Bus is an unbalanced Data Transmis- 
sion medium, which is timeshared by several system 
elements. Like any unbalanced system, it is highly sus- 
ceptible to common-mode noise, such as ground noise 
and crosstalk. In general, the latter determines the 
maximum physical length of the Bus that can be incorpo- 
rated with acceptable reliability. Crosstalk Is a major 
problem in high speed computer Buses which employ 
Schottky Transceivers for increased data rate capability. 
It is therefore highly desirable to minimize crosstalk 
noise in Bus circuits to allow for longer Buses and to 
provide higher system reliability. 

This article describes the operation of the DS3662 Quad 
High Speed Trapezoidal Bus Tranceiver, which has been 
specially designed to minimize crosstalk problems. The 
Driver generates precise Trapezoidal waveforms that 
reduce noise coupling to adjacent Bus channels. The 
Receiver uses a low pass filter, whose time constant is 
matched to the Driver slew rate to provide maximum 
noise rejection with acceptable signal delay character- 
istics. Precision high speed circuitry optimizes noise 
immunity without sacrificing the high data rate capability 
of Schottky Tranceivers. 

II. The Problem 

Conventional Bus Drivers are designed to provide high 
output currents for charging and discharging relatively 
large Bus capacitances quickly. These high speed tran- 
sitions are characterized by peak slew rates of up to 5 
volts/ns around the mid-region of the transition. This 
can cause considerable noise coupling to adjacent 
lines, commonly referred to as crosstalk. Crosstalk also 


includes noise induced by sources external to the Bus. 
Additional noise may be generated due to reflections at 
imperfect terminations. 

Bus Receivers are designed to respond to high speed 
transitions and to provide low propagation delays. 
Unfortunately, their fast response results in high noise 
sensitivity. The combined effect of the noise on the Bus 
and the sensitivity of the Receiver to the noise severely 
limits the Bus performance. 

III. The Solution 

The above situation can be considerably improved by 
employing noise reduction techniques in both the Driver 
and the Receiver circuits. Slew rate control can be used 
In the Driver to reduce crosstalk, and Receiver noise sen- 
sitivity can be reduced by using a low pass filter at its 
input. These techniques are commonly used in line 
transmission circuits where the associated data rates 
in general are considerably lower. However, these 
techniques do present some difficulties in high speed 
Bus circuits. Increased rise and fall times, resulting 
from slew rate control, can affect data rates unless care 
Is taken to limit the maximum rise and fall times to mini- 
mum pulse width requirements. With any appreciable 
slew rate control, the rise and fall times of the resulting 
Driver output waveform will be comparable to the pulse 
widths at maximum data rates. This condition dictates 
high fidelity of the transmitted waveform and precise 
Receiver thresholds at the middle of the Bus voltage 
swing in order to minimize pulse width distortion. 
Figure 1 illustrates the different sources of pulse width 
distortion due to the trapezoidal nature of the signal. 




DRIVER OUTPUT 
AND 

RECEIVER INPUT 


Vo/2- -- 


DRIVER OUTPUT 

,vth and 

RECEIVER INPUT 


RECEIVER OUTPUT 


RECEIVER OUTPUT 


I y V DRIVER OUTPUT 

Vo/2- 1 X vtu and 

T y TsJlIN receiver input 


DRIVER OUTPUT 
AND 

RECEIVER INPUT 


RECEIVER OUTPUT 


RECEIVER OUTPUT 


DISTORTION OUE TO OFF CENTERED 
RECEIVER THRESHOLDS (Vth) 


DISTORTION OUE TO NON SYMMETRICAL 
TRAPEZOIDAL DRIVER OUTPUT WAVEFORM 


Figure 1. Pulse Width Distortion 
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IV. The Driver 


The low pass filter in the Receiver should provide opti- 
mum noise rejection without introducing excessive 
delay in passing the signal waveform. In addition, the 
Receiver should have a symmetrical response to positive 
and negative going transitions in order to maintain a 
low levei of pulse width distortion, as well as equal 
noise rejection to positive and negative going noise 
pulses. The response of an ideal low pass filter to signal 
and noise pulses is shown in Figure 2. 

The DS3662 overcomes these and other problems by 
using high speed linear circuitry with on-chip capaci- 
tors for controlling slew rate and low pass filtering. The 
Driver is of open collector type intended for use with 
terminated 120 ohm Buses. The external termination 
consists of a 180 ohm resistor from the Bus to -t-5 volts 
logic supply with a 390 ohm resistor from the Bus to 
ground. Such a termination results in a Bus logic high 
level of 3.4 volts with Vcc at 5 volts (see Figure 2). The 
Bus can be terminated at one or both ends as shown in 
Figure 3. 


Using a Miller integrator circuit, the Driver generates a 
linearly rising and falling waveform with a constant 
slew rate of 0.2 volts/ns (typical) during the entire period 
of transition. This corresponds to typical rise and fall 
times of 15 ns. Figure 4 compares the output waveform 
of a typical Schottky Driver and the DS3662 under dif- 
ferent capacitive loads. It should be noted that even 
under heavy loading, the regular Drivers have peak slew 
rates that are considerably higher than the average. In 
contrast, the trapezoidal waveform provides con- 
siderably lower stew rate with slightly higher rise and 
fall times. Such an increase in rise and fall time has very 
little effect on data rates. In fact, the high fidelity of the 
transmitted waveform allows pulse widths as low as 
20 ns to be transmitted on the Bus, as shown in Figured. 

The block diagram of the Driver is shown in Figures 6 
and 7. When a high to low transition is applied to the 
Input, switch ‘S’ opens and node ‘A’ is pulled low by the 
current source T. This switches the amplifier output to 
a high state. The slew rate of the output transition is 
limited by the charging current through the capacitor, a 
constant value equal to I/C volts/sec. 


5V 



Figure 2. Ideal Receiver Low Pass Filter Response 
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+5V 


120 Q UNIFIED DATA BUS 


+5V 



Figure 3. Bus Termination 



(D- TYPICAL HIGH SPEED DRIVER OUTPUT UNLOADED 
(D- TYPICAL HIGH SPEED DRIVER OUTPUT LOADED 

TYPICAL OUTPUT OF CONTROLLED SLEW RATE DRIVER WHICH IS LOAD INDEPENDENT 
©tr = lf = 3 ns NOTE: THE WORD ‘LOADING’ HERE 

@tr=tf = 10ns refers TO CAPACITIVE 

(I)tr = lf = 15ns 


LOADING ONLY. 


_n 


DRIVER INPUT 


Vo 3.4V 

Vo/2 ' ‘’RIVER OUTPUT 

OV ' I 

I-* — ^ipm 

tpni~30n$ tr=tf = 15ns 
(10'/o TO 90%) 


Figure 4. Waveform Comparison 


Figure 5. Minimum Pulse Width Driver Output 


INPUT 


1 



OUTPUT 


INPUT 


J 



Figure 6. Driver 


Figure 7. Driver 
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Likewise, when a low to high transition is applied to the 
input, switch ‘S’ closes and node ‘A’ is pulled up by the 
‘21’ current source, switching the amplifier output to a 
low state. The capacitor now has an equal but opposite 
charging current which once again limits the slew rate 
to -I/C volts/sec. The inherent tracking ability of I.C. cur- 
rent sources provide equal rise and fall times resulting 
in a symmetrical output waveform. 

The on-chip capacitors are fabricated using back to back 
junction diodes. The use of junction capacitors reduces 
die area and the back to back connection allows operation 
with either polarity. The capacitor terminal, connected to 
the amplifier input, remains at V,f,=:1.6 volts during the 
output transition. This voltage, being close to the middle 
of the output swing, reduces the effect of the capacitor 
voltage sensitivity on the output waveshape. 

V. The Receiver 

The Receiver consists of a low pass filter followed by a 
high speed comparator with a typical threshold of 1.7 
volts (see Figure 6). This threshold value corresponds to 
the mid-point voltage of the 0 to 3.4 volt Bus swing. It is 
derived from a potential divider allowing the Bus logic 
levels to track with Vec variations. If the low pass filter 
capacitor is voltage insensitive, this circuit will provide 
equal propagation delay for positive and negative going 
signal transitions on the Bus. in addition, it will also 
provide equal noise rejection to a positive and negative 


going pulse (see Figure 2). However, the junction capa- 
citors, being voltage sensitive, will exhibit non- 
symmetrical response in the above circuit. This problem 
is overcome in the DS3662 Receiver by using a back to 
back junction capacitor with the ground end biased at 
1.7 volts (see Figure 9). Although the capacitor still 
varies with the voltage at node ‘A’, the variation is sym- 
metrical about 1.7 volts (the middle of the Bus swing) 
and therefore will provide an identical response to tran- 
sitions of either polarity. 

VI. Transceiver Performance 

The characteristics of the trapezoidal Transceiver are 
fully detailed in the device data sheet. Some of the more 
important specifications are discussed below. Both AC 
and DC specifications are guaranteed over a 0-70°C 
temperature range and a supply range of 4.75-5.25 
volts. 

The Driver typically has a propagation delay of 15ns with 
a maximum of 30ns. The Receiver propagation delays 
are specified at 25ns typical and 40ns maximum. The 
Driver output rise and fall times are guaranteed to be 
within 10 to 20ns with a typical of 15ns. The noise im- 
munity of the Receiver Is specified in terms of the width 
of a 2.5 volt pulse that is guaranteed to be rejected by the 
Receiver (see Figure 10). The Receiver typically rejects a 
20ns pulse going positive from ground level or going 
negative from a 3.4 volt logic 1 level. Worst case rejection 
is specified at 10ns. 




Figure 8. Receiver Figure 9. Receiver 


2.5V 

OV 






20 ns 

-- 


3.4V 

0.9V 



J 


— 

20 ns 

— 


REJECTS POSITIVE OR NEGATIVE GOING NOISE PULSES OF PULSE WIDTHS UP TO 20 ns TYPICAL. 
DETECTS AND PROPAGATES TRAPEZOIDAL SIGNAL PULSES IN 20 ns TYPICAL. 


Figure 10. Receiver Noise Immunity 
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The AC response of the DS3662 Driver and Receiver are 
depicted in Figures 11 and 12 respectiveiy. Figure 11 
shows the typicai Driver output waveform as compared 
to a standard high speed Transceiver output. Oscillo- 
grams in Figure 12 demonstrate the ability of the 
Receiver to distinguish the trapezoidal signal from the 
noise. Here the Receiver rejects a noise pulse of 19ns 
width, while accepting a narrower signal pulse ( = 16ns) 
of the same amplitude (The signal is triangular since the 
pulse width is smaller than the rise and fall time of the 
Trapezoidal Driver output). 

The performance of the Transceiver under actual ope- 
rating condition is demonstrated in Figures 13 through 
15. Oscillograms in Figure 13 clearly show the capa- 
bility of the DS3662 in real life situations. Here it is com- 
pared with the DS8834 under identical conditions. The 
Transceivers drive a minicomputer Bus (flat ribbon 
cable) 100 feet long, terminated at the far end with taps 
at various lengths for connecting to the Receiver input. 
The cable is randomly folded to generate crosstalk 
between the various parts. In addition a noise pulse is 
induced on the signal line by driving an adjacent line 
with a pulse generator. This corresponds to the second 
dominant pulse in the Bus waveforms at approximately 
600ns from the main signal pulse. As can be seen, the 
DS8834 with fast rise and fall times on the Driver output 
generates more crosstalk and its Receiver easily 
responds to this crosstalk and to the externally induced 
noise (even though it has hysteresis!), limiting the use- 


ful Bus length to less than 10 feet. In contrast, the 
DS3662’s Driver generates much less crosstalk and its 
Receiver is immune to the induced noise even when the 
noise amplitude exceeds the signal amplitude as seen 
in the oscillogram at 50 feet. When the same experi- 
ment was repeated with the DS8641, it responded to the 
noise even at 10 feet as shown in Figure 14. 

Figure 15 shows the plots of maximum data rate versus 
line length for the three Transceivers discussed above 
under two different conditions. The graph in Figure 15a 
is obtained with no consideration to the pulse width dis- 
tortion whereas the one in Figure 15b is obtained for a 
maximum allowable pulse width distortion of ±10%. A 
square waveform is used so that the pulse width dis- 
tortion criteria will apply to both positive and negative 
going pulses. These graphs clearly show that the 
DS3662 can be used at considerably higher data rates 
with lower distortion for longer distances than the other 
two Transceivers {Figure 15b) although the others have 
a slightly higher data rate capability at short distances 
with high timing distortion (Figure 15a). 

VII. Conclusion 

The DS3662, with its combination of a trapezoidal Driver 
and a noise rejecting Receiver utilizing on chip capaci- 
tors, represents a significant improvement in high speed 
Bus circuits and a solution to Bus noise problems com- 
monly encountered In Mini and Microcomputer systems. 




— ^TIME 10NS/D1V 

TYPICAL HIGH SPEED BUS DRIVER 
OUTPUT WAVEFORM 


— ^TIME 10NS/D1V 

DS3662 - TRAPEZOIDAL DRIVER 
OUTPUT WAVEFORM 


Figure 11. 



NOISE INPUT — ^ TIME 10NS/D1V SIGNAL INPUT 


Figure 12. DS3662 Receiver Response 
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ABSOLUTE MAXIMUM DATA RATE (x106 BAUD) 



RECEIVER 

INPUT 


RECEIVER 

OUTPUT 
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LINE LENGTH (FT.) 
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Figure 15. Data Rate vs. Line Length 
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Reducing Noise on 
Microcomputer Buses 


Abstract: This paper focuses on the noise components 
that have a significant impact on the performance of a 
high speed microcomputer bus. An overview of their 
nature is foiiowed by ways to minimize their contribution 
bysuitabie design of the PC board backpiane, the termina- 
tion network and the bus transceiver. The DS3662 trape- 
zoidai bus transceiver, which is specificaiiy designed to 
minimize such noise on high speed buses, is presented 
aiong with its performance data. And to conciude, some 
possibie new transceiver designs for further improvement 
of the bus performance are expiored. 

iNTRODUCTiON 

As the microcomputer bus bandwidth is extended to 
handle ever increasing clock rates, the noise susceptibil- 
ity of a single-ended bus poses a serious threat to the 
overall system integrity. Thus, it is mandatory that the 
various noise contributions be taken into account in the 
design of the bus transceiver, the PC board backplane and 
the bus terminations to avoid intermittent or total failure 
of the system. 

Although noise such as crosstalk and reflections are inev- 
itable in any practical bus configuration, their impact on 
the system can be determined and minimized by careful 
design of all three components mentioned above. The 
combined contribution of the noise under worst-case con- 
ditions should be within the noise margin for reliable bus 
operation. 

The design of the transceiver plays a significant role in 
minimizing crosstalk and reflection. The bus can be opti- 
mized for minimum noise at a given bandwidth by using a 
trapezoidal driver having suitable rise and fall times along 
with a matched low pass filtered receiver which provides a 
symmetrical noise margin. The DS3662 is one such trans- 
ceiver, the first member in the family of trapezoidal bus 
transceivers available from National Semiconductor 
Corporation. This device represents a significant improve- 
ment in high speed bus circuit design and provides a solu- 
tion to commonly encountered bus noise problems. 


THE MICROCOMPUTER BUS 

A typical microcomputer bus usually consists of a printed 
circuit board backplane with signal and ground traces on 
one side and a ground plane on the other. The length 
ranges from a few inches to several feet with as many as 
32 closely spaced (0.6" typical) card edge connectors. 
Each signal line interacts with the ground plane to form a 
transmission line with characteristic impedance ‘Z’ in the 
range of 900-1 200 typical. It is desirable to have as large a 
‘Z’ as possible in order to reduce the drive requirement of 
the bus driver and to reduce the power dissipated at the 
terminations. But much larger values of ‘Z’ translate to 
significantly larger physical dimensions and therefore are 
not very practical. 
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The bus appears like a transmission line to any signal hav- 
ing a transition time ‘t/ less than the round trip delay ‘2Ti_’ 
of the bus. The bus delay Tl’ is given by: 

Tl= L ^/LTci■ (1) 

where L = length of the bus 

LI = distributed inductance per unit length 
Cl = distributed capacitance per unit length 

For a typical unloaded lOOn microstrip line. Cl = 20 pF/ft 
and LI =0.2 ;:H/ft. Therefore, Ti_ = 2.0 ns/ft. This cor- 
responds to approximately half the speed of light. 
However, the capacitive loading at each connector on the 
backplane increases the delay time significantly. The 
loaded delay time ‘Tll’ is given by: 

TLL=TLVl-f.(CL/C1) (2) 

where Cl = distributed load capacitance/unit length 

Given a 10 pF loading at each connector (connector -h 
transceiver capacitance) and a 0.6" spacing between con- 
nectors, Cl = 200 pF/ft and Tll = 6.6 ns/ft. So even a 6" 
long bus has a 2 Tll = 6.6 ns, which is higher than the tran- 
sition time (tr) of many high speed bus drivers. When in 
doubt, it is always better to use the transmission line ap- 
proach than the lumped circuit approach as the latter Is an 
approximation of the former. Also, the transmission line 
analysis gives more pessimistic (worst-case) values of 
crosstalk and reflection and is, hence, safer. 

CROSSTALK REDUCTION 

The crosstalk is due to the distributed capacitive coupling 
Cc and the distributed inductive coupling Lq between two 
lines. When crosstalk is measured on an undriven sense 
line next to a driven line (both terminated at their 
characteristic impedances), the near end crosstalk and 
the far end crosstalk have quite distinct features, as 
shown in Figure 1. Their respective peak amplitudes are; 

VNE = KNE(2TL)(V,/t,) fortr>2TL (3) 

Vne=Kne(V|) . fortr<2TL (4) 

VFE=KFE(L)(V,/t,) (5) 

where V| = signal swing on the drive line. 

The coupling constants are given by the expressions: 
L(CcZ-t-Lc/Z) 

I'NE = ;z W 

4Tl 

Kfe= ns/ft (7) 

The near end component reduces to zero at the far end and 
vice versa. At any point in between, the crosstalk is a frac- 
tional sum of near and far end crosstalk waveforms shown. 

It should be noted from expressions 6 and 7 that the far 
end crosstalk can have either polarity whereas the near 
end crosstalk always has the same polarity as the signal 
causing it. In microstrip backplanes the far end crosstalk 
pulse is usually the opposite polarity of the original signal. 
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Although the real world bus is far from the ideal situation 
depicted in Figure 1, several useful obsen/ations that 
apply to a general case can be made; 

1. The crosstalk always scales with the signal amplitude. 

2. Absolute crosstalk amplitude is proportional to slew 
rateV|/tr, not just 1/tr- 

3. Far end crosstalk width is aiways t^. 

4. For tr<2Tu, the near end crosstaik ampiitude V^e ex- 
pressed as a fraction of signal amplitude V| is a function 
of physical layout only. 

5. The higher the value of 1/ the lower the percentage of 
crosstalk (relative to signai amplitude). 

The corresponding design impiications are: 

1 . The noise margin expressed as a percentage of the sig- 
nal swing is what’s important, not the absoiute noise 
margin. Therefore, to improve noise immunity, the percent- 
age noise margin has to be maximized. This is achieved by 
reducing the receiver threshold uncertainty region and by 
centering the threshold between the high and low levels. 


2. Smaller signal amplitude with the same transition time 
reduces bus drive requirements without reducing noise 
immunity. 

3. Far end crosstalk Is eliminated if the receiver is de- 
signed to reject puises having puise widths iess than or 
equal to tf. 

4. When tr<2TL, the near end crosstalk immunity for a 
given percentage noise margin has to be built into the 
backplane PC layout. Since (V|sie/V|) = Kne for this case, 
KfjE should be kept lower than the available worst-case 
noise margin. Kme may be reduced by either increasing the 
spacing between lines or by introducing a ground line in 
between. The ground line, in addition to increasing the 
spacing between the signal lines, forces the electric field 
lines to converge on it, significantly reducing crosstalk. 

5. For minimum crosstalk the rise and fall times of the 
signal waveform should be as large as possible consis- 
tent with the minimum pulse width requirements of the 
bus. A driver that automatically limits the slew rate of the 
transition can go a long way in reducing crosstalk. 




TUF/528V1 

FIGURE 1. Crosstalk Under Ideal Conditions 
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CROSSTALK MEASUREMENT 

When multiple lineson either sideof the sense lines switch 
simultaneously the crosstalk is considerably larger, 
typically 3.5 times the single line switching case for 
microstrip backplanes. Also, the location of the drivers on 
the driven lines and the receiver on the sense line for 
worst-case crosstalk differs for the near end and far end 
cases as shown in Figures 2 and 3 for a uniformly loaded 
bus. But if the far end crosstalk is not of the opposite 
polarity, then the combined effect of far end and near end 
crosstalk could have a larger amplitude and pulse width at 
a point near the middle of the sense line in Figure 2. So in a 
generai case, or in the case of a non-uniformly loaded bus, 
it is advisable to check the sense line at several locations 
aiong the length of the bus to determine the worst-case 
crosstalk. The measurement should be made for both the 
positive and the negative transition of the drive signai. 


THE TERMINATION 

A properiy terminated transmission line has no reflec- 
tions. But a practicai microcomputer bus is neither a 
perfect transmission line nor is it properly terminated 
under aii conditions. The capacitive ioading at discrete 
locations, such as a used card siot, act as sources of 
reflection. However, in the iimiting case when the bus is 
uniformly populated with a iarge number of modules, the 
bus behaves like a iower impedance transmission iine. 
The loaded impedance 'Z^ of the bus is given by the 
expression: 

Zl= ^ (8) 

VTTc[/ci 

where Z = unioaded line impedance 
Unfortunately, uniform loading of the bus is not guaran- 
teed at aii times and even if it were (by dummy loading of 


BUS 



FIGURE 2. Worst-Case Far End Crosstalk Measurement 



Note: All lines terminated at both ends (not shown) , 


FIGURE 3. Worst-Case Near End Crosstalk Measurement 
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the unused slots) Z[_ is usually too low for proper termina- 
tion of the bus. For example, a 10 pF per module loading of 
the 1000 microstrip bus at 0.6" spacing results in aZL = 300. 
One such termination at each end will require a 200 mA 
drive capacity on the bus driver for a nominal 3V swing. 
Such large drive currents and low value terminations in- 
crease the power dissipation of the system significantly in 
addition to causing other probiems such as increased 
ground drop, inductive drops in traces due to large current 
being switched, etc. As a compromise the bus is usually 
terminated at an impedance higher than Zl but less than 
or equal to Z. Consequently, there is always some amount 
of reflection present. For a perfect transmission line the 
reflection coefficient T’ is given by the well known 
expression: 


r = 


Z-Rt 

Z-t-R, 


( 9 ) 


whereZ = impedanceof thebus 
Rt = termination resistance 

The net effect, in the general case of a nonuniformly loaded 
bus, is that it may take several round trip bus delays after a 
bus driver output transition, before the quiescent voltage 
level is established. However, this delay is avoided by 
using a bus driver that has sufficient drive to generate a 
large enough voltage step during the first transition to 
cross well beyond the receiver threshold region under the 
worst-case load conditions. 


F/gure 4 illustrates the driver output waveform under such 
a condition. Here the fully loaded bus (with ZL = 30n), of 
the previous example, is driven by the DS3662 bus trans- 
ceiver at the mid point. The driver is actually driving two 
transmission lines of Zi_ = 30n in either direction from the 
middle and hence the initial step is given by: 



where Is = Standing current on the bus due to each 
termination 


For the DS3662, the termination can be designed for 
21s = 100 mA and therefore: 

VI =(30/2)100 = 1.5V 


This value of the initial swing is large enough to cross the 
narrow threshold region of the receiver as shown and 
therefore no waiting period is required for the reflections 
to build up the output high level. On the negative transition 
the problem is less critical due to the much higher sink 
capability of the DS3662 during pull down. 

Reflections can also be caused by resistive loading of the 
bus by the DC input current of the receiver. The resulting 
reflection coefficient (r) is given by the expression: 

r=-i/2(la) ,„) 

Where Ir = receiver input current 


Having a receiver with a high input impedance not only 
makes this component of reflection insignificant but also 
reduces the DC load on the driver, allowing the use of 
lower value termination resistors. This is particularly true 
when a large number of modules are connected to the bus. 

The design implications of the above discussion may be 
summarized as follows: 



1. If the driver has adequate drive to produce the 
necessary voltage swing under the worst-case loading 
(Zl/ 2), reflections do not restrict the bus performance. 
This translates to a 1(K)mA minimum drive requirement for 
atypical microstrip bus. 


2. If the drive is insufficient, time should be allowed for 
the reflections to build up the voltage level before the data 
is sampled. 


3. For signals such as clock, strobe, etc., wherein the 
edge is used for triggering events, it is mandatory that the 
driver meet the above drive requirements if delayed or 
multiple triggering is to be avoided. 


4. An ideal TTL bus transceiver should have at least a 
100 mA drive, a high input impedance receiver with a nar- 
row threshold uncertainty region. 


2.2V 

1.9V 

1.5V 


Vol = 0.7V 



'♦2TlMAX* 



1 ^ 


7777777777777777 / 



V 

|l 


THRESHOLD 

RANGE 


V| = 100 mAx 150= 1.5V 


TL/F/5281-4 


FIGURE 4. Worst-Case DS3662 Output Transition for Z|, = 15Qand Rx = 50O 
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THE DS3662 TRANSCEIVER 

The DS3662 quad trapezoidal bus transceiver has been 
designed specifically to minimize the noise problems 
discussed previously. The driver generates precise trape- 
zoidal waveforms that reduce crosstalk and the receiver 
uses a low pass filter to reject noise pulses having pulse 
widths up to the maximum driver output transition times. 
Precision output circuitry optimizes noise immunity with- 
out sacrificing the high data rate capability of Schottky 
transceivers. 

Figure 5 shows the recommended configuration for 
microcomputer buses. The use of a 3.4V source with a 
single termination resistor at each end reduces the 
average power dissipation of the bus. However, a two 
resistor termination connected between the line and the 
power rails, having the same Thevenin’s equivalent, can 
be substituted for lower cost. 


Using a Miller integrator circuit, the driver generates a 
linearly rising and falling waveform with a constant slew 
rate of 0.2 V/ns (Figure 7). This corresponds to a nominal 
transition time of 15 ns. Figure 6 compares the output 
waveform of a typical high speed driver to that of DS3662 
under different load conditions. It should be noted that 
even under heavy loading, the regular drivers have peak 
slew rates that are much higher than the average. On the 
other hand, the trapezoidal waveform has a much lower 
slew rate with only a slight increase in the transition time. 
Such an increase in the transition time has little or no ef- 
fect on the data rates. In fact, the high fidelity of the 
DS3662 driver output waveform allows pulse widths as 
low as 20 ns to be transmitted on the bus. 



Rj = son to 90n 


FIGURE 5. Recommended Bus Termination for Heavily 
Loaded Microstrip Backplanes 



Nolo 1: Typical high speed driver output unloaded; tf = tf = 3 ns 
Note 2: Typical high speed driver output loaded; tf = tf= 10 ns 

Note 3: Typical output of controlled slew rate driver which is ioad independent; tr = tf= 15 ns 

FIGURE 6. Waveform Comparison 


1 - 
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- Vih = 2VbE 


SLEW RATE = I/C 


FIGURE 7. DS3662 Driver 
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The receiver consists of a low pass filter followed by a 
high speed comparator, with a typical threshold of 1.7V 
(Figure 8). The noise immunity of the receiver is specified 
in terms of the width of a 2.5V pulse that is guaranteed to 
be rejected by the receiver (F/gi/re 9). The receiver typically 
rejects a 20 ns pulse going positive from the ground level 
or going negative from the 3.4V logic 1 level. The receiver 
threshold lies within a specified 400 mV region over the 
supply and temperature range and is centered between 
the low and high ievels of the bus for a symmetrical noise 
margin. 


Other features of the device include a 100/iA maximum DC 
bus loading specification under power ON or OFF condi- 
tion and a glitch-free power up/down protection on the bus 
output. 

Figure 10 shows the typical driver output waveform as 
compared to a standard high speed transceiver output. 
Oscillograms in Figure 11 demonstrate the ability of the 
receiver to distinguish the trapezoidal signal from noise. 
Here the receiver rejects a noise pulse of 19 ns width, 
while accepting a narrower signal pulse (16 ns) of the 
same peak amplitude (the signal is triangular because of 
the pulse width which is smalier than the transition time). 



FIGURE 8. OS3662 Receiver 







— 

20 ns 

^ “•sv 

20 ns 

— 


TL/F/5281 9 



Rejects positive or negative going noise pulses of pulse widths up 
to 20 ns typical. Detects and propagates trapezoidal signal pulses 
in 20 ns typical. 

FIGURE 9. Receiver Noise Immunity 


Typical High Speed Bus Driver DS3662— Trapezoidal Driver 



-TIMEIOns/DIV 

TUF/5281-10 


FIGURE 10. Output Waveforms 



NOISE INPUT — ►TIMEIOns/DIV SIGNAL INPUT 


TUF/5281-11 


FIGURE 11. DS3662 Receiver Response 
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The performance of the transceiver under actual operat- 
ing conditions is demonstrated in Figure 12. The 
oscillograms clearly shov\/ the capability of the DS3662 in 
real life situations. Here it is compared with the DS8834 
under identical conditions. The transceivers drive a mini- 
computer bus (flat ribbon cable) 100 feet long, terminated 
at the far end with taps at various lengths for connecting 
to the receiver input. The cable is randomly folded to 
generate crosstalk between the various parts. In addition, 
a noise pulse induced on the signal line by driving an adja- 


cent line with a pulse generator. As can be seen, the 
DS8834 device with fast rise and fall times on the driver 
output generates more crosstalk and its receiver easily 
responds to this crosstalk and to the externally induced 
noise (even though it has hysteresis!), limiting the useful 
length of the bus to less than 10 feet. In contrast, the 
DS3662’s driver generates much less crosstalk and its 
receiver is immune to the induced noise even when the 
noise amplitude exceeds the signal amplitude as seen on 
the oscillogram at 50 feet. 


DS8834 (400 mV Hysteresis) 


DS3662 (No Hysteresis) 




DRIVER 

INPUT 


0 FEET 


DRIVER 

DUTPUT 





- TIME 100NS/DIV 


TUF/5281-12 


FIGURE 12. DS3662 vs Typical Schottky Transceiver— Real World Performance 
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WHAT NEXT? 


CONCLUSION 


Since crosstalk scales with the signal amplitude, reduc- 
ing the signal swing has no effect on the noise immunity 
as long as the percentage noise margin remains the same. 
On the other hand, there are several advantages in having 
a lower signal swing. It reduces the drive current require- 
ment of the driver thus reducing its output capacitance. 
Lower capacitive loading on the bus decreases its impe- 
dance reducing the drive requirement even further. Having 
a lower current drive not only reduces the power dissi- 
pated at the terminations but also allows better matching 
of the termination due to the increased line impedance. In 
the ideal limiting case the driver has negligible loading ef- 
fect on the bus and thus allows perfect termination under 
all load conditions. 

In practice however, there are some obvious limitations. 
The receiver threshoids have to be maintained within 
tighter limits at lower signal swings to maintain the same 
percentage noise margin. Also, the capacitive loading is 
difficult to reduce beyond a certain point, due to the 
diminishing return in the way of lower current rating, as 
the loaded bus impedance approaches the unloaded im- 
pedance. However, the capacitance of an open collector 
driver output can be reduced significantly by using a 
Schottky diode as shown in Figure 13. The diode isolates 
the driver capacitance when the output is disabled. Using 
reduced signal swings and precise receiver thresholds, 
such a transceiver can provide significant improvements 
in microcomputer bus performance. 


A well designed bus transceiver goes a long way in improv- 
ing the noise immunity of a single-ended TTL bus. Further 
improvements in bus performance may come from the use 
of reduced voltage swings and better transceiver designs 
for lower bus loading and tighter receiver threshold limits. 
Although such approaches may not be TTL compatible,- 
the improvement in performance gained may indeed jus- 
tify a new standard for bus transceivers. 
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FIGURE 13. High Speed Bus Transceiver with Low Output 
Loading for Microcomputer Backplanes 
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DS3666 


Bus Transceivers 


DS3666 IEEE-488 GPIB Transceiver 


General Description 


The DS3666 is a high-speed-Schottky 8-channel bi- 
directional transceiver designed to interface TTL/MOS 
logic to the IEEE Standard 488-1978 General Purpose Inter- 
face Bus. PNP inputs are used at all driver inputs for 
minimum loading, and hysteresis is provided at all 
receiver inputs for added noise margin. The IEEE-488 
required bus termination is provided internally with an ac- 
tive turn-off feature which disconnects the termination 
from the bus when Vcc is removed. A power up/down pro- 
tection circuit is included at all bus outputs to provide 
glitch-free operation during Vcc power up or down. 
Implementing the IEEE-488 bus interface is accomplished 
by connecting two DS3666 devices together using the ex- 
pansion control inputs provided. Each device is assigned 
to 4 data channels and 4 management signal channels to 
achieve the 16-line format. 


Features 

■ 8-channel bi-directional non-inverting transceivers 

■ Bi-directional control implemented with TRI-STATE® 
output design 

■ Meets IEEE Standard 488-1978 

■ High speed Schottky design 

■ Low power consumption 

■ High impedance PNP inputs (drivers) 

■ 500 mV (typ) input hysteresis (receivers) 

■ On-chip bus terminators 

■ No bus loading when Vcc is removed 

■ Power up/down protection (glitch-free) 

■ Mode control implements 2-device expansion for com- 
plete IEEE-488 interface configuration 

■ Accommodates multi-controller systems 


Connection Diagram 


Dual-ln-Line Package 


BUS < DATA C 



Order Number DS3666N 
See NS Package N24C 


TRI-STATE® is a registered trademark of National Semiconductor Corp. 
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Logic Diagram 


TERMINAL 


REN/IFC 


NRFD/NDAC 


SRO/DAV 


EOl/ATN 


ATN/EOI 



REN/IFC 


NRFD/NDAC 


EDI/ATN 


Notel: 


Note 2: 




Denotes driver 


Denotes receiver 


Note 3: Symboi "DC” specifies open col- 
lector output 

Note 4: Driver and' receiver outputs that 
are not specified “OC” are totem-pole 
configurations 

Note 5: The data and SRQ/DAV driver out- 
puts can have theiractive pull-ups disabled 
by switching the appropriate inputs EOl/ATN, 
Mode, and ATN/EOI. This mode configures 
the outputs as open collector. 
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Device Truth Tables 

TRANSCEIVER DIRECTION 


Control Input Level 

Transceiver Signal Direction 

Mode 

SC 

TE 

DC 

ATN/EOI 

REN/IFC 

NRFD/NDAC 

SRQ/DAV 

MMSSm 
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X 
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■ T 
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X 
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T 
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OUTPUT CONFIGURATION 


1 Control Input Level { 

1 Transceiver Bus Output Configuration | 

Mode 

ATN/EOI 

EOl/ATN* 

Data 

SRQ/DAV 

X 

H 

H 

Totem-Pole 


X 

H 

L 

Totem-Pole 


X 

L 

H 

Totem-Pole 


X 

L 

L 

Open Collector 


H 

X 

X 


Totem-Pole 

L 

X 

X 


Open Collector 


H = High level Input 
L= Low level input 
X = Don't care 

T = Transmit, i.e., signal outputted to bus 
R = Receive, i.e., signal outputted to terminal 
*The EOl/ATN transceiver signal level is sensed for Internal logic control of bus port data 
output configuration 


Functional Description 

The DS3666 is an 8-channel bi-directional transceiver with 
internal logic specifically configured to implement the 
IEEE-488 bus interface. Expansion logic is included so 
that two DS3666 devices may be interconnected to form 
the complete 16-line interface. This approach is equivalent 
to pairing the DS75160A and the DS75162A devices to im- 
plement the 16-line bus. The port connections to the bus 
lines have internal terminators, in accordance with the 
IEEE-488 Standard, that are deactivated when the device 
is powered down. This feature guarantees no bus loading 
when Vcc = 0V. The bus port data outputs have a control 
mode that either enables or disables the active upper 
stage of the totem-pole configuration. When the upper 
stage is disabled, the data outputs operate as open collec- 
tor outputs, which are necessary for parallel polling. In 
compliance with the system organization of the manage- 
ment signal lines, the NRFD/NDAC bus port output is a 
fixed open collector configuration. Also, the SRQ/DAV bus 
port output is configured so that the SRQ output is open 
collector in the expanded implementation of the device. 
Transceiver direction control is divided into three groups. 
The NRFD/NDAC and data lines are controlled by the TE 
input. The REN/IFC line is controlled by the SC input. And 


the EOl/ATN and SRQ/DAV lines are controlled by the TE or 
DC input, depending on the expansion mode. A special 
case is the direction of the designated EOl line, which is a 
function of both the TE and DC inputs, as well as the logic 
level present on the ATN line. 


TABLE OF SIGNAL LINE ABBREVIATIONS 


Signal Line 
Classification 

Mnemonic 

Definition 

Control 

Signals 

DC 

Direction Control 

TE 

Talk Enable 

SC 

System Controller 

Data 
I/O Ports 

msm 

Bl-directlonal Data 
Transceivers 

Management 

Signals 

ATN 

Attention 

DAV 

Data Valid 

EOl 

End or Identify 

IFC 

Interface Clear 

NDAC 

Not Data Accepted 

NRFD 

Not Ready for Data 

REN 

Remote Enable 

SRQ 

Service Request 
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IEEE‘488 Interface Configuration Truth Tables {see Configuration Diagram) 


MANAGEMENT SIGNALS 


DATA SIGNALS 


Control Input Level 



Transceiver Signal Direction 
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Level 

Data Transceivers 

Esa 

■gill 

mm 


Bus Port Configuration 

n 

B 

L 

R 

Input 

D 

B 

H 

T 

Totem-Pole Output 

D 

B 

H 


Totem-Pole Output 

II 

B 

H 


Totem-Pole Output 

B 

B 

H 

■■ 

Open Collector Output 


H = High level input 
L= Low level input 
X = Don’t care 

T = Transmit, I.e., signal outputted to bus 
R = Receive, i.e., signal outputted to terminal 

The ATN signal level is sensed for internal multiplex control of EOl transmission direction logic 


IEEE-488 Interface Configuration 
impiementation Using the DS3666 


Terminai Interface 
Block Diagram 


IFC- 
NDAC • 
DATA (B1) • 
DATA (B2) ■ 
DATA (B3) • 
DATA (B4) • 

ATN ■ 
DAV- 


REN- 
NRFD- 
DATA (B5) ■ 
DATA (B6) ■ 
DATA (B7) ■ 
DATA (B8) - 

EOl - 
SRQ- 


24 

Vcc 

^Zi(N0T 

22 USED) 


21 


IBB 

B 

mm 

IBB 

B 

■H 

EBB 

B 

■■■ 


F^Vcc 
lifNOT 
22 USED) 


' IFC 
' NDAC 
' DATA (Dl) 
- DATA (D2) 
' DATA (03) 
‘ DATA (D4) 

-ATN 
' DAV 


- REN 

' NRFD 
' DATA (D5) 
' DATA (06) 

■ DATA (07) 

■ DATA (08) 

- EOl 

' SRQ 



TE SC 
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Operating Conditions 


Absolute Maximum Ratings (Note i> 


Supply Voltage, Vcc 

7.0V 

Vcc, Supply Voltage 

Min 

4.75 

Max 

5.25 

Units 

V 

Input Voltage 

5.5V 

Ta, Ambient Temperature 

0 

70 

°C 

StorageTemperature Range 

-65°Cto150“C 

loL, Output Low Current: Bus 


48 

mA 

Maximum Power Dissipation* at 25°C 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 

Derate molded package 1 6.0 mW/°C above 25”C. 

2005 mW 
300°C 

Terminal 


16 

mA 


Electrical Characteristics (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

High-Level Input Voltage 


2 



V 

V|L 

Low-Level Input Voltage 




0.8 

V 

V|K 

Input Clamp Voltage 

li= -18 mA 


-0.8 

-1.5 

V 

Vrys 

Input Hysteresis 

Bus 


400 

500 


mV 

Vqh 

High-Level 
Output Voltage 

Terminal 

Iqh = -800 (lA 

2.7 

3.5 


V 

Bus (Note 5) 

loH= -5.2 mA 

2.5 

3.4 


Vql 

Low-Level 
Output Voltage 

Terminal 

loL = 16mA 


0.3 

0.5 

V 

Bus 

Iol = 48 mA 


0.4 

0.5 

l|M 

High-Level 
Input Current 

Terminal 

and 

Control 

Inputs 

V| = 5.5V 


0.2 

100 

fiA 

V| = 2.7V 


0.1 

20 

l|L 

Low-Level 
Input Current 

V| = 0.5V 


-10 

-100 

/lA 

Vbias 

Terminator Bias 
Voltage at Bus Port 

Bus 

Driver 

Disabled 

l|(bus) = 0(No Load) 

2.5 

3.0 

3.7 

V 

1 

Terminator 
Bus Loading 
Current 

Driver 

Disabled 

EWWtif 

-1.3 



mA 

V|(bus)=0.4V to 2.5V 

0 


-3.2 

V|(bus) = 2.5V to 3.7V 



fm 

V|(bus) = 3.7Vto5V , 

0 


2.5 

V|(bus)=5V to 5.5V 

0.7 


2.5 

Vcc = 0, V|,bus) = 0V to 2.5V 



40 

^A 

B 

Short-Circuit 
Output Current 

Terminal 

V| = 2V, Vo = 0V (Note 4) 

-15 

-35 

-75 

mA 

Bus (Note 5) 

-35 

-75 

-150 

•cc 

Supply Current 


V| = 0.8V, SC = 2.0V, TE = 2.0V, 
DC = 2.0V, Mode = 2.0V, 
ATN/EOI = 2.0V 


90 

135 

mA 

C|N 

Bus-Port 

Capacitance 

Bus 

Vcc = 5Vor OV, V| = 0V to 2V, 
f=1MHz 


20 

30 

PF 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to Imply that the 
device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the O'C to + 70'C temperature range and the 4.75V to 5.25V power supply range. All typical 
values are for Ta = 25'C and Vcc = 5 0V. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, unless 
otherwise specified. All values shown as max or min are so classified on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: This characteristic does not apply to the NRFD/NDAC bus output since it Is open collector. 
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Switching Characteristics Vcc = s.ov ± 5%, Ta = o“c to 70 'c (Note i> 



Parameter 

From 

To 

Conditions 

Min 

Typ 

Max 

Units 

tpLH 

Propagation Delay Time, 
Low to High Levei Output 

Terminal 

Bus 

Vl = 2.3V 
Rl = 38.3(2 
Cl = 30pF 
Figure 1 


10 

20 

ns 

tpHL 

Propagation DeiayTime, 
High to Low Levei Output 


14 

20 

tpLH 

Propagation DeiayTime, 
Low to High Level Output 

Bus 

Terminal 

Vl = 5.0V 
Rl = 240(2 
Cl = 30pF 
Figure 2 


14 

20 

ns 

tpHL 

Propagation DeiayTime, 
High to Low Level Output 


10 

20 

B 

Output Enable Time 
to High Level 

Control 
Inputs 
(Note 2) 
(Note 3) 

Bus 

V| = 3.0V 
Vl = 0V 
Rl = 480(2 
Cl = 15pF 
Figure 1 


23 

40 

ns 

tpHZ 

Output Disable Time 
from High Level 


15 

27 

tpZL 

Output Enable Time 
to Low Level 

V, = 0V 
Vl = 2.3V 
Rl = 38.3(2 
Cl = 15pF 
Figure 1 


28 

48 

ns 

tpLZ 

Output Disable Time 
from Low Level 


17 

35 

tpZH 

Output Enable Time 
to High Level 

Control 
Inputs 
(Note 2) 
(Note 3) 

Terminal 

V| = 3.0V 
Vl = 0V 
RL = 3k(2 
Cl = 15pF 
Figure 1 


18 

45 

ns 

B 

Output Disable Time 
from High Level 


22 

33 

tpZL 

Output Enable Time 
to Low Level 

V| = 0V 
Vl = 5V 
Rl = 280(2 
Cl = 15pF 
Figure 1 


28 

56 

ns 

B 

Output Disable Time 
from Low Level 


20 

35 

tpZH 

Output Pull-Up Enable 
Time 

ATN/EOI 
Input 
(Note 2) 

Bus 

Data 

Outputs 

V, = 3V 
Vl = 0V 
Rl = 480(2 
Cl = 15pF 
Figure 1 


10 

20 

ns 

tpHZ 

Output Pull-Up Disable 
Time 


10 

20 


Note 1: Typical values are for Vcc = 5.0V Ta = 25’C and are meant for reference only. 

Note 2: Refer to functional truth table for control input definition. 

Note 3: Test configuration should be connected to only one transceiver at a time due to the high current stress caused by the V| voltage source when the 
output connected to that input becomes active. 


Switching Load Configurations 


Vl 



Vc logic high = 3.0V 
Vc logic low = 0V 

* Cl includes jig and probe capacitance 


Vl 



*Cl includes jig and probe capacitance 


FIGURE 1 


FIGURE 2 
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DS3666 


Switching Waveforms 


Transmit Propagation Delays 



Terminal Enable/Disable Times 



Performance Characteristics 



- 2-10 1 2 3 4 ' 5 6 

Vi- BUS VOLTAGE (V) 

TUF/5244-11 


Refer to Electrical Characteristics Table 
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IEEE-488 Specification Summary 

Logic Nomenclature. When referring to the IEEE-488 
specification publication, the following logic conventions 
are used: 

1) A “true” condition corresponds to a logic low signal 
level. 

2) A “false” condition corresponds to a logic high signal 
level. 

Bus Specification. The IEEE-488 bus is comprised of 16 
signal lines intended for digital data exchange at a maxi- 
mum rate of 1 Mbaud and for a maximum transmission 
path length of 20 meters. 

Terminal Devices. The IEEE-488 bus will support a maxi- 
mum of 15 interconnected devices. These devices may be 
configured in four different modes of operation: 

1) Talk only (e.g., counter) 

2) Listen only (e.g., printer) 

3) Listen and talk (e.g., multimeter) 

4) Listen, talk, and control (e.g., calculator) 

Data Bus. The data bus has 8 signal lines, denoted 010^ 
through DIOa. These lines carry data and interface 
messages in a bi-directional asynchronous, bit parallel, 
byte serial form. 

Data Byte Transfer Control Bus. These 3 signal lines are 
used to control the transfer of data bytes across the data 
bus lines. 

1) NRFD (Not Ready for Data). This signal originates from 
a listen device and indicates to a talker that a listen 
device is not ready to accept data. 


2) DAV (Data Valid). This signal originates from a talker 
device and indicates to a listen device that data present 
on the data bus is valid. 

3) NDAC (Not Data Accepted). This signal originates from 
a listen device and indicates to a talker device that data 
on the data bus has not been accepted. 

General Interface Management Bus. These 5 signal lines 

provide general management of all bus operations. 

1) ATN (Attention). This signal originates from a controller 
device and indicates to other devices on the bus how 
the data bus information is to be interpreted. 

2) IFC (Interface Clear). This signal originates from a con- 
troller device and causes all interface logic to be set to 
a known state. 

3) REN (Remote Enable). This signal originates from a 
controller device and is used in conjunction with other 
messages to tell a remote device which of two sources 
of information is to be used. The source is designated 
as being remote or local. 

4) SRQ (Service Request). This signal is generated by a 
remote device to indicate to the controller device a 
need for attention. 

5) EOl (End or Identify). This signal is generated by a talker 
device to indicate the end of a multibyte transfer. This 
signal may also originate from a controller, in conjunc- 
tion with ATN to execute a polling sequence. 
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Bus Transceivers 


Semiconductor 


DS3667 TRI-STATE® Bidirectional Transceiver 


General Description 


The DS3667 is a high speed Schottky 8-channei bidirec- 
tionai transceiver designed for digital information and 
communication systems. Pin selectable totem-pole/open 
collector outputs are provided at all driver outputs. This 
feature, together with the Dumb Mode which puts both 
driver and receiver outputs in TRI-STATE at the same time, 
means higher flexibility of system design. PNP inputs are 
used at all driver inputs for minimum loading, and 
hysteresis is provided at all receiver inputs for added 
noise margin. A power up/down protection circuit is in- 
cluded at all outputs to provide glitch-free operation 
during Wqq power up or down. 


Features 

■ 8-channel bidirectional non-inverting transceivers 

■ Bidirectional control implemented with TRI-STATE 
output design 

■ High speed Schottky design 

■ Low power consumption 

■ High impedance PNP inputs (drivers) 

■ Pin selectable totem-pole/open collector outputs 
(drivers) 

■ 500 mV (typ) input hysteresis (receivers) 

■ Power up/down protection (glitch-free) 

■ Dumb Mode capability 


Connection Diagram 


Dual-In-Line Package 



-TERIVIINAL 


Order Number DS3667N 
See NS Package N20A 

TRI-STATE*’ is a registered trademark of National Semiconductor Corp. 
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Logic Diagram 


Functional Truth Table 


Control 

Input 

Level 

Data Transceivers 

TE 

PE 

Mode 

Bus Port 

Terminal Port 

H 

H 

T 

Totem-Pole 

Output 

Input 

H 

L 

T 

Open 

Collector 

Output 

Input 

L 

H 

R 

Input 

Output 

L 

L 

D 

TRI-STATE 

TRI-STATE 


H: High Level Input 
L: Low Level Input 
T; Transmitting Mode 
R: Receiving Mode 
D: Dumb Mode 


Note 1: — |d>— Denotes driver 
Note 2: Denotes receiver 
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DS3667 


Absolute Maximum Ratings (Note i) 


Supply Voltage, Vcc 7.0V 

Input Voltage 5.5V 

StorageTemperature Range - 65°Cto 150°C 

Maximum Power Dissipation* at 25°C 
Molded Package 1 832 mW 

Lead Temperature (Soldering, 10 seconds) 300“C 

‘Derate molded package 14.7 mW/“C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 


Vcc> Supply Voltage 
Ta, Ambient Temperature 
Iqli Output Low Current 
Bus 

Terminal 


Min Max Units 


4.75 

0 


5.25 

70 


48 

16 


V 

°C 

mA 

mA 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

High Level Input Voltage 


2 



V 

V|L 

Low Level Input Voltage 




0.8 

V 

V|K 

Input Clamp Voltage 

li= -18 mA 


-0.8 

-1.5 

V 

VhYS 

Input Hysteresis 

Bus 


400 

500 


mV 

X 

o 

> 

High Level 
Output Voltage 

Terminal 

1 Qj-| — — 800 /iA 

2.7 

3.5 


V 

Bus 

loH= -5.2 mA 

2.5 

3.4 


_l 

o 

> 

Low Level 
Output Voltage 

Terminal 

Iol=16 mA 


0.3 

0.5 

V 

Bus 

loL = 48mA 


0.4 

0.5 

■ 

High Level 
Input Current 

TE, PE 

V| = 5.5V 


0.2 

100 

/‘A 

V| = 2.7V 


0.1 

20 

Terminal 
and Bus 

_< 

II 

< 



200 

■ 

Low Level 
Input Current 

Terminal 
andTE, PE 

V, = 0.5V 


-10 

-100 


Bus 


-0.4 

-1.0 

mA 

Iqs 

Short Circuit 
Output Current 

Terminal 

V| = 2V, Vo = 0V(Note4) 

-15 

-35 

-75 

mA 

Bus 

-50 . 

-120 

-200 

•cc 

Supply Current 

Transmit, TE = 2V, PE = 2V, V, = 0.8V 


75 

100 

mA 

Receive, TE = 0.8V, PE = 2V, V, = 0.8V 


65 

90 

C|N 

Bus-Port 

Capacitance 

Bus 

Vcc = 0V, V, = 0V, 
f= 10 kHz (Note 5) 


20 

30 

pF 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device, should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device operation. 

Note 2; Uniess otherwise specified, min/max limits apply across the 0°C to + 70°C temperature range and the 4.75V to 5.25V power supply range. All typical 
val ues are for Ta = 25 °C and Vcc = 5 0V. 

Notes: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, unless 
otherwise specified. All values shown as max or min are so classified on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: This parameter Is guaranteed by design. It Is not a tested parameter. 
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Switching Characteristics Vcc= s.ov ± 5 %, Ta=o‘’c to 7o°c (Note 1 ) 


Parameter 

tpLH 

Propagation Delay Time, 
Low to High Level Output 

*PHL 

Propagation Delay Time, 
High to Low Level Output 

'PLH 

Propagation Delay Time, 
Low to High Level Output 

*PHL 

Propagation Delay Time, 
High to Low Level Output 

tpZH 

Output Enable Time 
to High Level 

*PHZ 

Output Disable Time 
from High Level 

*PZL 

Output Enable Time 
to Low Level 

tpLZ 

Output Disable Time 
from Low Level 

^PZH 

Output Enable Time 
to High Level 

*PHZ 

Output Disable Time 
from High Level 

'PZL 

Output Enable Time 
to Low Level 

tpLZ 

Output Disable Time 
from Low Level 

*PZH 

Output Pull-Up Enable 
Time 

^PHZ 

Output Pull-Up Disable 
Time 


From To 





Vl=2.3V 
Rl = 38.3Q 
Cl= 30 pF 
Figure 1 


Vl=5.0V 

^ . , R,=240n 

Te,mmal 

Figure 2 


V, = 3.0V 
Vl = 0V 
Rl = 48011 
Cl=15pF 
Figure 1 


V| = 0V 
Vl = 2.3V 
RL==38.3n 
Cl=15pF 
Figure 1 








V| = 0V 
Vl = 5V 
Rl = 280Q 
Cl=15pF 
Figure 1 


V 

V 
R 
C 


Notel: All typical values are for Ta = 25°C, VcC = 5V. 

Note 2: Refer to Functional Truth Table for control input definition. 

Note 3: Test configuration should be connected to only one transceiver at a time due to the high current stress caused by the V| voltage source when 
the output connected to that input becomes active. 




Typ 

Max 

Units 

10 

20 

ns 

14 

20 

ns 

15 

20 

ns 

10 

20 

ns 

19 

30 

ns 

15 

20 

ns 

24 

40 

ns 

17 

30 

ns 

19 

35 

ns 

17 

25 

ns 

27 

40 

ns 

17 

30 

ns 

10 

20 

ns 

10 

! 

20 

ns 


Switching Load Configurations 



Vc logic high = 3.0V 
Vc logic low = 0V 

' Cl includes jig and probe capacitance 

FIGURE 1 



‘■L V 1N914 


Vc logic high = 3.0V I 
Vc logic low = 0V “ 

TLrF/5245.4 

* Cl includes jig and probe capacitance 

FIGURE 2 
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Switching Waveforms 


Transmit Propagation Deiays 



Receive Propagation Delays 



Terminal Enable/Disable Times 



Bus Enabic/Disabic Times 
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National Bus Transceivers 

Semiconductor 

DS75160A/DS75161 A/DS75162A IEEE-488 GPIB Transceivers 

General Description Features 

This family of high-speed-Schottky8-channel bi-directional 
transceivers is designed to interface TTL/MOS logic to the 
IEEE Standard 488-1978 General Purpose Interface Bus 
(GPIB). PNP inputs are used at all driver inputs for 
minimum loading, and hysteresis is provided at all receiver 
inputs for added noise margin. The IEEE-488 required bus 
termination is provided internally with an active turn-off 
feature which disconnects the termination from the bus 
when Vcc is removed. A power up/down protection circuit 
is included at all bus outputs to provide glitch-free opera- 
tion during Vcc power up or down. 

The General Purpose Interface Bus is comprised of 16 
signal lines— 8 for data and 8 for interface management. 

The data lines are always implemented with DS75160A, 
and the management lines are either implemented with 
DS75161 A in a single-controller system, or with DS75162A 
in a multi-controller system. 


■ 8-channel bi-directional non-inverting transceivers 

■ Bi-directional control implemented with TRI-STATE® 
output design 

■ Meets IEEE Standard 488-1978 

■ High-speed Schottky design 

■ Low power consumption 

■ High impedance PNP inputs (drivers) 

■ 500 mV (typ) input hysteresis (receivers) . 

■ On-chip bus terminators 

■ No bus loading when Vqc is removed 

■ Power up/down protection (glitch-free) 

■ Pin selectable open collector mode on DS75160A driver 
outputs 

■ Accommodates multi-controller systems 




DS75160A/DS75161A/ 

DS75162A 






DS75160A/DS75161A/ 

DS75162A 


Functional Description 


Logic Diagrams 


DS75160A 

This device is an 8-channel bi-directional transceiver with 
one common direction control input, denoted TE. When 
used to implement the IEEE-488 bus, this device is con- 
nected to the eight data bus lines, designated DIO1-DIO3. 
The port connections to the bus lines have internal termin- 
ators, in accordance with the IEEE-488 Standard, that are 
deactivated when the device is powered down. This 
feature guarantees no bus loading when Vcc = OV. The bus 
port outputs also have a control mode that either enables 
or disables the active upper stage of the totem-pole con- 
figuration. When this control input, denoted PE, is in the 
high state, the bus outputs operate in the high-speed 
totem-pole mode. When PE is in the low state, the bus out- 
puts operate as open collector outputs which are neces- 
sary for parallel polling. 

DS75161A 

This device is also an 8-channel bi-directional transceiver 
which is specifically configured to implement the eight 
management signal lines of the IEEE-488 bus. This device, 
paired with the DS75160A, forms the complete 16-line 
interface between the IEEE-488 bus and a single controller 
instrumentation system. In compliance with the system 
organization of the management signai lines, the SRQ, 
NDAC, and NRFD bus port outputs are open collector. In 
contrast to the DS75160A, these open collector outputs 
are a fixed configuration. The direction control is divided 
into three groups. The DAV, NDAC, and NRFD transceiver 
directions are controlled by the TE input. The ATN, SRQ, 
REN, and IFC transceiver directions are controlled by the 
DC input. The EOl transceiver direction is a function of 
both the TE and DC inputs, as well as the logic level pres- 
ent on the ATN channel. The port connections to the bus 
lines have internal terminators identical to the DS75160A. 

DS75162A 

This device is identical to the DS75161 A, except that an ad- 
ditional direction control input is provided, denoted SC. 
The SC input controls the direction of the REN and IFC 
transceivers that are normally controlled by the DC input 
on the DS75161A. This additional control function is in- 
strumental in implementing multiple controller systems. 


TABLE OF SIGNAL LINE ABBREVIATIONS 


Signal Line 
Classification 

Mnemonic 

Definition 

1 

Device 

Control , 
Signals 

DC 

Direction Control 

DS75161A/DS75162A ; 

PE 

Pull-Up Enable 

DS75160A 

TE 

Talk Enable 

All 

SC 

System Controller 

DS75162A 

Data 
I/O Ports 

B1-B8 

Bus Side of Device 

DS75160A 

D1-D8 


Management 

Signals 


Attention 

DS75161A/DS75162A 

DAV 

Data Valid 

EOl 

End or Identify 

IFC 

Interface Clear 


Not Data Accepted 


Not Ready for Data 

REN 

Remote Enable 

SRQ 

Service Request 


DS75160A 



Note 1 
Note 2: 


: -<r[- 


Denotes driver 
Denotes receiver 


Note 3: Driver and receiver outputs are totem-pole configurations 
Note 4: The driver outputs of DS75160A can have their active pull-ups 
disabled by switching the PE Input (pin 11) to the logic low state. This 
mode configures the outputs as open collector. 
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DS75160A/DS75161A/ 

DS75162A 




DS75160A/DS75161A/ 

DS75162A 


Absolute Maximum Ratings (Note i) Operating Conditions 





Min Max 

Units 

SupplyVoltage.Vcc 

7.0V 

Vcc> Supply Voltage 

4.75 5.25 

V 

Input Voltage 

5.5V 

IX, Ambient Temperature 

0 70 

°C 

Storage Temperature Range 

-65°Cto150°C 

Iqu Output Low Current 



Maximum Power Dissipation* at 25°C 


Bus 

48 

mA 

Molded Package 

1897mW 

Terminal 

16 

mA 

Lead Temperature (Soldering, 10 seconds) 

300“C 

‘Derate molded package 15.2 mW/”C above 25*0. 



Electrical Characteristics (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H High-Level Input Voltage 


2 



V 

ViL Low-Level Input Voltage 




0.8 

V 

V|K Input Clamp Voltage 

li= -18 mA 


-0.8 

-1.5 

V 

Vhys Input Hysteresis 

Bus 


400 

500 


mV 

VoH High-Level 

Output Voltage 

Terminal 

Iqh — ~ SOO fiA 

2.7 

3.5 


V 

Bus (Note 5) 

loH= -5.2 mA 

2.5 

3.4 


VoL Low-Level 

Output Voltage 

Terminal 

Iql = 16 mA 


0.3 

0.5 

V 

Bus 

Iol = 48 mA 


0.4 

0.5 

liH High-Level 

Input Current 

Terminal and 
TE, PE, DC, 
SC Inputs 

V|=5.5V 


0.2 

100 

mA 

V| = 2.7V 


0.1 

20 

liL Low-Level 

Input Current 

V| = 0.5V 


-10 

-100 


Vbias Terminator Bias 

Voltage at Bus Port 

Bus 

Driver 

Disabled 

l|(bus) = 0(No Load) 

2.5 

wm 

3.7 

V 

•load Terminator 
Bus Loading 
Current 

Driver 

Disabled 

V|(bus)= -1.5V to 0.4V 

-1.3 



mA 

V|(bus) = 0.4V to 2.5V 

0 


kb 

Vi(bus) = 2.5V to 3.7V 




V„bus) = 3.7V to 5V 

0 


2.5 

V|(bus) = 5V to 5.5V 

0.7 


2.5 

Vcc = 0, V,(bus) = 0V to 2.5V 



40 

jiA 

los Short-Circuit 

Output Current 

Terminal 

V| = 2V, Vo = 0V(Note 4) 

-15 

-35 

-75 

mA 

Bus (Note 5) 

-35 

-75 

-150 

Ice Supply Current 

DS75160A 

Transmit, TE = 2V, PE = 2V, V, = 0.8V 


85 

125 

mA 

Receive, TE = 0.8V, PE = 2V, V, = 0.8V 


70 

100 

DS75161A 

TE = 0.8V, DC = 0.8V, V| = 0.8V 


84 

125 

DS75162A 

TE = 0.8V, DC = 0.8V, SC = 2V, V| = 0.8V 


85 

125 

C|N Bus-Port 

Capacitance 

Bus 

Vcc = 5V or OV, V, = OV to 2V, 
f = 1 MHz 


20 

30 

PF 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual device operation. 

Note 2; Unless otherwise specified, min/max iimits appiy across the 0°C to +70'C temperature range and the 4.75V to 5.25V powersupply range. All typical 
values are for T^ = 25°C and Vcc = 5.0V. 

Note 3: All currents into device pins are shown as positive; ail currents out of device pins are shown as negative; all voltages are referenced toground, unless 
otherwise specified. All values shown as max or min are so classified on absoiute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5; This characteristic does not apply to outputs on DS75161A and DS75162A that are open collector. 
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Switching Characteristics Vcc= s.ov ± 5%, Ta= o°c to 7 o°c (Note 1) 


tpLH Propagation Delay Time, 
Low to High Level Output 


tpHL Propagation Delay Time, 
High to Low Level Output 


tpLH Propagation Delay Time, 
Low to High Level Output 


tpHL Propagation Delay Time, 
High to Low Level Output 


tpzH Output Enable Time 
to High Level 


tpHz Output Disable Time 
from High Level 


tp 2 L Output Enable Time 
to Low Level 


tpLz Output Disable Time 
from Low Level 


tpzH Output Enable Time 
to High Level 


tpHz Output Disable Time 
from High Level 


From To Conditions 


Vl = 2.3V 
RL = 38.3fi 
Cl = 30 pF 
Figure 1 



DS75160A I DS75161A I DS75162A 


' ■ 


Vl = 5.0V 
Rl = 2400 
Cl = 30 pF 
Figure 2 


V| = 3.0V 
Vl = 0V 
Rl = 4800 
Cl = 15pF 
Figure 1 


V, = 0V 
Vl=2.3V 
Rl = 38.30 
Cl = 15pF 
Figure 1 


V, = 3.0V 
Vl = 0V 
Rl= 3 kO 
Cl= 15 pF 
Figure 1 

Terminal 

V| = 0V 

Vl = 5V 
Rl = 280Q 
Cl= 15 pF 
Figure 1 


V, = 3V 
Vl=0V 
Rl=4800 
Cl=15pF 
Figure 1 


Note 1: Typical values are for Vqq c= s.ov and T/\ = 25°C and are meant for reference only. 

Note 2: Refer to Functional Truth Tables for control input definition. 

Note 3: Test configuration should be connected to only one transceiver at a time due to the high current stress caused by the V| voitage source when the out- 
put connected to that input becomes active. 

Switching Load Configurations 


TEST 

DEVICE 

IN IN m 


*PZL 

Output Enable Time 
to Low Level 

*PLZ 

Output Disable Time 
from Low Level 

tpZH 

Output Pull-Up Enable 
Time (DS75160A Only) 

^F^HZ 

Output Pull-Up Disable 
Time (DS75160A Only) 


TE, DC, 
or SC 
(Note 2) 
(Note 3) 




VcO-H CONTROL 


Vc logic high = 3.0V 
Vc logic iow = pV 

‘Cl Includes jig and probe capacitance 

FIGURE 1 TUF/5243-; 



VcOH CONTROL 


Vc logic high = 3.0V Winq 

Vc logic low = OV 

*Cl includes jig and probe capacitance 

FIGURE 2 TL/F/52^ 
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DS75160A/DS75161A/ 

DS75162A 


































































































































Switching Waveforms 


Transmit Propagation Delays 



Receive Propagation Delays 



Terminal Enable/Disable Times 



TERMINAL 

OUTPUT 


Bus Enable/Disable Times 



* Input signal; f = 1.0 MHz, 50% duty cycle, t^ = tf < 5 ns 


Performance Characteristics 


Bus Port Load Characteristic 



-2 -1 0 1 2 3 4 5 6 

V|- BUS VOLTAGE (V) 


Refer to Electrical Characteristics table 
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Functional Truth Tables 


Control Input 
Level 

Data Transceivers 

TE 

PE 

Direction 

Bus Port Configuration 

H 

H 

T 

Totem-Pole Output 

H 

L 

T 

Open Collector Output 

L 

X 

R 

Input 
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DS7640/DS8640 



National 

Semiconductor 


Bus Transceivers 


DS7640/DS8640 Quad NOR Unified Bus Receiver 


General Description 

The DS7640 and DS8640 are quad 2-input receivers 
designed for use in bus organized data transmission 
systems interconnected by terminated 120S7 impedance 
lines. The external termination is intended to be 180f2 
resistor from the bus to the -^5V logic supply together 
with a 390J2 resistor from the bus to ground. The design 
employs a built-in input threshold providing substantial 
noise immunity. Low input current allows up to 27 
driver/receiver pairs to utilize a common bus. 


Features 

■ Low input current with normal Vqq or Vcc = OV 
{30 aiA typ) 

■ High noise immunity (1.1 V typ) 

■ Temperature-insensitive input thresholds track bus 
logic levels 

■ TTL compatible output 

■ Matched, optimized noise immunity for "1" and "0" 
levels 

■ High speed (19 ns typ) 


Connection Diagram 


Dual-ln-Line Package 

OUT 3 OUT 4 IN4A IN 4B IN 3A IN 3B 



GNO OUT 2 0UT1 IN 1A IN1B IN 2A IN 2B 
TOP VIEW 

Order Number DS7640J, DS8640J 
or DS8640N 

See NS Package J14A or N14A 

Typical Application 


120n Unified Data Bus 
+5V 
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UNITS 


Absolute Maximum Ratings (Noten 

Supply Voltage 7.0V 

Input Voltage 5.5V 

Storage Temperature Range -€5°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1308 mW 

Molded Package 1207mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 8.7 mW/°C above 25° C; derate molded 
package 9.7 mW/°C above 25°C. 


Operating Conditions 



MIN 

MAX 

UNIl 

Supply Voltage (Vcc) 

DS7640 

4.5 

5.5 

V 

DS8640 

4.75 

5.25 

V 

Temperature (Ta) 

DS7640 

-55 

-H25 

°C 

DS8640 

0 

+70 

°C 


Electrical Characteristics 

The following apply for Vivun < Vcc ^ Tmin < T^ax. unless otherwise specified (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H 

High Level Input Threshold 

VouT " '^OL 

DS7640 

1.80 

1.50 


V 



DS8640 

1.70 

1.50 


V 

V|L 

Low Level Input Threshold 

VouT = Vqh 

DS7640 


1.50 

1.20 

V 



DS8640 


1.50 

1.30 

V 

linMaximum Input Current 

< 

z 

It 

< 

Vcc ~ ^MAX 


30 

80 

fJiA 



> 

o 

II 

u 

u 

> 


1.0 

50 


l|L 

Maximum Input Current 

V,N = 0.4V, Vcc = Vmax 


1.0 

50 


I 

o 

> 

Output Voltage 

•oh =~400/tA, V|N =V,L 

mm 



V 

VoL 

Output Voltage 

•oL“f6mA, V|M=V|H 


0.25 

0.4 

V 

Iqs 

Output Short Circuit Current 

V|N = 0.5V, Vos = OV, Vcc = Vmax. CMote 4) 

-18 


-55 

mA 

Icc 

Power Supply Current 

V|N = 4V, (Per Package) 


25 

40 

mA 


Switching Characteristics Ta = 25°C, nominal power supplies unless otherwise noted 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpd Propagation Delays 

(Notes 5 and 6) 

Input to Logic "1" Output 

10 

23 

35 

ns 

Input to Logic "0" Output 

10 

15 

30 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS7640 and across the 0°Cto 
+70°C range for the DS8640. All typical values are for Ta = 25°C and Vqq = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Fan-out of 10 load, CloaD “ pF total, measured from V||\| = 1.5V to VquT “ 1.5V, V|(\| = OV to 3V pulse. 

Note 6: Apply for Vqq = 5V, Ta = 25°C. 
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DS7641/DS8641 



National 

Semiconductor 


Bus Transceivers 


DS7641/DS8641 Quad Unified Bus Transceiver 


General Description 

The DS7641 and DS8641 are quad high speed drivers/ 
receivers designed for use in bus organized data trans- 
mission systems interconnected by terminated 12012 
impedance lines. The external termination is intended to 
be a 18012 resistor from the bus to the -t-5V logic supply 
together with a 39012 resistor from the bus to ground. 
The bus can be terminated at one or both ends. Low bus 
pin current allows up to 27 driver/receiver pairs to 
utilize a common bus. The bus loading is unchanged 
when Vcc = OV. The receivers incorporate tight thresh- 
olds for better bus noise immunity. One two-input NOR 
gate is included to disable all drivers in a package 
simultaneously. 


Features 

■ 4 separate driver/receiver pairs per package 

■ Guaranteed minimum bus noise immunity of 0.6V, 
1.1V typ 

■ Temperature insensitive receiver thresholds track bus 
logic levels 

■ 30juA typical bus terminal current with normal Vqc 
or with Vqc = OV 

■ Open collector driver output allows wire-OR 
connection 

■ High speed 

■ Series 74 TTL compatible driver and disable inputs 
and receiver outputs 


Connection Diagram 

Dual-ln-Line Package 



TOP VIEW 

Order Number DS7641J, DS8641J or DS8641N 
See NS Package J16A or N16A 

Typical Application 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 7V 

Input and Output Voltage 5.5V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 


Supply Voltage, (Vcc) 

DS7641 4.5 5.5 V 

DS8641 4.75 5.25 V 

Temperature Range, (T/\) 

DS7641 -55 +125 °C 

DS8641 0 +70 °C 

•Derate cavity package 9.6 mW/°C above 25°C; derate molded 
package 10.9 mW/°C above 25°C. 


Electrical Characteristics 

The following apply for V|vhn < Vcc ^ V^ax. Tmin ^ Ta < T^ax unless otherwise specified (Notes 2 and 3) 



■ 


PARAMETER 


DRIVER AND DISABLE INPUTS 


V|H Logical "1" Input Voltage 


V|i_ Logical "0" Input Voltage 


I Logical "1" Input Current 


Logical "1" Input Current 


iL Logical "0" Input Current 


Vci_ Input Diode Clamp Voltage 


DRIVER OUTPUT/RECEIVER INPUT 


Vqlb Lo\a/ Level Bus Voltage 


jhb Maximum Bus Current 


iLB Maximum Bus Current 


V|n High Level Receiver Threshold 


V|L Low Level Receiver Threshold 


RECEIVER OUTPUT 


Vqh Logical "1" Output Voltage 


Vql Logical “O" Output Voltage 


os Output Short Circuit Current 


CONDITIONS 


V|N = 5.5V 


V|N = 2.4V 


V|N = 0.4V 


Iqis ~ 17 mA, l|fj “ 12 mA, Ibus ~ 17 mA, 
Ta = 75°C 


MIN TYP MAX UNITS 



Vois = 0.8V, V|N =2V, Ibus = 

50 mA 

V|N = 0.8V, Vbus = 4V, Vcc = 

Vmax 

V|N =0.8V, Vaus = 4V, Vcc = 

OV 

V|ND =0.8V„ Vql = 16 mA 

DS7641 

DS8641 

Vino = 0.8V, Vqh =-400pA 

DS7641 

DS8641 


cc Supply Current 


V|N = 

0.8V, Vbus 

= 0.5V, loH = -400pA 


0.8V, Vbus 

= 4V, Iql = 16 mA 

^DIS 

= 0.8V, V|N 

= 0.8V, Vbus = 0-5V, Vqs = OV, 

Vcc 

Vmax. (Note 4) 

Vqis 

= 0V, V,N = 

2V, (Per Package) 



Switching Charactaristics Ta = 25°C,Vcc = 5V, unless otherwise noted 


PARAMETER 

CONDITIONS 

tpd Propagation Delays (Note 7) 

Disable to Bus "1" 
Disable to Bus "0" 

Driver Input to Bus "1" 
Driver Input to Bus "0" 

(Note 5) 

Bus to Logical "1" Receiver 
Output 

Bus to Logical "0" Receiver 
Output 

(Note 6) 



TYP 

MAX 

UNITS 

19 

■1 

ns 

15 


ns 

17 

25 

ns 

17 

25 

ns 

20 

30 

ns 

18 

30 

ns 


Note 1; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS7641 and across the 0°C to 

+70°C range for the DS8641. All typical values are for Ta = 25°C and Vqq = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, ail voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: 9in from bus pin to Vcc 200n from bus pin to ground. ClqAD " 15 pF total. Measured from Vi|\] = 1.5V to VguS“ 1-5V, 

V||\| = OV to 3V pulse. 

Note 6: Fan-out of 10 load, CloaD “ 1^ total. Measured from V|[\| = 1.5V to VquT “ 1-5V, V||\| = OV to 3V pulse. 

Note 7: The following apply for Vcc “ ^A “ 25°C unless otherwise specified. 
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DS8642 



National 

Semiconductor 


Bus Transceivers 


DS8642 Quad Transceiver 


General Description 


The DS8642 is a quad transceiver designed for bus 
organized data transmission systems terminated by 50^2 
impedance. The bus can be terminated at one or both 
ends. It has four bus drivers with a common strobe 
gate and four bus receivers. Bus driver outputs can be 
"OR-tied" with up to 19 other drivers and with up to 
20 bus receiver loads. The bus loading is 2k when 
Vcc = OV. 


Features 

■ 100 mA Drive Capability 

■ Four separate driver/receiver pairs 

■ Open collector driver output allows wire-OR con- 
nection 

■ 50J2 line termination 

■ Completely TTL compatible on driver and disable 
inputs, and receiver outputs 


Logic and Connection Diagram 

Dual-In-Line Package 



Order Number DS8642J 
or DS8642N 

See NS Package J16A or N16A 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


MIN MAX UNITS 

Supply Voltage 
Input Voltage 
Output Voltage 
Storage Temperature Range 
Maximum Power Dissipation* at 25 C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 

•Derate cavity package 9.6 mW/ C above 25 C; derate molded 
package 10.9 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


7V 

5.5V 

5.5V 

-65°Cto+150°C 


Supply Voltage, \Zqc 
Temperature, T/^ 


4.75 

0 


5.25 

+70 


V 

°C 


1433 mW 
1362 mW 
300° C 


PARAMETER CONDITIONS MIN TYP MAX UNITS 


DISABLE/DRIVER INPUT 


V,H 

Logical "1" Input Voltage 

“Min 

2 



V 

V,u 

Logical "0" Input Voltage 

Vqq ~ Min 



0.8 

V 

wm 

Logical "0" Input Current 

Vcc = Max, V,M =0.4V 


-0.9 

-1.6 

mA 


Logical "1" Input Current 

~ Mbx 

V,N =2.4V 



40 

juA 

H 


V|N =5.5V 



1 

mA 

^CD 

Input Clamp Voltage 

I|N = “12 mA 


-0.8 

-1.5 

V 

RECEIVER INPUT/BUS OUTPUT 

V|HB 

Logical "1" Input Voltage 

V^Q — Msx 

3.1 



V 

V|LB 

Logical "0" Input Voltage 

= Min 



1.4 

V 

VcDB 

Input Clamp Diode 

liN = -50 mA 


-1.0 

-1.5 

V 


Logical “1" Input Current 

Vcc “ Max, V|MB = Vcc 


180 

450 

AiA 

iB 

Logical "0" Input Current 

Vcc = Max, V,N = 0.4V 



-40 

ma 

Vqlb 

Logical "0" Output Voltage 

Vqq “ Min, Iqut “ 100 mA 


0.4 

0.8 

V 

mm 

Logical "0" Output Current 

Vcc = Min, V 

OL = 0.8V 

100 



mA 


Power "OFF" Bus Current 

Vcc =0 V,V|nb= 5.25V 


1.7 

2.65 

mA 

RECEIVER OUTPUT 

Vqh 

Logical "1" Output Voltage 

Vcc “ Min, louT - 1 tnA 

2.4 

3.2 


V 

IB 

Logical "1" Output Current 

Vcc “ Min, V 

OUT = 5.5V 



100 

pA 

IB 

Output Short Circuit Current 

Vcc = Min, V 

OUT = OV, (Note 4) 

-10 

-28 

-55 

mA 


Logical "0" Output Voltage 

Vqq Min, Iqut ~ 10 mA 


0.3 

0.45 

V 


Icc 

Supply Current 

Vqq “ M3X 


49 

64 

mA 


Notel: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS8642. All typicals are given for V^c 5V and 
Ta = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 
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Switching Characteristics Ta = 25°C, nominal power supplies unless otherwise noted 


TYP 

MAX 

34 

50 

25 

50 

38 

55 

25 

55 


PARAMETER 

COIMDITIOIMS 

tpdo Propagation Delay to a Logical "0" 

From Data Input to Receiver Output 

(Figure 1) 

tpdi Propagation Delay to a Logical "1" 

From Data Input to Receiver Output 

(Figure 7) 

VdO Propagation Delay to a Logical "0" 

From Strobe Input to Receiver 
Output 

(Figure 1) 

^pdi Propagation Delay to a Logical "1" 

From Strobe Input to Receiver 
Output 

(Figure 1) 


UNITS 

ns 


ns 


ns 


ns 


Typical Performance Characteristics 

Receiver ON Impedance 



—] 

V 

n 

cc * 

v: 







T 

A “ 

25° 


























. 










[ 










/ 










I 










— 


0 1 2 3 4 5 

Vbus (V) 


Receiver OFF Impedance 



0 1 2 3 4 5 

Vbus (V) 


AC Test Circuit and Switching Time Waveforms 


.RECEIVER 

'output 


450 pF 50 nF 


T T 


DATA INPUT 1-5V 


RECEIVER 

OUTPUT 


STROBE 1 5V 

INPUT 


RECEIVER 

OUTPUT 
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f = 5MHz 

Pulse Width = 100 ns 
t, = tf = 5 ns 


























Bus Transceivers 


DS7833/DS8833, DS7835/DS8835 
Quad TRI-STATE® Bus Transceivers 


General Description 


Features 


This family of TRI-STATE bus transceivers 
offer extreme versatility in bus organized data 
transmission systems. The data bus may be unter- 
minated, or terminated dc or ac, at one or both 
ends. Drivers in the third (high impedance) state 
load the data bus with a negligible leakage current. 
The receiver input current is low allowing at least 
100 driver/receiver pairs to utilize a single bus. 
The bus loading is unchanged when = OV. 

The receiver incorporates hysteresis to provide 
greater noise immunity. All devices utilize a high 
current TRI-STATE output driver. The DS7833/ 
DS8833 and DS7835/DS8835 employ TRI-STATE 
outputs on the receiver also. 

The DS7833/DS8833 are non-inverting quad 
transceivers with a common inverter driver disable 
control and a common inverter receiver disable 
control. 

The DS7835/DS8835 are inverting quad trans- 
ceivers with a common inverter driver disable 
control and a common inverter receiver disable 
control. 


■ Receiver hysteresis 

■ Receiver noise immunity 

■ Bus terminal current for 
normal Vcc or V^c = OV 


400 mV typ 
1.4V typ 
80 mA max 


Receivers 

Sink 

Source 


16 mA at 0.4V max 
2.0 mA (Mil) at 2.4V min 
5.2 mA (Com) at 2.4V min 


Sink 50 mA at 0.5V max 

32 mA at 0.4V max 
Source 10.4 mA (Com) at 2.4V min 

5.2 mA (Mil) at 2.4V min 

Drivers have TRI-STATE outputs 

DS7833/DS8833, DS7835/DS8835 receivers 
have TRI-STATE outputs 

Capable of driving 100J2 dc— terminated buses 

Compatible with Series 54/74 


Connection Diagrams 


Dual-ln-Line Package 


Dual-ln-Line Package 



r p p p p p p p 


p p p p p p r p 


Order Number DS7833J, DS8833J 
or DS8833N 

See NS Package J16A or N16A 


Order Number DS7835J, DS8835J 
or DS8835N 

See NS Package J16A or N16A 
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DS7833/DS8833, 

DS7835/DS8835 







DS7833/DS8833, 

DS7835/DS8835 


Absolute Maximum Ratings (Notei) Operating Conditions 


Supply Voltage 7.0V 

Input Voltage 5.5V 

Output Voltage 5.5V 

Storage Temperature -65°C to +1 50°C 

Maximum Power Dissipation* at 25 C 

Cavity Package 1 509 mW 

Molded Package 1476 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 10.1 mW/°C above 25°C; derate molded 
package 1 1 .8 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


PARAMETER 


DISABLE/DRIVER INPUT 


1509 mW 
1476 mW 
300° C 


Supply Voltage (V^c) 
DS7833, DS7835 
DS8833, DS8835 

Temperature (T^) 
DS7833, DS7835 
DS8833, DS8835 


MIN MAX UNITS 


4.5 5.5 

4.75 5.25 


-55 +125 °C 

0 +70 °C 


MIN TYP MAX UNITS 


'll. Low Level Input Voltage 


IH High Level Input Current 


IL Low Level Input Current 


I IT Driver Low Level Disabled 
Input Current 


RECEIVER INPUT/BUS OUTPUT 


os Output Short Circuit Current 


RECEIVER OUTPUT 


Vqh Logic "1" Output Voltage 


OT Output Disabled Current 


os Output Short Circuit Current 


cc Supply Current 



Vth 

High Level Threshold Voltage 

Vtl 

Low Level Threshold Voltage 

u 

Bus Current, Output Disabled 


or High 

VoH 

Logic "1" Output Voltage 

VoL 

Logic "0" Output Voltage 


Vcc = Max, V|N = 0.4V 


Vcc = 5.0 V, I IN = -12 mA, T^ = 25°C 


Driver Disable Input = 2.0V, V|n = 0.4V 



DS7833, DS7835 

1.4 

1.75 

DS8833, DS8835 

1.5 

1.75 

DS7833, DS7835 

0.8 

1.35 

DS8833, DS8835 

0.8 

1.35 


Vcc = Max 


Vcc = OV 


Vbus = 4.0V 


Vcc = Max, Vbus = 0.4V 


OUT — 5.2 mA 


Vcc ' Min 


Vcc “ Max, (Note 4) 


DS7833, DS7835 


OUT = “10.4 mA I DS8833, DS8835 


OUT “ 50 mA 


OUT " 02 mA 


OUT “ 2.0 mA 


OUT — 5.2 mA 


Vcc ™ Min, Iqut “ 15 mA 


Vcc = Max, Disable Vqut = 2.4V 
Inputs - 2.0V VouT = 0.4V 


Vcc “ Max, (Note 4) 


DS7833, DS7835 


DS8833, DS8835 


DS7833, DS7835 


DS8833, DS8835 


DS7833/DS8833 


DS7835/DS8835 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except 
for "Operating Temperature Range" they are not meant to imply that the devices should be operated at these limits. The 
table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS7833, 
DS7835 and across the 0°C to +70°C range for the DS8833, DS8835. All typicals are given for Vqq = 5.0V and T/^ = 25°C. 
Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless 
otherwise noted. All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 
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DS7833/DS8833, 

DS7835/DS8835 


Switching Time Waveforms (Continued) 


ACTUAL LOGICAL "1". 

VOLTAGE 


ACTUAL LOGICAL "0" 
' VOLTAGE 


ACTUAL LOGICAL "1" 
VOLTAGE 
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National 

Semiconductor 


Bus Transceivers 


DS7834/DS8834, DS7839/DS8839 
Quad TRI-STATE® Bus Transceivers 


General Description 


Features 


This family of TRI-STATE bus transceivers offers 
extreme versatility in bus organized data transmission 
systems. The data bus may be unterminated, or ter- 
minated dc or ac, at one or both ends. Drivers in the 
third (high impedance) state load the data bus with 
a negligible leakage current. The receiver input current 
is low, allowing at least 100 driver/receiver pairs to 
utilize a single bus. The bus loading is unchanged when 
Vcc = OV- The receiver incorporates hysteresis to 
provide greater noise immunity. Both devices utilize 
a high current TRI-STATE output driver. The DS7834/ 
DS8834 and DS7839/DS8839 employ TTL outputs 
on the receiver. 

The DS7839/DS8839 are non-inverting quad transceivers 
with two common inverter driver disable controls. 

The DS7834/DS8834 are inverting quad transceivers 
with two common inverter driver disable controls. 


■ Receiver hysteresis 400 mV typ 

■ Receiver noise immunity 1.4V typ 

■ Bus terminal current for 80/iA max 

normal Vcc or Vqc ~ OV 

■ Receivers 

Sink 16 mA at 0.4V max 

Source 2.0 mA (Mil) at 2.4V min 

5.2 mA (Com) at 2.4V min 

■ Drivers 

Sink , 50 mA at 0.5V max 

32 mA at 0.4V max 
Source 10.4 mA (Com) at 2.4V min 

5.2 mA (Mil) at 2.4V min 

■ Drivers have TRI-STATE outputs 

■ Receivers have TRI-STATE outputs 

■ Capable of driving lOOfi dc-terminated buses 

■ Compatible with Series 54/74 


Connection Diagrams 


Dual-In-Line Package 


Dual-ln-Line Package 


|l5 |l4 |i3 |i2 lit 



I' r r 1’ 


r r 


BUSa INa OUTa BUSb INb OUTb DRIVER GND 

DISABLE 


r I' 1 


BUSa INa OUTa BUSb OUTg DRIVER GND 

DISABLE 


Older Number DS7834J, DS8834J 
or DS8834N 

See NS Package J16A or N16A 


Order Number DS7839J, DS8839J 
or DS8839N 

See NS Package J16A or N16A 


2-79 


DS7834/DS8834, 

DS7839/DS8839 




DS7834/DS8834, 

DS7839/DS8839 


Absolute Maximum Ratings (NoteD Operating Conditions 


Supply Voltage 

7.0 V 

Supply Voltage (Vcc) 

MIN 

MAX 

UNITS 

Input Voltage 

5.5V 

DS7834, DS7839 

4.5 

5.5 

V 

Output Voltage 
Storage Temperature 

5.5V 

-65°Cto+150°C 

DS8834, DS8839 
Temperature (T/^) 

4.75 

5.25 

V 

Maximum Power Dissipation* at 25 C 


DS7834, DS7839 

-55 

+125 

°c 

Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 Seconds) 

1509 mW 
1476 mW 
300° C 

DS8834, DS8839 

0 

+70 

°c 


’Derate cavity package 10.1 mW/ C above 25 C; derate molded 
package 1 1 .8 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 

PARAMETER | CONDITIONS | MIN | TYP | MAX | UNITS 


DISABLE/DRIVER INPUT 


V,H 

High Level Input Voltage 

Vcc = Min 

2.0 



V 

V|L 

Low Level Input Voltage 

Vcc = Min 



0.8 

V 

mm 

High Level Input Current 

Vcc = Max 

V,M = 2.4V 



40 

pA 



V,N = 5.5V 



1.0 

mA 

wm 

Low Level Input Current 

Vcc = Max, V| 

IN = 0.4V 


-1.0 

-1.6 

mA 

l|ND 

Driver Disabled Input Low 
Current 

Driver Disable Input = 2.0V, V|m = 0.4V 



-40 

pA 

VcL 

Input Clamp Diode 

Vcc = 5.0V, l|N = -12 mA, T^ = 25°C 


-D.8 

-1.5 

V 


RECEIVER INPUT/BUS OUTPUT 


V-TH High Level Threshold Voltage 

Vcc ■ Max 

DS7834, DS7839 

1.4 

1.75 

2.1 

V 

DS8834, DS8839 

1.5 

1.75 

2.0 

V 

VxL Low Level Threshold Voltage 

Vcc = Min 

DS7834, DS7839 

0.8 

1.35 

1.6 

V 

DS8834, DS8839 

0.8 

1.35 

1.5 

V 

Ibh Bus Current, Output Disabled or 

High 

Vbus = 4.0V 

Vcc = Max, 

Disable Input = 2.0V 


25 

80 

pA- 

II 

o 

u 

> 


5.0 

80 

pA 

1 Vcc “ Vgus “ 0.4V, Disable Input = 2.0V | 



-40 

pA 

Vqh Logic "1" Output Voltage 

Vcc = Min 

Iqut ” 5.2 mA 

DS7834, DS7839 

2.4 

2.75 


V 

Iqut ~ "10.4 mA 

DS7834, DS8839 

2.4 

2.75 


V 

Vql Logic "0" Output Voltage 

Vcc = Min 

Iqut ~ 50 mA 


0.28 

0.5 

V 

Iqut ~ 02 mA 



0.4 

V 

Iqs Output Short Circuit Current 

1 Vcc “ Max, (Note 4) j 

-40 

-62 

-120 

mA 


RECEIVER OUTPUT 


Vqh Logic "1" Output Voltage 

Vcc = Min 

touT ” 2.0 mA 

DS7834, DS7839 

2.4 

3.0 


V 

Iqut “ "5.2 mA 

DS8834, DS8839 

2.4 

2.9 


V 

Vql Logic "0" Output Voltage 

Vcc *” l^^^» ^ouT ”” ^5 mA 


0.22 

0.4 

V 

Iqs Output Short Circuit Current 

Vcc “ Max, (Note 4) 

DS7834, DS7839 

-28 

-40 

-70 

mA 

DS8834, DS8839 

-30 


-70 

mA 

Ice Supply Current 

Vcc “ Max 


75 

95 

mA 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS7834, DS7839 and across 
the 0°C to +70°C range for the DS8834, DS8839. All typicals are given for Vqq = 5.0V and T/\ = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 
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Switching Characteristics Vcc = b.ov, Ta = 25 °c 


PARAMETER 


tpdQ Propagation Delay to a Logic "0" 
from Input to Bus 


tpdi Propagation Delay to a Logic "1" 
from Input to Bus 


tpdo Propagation Delay to a Logic "0" 
from Bus to Output 


CONDITIONS 


(Figure 1) 


(Figure 1) 


(Figure 2) 


(Figure 2) 


tp(ji Propagation Delay to a Logic "1" 
from Bus to Output 


fPHZ Delay from Disable Input to High = 5.0 pF, (Figures 1 and 2) 

Impedance State (from Logic "1" 

Level) 


tpLZ Delay from Disable Input to High C|_ = 5.0 pF, (Figures 1 and 2) 
Impedance State (from Logic "0" 

Level) 


tPZH Delay from Disable Input to Logic = 50 pF, (Figures 1 and 2) 
"1" Level (from High Impedance 
State) 


tPZL Delay from Disable Input to Logic Cl = 50 pF, (Figures 1 and 2) 
"0" Level (from High Impedance 
State) 


DS7839/DS8839 


i»v»i;w-ntw;i;ici-i 


DS7839/DS8839 


DS7834/DS8834 


DS7839/DS8839 


DS7834/DS8834 


DS7839/DS8839 


DS7834/DS8834 



TYP 

MAX 

UNITS 

14 

30 

ns 

10 

20 

ns 

14 

30 

ns 

11 

30 

ns 

24 

45 

ns 

16 

35 

ns 

12 

30 

ns 

18 

30 

ns 

8 

20 

ns 

20 

35 

ns 

24 

40 

ns 

19 

35 

ns 


AC Test Circuit 




FIGURE 1. Driver Output Load 


FIGURE 2. Receiver Output Load 


Switching Time Waveforms 

^pdl ^pdO 


OUTPUT 

(INVERTED) 


OUTPUT 

(NONINVERTED) 


OUTPUT 
ACTUAL LOGICAL '0 ' 
VOLTAGE 


f = 1 MHz 

V“t|^10ns(10!4to90%) 
Duty Cycle » 50% 
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Switching Time Waveforms (Continued) 



Truth Table 


DISABLE 

INPUT 

DRIVER 

INPUT 

(INx) 

RECEIVER INPUT/ 
BUS OUTPUT 
(BUSx) 

RECEIVER 

OUTPUT 

(OUTx) 

MODE OF 
OPERATION 

DS7834/DS8834 

1 

X 


BUS 

Receive bus 
signal 

0 

1 

0 

1 

Drive bus 

0 

0 

1 

0 

Drive bus 

DS7839/DS8839 

1 

X 


BUS 

Receive bus 
signai 

0 

1 

1 

1 

Drive bus 

0 

0 

0 

0 

Drive, bus 


X = Don't care 
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National 

Semiconductor 

Bus Transceivers 

DS7836/DS8836 Quad NOR Unified Bus Receiver 

General Description - 

Features 

The DS7836/DS8836 are quad 2-input receivers 

■ Low input current with normal Vqc or 

designed for use in bus organized data transmission 

Vcc = OV (15 mA typ) 

systems interconnected by terminated 120^ im- 


pedance lines. The external termination is intend- 
ed to be 180^2 resistor from the bus to the +5V 

■ Built-in input hysteresis (IV typ) 

logic supply together with a 39012 resistor from 

■ High noise immunity (2V typ) 

the bus to ground. The design employs a built-in 


input hysteresis providing substantial noise im- 

■ Temperature-insensitive input thresholds track 

munity. Low input current allows up to 27 driver/ 
receiver pairs to utilize a common bus. Perform- 

bus logic levels 

ance is optimized for systems with bus rise and 
fall times < 1 .0 /ts/V. 

■ TTL compatible output 

■ Matched, optimized noise immunity for ”1" 
and "0" levels 

■ High speed (18 ns typ) 


Typical Application 


♦5V ♦SV 



Connection Diagram 


Dual-In-Line Package 

OUT 3 OUT 4 IN4A IN 48 IN 3A IN 3B 



GNO OUT 2 OUT I IN 1A IN IB IN 2A IN 28 


TOP VIEW 

Order Number DS7836J Order Number DS8836N 
or DS883GJ See NS Package N14A 

See NS Package J14A 
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DS7836/DS8836 


Absolute Maximum Ratings 


Operating Conditions 





MIN 

MAX 

UNITS 

Supply Voltage 

7.0V 

Supply Voltage (Vcc) 




Current Voltage 

5.5V 

DS7836 

4.5 

5.5 

V 

Storage Temperature Range 

-55‘’Cto +150°C 

DS8836 

4.75 

5.25 

V 

Maximum Power Dissipation* at 25 C 


Temperature (Ta) 




Cavity Package ' 

1308 mW 

DS7836 

-55 

+125 

°C 

Molded Package 

1207 mW 

DS8836 

0 

+70 

°G 

Lead Temperature (Soldering, 10 seconds) 

300° C 






•Derate cavity package 8.7 m^/°C above 25°C; derate molded 
package 9.7 mVV/ C above 25 C. 


Eiectricai Characteristics 

The following apply for V^in < Vcc ^ <Tmax. unless otherwise specified (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 


VjH High Level Input Threshold 

Vcc “ 

DS7836 

1.65 

2.25 

2.65 

V 

DS8836 

1.80 

2.25 

2.50 

V 

V||_ Low Level Input Threshold 

Vcc = Min 

DS7836 

0.97 

1.30 

1.63 

V 

DS8836 

1.05 

1.30 

1.55 

V 

I|M Maximum Input Current 

> 

II 

z 

> 

^ cc ~ 


15 

50 

pA 

Vcc = OV 


1 

50 

pA 

Vqh Logical "1" Output Voltage 

V|N ” 0.5V, Iqut “ 400/jA 

2.4 



V 

Vql Logical "0" Output Voltage 

V,N =4V,1out = 16 mA 


0.25 

0.4 

V 

Isc Output Short Circuit Current 

V|N = 0.5V, Vqut = OV, Vcc = Max, (Note 4) 

-18 


-55 

mA 

Ice Power Supply Current 

V|N = 4V, (Per Package) 


25 

40 

mA 

VcL Input Clamp Diode Voltage 

' l|N =-12mA,TA =25°C 


-1 

-1.5 

V 


Switching Characteristics 

Vcc = 5V, Ta = 25 C unless otherwise specified. 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpd Propagation Delays 

(Notes 4 and 5) 

Input to Logical "1" Output 


20 

30 

ns 

Input to Logical "0" Output 


18 

30 

ns . 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Efectrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS7836 and across the 0°C to 
+70'’C range for the OS8836. All typical values are for Ta = 25°C and V^c ~ 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values showri as max or min on absolute value basis. 

Note 4: Fan-out of 10 load, CloaD = 15 pF total, measured from Vu^j = 1.3V to VouT “ 1-5V, V|[«j = OV to 3V pulse. 

Note 5: Fan-out of 10 load, Clqad = 15 pF total, measured from V||\j = 2.3V to VquT ~ 1 -^V, V|fg = OV to 3V pulse. 
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National 

Am Semiconductor 


Bus Transceivers 


DS78377DS8837 Hex Unified 

General Description 

The DS7837/DS8837 are high speed receivers de- 
signed for use in bus organized data transmission 
systems interconnected by terminated 12012 im- 
pedance lines. The external termination is intend- 
ed to be 180J2 resistor from the bus to the +5V 
logic supply together with a 390S2 resistor from 
the bus to ground. The receiver design employs a 
built-in input hysteresis providing substantial noise 
immunity. Low input current allows up to 27 driv- 
er/receiver pairs to utilize a common bus. Disable 
inputs provide time discrimination. Disable inputs 
and receiver outputs are TTL compatible. Per- 
formance is optimized for systems with bus rise 
and fall times < 1 .0 /Js/V. 


Bus Receiver 

Features 

■ Low receiver input current for normal Vqc or 
Vqc = OV (15 /jA typ) 

■ Six separate receivers per package 

■ Built-in receiver input hysteresis (IV typ) 

■ High receiver noise immunity (2V typ) 

■ Temperature insensitive receiver input thres- 
holds track bus logic levels 

■ TTL compatible disable and output 

■ Molded or cavity dual-in-line or flat package 

■ High speed 


Typical Application 



Connection Diagram 


Dual-ln-Line Package 


Vcc INI 0UT1 IN 2 OUT 2 IN 3 OUT 3 DISABLE A 


1 16 IS 14 |l3 

12 11 10 9 

t t |i a 

S 6 7 1 8 

1 


IN 4 0UT4 INS OUTS INS OUTS DISABLES GND 
TOP VIEW 

Order Number DS7837J Order Number DS8837N 
or DS8837J See NS Package N16A 

See NS Package J16A 
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DS78377DS8837 


Absolute Maximum Ratings 


Operating Conditions 


Supply Voltage 7V Supply Voltage (Vqq) 

Input Voltage 5.5V DS7837 4.5 

Operating Temperature Range DS8837 4.75 

DS7837 ^5“Cto+125°C Temperature (Ta> 

DS8837 0 Cto+70^C DS7837 -55 

Storage Temperature Range -65°C to +1 50°C DS8837 0 

Maximum Power Dissipation* at 25 C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering, 1 0 seconds) 300°C 

'Derate cavity package 9.6 mW/°C above 25°C; derate molded 
package 10.9 mW/°C above 25°C. 

Electrical Characteristics 

The following apply for V|viin < Vqc <T^ < Tmax« unless otherwise specified (Notes 2 and 3) 


PARAMETER 


VjH High Level Receiver Threshold 


VjL Low Level Receiver Threshold 


IH Maximum Receiver Input Current 


Logical "0" Receiver Input Current 


V|H Logical "1" Input Voltage 


V|i_ Logical "0" Input Voltage 


CONDITIONS 


1 

IH 

Logical "1" Input Current 

1 

IL 

Logical "0" Input Current 

I 

o 

> 

Logical "1" Output Voltage 

< 

o 

r 

Logical "0" Output Voltage 

1 

OS 

Output Short Circuit Current 

i 

cc 

Power Supply Current 


Input Clamp Diode 



V|N = 4V, V|Mp = 0.4V, Disable Input 
V|N = 0.5V, V|ND = 0.8V, loH = -400pA 


ViN = 4V, V,ND = 0.8V, loL = 16 mA 


V,N = 0.5V, V,No = OV, Vos = OV, Vcc = V^ax 
(N ote 4) 


V||M = 4V, V|Mo = OV, (Per Package) 


V||M = -12 mA, V|fjo = —12 mA, Ta = 25°C 


45.0 

60.0 

-1.0 

-1.5 


Switching Characteristics Ta= 25°C, nominal power supplies unless otherwise noted 


CONDITIONS 

V,ND =0V, 

Input to Logical "1" Output, (Note 5) 

Receiver 

Input to Logical "0" Output, (Note 6) 

Input = OV, 

Input to Logical "1" Output 

Disable, 

Input to Logical "0" Output 

(Note 7) 




MAX 

UNITS 

30 

ns 

30 

ns 

15 

ns 

10 

ns 


PARAMETER 


Propagation Delays 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the —55° C to +125°C temperature range for the DS7837 and across the 0°C to 
+70°C range for the DS8837. All typicals values are for Ta = 25°C and Vcc “ 

Note 3: All currents into device pins shown as positve, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Fan-out of 1 0 load, CloaD = 1 5 pF total. Measured from V|(y] = 1 ,3V to VquT “ 1 -6V, V||\| = OV to 3V pulse. 

Note 6: Fan-out of 10 load, CloaD “16 pF total. Measured from V|pj = 2.3V to Vqut “ 1.5V, V|[\j = OV to 3V pulse. 

Note 7: Fan-out of 10 load, ClOAD = 15 pF total. Measured from V|fj = 1.5V to Vqut ~ 1 -6V, V||\| = OV to 3V pulse. 
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National 

Semiconductor 


Bus Transceivers 


DS7838/DS8838 Quad Unified Bus Transceiver 


General Description 

The DS7838/DS8838 are quad high speed drivers/ 
receivers designed for use in bus organized data 
transmission systems interconnected by termi- 
nated 120n impedance lines. The external termi- 
nation is intended to be a 180f2 resistor from the 
bus to the -I-5V logic supply together with a 390J2 
resistor from the bus to ground. The bus can be 
terminated at one or both ends. Low bus pin cur- 
rent allows up to 27 driver/receiver pairs to utilize 
a common bus. The bus loading is unchanged 
when = OV. The receivers incorporate hystere- 
sis to greatly enhance bus noise immunity. One 
two-input NOR gate is included to disable all 
drivers in a package simultaneously. Receiver per- 
formance is optimized for systems with bus rise 
and fall times < 1 .Ops/V. 


Features 

■ 4 totally separate driver/receiver pairs per 
package 

■ IV typical receiver input hysteresis 

■ Receiver hysteresis independent of receiver 
output load 

■ Guaranteed minimum bus noise im,munity of 
1.3V, 2Vtyp. 

■ Temperatu-re-insensiti ve receiver thresholds 
track bus logic levels 

■ 20pA typical bus terminal current with normal 
Vcc ^00 = °'^ 

■ Open collector driver output allows wire-OR 
connection 

■ High speed 

■ Series 74 TTL compatible driver and disable 
inputs and receiver outputs 


Typical Application 


120S2 Unified Data Bus 



1 „. D IIW 

l0Mn3.J(__j I 



Connection Diagram 


_J I DS7836 I I 


Dual-ln-Line Package 



BUS 3 IN 3 OUTS 


OUT 4 OISABLEB GNO 


TOP VIEW 

Order Number DS7838J Order Number OS8838N 
or DS8838J See NS Package N16A 

See NS Package J16A 
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DS7838/DS8838 


Absolute Maximum Ratings (Note 1) 

Supply Voltage , 7V 

Input and Output Voltage 5.5V 

Maximum Power Dissipation* at 25 C 

Cavity Package 1433 mW 

Molded Package 1362 mW 


Operating Temperature Range 

DS7838 -55“C to +125°C 

DS8838 0°Cto+70°C 

Storage Temperature Range — 65°C to +1 50°C 

Lead Temperature, (Soldering, 10 sec) 300°C 

‘Derate cavity package 9.6 m\NJ°C above 25°C; derate molded 
package 10.9 mW/°C above 25 C. 


Electrical Characteristics package 10.9 mw/°c above 25 c. 

DS7838/DS8838: The following apply for Vmin ^ '^cc ^ ^max< Tmin < < T^ax unless otherwise specified 

(Notes 2 and 3) ' 


PARAMETER 


DRIVER AND DISABLE INPUTS 


V|H Logical "1" Input Voltage 


V|L Logical "0" Input Voltage 


I Logical "1" Input Current 


iH Logical "1" Input Current 


iL Logical "0" Input Current 


VcL Input Diode Clamp Voltage 


DRIVER OUTPUT/RECEIVER INPUT 


Vqlb 1-°'''' Level Bus Voltage 


I|HB Maximum Bus Current 


ILB Maximum Bus Current 


TYP MAX UNITS 



V|N =5.5V 


V,N =2.4V 


V,M = 0.4V 


□ IS - 12 mA, l||^ — 12 mA, Igys ~ 12 mA 
’a = 25°C 


Vdis = 0.8V, V,N = 2V, Ibus = 50 mA 


V((^ - 0.8V, Vgus “ '1'^" ^cc ~ '/max 


V|M - 0.8V, Vgus “ '/cc “ 



V|H 

High Level Receiver Threshold 

V|nd0.8V, Vql = 16 mA 

DS7838 

1.65 

2.25 

2.65 

V 



Vcc = Max 

DS8838 

1.80 

2.25 

2.50 

V 

V|L 

Low Level Receiver Threshold 

V|f,D = 0.8V, Voh=-400mA 

DS7838 

0.97 

1.30 

1.63 

V 



Vcc = Min 

DS8838 

1.05 

1.30 

1.55 

V 


V|N = 0.8V, Vgus = 0-5V, loH = -400M 


V|M - 0.8V, Vgys - 4V, Iql “ 15 mA 


'/qis “ 0.8V, V|(vj - 0.8V, Vgus ~ 0.5V, 
Vqs ~ O'/' '/cc “ '/iviAX< (Note 4) 


Vdis = O'/- '/|n = 2V, (Per Package) 


RECEIVER OUTPUT 


Vqh Logical "1" Output Voltage 


Vql Logical "0" Output Voltage 


os Output Short Circuit Current 


cc Supply Current 


tpd Propagation Delays (Note 8) 
Disable to Bus “1" 


Disable to Bus "0" 


Driver Input to Bus "1 " 


Driver Input to Bus "0" 


Bus to Logical "1" Reciever Output 


Bus to Logical "0" Receiver Output 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS7838 and across the 0°C to 
+70°C range for the DS8838. All typical values are for T/^ = 25°C and Vqc “ 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: 91 Cl from bus pin to Vqc anci 2000 from bus pin to ground, C|_q^q = 15 pF total. Measured from V|[g = 1 ,5V to V0US “ 1 -S'/. '/|N “ 
OV to 3.0V pulse. 

Note 6: Fan-out of 10 load, C[_oAD = 15 pF total. Measured from V|[\| = 1.3V to VquT “ 1-5V, V||\| = OV to 3.0V pulse. 

Note 7: Fan-out of 10 load, ClqaD = 15 pF total. Measured from V|fg = 2.3 V to VquT “ 1 •5'/ '/|N “O'/ 1° 3.0 V pulse. 

Note 8; These apply for Vcc ” 5V, T/\ = 25'‘C unless otherwise specified. 




2-88 
























































































































Bus Transceivers 


Semiconductor 

DS8T26A, DS8T26AM, DS8T28, DS8T28M 
4-Bit Bidirectional Bus Transceivers 


General Description 


The DS8T26A, DS8T28 consist of 4 pairs of TRI- 
STATE® logic elements configured as quad bus drivers/ 
receivers along with separate buffered receiver enable 
and driver enable lines. This single 1C quad transceiver 
design distinguishes the DS8T26A, DS8T28 from 
conventional multi-IC implementations. In addition, 
the DS8T26A, DS8T28's ultra high speed while driving 
heavy bus capacitance (300 pF) makes these devices 
particularly suitable for memory systems and bidirec- 
tional data buses. 


Features 

■ Inverting outputs in the DS8T26A 

■ Non-inverting outputs in the DS8T28 

■ TRI-STATE outputs 

■ Low current PNP inputs 

■ Fast switching times (20 ns) 

■ Advanced Schottky processing 

■ Driver glitch free power up/down 

■ Non-overlapping TR l-STATE 


Both the driver and receiver gates have TRI-STATE 
outputs and low current PNP inputs. PNP inputs reduce 
input loading to 200 /iA maximum. 


Logic and Connection Diagrams 




Dual-ln-Line Package 



Order Number DS8T26AJ. DS8T26AMJ, DS8T28J, 
DS8T28MJ, DS8T26AN or DS8T28N 
See NS Package J16A or N16A 


DS8T26A, DS8T26AM, 
DS8T28, DS8T28M 







Absolute Maximum Ratings (NoteD 


Recommended Operating Conditions 


All Output and Supply Voltages -0.5V to +7V 

All Input Voltages -1Vto+5.5V 

Output Currents ±150 mA 

Storage Temperature -65°C to +150°C 

Maximum Power Dissipation* at 25 C 

Cavity Package 1509 mW 

Molded Package 1476 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 10.1 mW/°C above 25°C; derate molded 
package 1 1 .8 mW/°C above 25°C. 


Supply Voltage (Vgc) 
DS8T26A, DS8T28 
DS8T26AM, DS8T28M 
Temperature (T/s,) 
DS8T26A, DS8T28 
DS8T26AM, DS8T28M 


MIN 


4.75 

4.5 


0 

-55 


5.25 

5.5 


70 

+125 


UNITS 


°C 

°C 


Electrical Characteristics (Notes 2, 3 and 4> 


PARAMETER 


CONDITIONS 

MIN 

TYP 

MAX 


DRIVER 


UNITS 



Low Level Input Current 

V|n = 0.4V 

1 


-200 

ma 


Low Level Input Current (Disabled) 

V|N = 0.4V 



-25 

HA 

l|H 

High Level Input Current (D|N. Dg) 

V|N = Vcc Max 



25 

HA 

VOL 

Low Level Output Voltage, 
(Pins 3, 6, 10, 13) 

•out = 48 mA 



0.5 

V 

VOH 

Higli Level Output Voltage, 
(Pins 3, 6, 10, 13) 

•OUT= -10 mA 

2.4 



V 

iQS 

Short-Circuit Output Current, 
(Pins 3, 6, 10, 13) 

Vqut = ov, Vcc = 
VqC 

-50 


-150 

mA 


RECEIVER 


mm 

Low Level Input Current 

V|n = 0.4V 



-200 

ma 

l|H 

High Level Input Current (Rg) 

V|N = Vcc 



25 

fiA 

VOL 

Low Level Output Voltage 

IquT = 20 mA 



0.5 

V 

VOH 

High Level Output Voltage, 

•out = -100 mA 

3.5 



V 


(Pins 2, 5, 11, 14) 

• out = -2 mA 

2.4 



V 

•os 

Short-Circuit Output Current, 
(Pins 2, 5, 11, 14) 

VqUT = OV, Vcc = 

Vcc 

-30 


-75 

mA 


BOTH DRIVER AND RECEIVER 


vtl 

Low Level Input Threshold Voltage 

Vcc - •Vlin, V|N = 0.8V, 
• OL “ IVlax 

0.85 



V 

Vth 

High Level Input Threshold Voltage 

Vcc = •Vlax, V|N = 0.8V, 
•OH “ IVlax 



2 

V 

•oz 

Low Level Output OFF Leakage 
Current 

VoUT = 0.5V 



-100 

ma 

•oz 

High Level Output OFF Leakage 
Current 

VOUT = 2.4V 



100 

juA 

V| 

Input Clamp Voltage 

l|N = — 12 mA 



-1.0 

V 

•cc 

Power Supply Current 
DS8T26A 

Vcc = Vcc •Vlax 



87 

mA 


DST28 

Vcc = Vcc l^ax 



110 

mA 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot'be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the -55°C to +125°C temperature range for the DS8T26AM, DS8T28M and 
across the 0°C to +70°C range for the DS8T26A, DS8T28. All typicals are given for Vpc = 5V and T/\ = 25°C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise 
specified. 

Note 4; Only one output at a time should be shorted. 
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Switching Characteristics 


PARAMETER 

CONDITIONS 

DS8T26A 

MAX 

DS8T28 

MAX 

UNITS 

Propagation Delay 

tON DouT to Rout. (Figure 1j 

Cl = 30pF 

14 

17 

ns 

tOFF DquT to Rout. (Figure Ij 


14 

17 

ns 

tON D|n to DquT. 

CL = 300pF 

14 

17 

ns 

to F F D 1 |\i to Do UT. (Figure 2} 


14 

17 

ns 

Data Enable to Data Output 

tPZL High Z to 0, (Figure 3) 

Cl = 300pF 

25 

28 

ns 

tPLZ 0 to High Z, (Figure 3} 


20 

23 

ns 

Receiver Enable to Receiver Output 

tPZL High Z to 0, (Figure 4j 

Cl = 30pF 

20 

23 

ns 

tPLZ 0 Xo VWqhZ, (Figure 4i 


15 

18 

ns 


AC Test Circuits and Switching Time Waveforms 


VCC-5V 



FIGURE 1. Propagation Delay (DouT^o ^OUT^ 


2.6V Vcc^B.OV 



Freq = 1 0 MHz (50% duty cycle) 
Amplitude = 2.6V 

FIGURE 2. Propagation Delay (Djfj to DoUT^ 



2-91 


DS8T26A, DS8T26AM, 
DS8T28, DS8T28M 


















































AC Test Circuits and Switching Time Waveforms (Continued) 

2.6V Vcc-SV jy 




IN 4 - I-5V 1.5V ■ 



OUT i,.5V 


Input pulse: 

tr = tf = 5 ns (10% to 90%) 

Freq = 5 MHz (50% duty cycle) 
Amplitude = 2.6V 


FIGURE 3. Propagation Delay (Data Enable to Data Output) 

VcC"5V 2.6V 5V 





Input pulse: 

tr = tf = 5 ns (10% to 90%) 

Freq = 5 MHz (50% duty cycle) 
Amplitude = 2,6V 


FIGURE 4. Propagation Delay (Receive/Enable to Receiver Output) 
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Section 3 

Peripheral/Power 

Drivers 



TEMPERATURE RANGE 
-55“Cto +125X O-Cto+ZOX 

DESCRIPTION 

PAGE 

NUMBER 

DP7310 

DP8310 

Octal Latched Peripheral Drivers 

3-4 

'DP7311 

DP8311 

Octal Latched Peripheral Drivers 

3-4 

DS1611 

DS3611 

Dual AND Peripheral Driver 

3-11 

DS1612 

DS3612 

Dual NAND Peripheral Driver 

3-11 

DS1613 

DS3613 

Dual OR Peripheral Driver 

3-11 

DS1614 

DS3614 

Dual NOR Peripheral Driver 

3-11 

— 

DS3616 

Bubble Memory Coil Driver 

3-17 

DS1631 

DS3631 

Dual AND CMOS Peripheral Driver 

3-24 

DS1632 

DS3632 

Dual NAND CMOS Peripheral Driver 

3-24 

DS1633 

DS3633 

Dual OR CMOS Peripheral Driver 

3-24 

DS1634 

DS3634 

Dual NOR CMOS Peripheral Driver 

3-24 

— 

DS3654 

Printer Solenoid Driver 

3-29 

— 

DS3656 

Quad Peripheral Driver 

3-33 

— 

DS3658 

Quad High Current Peripheral Driver 

3-35 

— 

DS3668 

Quad High Current Peripheral Driver 

3-38 

— 

DS3669 

Quad High Current Peripheral Driver 

3-41 

— 

DS3680 

Quad Negative Voltage Relay Driver 

3-44 

— 

DS3686 

Dual Positive Voltage Relay Driver 

3-47 

DS1687 

DS3687 

Dual Negative Voltage Relay Driver 

3-49 

— 

DS75450 

Dual AND Peripheral Driver 

3-51 

DS55451 

DS75451 

Dual AND Peripheral Driver 

3-51 

'DS55452 

DS75452 

Dual NAND Peripheral Driver 

3-51 

DS55453 

DS75453 

Dual OR Peripheral Driver 

3-51 

DS55454 

DS75454 

Dual NOR Peripheral Driver 

3-51 

DS55461 

DS75461 

Dual AND Peripheral Driver 

3-62 

DS55462 

DS75462 

Dual NAND Peripheral Driver 

3-62 

DS55463 

DS75463 

Dual OR Peripheral Driver 

3-62 

DS55464 

DS75464 

Dual NOR Peripheral Driver 

3-62 

— 

MM74C908 

Dual CMOS 30V Driver 

CMOS 

— 

MM74C918 

AN-213 

Dual CMOS 30V Driver 

Safe Operating Areas for Peripheral Drivers 

CMOS 

3-68 


’Also available screened In accordance with MIL-STO-883 Class B. Refer to National Semiconductor’s "The Reliability Handbook". 




CO 


PERIPHERAL/POWER DRIVERS 


Output High 
Voltage (V) 

Latch-Up Voltage 
(Note 3) (V) 

Output Low 
Voltage (V) 

Output Low 
Current (mA) 

Propagation 
Delay 
Typ (ns) 

ON Power Supply 
Current (mA) 

Drivers/ 

Package 

Input 

Compatibility 

(Logic) 

Logic Function 
(Driver ON) 

Device Number 
and Temperature Range 

Page 

No. 

0°C to -H70°C 


30 


0.5 

100 

40 

152 

BB 

TTL 


DP8310 

DP7310 

3-4 

30 


0.5 

100 

40 

125 


TTL 


DP8311 

DP7311 

34 

20 

13.5 

0.6 

100 

70 

90 


TTL 

Note 7 

DS3616 


3-17 

65 

30 

1.5 

mMm 


65 


TTL/LS 

NAND 

DS3656 


3-33 

70 

35 

0.7 


2430 

65 


TTL/LS 

NAND 

DS3658 


3-35 

70 

Note 8 

1.5 

600 

2000 

80 


TTL/LS 

NAND 

DS3668 


3-38 

70 

35 

0.7 

600 


65 

HI 

TTL/LS 

AND 

DS3669 


341 

30 

20 

0.7 

■SB 

31 

55 

2 

TTL 

AND 

DS75450 


3-51 

30 

20 

0.7 

■■ 

31 

55 

2 

TTL 

AND 

DS75451 

DS55451 

3-51 

30 

20 

0.7 

300 

31 

55 

2 

TTL 

NAND 

DS75452 

DS55452 

3-51 

30 

20 

0.7 

300 

31 

55 

2 

TTL 

OR 

DS75453 

DS55453 

3-51 

30 

20 

0.7 

300 

31 

55 

2 

TTL 

NOR 

DS75454 

DS55454 

3-51 

35 

30 

0.7 

■B 

33 

55 

2 

TTL 


DS75461 

DS55461 

3-62 

35 

30 

0.7 

■B 

33 

55 

2 

TTL 


DS75462 

DS55462 

3-62 

35 

30 

0.7 

300 

33 

55 

2 

TTL 

■HB 

DS75463 

DS55463 

3-62 

35 

30 

0.7 

300 

33 

55 

2 

TTL 

BKBI 

DS75464 

DS55464 

3-62 

56 

40 

1.4 

300 


8 

2 



DS3631 

DS1631 


56 

40 

1.4 

300 


8 

2 



DS3632 

DS1632 


56 

40 

1.4 

300 

150 

8 

2 

CIVIOS 

■HB 

DS3633 

DS1633 

3-24 

56 

40 

1.4 

300 

150 

8 

2 

CMOS 


DS3634 

DS1634 

3-24 

80 

50 

0.7 

■B 

125 

75 

2 

TTL/CMOS 


DS3611 

DS1611 


80 

50 

0.7 

■B 

125 

75 

2 

TTL/CMOS 


DS3612 

DS1612 


80 

50 

0.7 

300 

125 

75 

2 

. TTL/CMOS 

■HB 

DS3613 

DS1613 

3-11 

80 

50 

0.7 

300 

125 

75 

2 

TTL/CMOS 

ibbi 

DS3614 

DS1614 

3-11 

-2.1 

-60 

-60 

-50 

10,000 

4.4 

4 

TTL/CMOS 

(Note 4) 

DS3680 


3-44 

(Note 1) 

56 

1.3 

300 

1000 

28 

2 

TTL/CMOS 

NAND 

DS3686 


3-47 

(Note 1) 

-56 

-1.3 

300 

1000 

28 

2 

TTL/CMOS 

NAND 

DS3687 

DS1687 

349 

13.5 

15 

Veer 1-8 

300 

150 

0.015 

2 

CMOS 

AND 

MM74C908, 












MM74C918 



(Note 1) 

45 

1.6 

250 

1000 

70 

10 

(Note 2 ) 

(Note 2) 

DS3654 


1 3-29 


Note 1: The DS3686, DS3687 and DS3654 contain an internal inductive fly-back clamp circuit connected from the output to ground. As an example, DS3686 driving a relay solenoid connected to 28V would 
clamp the output voltage fly-back transient at 56V caused by the solenoid's stored inductive current. This clamp protects the circuit output and quenches the fly-back. 

Note 2: The DS3654 is a 10-bit shift register followed by 10 enabled drivers. The input circuit is equivalent to a 4k resistor to ground, and the logic input thresholds are 2.8V and 0.8V. The recommended power 
supply voltage is 7.5V to 9.5V. The circuit can be cascaded to be a 20 or 30-bit shift register. 

Note 3: Latch-up voltage is the maximum voltage the output can sustain when switching an inductive load. 

Note 4: DS3680 has a differential input circuit. 

Note 5: DP8310 inverting, positive edge latching. 

Note 6: DP831 1 inverting, fall through latch. 

Note 7: Bubble memory coil driver. 

Note 8: DS3668 35V, latch-up with output fault protection. 

apmo uo!P3|0S 



















































































































DP7310/DP8310/DP7311/DP8311 


Peripheral/ Power Drivers 


DP7310/DP8310/DP7311/DP8311 
Octal Latched Peripheral Drivers 

General Description 

The DP7310/8310, DP7311/8311 Octal Latched Peripheral ■ F 
Drivers provide the function of latching eight bits of data 
with open collector outputs, each driving up to 100mA 
DC with an operating voltage range of 30 volts. Both a I, 
devices are designed for low input currents, high 
input/output voltages, and feature a power up clear (out- ■ 1 
puts off) function. 


The DP7310/8310 are positive edge latching. Two active 
low write/enable inputs are available for convenient data 
bussing without external gating. 

The DP731 1/8311 are fall through latches. The active low 
strobe input latches data or allows fall through operation 
when held at logic “0”. The latches are cleared (outputs 
off) with a logic “0” on the clear pin. 

Features 

■ High current, high voltage open collector outputs 

■ Low current, high voltage inputs 

■ All outputs simultaneously sink rated current “DC” 
with no thermal derating at maximum rated 
temperature. 


Parallel latching or buffering 

Separate active low enables for easy data bussing 

Internal “glitch free” power up clear 

10% Vcc tolerance 


Applications 

■ High current high voltage drivers 

■ Relay drivers 

■ Lamp drivers 

■ LED drivers 

■ TRIAC drivers 

■ Solenoid drivers 

■ Stepper motor drivers 

■ Level translators 

■ Fiber-optic LED drivers 


Connection Diagrams 


Dual-ln-Line Package , 


DuaMn-Line Package 


1 

TIT— 

20 

Vcc 

CLR 

1 


20 

2 


19 

— WE2 

0l4 

2 


19 

3 


18 

015 

013 

3 


18 

4 


17 

— Die 

0l2 

4 


17 

5 

DP7310/ 

16 

— 017 

on — 

5 

0P7311/ 

16 

6 

DPB310 

15 

— Die 

00i 

6 

0P8311 

15 

7 


14 

— 008 

002 

7 


14 

8 


13 

007 

003 

8 


13 

9 


12 

— ooe 

004 

9 


12 

10 


11 

005 

GNO 

10 


11 


Order Number DP7310J, DP7311J, 
DP8310J, DP8311J, DP8310N 
or DP8311N 

See NS Package J20A or N20A 
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Logic Table 


DP7310/DP8310 

Write 

Write 

Data 

Data 

Enable 1 

Enable 2 

Input 

Output 

WEi 

WE 2 

DIi-8 

D0i_8 

0 

0 


Q 

0 



1 

0 

_jT 


0 


0 


1 


0 

1 

0 

0 

1 

X 

Q 

1 

0 

X 

Q 

1 


X 

Q 


DP7311/DP8311 

Clear 

Strobe 

Data 

Data 



Input 

Output 

CLR 

STR 

DI 1-8 

DOi_8 

1 

1 

X 

Q 

1 

0 

0 

1 

1 

0 

1 

0 

0 

X 

X 

1 


X= Don’t Care 
1 = Outputs Off 
0 = Outputs On 
Q = Pre-existing Output 
= Positive Edge Transition 


Block Diagram dp 73 io/dp 83 io 




DATA OUT 1 
(DOi) 


DATA OUT 2 
(D02) 


(DI8) 


WRITE ENABLE 1 
(WED 
WRITE ENABLE 2 
(WE2) 



DATA OUT 8 
(DOS) 


Block Diagram dp 73 h/dp 83 ii 



DATA OUT 1 
(DOD 


DATA OUT 2 
(D02) 



DATA OUT 8 
( 008 ) 
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DP7310/8310/7311/8311 































DP7310/8310/7311/8311 


Absolute Maximum Ratings (Note i) 

Supply Voltage 7.0V 

Input Voltage 35V 

Output Voltage 35V 

Maximum Power Dissipation* at 25°C 
Cavity Package 1821 mW 

Molded Package 2005 mW 

Storage Temperature Range -65°Cto +150°C 

LeadTemperature(Soldering, lOseconds) 300*0 

"Derate cavity package 12.1 mW/*C above 25“C; derate molded package 
16.0 mW/°C above 25°C. 


Operating Conditions 


Supply Voltage (Vcc) 
Temperature 
DP7310/DP7311 
DP8310/DP8311 
Input Voltage 
Output Voltage 


Min. Max. Units 


-55 +125 "0 

0 +70 *0 

30 V 

30 V 


DC Electrical Characteristics dp73io/dp83io, dp73h/dp83ii (Notes 2 and 3) 


Symboi 


V|H Logical “1” Input Voltage . 


V|L Logical “0" Input Voltage 


Vql Logica “0” Output Voltage 

DP7310/DP7311 

DP8310/DP8311 


Logical “1” Output Current 

DP7310/DP7311 

DP8310/DP8311 


Logical “1” Input Current 


Input Current at Maximum Input 
Voltage 


Logical “0” Input Current 


Vciamp Input Clamp Voltage 


cco Supply Current, Outputs On 


DP7310 

DP8310 

DP7311 

DP8311 


Supply Current, Outputs Off 


DP7310 

DP8310 

DP7311 

DP8311 


Conditions 



Data outputs latched to 
logical “0”, Vcc = min. 
loL = 75ma 
loL = 100mA 


Data outputs latched to 
logical “1”, Vcc = min. 
Voh = 25V 
Voh = 30V 


V|H = 2.7V, Vcc — max. 


V|N = 30V, Vcc = max. 


ViN = 0.4V, Vcc = max. 


Data outputs latched to a 
logical “0”. All inputs are 
at logical “1”, Vcc = max. 


Data outputs latched to a 
logic “1”. Other 
conditions same as Icco- 































































AC Electrical Characteristics dp73io/dp83io: vcc=4.5v, TA=-55°ctoi25°c 

Symbol 

Parameter 

Conditions 

Min. 

Typ. 

Max. 

Units 

tpdo 

High to Low Propagation Delay 
Write Enable Input to Output 

Figure 1 


40 

120 

ns 

^pdl 

Low to High Propagation Delay 
Write Enable Input to Output 

Figure 1 


70 

150 

ns 

tSETUP 

Minimum Set-Up Time 
Data In to Write Enable Input 

tHOLD = 0nS 

Figure 1 

45 

20 


ns 

IpWHi 

tpWL 

Minimum Write Enable Pulse 
W’dth 

Figure 1 

60 

25 


ns 


High to Low Output Transition Time 

Figure 1 


16 

35 

ns 

tjLH 

Low to High Output Transition Time 

Figure 1 


38 

70 

ns 

CiN 

“N” Package Note 4 



5 

15 

pF 

AC Electrical Characteristics dp73ii/dp83ii: vcc=5v, Ta=25°c 

Symbol 

Parameter 

Conditions 

Min. 

Typ. 

Max. 

Units 

tpdO 

High to Low Propagation Delay 
Data In to Output 

Figure 2 


30 

60 

ns 

^pdl 

Low to High Propagation Delay 
Data In to Output 

Figure 2 


70 

100 

ns 

IsETUP 

Minimum Set-Up Time 
Data In to Strobe Input 

tHOLD = 0riS 

Figure 2 

0 

-25 


ns 

tpWL 

Minimum Strobe Enable Pulse Width 

Figure 2 

60 

35 


ns 

tpdC 

Propagation Delay Clear to Data Output 

Figure 2 


70 

135 

ns 

tpWC 

Minimum Clear Input Pulse Width 

Figure 2 

60 

25 


ns 

1th L 

High to Low Output Transition Time 

Figure 2 


20 

35 

ns 

tjLH 

Low to High Output Transition Time 

Figure 2 


38 

60 

ns 

C|N 

Input Capacitance — Any Input 

Note 4 


5 

15 

pF 

Note 1; "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range” they are not meant to Imply that the devices should be operated at these limits. The table of "Electrical Characteristics” provides conditions for 
actual device operation. 

Note 2: Unless otherwise specified min./max. limits apply across the -55'C to +125'C temperature range for the DP7310/DP7311 and across the 0°C to 
+70‘C for the DP8310/DP8311. All typical values are forTA = 25'C, Vcc = 5V. 

Note 3: All currents Into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 

Note 4; Input capacitance is guaranteed by periodic testing. fx£ST = ''0l<t^2 300mV, Ta=25°C 


DP7310/8310/731 1/8311 









































































































Switching Time Waveform dp73io/dp8sio 



TUF524S 


Switching Time Waveform dpzsh/dpssii 



TL/F5246 • 


Switching Time Test Circuits dp 73 io/dp 83 io dp 73 ii/dp 83 ii 



*WEi =0V WHEN THE INPUT = WE2 

TUF5246 



PULSE GENERATOR CHARACTERISTICS: 
Zo = 50Q, tr = t| = 5ns 


I 


FIGURE 1 


FIGURE 2 








Typical Applications DP8310/11 Buffering High Current Device (Notes 1 and 2) 


PNP High Current Driver NPN High Current Driver 

30V MAX. 30V MAX V+ 




VMOS High Current Driver 


VG V+ 




Eight Output/Four Output Fiber Optic LED Driver 
DP8311 100 mA Drivers DP8311 Parallel Outputs (200 mA) Drivers* 


v+ 
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DP7310/8310/7311/8311 






Typical Applications (cont’d) 


6-Blt Level Translator- Driver 


+5 V+ 



TL/F5246 


Digital Controlled 256 Level 
Power Supply from 1.2 Volts to 30 Volts 



TUF5246 
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National 

Semiconductor 


Peripheral/Power Drivers 


DS1611/DS3611, DS1612/DS3612, DS1613/DS3613, 
DS1614/DS3614 Dual Peripheral Drivers 


General Description 


The DS1611 series of dual peripheral drivers was de- 
signed for those applications where a higher breakdown 
voltage is required than that provided by the DS75451 
series. The pin outs for the circuits are identical to those 
of the DS75451 through DS75454. The DS1611 series 
parts feature high voltage outputs (80V breakdown in 
the "OFF" state) as well as high current (300 mA in 
the "ON" state). Typical applications include power 
drivers, relay drivers, lamp drivers, MOS drivers, and 
memory drivers. 


Features 

■ 300 mA output current capability per driver 

■ High voltage outputs (80V) 

■ TTL compatible 

■ Input clamping diodes 

■ Choice of logic function 


Connection Diagrams (DuaMn-Line and Metal Can Packages) 


Vcc B2 A2 Y2 


Vcc B2 A2 Y2 

' I, Is Is 



A1 Bt Y1 GND 


Order Number DS1611J-8, Order Number DS1612J-8, Order Number DS1 81 3J-8, Order Number DS1 81 4J-8, 
DS3811J-8orDS3811N DS3812J-8 or DS3812N DS3813J-8 or DS3813N DS3814J-8 or DS3814N 

See NS Package J08A or N08A 






Pin 4 is in electrical contact with the c 


Order Number 
DS1811Hor DS3811H 


Order Number Order Number 

DS1812H or DS3812H DS1613H or DS3613H 

See NS Package H08C 


Order Number 
DS1814H or DS3614H 
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DS1611/DS3611, DS1612/DS3612, 
DS1613/DS3613, DS1614/DS3614 






DS1611/DS3611, DS1612/DS3G12, 
DS1613/DS3613, DS1614/DS3614 


Absolute Maximum Ratings (Notei) 

Operating Conditions 






MIN 

MAX 

UNITS 

Supply Voltage, Vcc 

7.0 V 

Supply Voltage (Vcc) 




Input Voltage 

5.5V 

DS161X 

4.5 

5.5 

V 

Output Voltage (Note 5) 

80V 

DS361X 

4.75 

5.25 

V 

Continuous Output Current 

300 mA 

Temperature (T^) 




Storage Temperature Range 

-€5°Cto+150°C 

DS161X 

-55 

+125 

”C 

Maximum Power Dissipation* at 25 C 


DS361X 

0 

+70 

°C 

Cavity Package 

1133 mW 





Molded Package 

1022 mW 

•Derate cavity package 7.6 mW/ 

above 25°C; derate molded 

TO-5 Package 

787 mW 

package 8.2 mW/ C above 25 C; derate TO-5 package 5.25 mW/ 

Lead Temperature (Soldering, 10 seconds) 

300°C 

C above 25 C. 




Electrical Characteristics 

DS1611/DS3611, 

DS1612/DS3612, DS1613/DS3613, DS1614/DS3614 (Notes 2 and 3) 


PARAMETER 


High Level Input Voltage 


Low Level Input Voltage 


Input Clamp Voltage 




CONDITIONS 


(Figure 1) 


(Figure 2) 


Vcc “ = “12 mA, (Figure 3) 
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Switching Characteristics Vcc = 5 ov, Ta = 25 °c 

DS1611/DS3611,bS1612/DS3612, DS1613/DS3613, DS1614/DS3614 


PARAMETER 

1 CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpDi Propagation Delay Time, 

Low-To-High Level Output 

lo 200 mA, Cl = 15 pF, Rl = 50n, 
(Figure 6) 

DS1611/ 

DS3611 


130 


ns 

DS1612/ 

DS3612 


110 


ns 

DS1613/ 

DS3613 


125 


ns 

DS1614/ 

DS3614 


220 


ns 

tppo Propagation Delay Time, 

High-To-Low Level Output 

lo =« 200 mA, Cl = 15 pF, RL = 50n, 
(Figure 6) 

DS1611/ 

DS3611 


125 


ns 

DS1612/ 

DS3612 


110 


ns 

DS1613/ 

DS3613 


125 


ns 

DS1614/ 

DS3614 


150 


ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70‘’C temperature range for the DS361 1 , DS3612, DS3613, DS3614, 
and — 55°C to +125°C temperature range for the DS161 1 , DS1612, DS1613 and DS1614. All typical values are for T^ = 25°C and = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min ori absolute value basis. 

Note 4: Maximum junction temperature is 150°C. 

Note 5: Maximum voltage to be applied to either output in the "OFF" state. 

Note 6: Delay is measured with a 50fl load to 10V, 15 pF load capacitance, measured from 1 .5V input to 50% point on output. 
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DSiei1/DS3ei1, DS1612/DS3612, 
DS1613/DS3613, DS1614/DS3614 



































DS1611/DS3611, DS1612/DS3612, 
DS1613/DS3613, DS1614/DS3614 


Schematic Diagrams (each driver) 


DS3611 Dual AND Peripheral Driver 



DS3612 Dual NAND Peripheral Driver 



DS3613 Dual OR Peripheral Driver 
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Schematic Diagrams (Continued) 

DS3614 Dual NOR Peripheral Driver 



Test Circuits 



-O Vo„ 


Vo(. 

_lZ 


CIRCUIT 

INPUT 

UNDER 

TEST 

OTHER 

INPUT 

OUTPUT 

APPLY 

MEASURE 

DS3611 

VlH 

V|H 

ioH 

VoH 


V,L 

Vcc 

Iql 

VoL 

DS3612 

V,H 

V|H 

•OL 

VoL 


V,L 

Vcc 

•oh 

VoH 

DS3613 

V,M 

GND 

•oh 

VoH 


V|L 

VlL 

•OL 

VoL 

DS3614 

V,H 

GND 

•OL 

VoL 


V.L 

V|L 

■oh 

VoH 


NOTE: Each input is tested separately. 
FIGURE 1. V|h,V|l,Voh>Vol 


Oja 



Each input is tested separately. Note 1 : Each input is tested separately. 

Note 2: When testing DS3613 and DS3614 input not under test is grounded. For all 
other circuits it is at 4.5 V. 


FIGURE 2. I|. I|H FIGURE 3. V|, l|t 



Both gates are tested simultaneously. Both gates are tested simultaneously. 

FIGURE 4. lcCH» ^CCL AND, NAND Circuits FIGURE 5. lcCH» ^CCL NOR Circuits 
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DS1611/DS3611, DS1612/DS3f 
DS1613/DS3613, DS1614/DS3I 





DS1611/DS3611, DS1612/DS3612, 
DS1613/DS3613, DS1614/DS3614 
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National Peripheral/Power Drivers 

Semiconductor 

DS3616 Bubble Memory Coil Driver 


General Description Features 

The DS3616 bubble memory coil driver provides the func- 
tion of driving the high current coils of a bubble memory 
device. The control inputs A, B, CS and HLD-EN are TTL 
compatible to insure easy interfacing to MOS control cir- 
cuits. Internal logic controls the output sinking and sourc- 
ing transistors to drive the X and Y bubble memory coils in 
a bridged push-pull configuration. 

Sourcing transistors are driven into saturation by the on- 
chip voltage booster for maximum current drive to the coil. 

The internal power up/down control circuit prevents 
glitches and noise on the outputs during system 
initialization. 

CS enables the output drive transistors. A pause capabili- 
ty is available from the HLD-EN input to allow asynchro- 
nous operation (refer to Typical Applications data). 

The DS3616 is characterized to operate from CC to 70°C. 


■ Two high current push-pull outputs 

■ TTL compatible low current inputs 

■ Two power supplies -f-5V and -f-12V 

■ Internal clamp diodes 

■ Power up/down control circuit 

■ Optional internal voltage booster 

■ Run output for function driver control 



Connection Diagram 

Duat-ln-Line Package 

Vdd 
B INPUT 
A INPUT 

Bqute 
Bqutc 
Vbias 

BIAS DRIVE 
BIASCLK 

TOP VIEW 

Order Number DS3616N 
See NS Package N16A 
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DS3616 







DS3616 


Functional Block Diagram 


Vcc 



Vdd 


Functional Tables (Note 2) 


HLD-EN 

= 0 




: 

Qlli 

B 

cs 




X 

X 

1 

z 

z 

0 

0 

0 

0 

z 

z 

1 

0 

1 

0 

0 

1 

1 

1 

0 

0 

1 

0 

1 

1 

1 

0 

0 

0 

0 



Note 1: When used as Y driver, HLD-EN is in Logic "0" state. 

Note 2: Run output is independent of the power-up ciear circuit and functions down to Vcc = 3V. (See Typical Applications.) 
Note 3: If BIAS CLK stops, It must remain in a Logic “1” state to prevent excessive DC current in the inductor. 
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Absolute Maximum Ratings (Note i) 


Supply Voltage (Vcc) 7V 

Supply Voltage(VDD) 15V 

Coil Source Voltage (Vcoil) I^V 

Vbias-Vcoil 6.5V 

Peak Output Current (Coil Outputs) 1A 

Vbias Drive Current 300 mA 

Maximum Power Dissipation* at 25°C 
Molded Package 1950mW 


Derate molded package 15.6 mW/°C above 25“C. 


Recommended Operating Conditions 


Min Typ 

Max 

Units 

Xa Operating Temperature 

0 

70 

“C 

Supply Voltage (Vcc) 

4.75 (4.5)** 5 

5.25 

V 

Supply Voltage (Vdd) 

11.4(10.8)** 12 

12.6 

V 

Coil Source Voltage (Vcoil) 

7 10 

13.5 

V 

Vbias-Vcoil 

4.0 4.8 

6 

V 

Peak Coil Output Current 


950 

mA 

Peak Vqias Drive Current 


200 

mA 


** Min supply voltage for functionality during power up/down sequences. 


Electrical Characteristics (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

High Level Input Voltage 

Vcc = 4.75V 

2.0 



V 

V|L 

Low Level Input Voltage 

Vcc = 4.75V 



0.8 

V 

Vqd 

Differential Output Voltage 

'Io = 850 mA, Vcoil = 13.5V, 

Vbias = 18.5V, Vcc = 4.75V, Vdd = H-4V 

11.7 

12.2 

12.7 

V 


Output Clamp Diode Voltage 

Iq= -850 mA, Lower Clamp 

-0.9 


-1.5 

V 

Iq = 850 mA, Upper Clamp 

0.9 


1.5 

V 

ViCLAMP 

Input Clamp Diode Voitage 

li= -12 mA 


-0.9 

-1.5 

V 

Vqhr 

Run High Level Output Voltage 

loH= -400 ;<A, Vcc = 4.75V 

2.4 

3.3 


V 

Iqh= - 100 aA, Vcc = 4.75V 

3.5 

4.1 

4.45 

V 

Vqlr 

Run Low Level Output Voltage 

Iol = 5 mA, Vcc = 4.75V 


0.2 

0.5 

V 

l| 

Maximum Input Current at 
Maximum Input Voltage 

Vcc = 5.25V, V,N = 5.5V 


■ 

100 

aA 

l|H 

High Level Input Current 

Vcc = 5.25V, V|M = 2.4V 


1 

40 

aA 

l|L 

Low Level Input Current 

Vcc = 5.25V, V|L = 0.4V 


-160 

-250 

aA 

VcCEN 

Vcc Power Up Enable Voltage 


3.2 

3.8 

4.4 

V 

Vdden 

Vdd Power Up Enable Voltage 


8.0 

9.5 

10.5 

V 

Vbias 

Regulator Threshold Voltage 

Vcoil = 10V, Vdd = 12V, Vcc = 5V 

14,0 

14.8 

16 

V 

Vp 

■ Bias Diode Voltage 

Ip = 100 mA 


0.9 

1.5 

V 

•r 

Bias Diode Leakage Current 

Vreverse = 20V 


5 

500 

aA 

'^OL 

VcE(SAT) of V BIAS Output 
Transistor 

Vcc = 4.75V, Bias Drive = 100 mA 


0.3 

0.6 

V 

■a 

Leakage Current of Vbias 
O utput Transistor 

V0H-2OV 


5 

500 

aA 

mm 

Leakage Current of the 
Upper Drive 

Vcoil- 13.5V, VouT-OV 


10 

1000 

aA 

Ilcl 

Leakage Current of the 
Lower Drive 

Vout=15V 

■ 

10 

1000 

aA 

ICC1(E) 

Vcc Supply Current Chip 
Enabled 

A = 3.0V, B = 0.4V, CS = 0.4V, 
HLD-EN = 0.4V, Vcc = 5-25V 


55 

90 

mA 

lcCO(D) 

Vcc Supply Current Chip 
Disabled 

A = B = HLD-EN = 0.4V, CS = 3.0V, 
Vcc = 5,25V 

[fill 

17 

33 

mA 

Idd 

Vdd Supply Current 

Vdd = 12.6V 


4.5 

7 

mA 

IbIAS1(E) 

Vbias Current Chip Enabled 

Vbias- 18.5V, Vcoil- 13.5V 
Same Input Conditions as Icci 


40 

60 

mA 

IbIASO(D) 

Vbias Current Chip Disabled 

Vbias = 18.5V, Vcoil= 13.5V 
Same Input Conditions as Icco 

■ 

5 

8 

mA 


Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature 
Range" they are not meant to impiy that the devices should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified min/max limits apply across the O'C to 70”C temperature range for the DS3616. Vcc = 5V ± 5%, Vdd = 12V ± 5%. During 

power up/down, for functional operation, Vcc = +5%, -10 %;Vdo= +5%, -10%. * 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 
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DS3616 


Switching Characteristics Ta = o°c to 7 o°c, Vcc = 4 jsv, vdd = n 4 v 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

tR(E) 

Rise Time for Aqut o'" 
Bout Emitters 

Figure 1 


40 

100 

ns 

tp(E) 

Fail Time for Aqut of 
Bout Emitters 


15 

50 

ns 

^B(C) 

Rise Time for Aout or 
Bout Coiiectors 

Figure 2 


15 

50 

ns 

'f(C) 

Faii Time for Aout or 
Bout Coiiectors 


25 

50 

ns 

'ON(E) 

Turn ON Time for Aout 
or Bout Emitters 

Figure 1 


85 

150 

ns 

*OFF(E) 

Turn OFF Time for Aout 
or Bout Emitters 


45 

120 

ns 

'ON(C) 

Turn ON Time for Aout 
or Bout Coiiectors 

Figure 2 


70 

150 

ns 

'OFF(C) 

Turn OFF Time for Aout 
or Bout Coiiectors 


55 

120 

ns 

*CSON(E) 

Time for OS to Enabie 
Output Emitters 

Figure 3 


70 

150 

ns 

•CSOFF(E) 

Time for ^ to TRi-STATE® 
Output Emitters 


50 

120 

ns 

tcSON(C) 

Time for CS to Enabie 
Output Coiiectors 

Figure 4 


50 

120 

ns 

tcSOFF(C) 

Time for CS to TRi-STATE 
Output Collectors 


60 

120 

ns 

'r(RUN) 

Rise Time for Run Output 

Figure 5 


50 

70 

ns 

V(RUN) 

Fall Time for Run Output 


10 

20 

ns 

'ON(RUN) 

Turn ON Time for Run Output 


70 

110 

ns 

toFF(RUN) 

Turn OFF Time for Run Output 


40 

70 

ns 

^PLZ 

Propagation Delay for HLD-EN 
to TRI-STATE Aqut Collector 

Figure 6 


65 

120 

ns 

'PZL 

Propagation Delay for HLD-EN 
Turn ON Aqut Collector 


45 

120 

ns 

'charge 

Charge Up Time forVeiAs 

1 mh,2/iF, fcLK = 800 kHz 


2 

5 

ms 

'dON 

Turn ON Time of Clamp Diodes 

Figure 7 


30 

50 

ns 

IMB 

DC Imbalance under AC 
Conditions 

Figures 


±0.1 


V 

BIASCLK 

Duty Cycle 


40 

50 

60 

% 

Frequency 

600 

800 

1000 

kHz 


TRI-STATE® is a registered trademark of National Semiconductor Corp. 
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FIGURE 1. Test Set-Up and Timing Waveforms for Aqut and Bqut Emitters 



^ Ground A input if B is the driven input or 
Ground B if A is the driven input. 



FIGURE 2. Test Set-Up and Timing Waveforms for Aqut and Bqut Collectors 




* For Aqu and BquTC' ^ ^ 

for BquTE AouTC’ ^ ^ 


FIGURE 3. Test Set-Up and Timing Waveforms for Aqut and Bqut Emitters 




* For AquIE ^OUTC* ^ ~ ® ~ 

for BoutE ^OUTC' ^ == ^ 


FIGURE 4. Test Set-Up and Timing Waveforms for Aqut and Bqut Collectors 
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DS3616 








FIGURE 5. Test Set-Up and Timing Waveforms for Run Output 



* Input Conditions; A = B = 3V 


FIGURE 6. Test Set-Up and Timing Waveforms for Aqutc TRI-STATE 



FIGURE 7. AC Switching Characteristics 



FIGURE 8. DC Imbalance Test Circuit 


Note 1: Output waveforms may be generated with CS = input, A = B = OV or B = input, A = 3V, CS = OV 

Note 2: Reference Vouth Is set at 4V, which includes the active pull-up voltage plus charge-up voltage due to the internal 5 klj resistor to Vqq (typical rise 
time = 12 ns). 





Typical Characteristics 


If; vs VpOf Output 

Clamp Diode Over Ambient 

Temperature 


lc(SAT) vs Vce(SAT) of 
Output Transistors 
Over Ambient Temperature 



0 0.2 0.4 0.6 0.8 1.0 1.2 1.4 1.6 



0 0.1 0.3 0.5 0.7 0.9 


\lf - FORWARD OUTPUT CLAMP 
DIODE VOLTAGE (V) 


VCE(SAT) - OUTPUT TRANSISTOR Vqe 
SATURATED VOLTAGE (V) 



Typical Applications (Figures 9 and 10) 

The coil driver circuit is used to generate triangular cur- 
rent waveforms for the bubble memory coils. The currents 
are generated by switching the coil driver in such a way 
that a voltage pulse is applied to the coil. The coil 
inductance integrates the voltage into a current ramp. 
When the pulse is switched OFF the current is commu- 
tated by two on-chip clamp diodes and current ramps 
down to zero. At that time the opposite polarity pulse is 
applied to the coil, which causes the current to ramp in the 
opposite direction. 



FIGURE 9. Typical Application 


The Run output drives the chip enable input of the function 
driver (DS3615). it goes low when A = B = 1, in^ating the 
controller has stopped the coils, or when CS = 1 indi- 
cating the bubble is not selected. In the event of a system 
power loss, A and B are to be set to logic 1 by the control- 
ler. This stops the coil driver and causes the Run output to 
go to zero which disables the function driver. The Run out- 
put is guaranteed to stay at Logic “0” and coil drive out- 
puts in Logic “0” state or high impedance condition (if 
A = B = 1 or CS = 1) down to Vcc = 3V, at which time the 
function driver and coil driver power supply sensors will 
have disabled all outputs driving the bubble. 



FIGURE 10. Coil Current and Voltage Waveforms 
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DS1631/3631, DS1632/3632, 
DS1633/3633, DS1634/3634 


Semiconductor 


Peripheral/Power Drivers 


DS1631/DS3631, DS1632/DS3632, DS1633/DS3633, 
DS1634/DS3634 CMOS Dual Peripheral Drivers 

General Description 


The DS1631 series of dual peripheral drivers was 
designed to be a universal set of interface components 
for CMOS circuits. 

Each circuit has CMOS compatible inputs with thresholds 
that track as afunction of Vqq (approximately 1/2 Vcc). 
The inputs are PNPs providing the high impedance 
necessary for interfacing with CMOS. 

Outputs have high voltage capability, minimum break- 
down voltage is 56V at 250/iA. 

The outputs are Darlington connected transistors. This 
allows high current operation (300 mA max) at low 
internal Vqq current levels since base drive for the 
output transistor is obtained from the load in propor- 
tion to the required loading conditions. This is essential 
in order to minimize loading on the CMOS logic supply. 

Typical V^c = 5V power is 28 mW with both outputs 
ON. Vcc operating range is 4.5V to 15V. 

The circuit also features output transistor protection if 
the Vcc supply is lost by forcing the output into the 


high impedance OFF state with the same breakdown 
levels as when Vcc was applied. 

Pin-outs are the same as the respective logic functions 
found in the following popular series of circuits: 
DS75451, DS75461, DS3611. This feature allows direct 
conversion of present systems to the MM74C CMOS 
family and DS1631 series circuits with great power 
savings. 

The DS1631 series is also TTL compatible at Vcc “ 5V. 

Features 

■ CMOS compatible inputs 

■ TTL compatible inputs 

■ High impedance inputs PNP's 

■ High output voltage breakdown 56V min 

■ High output current capability 300 mA max 

■ Same pin-outs and logic functions as DS75451, 
DS75461 and DS3611 series circuits 

■ Low Vcc power dissipation (28 mW both outputs 
"ON" at 5V) 


Connection Diagrams (Dual-ln-Line and Metal Can Packages) 


Vcc B2 A2 X2 


Vcc B2 A2 X2 





A1 B1 XI GNO 


Vcc B2 A2 X2 



A1 B1 XI CND 


A1 B1 XI GND 


Order Number DS1631J-8, Order Number DS1632J-8, Order Number DS1833J-8, Order Number DS1834J-8, 
DS3831 J-8 or DS3831 N DS3832J-8 or DS3832N DS3633J-8 or DS3833N DS3834J-8 or DS3834N 

See NS Package J08A or N08A 



Order Number 
DS1831Hor DS3831H 




GNO 

TOPVIEW 

{Pin 4 h electrically connected to the case.) 


Order Number Order Number 

DS1 632H or DS3632H DS1 633H or DS3633H 

See NS Package H08C 
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Order Number 
DS1634H or DS3634H 






Absolute Maximum Ratings (NoteD 


Operating Conditions 


Supply Voltage 16V 

Voltage at Inputs -0.3V to V^c +0.3V 

Output Voltage 56V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1133 mW 

Molded Package 1022 mW 

TO -5 Package 787 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate cavity package 7.6 mW/°C above 25°C; derate molded 
package 8.2 mW/°C above 25°C; derate TO-5 package 5.2 mW/ 
°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


1133 mW 
1022 mW 
787 mW 
300° C 


PARAMETER 


ALL CIRCUITS 


V|H Logical "1" Input Voltage 


Logical "0" Input Voltage- 


Supply Voltage, Vqc 

MIN 

MAX 

UNITS 

DS 1 631 /DS 1632/ 
DS1633/DS1634 

4.5 

15 

V 

DS3631/DS3632/ 

DS3633/DS3634 

4.75 

15 

V 

Temperature, T/\ 

DS1631/DS1632/ 

DS1633/DS1634 

-55 

+ 125 

°C 

DS3631/DS3632/ 

DS3633/DS3634 

0 

+70 

°C 


CONDITIONS 


MAX UNITS 


Logical "1" Input Current 



VoL Output Low Voltage 


(Figure 1) 

Vcc = 5V 

Vcc= 10V 


Vcc= 15V 

(Figure 1) 

Vcc = 5V 

Vcc= 10V 


Vcc = 15V 

'^CC ~ 15V, V|N = 15V, (Figure 2) 

V|M = 0.4V, (Figure 3) 

Vcc=5V 

Vcc = 15V 

VCC “ 1 5V, IQH = 250 pA, (Figure 1) 

Vcc " (Figure 1), 

DS1631 DS1632 

•OL = 100 mA 

DS1633, DS1634 

IqL = 300 mA 

Vcc = Min, (Figure 1), 
DS3631, DS3632, 
DS3633, DS3634 

lOL ■ 100 mA 

lOL 300 mA , 


IE9 

2.5 


V 

IKOI 

5 


V 

nra 



V 


2.5 

1.5 

V 


IQQII 

2.0 

V 


■a 


V 


0.1 

10 

pA 


-50 

-120 

pA 


-200 

-360 


56 

65 


V 


0.85 

1.1 

V 


1.1 

1.4 

V 


0.85 

1.0 

V 


1,1 

1.3 

V 


DS1631/DS3631 

ICC(O) Supply Currents 


Vcc = 5V 

Output Low 


7 

11 

mA 



Both Drivers 




Vcc = 15V 


14 

20 

mA 

ICC(I) 

(Figure 4) 

VcC = 5V,V||m = 5V 

Output High 


2 

3 

mA 


Vcc= 15V, V(N= 15V 

Both Drivers 


wm 

10 

mA 

tpDi Propagation to "1" 

Vcc = 5V, Ta = 25°C, Cl = 15 pF. Rl = 500, Vl 
(Figure 5) 

.= 10V, 


200 


ns 

IPDO Propagation to "0" 

Vcc = 5V, Ta = 25°C, Cl = 15 pF, Rl = 500, V[. 
(Figure 5) 

. = 10V, 


150 


ns 

DS1632/DS3632 

ICC(O) Supply Currents 

(Figure 4) 

Vcc=5V,V|n = 5V 

Output Low 


8 

12 

mA 


Vcc “ 15V, V||\| = 15V 


18 

23 

mA 

ICC(I) 

V||\| = OV, (Figure 4) 

Vcc=5V 

Output High 



3.5 

mA 


Vcc = 15V 


g 

14 

mA 

tpDi Propagation to "1" 

Vcc = 5V, Ta = 25°C, Cl= 15 pF, Rl = 500, Vl 
(Figure 5) 

,= 10V, 


150 


ns 

IPDO Propagation to "0" 

Vcc = 5V, Ta = 25°C, Cl = 15 pF, Rl = 500, Vl 
(Figure 5) 

.= 10V, 


150 


ns 

DS1633/DS3633 

•CC(0) Supply Currents 


Vcc = 5V 




12 

mA 






Vcc = 15V 



1.6 

23 

mA 

ICC(I) 

(Figure 4) 

Vcc = 5V,V|n = 5V 



2 

4 

mA 


Vcc= 15V, V|N= 15V 



■B 

15 

mA 

tpDl Propagation to "1" 

Vcc = 5V Ta = 25°C, Cl = 15 pF, Rl = 500, Vl 
(Figure 5) 

,= 10V, 


200 


ns 

tPDO Propagation to "O' 

Vcc = 5V, Ta = 25°C, Cl = 15 pF, Rl = 500, Vl 
(Figure 5) 

= 10V, 


150 


ns 


3-25 


DS1631/3631, DS1632/3632, 
DS1633/3633, DS1634/3634 





















































































































































DS1631/3631, DS1632/3632, 
DS1633/3633, DS1634/3634 


Electrical Characteristics (Continued) 


PARAMETER 


DS1634/DS3634 


ICC(O) Supply Currents 


(Figure 4) 


V|fM = OV, (Figure 4) 


CONDITIONS 


VCC=5V, V||m = 5V 


VcC= 15V, V|N= 15V 


VcC=5V 


VcC=15V 


MIN TYP MAX UNITS 


12 mA 



tpDI Propagation to "1" Vcc ~ 5V, Ta = 25 C, Cl = 15 pF, Ri_ = 50fi, V|_ = 10V, 
(Figure 5) 


tPDO Propagation to "0" Vqc “ 5V, Ta = 25°C, Cl = 15 pF, Rl = 50f2, Vl = 10V, 
(Figure 5) 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS1631, DS1632, DS1633and 
DS1634 and across the 0°C to +70°C range for the DS3631, DS3632, DS3633 and DS3634. All typical values are for Ta 25°C 
Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 


Test Circuits 


SEE CIRCUIT Y I SEE 

TEST UNDER 1 TEST 

TABLE B test TABLE 


■^loL 

■^1 

ii 







CIRCUIT 

INPUT 

UNDER 

OTHER 

OUTPUT 


TEST 

INPUT 

APPLY 

MEASURE 

DS3631 

V|H 

V|H 

lOH 

VOH 


V|L 

Vcc 

'OL 

VOL 

DS3632 

V|H 

V|H 

lOL 

VOL 


V|L 

Vcc 

lOH 

VOH 

DS3633 

V|H 

GND 

lOH 

Vqh 


V|L 

V|L 

'OL 

VOL 

DS3634 

V|H 

GND 

'OL 

VOL 


V|L 

V|L 

'oh 

Vqh 


Note: Each input is tested separately. 

FIGURE 1, V|h.V|l,Voh. VoL 


CIRCUIT I Y 
UNDER |— OPEN 
.A test 


Each input is tested separately. 

FIGURE 2. I|H 
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Test Circuits (Continued) 


VceO— I SEE 

I NOTES 


CIRCUIT |y 
UNDER U-OPEN 
I. A TEST 


Note A: Eich input is tested seperitely. 

Note B: When testing OS1633and OS1634 input not under test is grounded. For all 
other circuits it is at Vcc. 


Both gates are tested simultaneously. 


FIGURE 3. I|L 


FIGURE 4. Ice 



Switching Time Waveforms 


INPUT ^ 

OS1631 t.SV 

DS1633 



Not* 1: The puts* generator has the following characteristics: PRR ■ SOO kHz« Zqut 
N ote 2: C|. includes probe and jig capacitance. 


FIGURE 5. Switching Timas. 
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Semiconductor 


Peripheral/Power Drivers 


DS3654 Printer Solenoid Driver 

General Description 

The DS3654 is a serial-to-parallel 10-bit shift register 
with a clock and data input, a data output from the 
tenth bit, and 10 open-collector clamped relay driver 
outputs suitable for driving printer solenoids. 

Timing for the circuit is shown in Figure 1 . Data input is 
sampled on the positive clock edge. Data output changes 
on the negative clock edge, and is always active. Enable 


transfers data from the shift register to the open-collector 
outputs. Internal circuitry inhibits output enable for 
power supply voltage less than 6V. 

Each output sinks 250 mA and is internally clamped to 
ground at BOV to dissipate energy stored in inductive 
loads. 


Connection Diagram 


Dual-ln-Line Package 


OUTPUT? 
OUTPUTS 
OUTPUTS 
OUTPUT 10 
DATA OUTPUT 



OUTPUTS 
OUTPUT 1 
DATA INPUT 


Order Number OS3654J or DS3654N 
See NS Package J16A or N16A 


Logic Diagram 


Pin Descriptions 


Pin No. 

Function 

1 

Output Enable 

2 

Output 6 

3 

Output 7 

4 

Output 8 

5 

Output 9 

6 

Output 10 

7 

Data Output 

8 

Ground 

9 

Clock Input 

10 

Data Input 

11 

Output 1 

12 

Output 2 

13 

Output 3 

14 

Output 4 

15 

Output 5 

16 

Vcc 


OUTPUT^ 

ENABLE'^ 


1 2 3 4 5 6 7 




DATA QiU jj-' 
INPUT I ^ 


CLOCK - » 
INPUT 
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DS3654 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage, Vcc 
Input Voltage 
Output Supply, Vp-p 
Storage Temperature Range 
Output Current (Single Output) 

Ground Current 

Peak Power Dissipation t < 10 ms. 

Duty Cycle <5% 

Maximum Power Dissipation* at 25 C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 


9.5V max 
-0.5V min. 9.5V max 
•45V max 
-65°Cto +150°C 
0.4A 
4.0 A 
4.5W Max 


1635 mW 
1687 mW 
300° C 


•Derate cavity package 10.9 mW/ C above 25 C; derate molded 
package 13.5 mW/°C above 25°C. 


Supply Voltage (Vqq) 
Temperature (T/\) 
Output Supply (Vp-p) 


Electrical Characteristics (Notes 2, 3 and 4) Vp-p = 30V unless otherwise noted 


PARAMETER 
Logical "1" Input Voltage 
Logical "0" Input Voltage 
Logical "1 " Output Voltage Clamp 
Logical "1" Output Current 
Logical "0" Output Voltage 

Logical "V Input Current 
Clock 
Enable 
Data 
Clock 
Enable 
Data 

Logical "0" Input Current 
Clock 
Enable 
Data 

Input Pull-Down Resistance 
Clock 
Enable 
Data 

Supply Current dcc) 

Outputs Disabled 

Outputs Enabled 

Data Output Low (Vdql) 

Data Output High (Vdoh) 

Data Output Pull-Down Resistance 


CONDITIONS 


ICLAMP = 0.1A, Ven = 0V 

Voh = 40V, Ven=0 
Iql = 250 mA,VEN = 2.6V 

Ta = 70“ C, VCL = 2.6V 
Ta = 70°C, Ven = 2.6V 
Ta = 70“C, Vd = 2.6V 
Ta = 0“C,Vcl=2.6V 
Ta = 0“C,Ven = 2.6V 
Ta = 0“c, Vd = 2.6V 

Ta = 70“C, VCL= IV 
Ta= 70“C, Ven=1V 
Ta= 70“C, Vd= IV 

Ta=25“C, Vcl <Vcc 
Ta = 25“C, Ven<VcC 
Ta = 25“ C, Vd < Vcc 

Ta>25“C,Ven = 0,Vdo = 0. 

Vcc = 9-5V 

Ta > 25“c, Ven = 2.6, Iql = 250 mA 
Each Bit 

Vd = 0, lQL = 0 

Vd = 2.6, IqH = -0-75 mA 
Vd = o,vdo = iv 


MIN 

TYP 

MAX 

UNITS 

2.6 



V 



0.8 

V 

45 

50 

65 

V 



1.0 

mA 



1.6 

V 

0.2 

0.33 


mA 

0 2 

0.33 


mA 

0.3 

0.57 


mA 


0.33 

0.5 

mA 


0.33 

0.5 

mA 


0.57 

0.75 

mA 


125 


ixk 


125 


pA 


220 


ma ■ 


8 


kfi 


8 


kfi 


4.5 


kn 


27 

40 

mA 


55 

70 

mA 


0.01 

0.5 

V 

2.6 

3.4 


V 


14 


kf2 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0°C to -f70°C temperature range and the 7.5V to 9.5V power supply range. 
All typical values given are for Vcc = 8.5V and Ta = 25°C. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise 
specified. 

Note 4: Only one output at a time should be shorted. 
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Switching Characteristics 0°C to +70°C, T/\ = 25°C, nominal power supplies unless otherwise 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 


Clk, Data and Enable Inputs 

(Figure 1) 





tpc 




2.0 

MS 

tRC 

tBIT>10A<s 



2.0 

MS 

tCLK 


2 



lis 

tCLK 


3.5 



MS 

tHOLD 




1.0 

MS 

tSET-UP 




1.0 

MS 

tRE.tRDIN 




1.0 

MS 

tPE. tpD IN 




5.0 

MS 

Output 1-10 

Vp-p = 20V 




i 

tRO 

RL= 100:2 , Cl < 100 pF 


1.2 


MS 

tpo 

RL= lOOn, Cl< lOOpF 


1.2 


MS 

tPDEH 



3.5 


MS 

tPDEL 



3.0 


MS 

Data Output 






tPDH. tPDL 

RL=5k:2, Cl< lOpF 


0.8 

2.5 

MS 

tRD 



0.4 


MS 

tPD 



0.4 


MS 

Clock to Enable Delay 






tCE 


2 tBIT 



MS 

Enable to Clock Delay 


tBIT 



MS 


Switching Time Waveforms 


I* »BITMIN' - | - • <BIT H 



•cLK r — *FC — H- — n- *clk 


I -j*l l-^'HOLD I I 

— r--<SET-UP r* 'RD 'FD H 

•'RE 'FEN'^ h — 




FIGURE 1. Shift Timing 
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Definition of Terms 


Vp-p: Output power supply voltage. The return for 
open-collector relay driver outputs. 

tBIT- Period of the incoming clock. 

VclK- The voltage at the clock input. 

tCLK' The portion of tBIT when VcLK ^ 2.6V. 


tcLK- The portion of tBIT when Vqlk < 0.8V 

tsET-UP- The time prior to the end of tcLK required 
to insure valid data at the shift register input for sub- 
sequent clock transitions. 

tHOLD- The time following the start of tcLK required 
to transfer data within the shift register. 


3-32 






National 

Semiconductor 


Peripheral/Power Drivers 


DS3656 Quad Peripheral Driver 

General Description 

The DS3656 is a quad peripheral driver designed for use in 
automotive applications. Logically It is an open collector 
NAND function with all inputs compatible with 74LS and 
CMOS series products. An enable input is provided that is 
common to each driver. When taken to a logic zero level all 
outputs will turn off. Also, overvoltage is detected. 

The DS3656 has features associated with the output struc- 
ture that make it highly versatile to many applications. 
Each output is capable of 600 mA sink currents and offers 
65V standoff voltage in non-inductive applications. A 
clamp network capable of handling 800 mA is incorporat- 
ed in each output which eliminates the need of an external 
network to quench the high voltage backswing caused 
when switching inductive loads up to 30V (reference 
AN-213). 

The DS3656 is intended to operate from a 12V automotive 
battery. Internal to the device is its own voltage regulator 
which permits the device to operate during the wide 
voltage variation seen in many automotive applications. 
An overvoltage-protection circuit is incorporated that will 
cause the outputs to turn off when the supply exceeds 
30V. The circuit is designed to withstand worst case fault 
conditions that occur in automotive applications, such as 


high voltage transients and reverse battery connection. In 
this type of environment an external 100D resistor must be 
connected in series with the Vcc line. 

The molded package is specifically constructed to allow 
increased power dissipation over conventional packages. 
The four ground pins are directly connected to the device 
chip with a special copper lead frame. When the quad 
driver is soldered into a copper PC board the power rating 
of the device will significantly improve. 


Features 

■ Quad automotive peripheral driver 

■ 600 mA output current capability 

■ High voltage outputs — 65V 

■ Clamp diode provided for inductive loads 

■ Built in regulator 

■ Overvoltage failsafe 

■ TTL/LS/CMOS compatible diode clamped inputs 

■ High power dissipation package 

■ Guaranteed to withstand worst case fault conditions 


Connection Diagram 


Dual-ln-Line Package 

IN A IN B EN GND GND Vcc IN C IN D 



Order Number DS3656N 
See NS Package N16A 


Truth Table 


Enable 

InX 

OutX 

H 

H 

L 

H 

L 

H 

L 

X 

H 

H = high level 

L = low level 

X= irrelevant 
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DS3656 


Absolute Maximum Ratings (Note i) 


Operating Conditions 



Suppiy Voitage, Vcc (Note 2) 

65V 

Min 

Max 

units 

Input Voitage 

7V 

Supply Voltage, Vcc 10.5 

17.0 

V 

Output Voltage 

65V 

Temperature - 40 

105 

•c 


Continuous Output Current 1.2A 

Junction Temperature 150®C 

Thermai Resistance (Junction to Ambient) 


Continuous Output Current 1.2A 

Junction Temperature 150®C 

Thermai Resistance (Junction to Ambient) 
DS3656NPiuggedinaSocket 60°CA/V 

DS3656NSoideredinaPCBoard 35“C/W 

DS3656NSoideredinaPCBoard 20°C/W 

withe in^Cn Foii 

Lead Temperature (Soidering, 10 seconds) 300“C 


Electrical Characteristics (Notes 2 and 3) 


Symboi 

Parameter 

Conditions 

Min 

Max 

Units 

< 

o 

o 

Power Supply Voltage 


10.5 

17 

V 

icc 

Power Supply Current 



65 

mA 

V,H 

High Level Input Voltage 


2.0 


V 

V|L 

Low Level Input Voltage 



0.8 

V 

l|H 

High Level Input Current 

V|n = 2.7V 


20 

mA 

l|L 

Low Level Input Current 

V|n = 0.4V 


-360 

aA 

V|CL 

Input Clamp Voltage 

lii,j= -10 mA 


-1.5 

V 

o 

> 

Low Level Output Voltage 

Il = 600 mA, Vcc = 10.5V 


1.5 

V 

Iqh 

High Level Leakage Current 

Vqh = 65V 


1.0 

mA 

Vp 

Output Diode Forward Voltage 

Ip = 800 mA 


2.5 

V 

Ir 

Output Diode Reverse Leakage 

Vr = 65V 


1.0 

mA 

Bvcer 

Vqhi Switching Capacitive or Resistive Load 



65 

V 

•-VCEO 

Vqh 2 Switching Inductive Clamped Load 



30 

V 


Switching Characteristics Vcc=i3 2v,Ta=25“c 


Symbol 

Parameter 

Conditions 

Min 

Max 

Units 

IpLH 

Propagation Delay Time 
Low to High Level Output 

Vcc = 13.2V, Rl = 300, Cl= 15 pF 


10 

MS 

IpHL 

Propagation Delay Time 
High to Low Level Output 

Vcc = 13.2V, Rl = 30O,Cl= 15 pF 


10 

MS 

Itlh 

Transition Time 

Low to High Level Output 

Vcc = 13.2V, FIl = 300,Cl= 15 pF 


500 

ns 

1th L 

Transition Time 

High to Low Level Output 

Vcc= 13.2V, Rl = 300,Cl= 15 pF 


500 

ns 

IpLH 

Enable to Output 

Vcc = 13.2V, Rl= 300, Cl = 15 pF 


10 

MS 

IpHL 

Enable to Output 

Vcc = 13.2V, Rl = 300, Cl = 15 pF 


10 i 

MS 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range” they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" pro- 
vides conditions for actual device operation. 

Note 2: Voltage values are with respect to network ground terminal unless otherwise specified. 

Notes: Unless otherwise specified mln/max limits apply across the -40“Cto -h 105"C temperature range. 
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National 

mii Semiconductor 

DS3658 Quad High Current Peripheral Driver 


Peripheral/Power Drivers 


General Description 


The DS3658 quad peripheral driver is designed for those 
applications where low operating power, high breakdown 
voltage, high output current and low output ON voltage are 
required. A unique input circuit combines TTL compatibil- 
ity with high impedance. In fact, its extreme low input 
current allows it to be driven directly by a CMOS device. 

The outputs are capable of sinking 600 mA each and offer 
a 70V breakdown. However, for inductive loads the output 
should be clamped to 35V or less to avoid latch-up during 
turn off (inductive fly back protection— refer AN-213). An 
on-chip clamp diode capable of handling 800 mA is pro- 
vided at each output for this purpose. In addition, the 
DS3658 incorporates circuitry that guarantees glitch-free 
power up or down operation and a fail-safe feature which 
puts the output in a high impedance state when input is 
open. 

The molded package is specifically constructed to allow 
increased power dissipation over conventional packages. 
The four ground pins are directly connected to the device 
chip with a special copper lead frame. When the quad 
driver is soldered into a PC board, the power rating of the 
device improves significantly. 

Applications 

■ Relay drivers 

■ Lamp drivers 

■ Solenoid drivers 

■ Hammer drivers 

■ Stepping motor drivers 

■ Triac drivers 


LED drivers 

High current, high voltage drivers 
Level translators 
Fiber optic LED drivers 


Features 


Single saturated transistor outputs 

Low standby power, 10 mW typical 

High impedance TTL compatible inputs 

Outputs may be tied together for increased current 

capacity 

High output current 
600 mA per output 
2.4A per package 
No output latch-up at 35V 
Low output ON voltage (350 mV typ @ 600 mA) 

High breakdown voltage (70V) 

Open collector outputs 

Output clamp diodes for inductive fly back protection 

NPN inputs for minimal input currents (1 ^A typical) 

Low operating power 

Standard 5V power supply 

Power up/down protection 

Fail safe operation 

2W power package 

Pin-for-pin compatible with SN75437 


Connection Diagram Truth Table 

Dual-In-Line Package 

IN A IN B EN GND GND Vcc IN C IN D 



IN 

EN 

OUT 

H 

H 

L 

L 

H 

Z 

H 

L 

Z 

L 

L 

z 


H = High state 
L = Low state 
Z = High impedance state 


Order Number DS3658N 
See NS Package N16A 
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DS3658 


Absolute Maximum Ratings (Note i) Operating Conditions 


Supply Voltage 

7.0V 

Supply Voltage 

Min 

4.75 

Max 

5.25 

Units 

V 

Input Voltage 

15V 

-yr\\ # 

Ambient Temperature 

0 

70 

“C 


Output Voltage 70V 

Output Current 1.5A 

Continuous Power Dissipation 


@ 25°C Free-Air(Note 5) 2075 mW 

Storage Temperature Range , -65°Cto + 150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 


Electrical Characteristics (Notes 2 and 3) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

Input High Voltage 


2.0 



V 

V|L 

Input Low Voltage 




0.8 

V 

W3M 

Input High Current 

V|N = 5.25V, Vcc = 5.25V 


1.0 

10 

fA 

BBi 

Input Low Current 

Yin = 0.4V 



±10 


V|K 

Input Clamp Voltage 

li= -12 mA 


-0.8 

-1.5 

V 

VoL 

Output Low Voltage 

Il = 300 mA 


0.2 

0.4 

V 

Il = 600 mA (Note 4) 

' 

0.35 

0.7 

V 

IcEX 

Output Leakage Current 

VcE = 70V, V,N = 0.8V 



100 

nA 

Vf 

Diode Forward Voltage 

If = 800 mA 


1.0 

1.6 

V 


Diode Leakage Current 

Vr = 70V 



100 

/lA 

B 

Supply Current 

^ 

All Inputs High 


50 

65 

mA 

All Inputs Low 


2 

4 

mA 

Switching Characteristics (Note 2) 

Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

tHL 

Turn On Delay 

RL = 60n,VL = 30V 


226. 

500 

ns 

tlH 

Turn Off Delay 

Rl = 600,Vl = 30V 


2430 

8000 

ns 


Note 1; “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to Imply that the 
device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0°C to + 70°C temperature range and the 4.75V to 5.25V power supply range. All typical 
values are for T/\ = 25”C and Vqq = 5.0V. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced toground, unless 
otherwise specified. All values shown as max or min are so classified on absolute value basis. 

Note 4: All sections of this quad circuit may conduct rated current simultaneously; however, power dissipation averaged over a short interval of time must fall 
within specified continuous dissipation ratings. 

Note 5: For operation over 25°C free-air temperature, derate linearly to 1328 mW @70°C ® the rate of 16.6 mW/'C. 
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DS3668 


National 

Semiconductor 


DS3668 Quad Fault Protected 

General Description 

The DS3668 quad peripheral driver is designed for those 
applications where low operating power, high breakdown 
voltage, high output current and low output ON voltage are 
required. Unlike most peripheral drivers available, a unique 
fault protection circuit is incorporated on each output. When 
the load current exceeds 1.0 A (approximately) on any out- 
put for more than a built-in delay time, nominally 25 jus, that 
output will be shut off by its protection circuitry with no effect 
on other outputs. This condition will prevail until that protec- 
tion circuitry is reset by toggling the corresponding input or 
the enable pin low for at least 0.5 jus. The 25 jxs built-in 
delay is provided to ensure that the protection circuitry is not 
triggered by turn-on surge currents associated with certain 
kinds of loads. 

The DS3668’s inputs combine TTL compatibility with high 
input impedance. In fact, its extreme low input current al- 
lows it to be driven directly by a MOS device. The outputs 
are capable of sinking 600 mA each and offer a 70V break- 
down. However, for inductive loads the output should be 
clamped to 35V or less to avoid latch up during turn off 
(inductive fly-back protection — refer AN-213). An on-chip 
clamp diode capable of handling 800 mA is provided at 
each output for this purpose. In addition, the DS3668 incor- 
porates circuitry that guarantees glitch-free power up or 
down operation and a fail-safe feature which puts the output 
in a high impedance state when the input is open. 

The molded package is specifically constructed to allow in- 
creased power dissipation over conventional packages. The 
four ground pins are directly connected to the device chip 
with a special copper lead frame. When the quad driver is 
soldered into a PC board, the power rating of the device 
improves significantly. 

Connection Diagram 

Dual-ln-Line Package 


IN A INB EN GND 6ND Vcc INC IN D 



TL/F/5225-1 

• See Page 3 for the detail of output protection. 


Peripheral/Power Drivers 

PRELIMINARY 


Peripheral Driver 

Applications 

■ Relay drivers 

■ Solenoid drivers - 

■ Hammer drivers 

■ Stepping motor drivers 

■ Triac drivers 

■ LED drivers 

■ High current, high voltage drivers 

■ Level translators 

■ Fiber optic LED drivers 

Features 

■ Output fault protection 

■ High impedance TTL compatible inputs 

■ High output current — 600 mA per output 

■ No output latch-up at 35V 

■ Low output ON voltage (550 mV typ @ 600 mA) 

■ High breakdown voltage (70V) 

■ Open collector outputs 

■ Output clamp diodes for inductive fly-back protection 

■ NPN inputs for minimal input currents (1 fiA typical) 

■ Low operating power 

■ Standard 5V power supply 

■ Power up/down protection 

■ Fail-safe operation 

■ 2W power package 

■ Pin-for-pin compatible with SN75437 


Truth Table 


IN 

EN 

OUT 

H 

H 

L 

L 

H 

Z 

H 

L 

Z 

L 

L 

z 


H = High state 
L= Low state 
Z= High impedance state 


Order Number DS3668N 
See NS Package N16A 
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Absolute Maximum Ratings (Note i) 

Supply Voltage 7.0V 

Input Voltage 15V 

Output Voltage 70V 

Continuous Power Dissipation 
@25"C Free-Air (Note 5) 2075 mW 

Storage Temperature Range -65°C to + 150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 


Operating Conditions 

Min Max 

Supply Voltage 4.75 5.25 

Ambient Temperature 0 70 


Electrical Characteristics (Notes 2 and 3) 


Conditions 


Symbol 

Parameter 

ViH 

Input High Voltage 

V|L 

Input Low Voltage 

l|H 

Input High Current 

l|L 

Input Low Current 

V|K 

Input Clamp Voltage 

Vql 

Output Low Voltage 

•CEX 

Output Leakage Current 

Vf 

Diode Forward Voltage 

Ir 

Diode Leakage Current 

icc 

Supply Current 

Ith 

Protection Circuit 
Threshold Current 



V|N = 5.25V, Vcc = 5.25V 


V|n = 0.4V 


= -12 mA 


Il= 300 mA 


Il = 600 mA (Note 4) 


Vce = 70V. V|n = 0.8V 


If= 800 mA 


Vr = 70V 


AN inputs High 


All Inputs Low 


Switching Characteristics (Note 2) 


Conditions 


Rl= 60ft. Vl= 30V 


Rl = 60ft, Vl = 30V 


Symbol 

Parameter 

tHL 

Turn On Delay 

tlH 

Turn Off Delay 

tpz 

Protection Enable Delay 
(after Detection Of fault) 

tRL 

Input Low Time For 
Protection Circuit Reset 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the device 
should be operated at these limits. The table of "Electrical Characteristics" provides conditions tor actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0°C to +70°C temperature range and the 4.75V to 5.25V power supply range. All typical 
values are for Ta = 25°C and Vcc=5.0V. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, unless 
otherwise specified. All values shown as max or min are so classified on absolute value basis. 

Note 4: All sections of this quad circuit may conduct rated current simultaneously; however, power dissipation averaged over a short interval of time must fall 
within specified continuous dissipation ratings. 

Note 5: For operation over 25°C free-air temperature, derate linearly to 1328 mW @ 70°C @ the rate of 16.6 mW/°C. 
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AC Test Circuit Switching Waveforms 


Vcc 30V 



’Includes probe and jig capacitance 

Typicai Appiication 


stepping Motor Driver 



*L1 , L2, L3, L4 are the windings of a bifilar stepping motor. 
*'Vmotor is the supply voltage of the motor. 

Protection Circuit Biock Diagram 



TL/F/5225-5 
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National 

Semiconductor 


Peripheral/Power Drivers 

PRELIMINARY 


DS3669 Quad High Current Peripheral Driver 


General Description 

The DS3669 is a non-inverting quad peripheral driver 
similar to the DS3658. These drivers are designed for 
those applications where low operating power, high 
breakdown voltage, high output current and low output 
ON voltage are required. A unique input circuit combines 
TTL compatibility with high impedance. In fact, its ex- 
treme low input current allows it to be driven directly by a 
CMOS device. 

The outputs are capable of sinking 600 mA each and offer 
a 70V breakdown. However, for inductive loads the output 
should be clamped to 35V or less to avoid latch-up during 
turn off (inductive fly back protection— refer AN-213). An 
on-chip clamp diode capable of handling 800 mA is pro- 
vided at each output for this purpose. In addition, the 
DS3669 incorporates circuitry that guarantees glitch-free 
power up or down operation. 

The molded package is specifically constructed to allow 
increased power dissipation over conventional packages. 
The four ground pins are directly connected to the device 
chip with a special copper lead frame. When the quad 
driver is soldered Into a PC board, the power rating oHhe 
device improves significantly. 


Applications 

■ Relay drivers 

■ Lamp drivers 

■ Solenoid drivers 

■ Hammer drivers 


■ Stepping motor drivers 

■ Triac drivers 

■ LED drivers 

■ High current, high voltage drivers 

■ Level translators 

■ Fiber optic LED drivers 

Features 

■ Single saturated transistor outputs 

■ Low standby power, 10 mW typical 

■ High Impedance TTL compatible Inputs 

■ Outputs may be tied together for increased current 
capacity 

■ High output current 

600 mA per output 
2.4A per package 

■ No output latch-up at 35V 

■ Low output ON voltage (350 mV typ @ 600 mA) 

■ High breakdown voltage (70V) 

■ Open collector outputs 

■ Output clamp diodes for inductive fly back protection 

■ NPN inputs for minimal input currents (1 /lA typical) 

■ Low operating power 

■ Standard 5V power supply 

■ Power up/down protection 

■ 2W power package 


Connection Diagram Truth Table 


Dual-ln-Line Package 

IN A IN B EN GNO GND Vcc IN C IN D 



GUTA CLAMP 1 OUT B GND GND OUTC CLAMP Z OUTD 


TDP VIEW 

Order Number DS3669N 
See NS Package N16A 
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DS3669 


Absolute Maximum Ratings (Note d 


Supply Voltage 7.0V 

Input Voltage 15V 

Output Voltage 70V 

Output Current 1.5A 

Continuous Power Dissipation 
@ 25 °C Free-Air (Note 5) 2075 mW 

Storage Temperature Range -65°Cto 150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 


Operating Conditions 

Min Max 

Supply Voltage 4.75 5.25 

Ambient Temperature 0 70 


Units 

V 

°C 


Electrical Characteristics (Notes 2 and 3) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

Input High Voltage 


2.0 



V 

V|L 

Input Low Voltage 




0.8 

V 

l|H 

Input High Current 

. V|N = 5.25V, Vcc = 5.25V 


1.0 

10 

/lA 

l|L 

Input Low Current 

V|n = 0.4V 



±10 

fiA 

VlK 

Input Clamp Voltage 

l|=-12mA 


-0.8 

-1.5 

V 

Vql 

Output Low Voltage 

Il = 300 mA 


0.2 

0.4 

V 



Il = 600 mA (Note 4) 


0.35 

0.7 

V 

■CEX 

Output Leakage Current 

Vce = 70V,V|n = 2V, 
Ven = 0.8V 



100 

fiA 

Vp 

Diode Forward Voltage 

lp = 800 mA 


1.0 

1.6 

V 

mm 

Diode Leakage Current 

Vr = 70V 



100 

/tA 

B 

Supply Current 

All Inputs Low 
EN = 2.0V 


50 

65 

mA 



All Inputs High 


2 

4 

mA 


Switching Characteristics (Note 2) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

*HL 

Turn On Delay 

RL = 60i],VL = 30V 


226 

500 

ns 

tlH 

Turn Off Delay 

Rl = 60Q,Vl=30V 

i 


8000 

ns 


Note 1: “Absolute Maximum Ratings” are those vaiues beyond which the safety of the device cannot be guaranteed. They are not meant to impiy that the 
device shouid be operated at these limits. The tabie of "Eiectrical Characteristics" provides conditions for actuai device operation. 

Note 2: Uniess otherwise specified, min/max limits appiy across the 0"C to -v 70°C temperature range and the 4.75V to 5.25V power suppiy range. Ail typical 
values are for T/s, = 25“C and Vcc = 5.0V. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; ali voltages are referenced to ground, unless 
otherwise specified. Aii vaiues shown as max or min are so classified on absolute value basis. 

Note 4: All sections of this quad circuit may conduct rated current simultaneously; however, power dissipation averaged over a short intervai of time must fali 
within specified continuous dissipation ratings. 

Note 5: For operation over 25°C free-air temperature, derate linearly to 1328 mW @70°C @ the rate of 16.6 mW/°C. 
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AC Test Circuit 


Switching Waveforms 


Vcc 30V 



Includes probe and Jig capacitance 


Typical Applications 


Stepping Motor Driver 


INPUT 

OV 

30V- 

OUTPUT 

VoL- 


1 


tpLHi 


\uioyi 


Lamp Driver 



* LI, L2, L3, L4 are the windings of a bifilar stepping motor. 
* * VmOTOR Is the supply voltage of the motor. 
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^ National 

Semiconductor 


Peripheral/ Power Drivers 


DS3680 Quad Negative Voltage Relay Driver 



General Description 

The DS3680 is a quad high voitage negative relay driver 
designed to operate over wide ranges of suppiy voitage, 
common-mode voitage, and ambient temperature, with 
50 mA sink capabiiity. These drivers are intended for 
switching the ground end of ioads which are directly con- 
nected to the negative supply, such as in teiephone relay 
systems. 

Since there may be considerable noise and IR drop be- 
tween logic ground and negative supply ground in many 
applications, these drivers are designed to operate with a 
high common-mode range (±20V referenced to negative 
supply ground). Each driver has a common-mode range 
separate from the other drivers in the package, which per- 
mits input signals from more than one element of the 
system. 

With low differential input current requirements (typically 
100 /lA), these drivers are compatible with TTL, LS and 
CMOS logic. Differential inputs permit either inverting or 
non-inverting operation. 


The driver outputs incorporate transient suppression 
clamp networks, which eliminate the need for external 
networks when used in applications of switching induc- 
tive loads. A fail-safe feature is incorporated to insure 
that, if the Vqn input or both Inputs are open, the driver will 
be OFF. 


Features 

■ - 10V to - 60V operation 

■ Quad 50 mA sink capability 

■ TTL/LS/CMOS or voltage comparator input 

■ High input common-mode voltage range 

■ Very low input current 

■ Fail-safe disconnect feature 

■ Built-in output clamp diode 


Connection Diagram Logic Diagram 


Dual-ln-Line Package 



Order Number DS3680J or DS3680N 
See NS Package J14A or N14A 






Absolute Maximum Ratings (Note i) Recommended Operating Conditions 





Min 

Max 

Units 

Supply Voltage: GND to Vee~, and Any Pin 

-70V 

Supply Voltage: GND to V^e” 

-10 

-60 

V 

Positive Input Voltage: Input to GND 

20V 

Input Voltage: Input to GND 

-20 

20 

V 

Negative Input Voltage: Input to Vee “ 
Differential Input Voltage: Vqn to Vqff 

-5V 

±20V 

Logic ON Voltage: Vqn 
R eferenced to Vqff 

2 

20 

V 

Inductive Load 

LL<5h 
Il^ 50 mA 

Logic OFF Voltage: Vqn 
R eferenced to Vqff 

-20 

0.8 

V 

Output Current 

-100 mA 

Temperature Range 

-25 

85 

°c 


Storage Temperature -65°Cto +150°C 

Maximum Power Dissipation* at 25“C 
Cavity Package 1 433 mW 

Molded Package 1 398 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

Derate cavity package 9.6 mW/*C above 25*C; derate molded package 
11.2 mW/*C above 25*C. 


Electrical Characteristics (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V,H 

Logic “1" Input Voltage 


2.0 



V 

V|L 

Logic ''0" Input Voltage 




0.8 

V 

•iNH 

Logic "1" Input Current 

V|n = 2V 



100 

/lA 



V|n = 7V 



1000 

fA 

•iNL 

Logic "O" Input Current 

V|n = 0.4V 



-5 

fA 



V,N= -7V 


-1 

-100 

fiA 

VoL 

Output ON Voltage 

Iol=50 mA 


-1.6 

-2.1 

V 

•off 

Output Leakage 

Vout=Vee" 


-2 

-100 

fA 

•fs 

Fail-Safe Output Leakage 

Vout = Vee~ 
(Inputs Open) 


-2 

-100 

fA 

•lc 

Output Clamp Leakage Current 

Vqut = GND 


2 

100 

fA 

Vc 

Output Clamp Voltage 

•clamp = -50 nnA 
Referenced to Vee~ 


-2 

-1.2 

V 

Vp 

Positive Output Clamp Voltage 

•clamp = 50 mA 
Referenced to GND 


0.9 

1.2 

V 

•eE(ON) 

ON Supply Current 

All Drivers ON 


-2 


mA 

-•eE(OFF) 

OFF Supply Current 

All Drivers OFF 


-1 


fA 

tpD(ON) 

Propagation Delay to Driver ON 

L = 1h, RL=1k, 
V,n = 3V Pulse 


1 

H 

fs 

•PD(OFF) 

Propagation Delay to Driver OFF 

L=1h, RL = 1k, 
V|n = 3V Pulse 


1 

B 

FS 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature Range”, 
they are not meant to imply that the device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device 
operation. 

Note 2: Unless otherwise specified, the min/max limits of the table of “Electrical Characteristics” apply within the range of the table of “Operating Conditions”. 
All typical values are given for Vgg ~ = 52V, and T/^ = 25°C. 

Note 3: All current into device pins shown as positive, out of the device as negative. All voltages are referenced to ground unless otherwise noted. 
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Semiconductor 


Peripheral/Power Drivers 


DS3686 Dual Positive Voltage Relay Driver 


General Description 


The DS3686 is a high voltago/current positive voltage 
relay driver having many features not available in present 
relay drivers. 

PNP inputs provide both TTL/LS compatibility and 
high input impedance for low input loading. 

Output leakage is specified over temperature at an out- 
put voltage of 54V. Minimum output breakdown (ac/ 
latch breakdown) is specified over temperature at 5 mA. 
This clearly defines the actual breakdown of the device 
since the circuit has incorporated in it an internal 
reference which does not allow output breakdown 
latching found in existing relay drivers. Additionally, 
this internal reference circuit feature will eliminate the 
need in most cases of an external clamping (inductive 
transient voltage protection) diode. When the output is 
turned "OFF" by input logic conditions the resulting 
inductive voltage transient seen at the output is detected 
by an internal zener reference. The reference then 
momentarily activates the output transistor long enough 
so that the relay energy is discharged. This feature 
eliminates the need of external circuit protection com- 
ponents and insures output transistor protection. 

The outputs are Darlington connected transistors, which 
allow high current operation at low internal VqC 


current levels-base drive for the output transistor is 
obtained from the load in proportion to the required 
loading conditions. Typical Vcc power with both 
outputs "ON" is 90 mW. 

The circuit also features output transistor protection if 
the Vcc supply is lost by forcing the output into the 
high impedance "OFF" state with the same breakdown 
levels as when Vcc was applied. 


Features 

■ TTL/LS/CMOS compatible inputs 

■ High impedance inputs (PNP's) 

■ High output voltage breakdown (65V typ) 

■ High output current capability (300 mA max) 

■ Internal protection circuit eliminates need for output 
protection diode 

■ Output breakdown protection if Vqc supply is lost 

■ Low Vcc power dissipation (90 mW (typ) both 
outputs "ON") 

■ Voltage and current levels compatible for use in 
telephone relay applications 
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Absolute Maximum Ratings (Note d 

Operating Conditions 





MIN 

MAX 

UNITS 

Supply Voltage 

7V 

Supply Voltage, Vqc 4.75 

5.25 

V 

Input Voltage 

15V 

Temperature, Ta 0 

+70 

°C 

Output Voltage 

56V 



Storage Temperature Range 
Maximum Power Dissipation* at 25 C 

-65"Cto +150°C 




Cavity Package 

1133 mW 




Molded Package 

1022 mW 




TO-5 Package 

787 mW 




Lead Temperature (Soldering, 10 seconds) 

300° C 




•Derate cavity package 7.6 mW/°C above 25°C; derate molded 
package 8.2 mW/ C above 25 C; derate TO-5 package 5.2 mW/ 




®C above 25 C. 





Electrical Characteristics 

(Notes 2 and 3) 





PARAMETER 

CONDITIONS 

V|H 

Logical "1" Input Voltage 

RL = 180n, Vl = 54V, Vo ^ 2.5V 

l|H 

Logical "1" Input Current 

Vcc = Max, V|i\i = 5.5V 

V|L 

Logical "0" Input Voltage 

RL= 180n, Vl=54V, Vo ^ 53.8V 

l|L 

Logical "0" Input Current 

Vcc “ Max, V|N = 0.4V 

VcD 

Input Clamp Voltage 

Vcc = 5V, ICLAMP = -12 mA, Ta = 25°C 

VOH 

Output Breakdown 

Vcc = Max, VjN = OV, loUT = 5 mA 

lOH 

Output Leakage 

Vcc ~ Max, V||vj = 0.4V, VouT “ ^^V 

VOL 

Output ON Voltage 

DS3686 'OL- 100mA 
V|N = 2.4V IOL = 300 mA 

ICCd) 

Supply Current (Both Drivers) 

Vcc ~ Max, V|N = OV, Outputs Open 

'CC(O) 

Supply Current (Both Drivers) 

Vcc “ Max, V||\j = 3V, Outputs Open 

tPDO 

Propagation Delay to a Logical "0" 

Cl= 15 pF, Vl= 10V, Rl= 5on, 


(Output Turn ON) 

Ta = 25°c, Vcc = 5V 

tPDI 

Propagation Delay to a Logical "1" 

Cl= 15pF, Vl= lOV, Rl= 5012, 


(Output Turn OFF) 

Ta = 25°c, Vcc = 5V 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0 C to +70 C range for the DS3686. All typicals are given for V^c " 5V and 
Ta = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


AC Test Circuit and Switching Time Waveforms 



Note 1 : The pulse generator has the following characteristics: 
PRR = 100 kHz, 50% duty cycle, ZquT - 50fJ, V = tf < 10 ns. 
Note 2: Cl includes probe and jig capacitance. 
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Nah'onal Peripheral/ 

mm Semiconductor 
DS1687/DS3687 Negative Voltage Relay Driver 

General Description 


Peripheral/Power Drivers 


The DS1687/DS3687 is a high voltage/current negative 
voltage relay driver having many features not available 
in present relay drivers. 

PNP inputs provide both TTL/LS compatibility and 
high input impedance for low input loading. 

Output leakage is specified over temperature at an out- 
put voltage of -54V. Minimum output breakdown (ac/ 
latch breakdown) is specified over temperature at -5 mA. 
This clearly defines the actual breakdown of the device 
since the circuit has incorporated in it an internal 
reference which does not allow output breakdown 
latching found in existing relay drivers. Additionally, 
this internal reference circuit feature will eliminate the 
need in most cases of an external clamping (inductive 
transient voltage protection) diode. When the output is 
turned "OFF" by input logic conditions the resulting 
inductive voltage transient seen at the output is detected 
by an internal zener reference. The reference then 
momentarily activates the output transistor long enough 
so that the relay energy is discharged. This feature 
eliminates the need of external circuit protection com- 
ponents and insures output transistor protection. 

The outputs are Darlington connected transistors, which 


Connection Diagrams 

Metal Can Package 
Vcc 



Pin 4 is in electrical contact with the case 

Order Number DS1687H 
or DS3687H 
See NS Package H08C 

Schematic Diagram 



allow high current operation at low internal Vcc 
current levels— base drive for the output transistor is 
obtained from the load in proportion to the required 
loading conditions. Typical Vqc power with both 
outputs "ON" is 90 mW. 

The circuit also features output transistor protection if 
the Vqc supply is lost by forcing the output into the 
high impedance "OFF" state with the same breakdown 
levels as when Vqc was applied. 

Features 

■ TTL/LS/CMOS compatible inputs 

■ High impedance inputs (PNP's) 

■ High output voltage breakdown (-65V typ) 

■ High output current capability (300 mA max) 

■ Internal protection circuit eliminates need for output 
protection diode 

■ Output breakdown protection if Vqq supply is lost 

■ Low Vqc power dissipation (90 mW (typ) both 
outputs "ON") 

■ Voltage and current levels compatible for use in 
telephone relay applications 


Dual-ln-Line Package 
Vcc BZ AZ XZ 



A1 B1 XI GKD 

TOP VIEW 


Order Number DS1687J-8, 
DS3687J-8 or DS3687N 
See NS Package J08A or N08A 

Truth Table 


Positive logic; AB = X 


A 

B 

OUTPUT X 

0 

0 

1 

1 

0 

1 

0 

1 

1 

1 

1 

0 


Logic "0" output "ON" 
Logic "1" output "OFF' 


DS1687/DS3687 





DS1687/DS3687 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 7V 

Input Voltage 15V 

Output Voltage 56V 

Storage Temperature Range -65° C to +150°C 

Maximum Power Dissipation* at 25 C 

Cavity Package 1 1 33 mW 

Molded Package 1022 mW 

TO-5 Package 787 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

Electrical Characteristics (Notes 2 and 3) 


Supply Voltage, Vcc 

DS1687 4.5 5.5 V 

DS3687 4.75 5.25 V 

Temperature, Ta 

DS1687 -55 +125 °C 

DS3687 0 +70 °C 

•Derate cavity package 7.6 mW/°C above 25°C; derate molded 
package 8.2 mW/ C above 25 C; derate TO-5 package 5.2 mW/ 
°C above 25°C. 


PARAMETER 

V|H 

Logical '1 " Input Voltage 

l|H 

Logical "1" Input Current 

V|L 

Logical "0" Input Voltage 

l|L 

Logical "0" Input Current 

VcD 

Input Clamp Voltage 

VOH 

Output Breakdown 

Iqh 

Output Leakage 

Vql 

Output ON Voltage 

iccd) 

Supply Current (Both Drivers) 

ICC(O) 

Supply Current (Both Drivers) 

tPD(ON) 

Propagation Delay to a Logical "0" 
(Output Turn ON) 

tpD(OFF) Propagation Delay to a Logical "1" 
(Output Turn OFF) 


CONDITIONS 



Vcc = V|N = 0.4V 


Vcc = 5V, lcLAMP= -12 mA, Ta= 25°C 


Vcc = V||\i = OV, loUT “ -5 mA 


Vcc = Max, V|N = OV, VoUT “ —54V 


IOL = -100rnA 

DS1687 

Vcc “Min, IOL“ “■300 mA 

V|N = 2V 1ol= -100 mA 

DS3687 

Iql = -300 mA 


Vcc = Max, V|N = OV, Outputs Open 


Vcc = Max, V|N = 3V, Outputs Open 


Cl= 15pF, Vl = -10V, Rl= 50S7, 
Ta = 25°C, Vcc = 5V 


Cl = 15 pF, Vl = -10V, Rl = 50n, 
Ta = 25°c, Vcc = 5V 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS1687 and across the 0°Cto 
+70°C range for the DS3687. All typicals are given for Vqc “ 5V and Ta = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


AC Test Circuit and Switching Time Waveforms 


VCC-5V Vl'-IOV 



Note 1 ; The pulse generator has the following characteristics: 
PRR = 1 MHz, 50% duty cycle, ZquT = 50n, t^ = tf < 10 ns. 
Note 2: C|_ includes probe and jig capacitance. 
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Semiconductor 


Peripheral/Power Drivers 


DS55450/DS75450 Series Dual Peripheral Drivers 


General Description 

The DS55450/DS75450 series of dual peripheral drivers 
are a family of versatile devices designed for use in 
systems that use TTL logic. Typical applications include 
high speed logic buffers, power drivers, relay drivers, 
lamp drivers, MOS drivers, bus drivers and memory 
drivers. 

The DS75450 is a general purpose device featuring two 
standard Series 54/74 TTL gates and two uncommitted, 
high current, high voltage NPN transistors. The device 
offers the system designer the flexibility of tailoring the 
circuit to the application. 

The DS55451/DS75451, DS55452/DS75452, DS55453/ 
DS75453 and DS55454/DS75454 are dual peripheral 


AND, NAND, OR and NOR drivers, respectively, (posi- 
tive logic) with the output of the logic gates internally 
connected to the bases of the NPN output transistors. 

Features 

■ 300 mA output current capability 

■ High voltage outputs 

■ No output latch-up at 20V 

■ High speed switching 

■ Choice of logic function 

■ TTL compatible diode-clamped inputs 

■ Standard supply voltages 

■ Replaces Tl "A" and "B" series 



Order Number Order Number Order Number 

DS55451 H or DS75451 H DS55452H or DS75452H DS55453H or DS75453H 

See NS Package H08C 
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DS55450/DS75450 Series 





Absolute Maximum Ratings (NoteD 


Supply Voltage, (Vcc) (Note 2) 7.0V 

Input Voltage 5.5V 

Inter-emitter Voltage (Note 3) 5.5V 

Vcc'to-Substrate Voltage 

DS75450 35V 

Collector-to-Substrate Voltage 

DS75450 35V 

Collector-Base Voltage 

DS75450 35V 

Collector-Emitter Voltage (Note 4) 

DS75450 30V 

Emitter-Base Voltage 

DS75450 5.0V 

Output Voltage (Note 5) 

DS55451/DS75451, DS55452/DS75452, 30V 

DS55453/DS75453, DS55454/DS75454 
Collector Current (Note 6) 

DS75450 300 mA 

Output Current (Note 6) 

DS55451 /DS75451 , DS55452/DS75452, 300 mA 

DS55453/DS75453, DS55454/DS75454 
DS75450 Maximum Power Dissipation* at 25 C 
Cavity Package 1308 mW 

Molded Package 1207 mW 

DS75451 /2/3/4 Maximum Power Dissipation 1’ at 25°C 
Cavity Package 1090 mW 

Molded Package 957 mW 

TO-5 Package 760 mW 

Storage Temperature Range -65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 260°C 


Operating Conditions (Note 7) 



MIN 

MAX 

UNITS 

Supply Voltage, (Vcc) 

DS5545X 

4.5 

5.5 

V 

DS7545X 

4.75 

5.25 

V 

Temperature, (T/\) 
DS5545X 

-55 

+125 

°c 

DS7545X 

0 

+70 

°c 


•Derate cavity package 8.7 mW/°C above 25°C; derate molded 
package 9.7 mW/°C above 25°C. 

t Derate cavity package 7.3 mW/°C above 25°C; derate molded 
package 7.7 mW/ C above 25 C; derate TO-5 package 5.1 mW/ 
°C above 25°C. 


Electrical Characteristics ds7545o (Notes s and g) 


CONDITIONS 


MIN TYP MAX UNITS 


TTL GATES 


V|H High Level Input Voltage 

(Figure 1) 

2 

V|L Low Level Input Voltage 

(Figure 2) 


V| Input Clamp Voltage 

Vcc " l| =“12mA, (Figures) 


Vqh High Level Output Voltage 

Vcc = Min, V,l = 0.8V, Iqh = -400pA, (Figure 2) 

m 

Vql Low Level Output Voltage 

Vcc ~ = 2V, Iql “ (Figure 1) 


li Input Current at Maximum Input 

Voltage 

Vcc = Max, V, = 5.5V, (Figure 4) 

Input A 


Input G 


liH High Level Input Current 

Vcc = Max, V, = 2.4V, (Figure 4) 

Input A 


Input G 


I|L Low Level Input Current 

Vcc ~ Max, V| = 0.4V, (Figure 3) 

Input A 


Input G 


Iqs Short Circuit Output Current 

Vcc = Max, (Figures), (Note 10) 

-18 

IccH Supply Current 

Vcc = Max, V| = 0V, Outputs High, (Figures) 


IcCL Supply Current 

Vcc “ Max, V| = 5V, Outputs Low, (Figure 6) 



OUTPUT TRANSISTORS 


'^(BR)CBO Collector-Base Breakdown Voltage 

Ic = lOOpA, Ie = 0 

35 

V(br)ceb Coilector-Emitter Breakdown 
Voltage 

Ic = lOOpA, Rbe =50017 

30 

V(BR)EBO Emitter-Base Breakdown Voltage 

Ie = lOOpA, Ic =0 

5 

hpE Static Forward Current Transfer 

Ratio 

VcE =3V, (Note 11) 


Ic = 100 mA 

IB 

Ic = 300 mA 

KS 

mQH 

Ic = 100 mA 


Ic = 300 mA 

B 

Vbe Base-Emitter Voltage 

(Note 11) 

Ib = 10 mA, Ic = 100 mA 


Ib = 30 mA, Ic = 300 mA 


VcE(SAT) Collector-Emitter Saturation 
Voltage 

(Note 11) 

Ib = 10 mA, Ic = 100 mA 


1 B = 30 m A, Ic = 300 m A 





V 

V 

V 

V 

V 



pA 
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Electrical Characteristics (Continued) 

DS55451/DS75451, DS55452/DS75452, DS55453/DS75453, DS55454/DS75454 (Notes 8 and 9) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V,H 

High-Level Input Voltage 

(Figure 7) 

2 



V 

V,L 

Low-Level Input Voltage 




V 

V, 

Input Clamp Voltage 

Vcc = <Win, 

I, =-12mA 





-1.5 

V 

Vql 

Low-Level Output Voltage 



Iql ~ 100 mA 

DS55451, DS55453 



1191 

V 




V|L = 0.8V 

DS75451, DS75453 



mm 

mm 




Iql = 300 mA 

DS55451, DS55453 


HilM 

0.8 _ 

ni 



Vcc = 


DS75451, DS75453 


IQQI 

mm 

V 



(Figure 7) 


Iql = 100 mA 

DS55452, DS55454 


UfUl 


IS 




V,h = 2V 

DS75452, DS75454 








Iql = 300 mA 

DS55452, DS55454 









DS75452, DS75454 



■m 

V 


Iqh High-Level Output Current 

Vcc = 
(Figure 7j 

VoH = 30V 

> 

CM 

I 

> 

DS55451, DS55453 



DS75451, DS75453 



V|L =0.8V 

DS55452, DS55454 



DS75452, DS75454 



li Input Current at Maximum Input Voltage 

Vcc = Max. V, = 5.5V, (Figure 9) 



liH High-Level Input Current 

Vcc - Max, V| = 2.4V, (Figure 9) 



liL Low-Level Input Current 

Vcc - Max, V| = 0.4V, (Figure 8) 

! 

-1 

IccH Supply Current, Outputs High 

Vcc - Max, 
(Figure 10) 

V, = 5V 

DS55451/DS75451 


7 

< 

O 

< 

DS55452/DS75452 


■D 

V, = 5V 

DS55453/DS75453 


8 

< 

O 

< 

DS55454/DS75454 


■B 

IccL Supply Current, Outputs Low 

Vcc = Max, 
(Figure 10) 

> 

o 

It 

> 

DS55451/DS75451 


52 

> 

> 

DS55452/DS75452 



< 

II 

o 

< 

DS55453/DS75453 


mi 

> 

II 

> 

DS55454/DS75454 


61 



40 
- 1 .6 




MA 


mA 


/^A 

mA 


mA 


mA 


mA 


mA 


Switching Characteristics 

DS75450 (Vcc = 5V, = 25'’C) 


PARAMETER 

CONDITIONS 1 

MIN 



UNITS 

*PLH 

Propagation Delay Time, 


Rl = 400n, TTL Gates, (Figure 12) 


12 

22 

ns 


Low-To-High Level Output 


Rl = 50n, Ic ®= 200 mA, Gates and Transistors 
Combined, (Figure 14) 


20 

30 

ns 

tPHL 

Propagation Delay Time, 


Rl = 400n, TTL Gates, (Figure 12) 


8 

■B 

ns 


High-To-Low Level Output 

lilB 

Rl = 50S7, Ic ^ 200 mA, Gates and Transistors 
Combined, (Figure 14) 


20 

30 

ns 

IjLH 

Transition Time, Low-To-High 
Level Output 

Cl = 15pF, Rl = 50n, Ic 200 mA, Gates and Transistors Combined, 
(Figure 14) 


7 

12 

ns 

IjHL 

Transition Time, High-To-Low 
Level Output 

Cl = 15pF, RL=50n, Ic ^ 200 mA, Gates and Transistors Combined, 
(Figure 14) 


9 

15 

ns 

VoH 

High-Level Output Voltage After 
Switching 

Vs = 20V, Ic 300 mA, Rgg = 500S2, (Figure 15) 

Vs-6.5 



mV 

m 

Delay Time 

Ic ~ 200 mA, 1 B(i) ~ mA, 1 g = “40 mA, Vgg(oFF) ~~1V, 
Cl = 15 pF, Rl = 50a, (Figure 13), (Note 12) 


8 

15 

ns 


Rise Time 

Iq - 200 mA, Igd) ” 20 mA, Ig — “40 mA, Vg^^oFF) “ ~1 V, 
Cl = 15 pF, Rl == 50^, (Figure 13). (Note 12) 


12 

20 

ns 

ts 

Storage Time 

Iq ~ 200 m A, 1 B( 1) ~ 20 m A, Ig ~ 40 mA, Vgg^oF F) ~ ~1 V, 
Cl " 15 pF, Rl = 50J2, (Figure 13). (Note 12) 


7 

15 

ns 

tp 

Fall Time 

1 Q = 200 m A, 1 B(i) ~ mA, Ig ~ ~40 mA, VggjQppj ~ “IV, 

Cl = 15 pF, Rl = 50n; (Figure 13). (Note 12) 


6 

15 

ns 
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DS55450/DS75450 Series 


Switching Characteristics (Continued) 

DS55451/DS75451, DS55452/DS75452, DS55453/DS75453, DS55454/DS75454 (Vcc = 5V, = 25°C) 


PARAMETER 

IPLH 

Propagation Delay Time, Low-To-High 
Level Output 

IPHL 

Propagation Delay Time, High-To-Low 
Level Output 

IjLH 

Transition Time, Low-To-High Level 
Output 

Ithl 

Transition Time, High-To-Low Level 
Output 

I 

o 

> 

High-Level Output Voltage After 
Switching 


MAX UNITS 



CONDITIONS 


DS55451/DS75451 


DS55452/DS75452 


DS55453/DS75453 


DS55454/DS75454 


DS55451/DS75451 
Cl = 15pF, Rl = 50n, DS55452/DS75452 

lo == 200 mA, (Figure 14) DS55453/DS75453 

DS55454/DS75454 


Cl = 15 pF, Rl = 50n, Iq ^ 200 mA, (Figure 14) 


Cl = 15 pF, Rl = 50n, Iq = 200 mA, (Figure 14) 


Vs = 20V, lo *= 300 mA, (Figure 15) 


Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Voltage values are with respect to network ground terminal unless otherwise specified. 

Note 3: The voltage between two emitters of a multiple-emitter transistor. 

Note 4; Value applies when the base-emitter resistance (RgE^ 'S equal to or less than 500n. 

Note 5: The maximum voltage which should be applied to any output when it is in the "OFF" state. 

Note 6; Both halves of these dual circuits may conduct rated current simultaneously; however, power dissipation averaged over a short time, 

interval must fall within the continuous dissipation rating. 

Note 7: For the DS75450 only, the substrate (pin 8) must always be at the most-negative device voltage for proper operation. 

Note 8: Unless otherwise specified min/max limits apply across the — 55°C to -H25°C temperature range for the DS55450 series and across the 

0°C to -F70°C range for the DS75450 series. All typicals are given for Vqq = -H5V and T/^ = 25°C. 

Note 9: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 10: Only one output at a time should be shorted. ' ■ 

Note 11: These parameters must be measured using pulse techniques, tyy = SOOjus, duty cycle < 2%. 

Note 12: Applies to output transistors only. 



Schematic Diagrams 


DS55451/DS75451 



Rtsittor valuK shown art nominal. 


Resistor values shown are nominal. 
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Schematic Diagrams (Continued) 


DS55453/OS75453 DS55454/OS75454 



Truth Tables (H = high level, L = low level) 


DS55451/DS7B451 DS55452/DS75452 



DC Test Circuits 



EKh input » testid Mptrittlv- Etch gate is testid separstely. Both gates aft testad simultantousiy 


FIGURE 4. I|,I|H FIGURES. Iqs FIGURES. IcCH. 'CCL 
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DS55450/DS75450 Series 








DC Test Circuits (Continued) 


CIRCUIT 

INPUT 

OTHER 

OUTPUT 

UNUEH 

TEST 

INPUT 

APPLY 

MEASURE 

DS54451 

V,H 

V,H 

VoH 

Iqh 


V,u 

Vcc 

•OL 

VoL 

DS54452 

V|H 

V,H 

•OL 

VoL 


V,L 

Vcc 

VoH 

Iqh 

DS54453 

V|H 

Gnd 

VoH 

Iqh 


V,L 

V,u 

*OL 

VoL 

DS54454 

V|H 

Gnd 

Iql 

VoL 


V,L 

V,L 

VoH 

Iqh 



FIGURE?. V,h,V|l.IoH,Vol 



Both gates ire tested simuluncously. Both gates are tested simultaneously. 


FIGURE 10. IcCH' ^CCL Circuits FIGURE 11. Iqqh, Iqql for OR, NOR Circuits 

AC Test Circuits and Switching Time Waveforms 



Note 1: The pulse generator has the following characteristics'. PRR *= 1 MHe. Zqut ' 
Note?: Cl include probe and jig capacitance, 


FIGURE 12. Propagation Delay Times, Each Gate (DS75450 Only) 



Note 1 ; The pulse generator has the following characteristics: duty cycle < 1%, Zqut ^ ^0^- 
Note 2: Cl includes probe and jig capacitance. 


FIGURE 13. Switching Times, Each Transistor (DS75450 Oniy) 
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AC Test Circuits and Switching Time Waveforms (Continued) 



Note 1: The pulse generator his the following characteris 

PRR-I.OMHz. ZouT^^O^^- 

Note 2: C|_ includes probe and jig capacitance. 

Note 3: When testing DS754S0. connect output Y to 
transistor base and ground the substrate terminal. 


INPUT \ 
OS7S4SQ 1SV- 
DSSS4S1 
OSS5453 


<5.0 ns 


»-j SlOni 

a 


/90% 


i 

^1.5V 

VlOK 

mJ- 




|-*-S5.l)ns — — j 

[— £10.1. 

/90% 



1.5V 

1.5V ' 




10% 1 
tf>LM 



FIGURE 14. Switching Times of Complete Drivers 


INPUT 2.4V 5V 


INPUT 

OS75450 1 5V1 

OSS5451 , 

0SSMS2 I 



^ DS»454 ^ I I 

4 i 


Note 1 : The pulse generator has the following characteristics; 
PRR*12.5kHa. Zqut'SOU. 

Note 2; When testing OS7&450, connect output Y to ttansistoi 
base with a SOOSi resistor from there to ground and ground the 
substrate terminal. 

Note 3: C|^ includes probe and jig capacitance. 


FIGURE 15. Latch-Up Test of Complete Drivers 

Typical Performance Characteristics 



-10 -20 -30 -40 

HIGH-LEVEL OUTPUT CURRENT (mA) 


FIGURE 16. DS75450 TTL Gate High-Level 
Output Voltage vs High-Level Output Current 



10 20 40 70 100 200 400 

COLLECTOR CURRENT (mA) 


FIGURE 17. DS75450 Transistor Static Forward 
Current Transfer Ratio vs Collector Current 
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DS55450/DS75450 Series 


Typical Performance Characteristics (Continued) 



10 20 40 70 100 200 400 

COLLECTOR CURRENT (mA) 



10 20 40 70 100 200 400 

COLLECTOR CURRENT (mA) 


FIGURE 18. DS75450 Transistor Base- 
Emitter Voltage vs Collector Current 


FIGURE 19. Transistor Collector-Emitter 
Saturation Voltage vs Collector Current 


Typical Applications 




12 

11 

■ 


3 

rT 

& 

DS7 

450 


SUB 

GND 


mm 

3 

■ 

■ 


1 


FIGURE 21. 500 mA Sink 



This side can perform the : 


■O OUT OF PHASE OUTPUT 



T 


anothei function. 






P 


— 



■ 

m 

10 

B 

^■1 

■3 

1 

] 

Z>j 

3-1 

DS7 

5450 

r< 


SUB 

CND 



2 

9 

■ 

■ 

■■J 

SB 

■■ 


FIGURE 22. Floating Switch 


FIGURE 23. Square-Wave Generator 
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DS55450/DS75450 Series 







Typical Applications (Continued) 



Line 2 is terminated to +SV titrough Zq/ 2; 
where Zq U the line impedance. 

FIGURE 27. Balanced Line Driver 


fl* 



FIGURE 28. Dual Lamp or Relay Driver 



COMPLEMENTARY tlUTPUTS FOR: 
COfNO OO INDICATORS 
MOS CLOCK DRIVERS 
BIPOLAR RELAYS 


FIGURE 29. Complementary Driver 
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DS55461/62/63/64, 
DS75461/62/63/64 Series 




National 

Semiconductor 


Peripheral/ Power Drivers 


DS55461/2/3/4, DS75461/2/3/4 Series Dual Peripheral Drivers 


General Description 

The DS55461/2/3/4 series of dual peripheral drivers 
are functionally interchangeable with DS55451/2/3/4 
series peripheral drivers, but are designed for use in 
systems that require higher breakdown voltages at the 
expense of slightly slower switching speeds. Typical 
applications include power drivers, logic buffers, lamp 
drivers, relay drivers, MOS drivers, line drivers and 
memory drivers. 

The DS55461/DS75461, DS55462/DS75462, DS55463/ 
DS75463 and DS55464/DS75464 are dual peripheral 
AND, NAND, OR and NOR drivers, respectively, (posi- 
tive logic) with the output of the logic gates internally 
connected to the bases of the NPN output transistors. 


Features 

■ 300 mA output current capability 

■ High voltage outputs 

■ No output latch-up at 30V 

■ Medium speed switching 

■ Circuit flexibility for varied applications and choice 
of logic function 

■ TTL compatible diode-clamped inputs 

■ Standard supply voltages 


Connection Diagrams (Dual-ln*Line and Metal Can Packages) 


Vcc B2 A2 Y2 


B2 A2 Y2 

I. 



Order Number DS55461J-8, Order Number DS55462J-8, Order Number DS55483J-8, Order Number DS55484J-8, 
DS75481 J-8 or DS75481 N DS75482 J-8 or DS75482N DS75483 J-8 Or DS75483N DS75484J-8 or DS75484N 

See NS Package J08A or N08A 






Pin 4 is in electrical contact with the cass. 


Pin 4 is in electrical contact with the cau. 


Order Number Order Number Order Number Order Number 

DS55481 H or DS75481 H DS55482H or DS75482H DS55483H or DS75483H DS55484H or DS75484H 


See NS Package H08C 
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Absolute Maximum Ratings (Noteii Operating Conditions 





MIN 

MAX 

UNITS 

Supply Voltage (Note 2) 

7V 

Supply Voltage (Vqq) 




Input Voltage 

5.5V 

DS5546X 

4.5 

5.5 - 

V 

Inter-emitter Voltage (Note 3) 

5.5V 

DS7546X 

4.75 

5.25 

V 

Output Voltage (Note 4) 

DS5546 1 /DS75461 , DS55462/DS75462, 
DS55463/DS75463, DS55464/DS75464 

35V 

Temperature (T/\) 
DS5546X 
DS7546X 

-55 

0 

-H25 

-1-70 

o o 


Output Current (Note 5) 


DS55461/DS75461, DS55462/DS75462, 300 mA 

DS55463/DS75463, DS55464/DS75464 
Maximum Power Dissipation* at 25 C 

Cavity Package 1090 mW 

Molded Package 957 mW 

TO-5 Package 760 mW 

Storage Temperature Range -65° C to +150°C 

Lead Temperature (Soldering, 10 seconds) 260°C 

•Derate cavity package 7.3 mW/°C above 25°C; derate molded 
package 7.7 mW/ C above 25 C; derate TO-5 package 5.1 mW/ 
°C above 25°C. 


Electrical Characteristics 


DS55461/DS75461, DS55462/DS75462, DS55463/DS75463, DS55464/DS75464 (Notes 6 and 7) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V,H High Level Input Voltage 

(Figure 1) 

2 



V 

V|L Low Level Input Voltage 

(Figure 1) 



0.8 

V 

V| Input Clamp Voltage 



-1.2 

-1.5 

V 

Vql Low Level Output Voltage 

Vcc ~ M\n, (Figure V 

DS55461, V|l=0.8V 

loL = 100 mA 


0.15 

0.5 

V 

Iql “ 300 mA 


0.36 

0.8 

V 

DS55462, V|h=2V 

loL = 100 mA 


0.16 

0.5 

V 

Iql ~ 300 mA 


msm 

0.8 

V 

DS55463, V|l=0.8V 



BIEfl 

. 0.5 

V 

loL = 300 mA 



0.8 

V 

DS55464, V|h=2V 

loL = 100 mA 


0.17 

0.5 

V 

Iql ~ 300 mA 


0.38 

0.8 

V 

DS75461, V,l=0.8V 

loL ~ 100 mA 


0.15 

0.4 

V 

Iql “ 300 mA 


0,36 

0.7 

V 

DS75462, V|h=2V 

Iql = 100 mA 


0.16 

0.4 

V ' 




0.7 

V 

DS75463, V|l=0.8V 

Iql = 100 mA 


0.18 

0,4 

V 

Iql ~ 300 mA 


0.39 

0.7 

V 

DS75464, V|h=2V 



0.17 

0.4 

V 



0.38 

0.7 

V 

Iqh High Level Output Current 

Vqc ~ Min, Vqh “ 
35V, (Figure 1) 

V|H = 2V 

DS55461, 

DS55463 



300 

pA 

DS75461, 

DS75463 



100 

gA 

V|L = 0,8V 

DS55462, 

DS55464 



300 

aa 

DS75462, 

DS75464 



100 

pA 

li Input Current at Maximum 

Input Voltage 

Vcc = Max, V| = 5.5V, (Figure 3) 



■ 

mA 

liH High Level Input Current 

Vcc ” Max, V| = 2.4V, (Figure 3) 



40 

pA 

liL Low Level Input Current 

Vcc = Max, V, = 0.4V, (Figure 2) 


-1 

-1.6 

mA 

IccH Supply Current 

Vcc = Max, Outputs 
High, (Figures 4 and 5) 

V, = 5V 

DS55461/ 

DS75461, 

DS55463/ 

DS75463 

■ 

■ 

11 

mA 

> 

o 

11 

> 

DS55462/ 

DS7S462 


13 

17 

mA 

DS55464/ 

DS75464 


14 

19 

mA 


3 
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DS55461/62/63/64, 
DS75461/62/63/64 Series 


Electrical Characteristics (Continued) 

DS55461/DS75461, DS55462/DS75462, DS55463/DS75463, DS55464/DS75464 (Notes 6 and 7) 


CONDITIONS 


CCL 

Supply Current 

Vqc = Max, Outputs 

< 

o 

< 



V| = 5V 

Low, {Figures 4 and 5) 



DS55461/ 

DS75461 


DS55463/ 

DS75463 


DS55462/ 

DS75462 


TYP 

MAX 

61 

76 

63 

76 

65 

76 

72 

85 



Switching Characteristics 

DS55461/DS75461, DS55462/DS75462, DS55463/DS75463, DS55464/DS75464 Vcc = 5V, = 25°C 


Propagation Delay Time, 
Low-To-High Level Output 


Propagation Delay Time, 
High-To Low Level Output 


Transition Time, Low-To- 
High Level Output 


Transition Time, High-To- 
Low Level Output 


High-Level Output Voltage 
After Switching 


lo * 200 mA, Cl = 15 pF, Rl = 50n, 
(Figure 6) 


lo« 200 mA, Cl = 15pF, Rl = 50n, 
(Figure 6) 


lo = 200 mA, Cl = 15 pF, Rl = 50f2, 
(Figure 6) 


lo =« 200 mA, Cl = 15 pF, Rl = 50f2, 
(Figure 6) 


Vs = 30V, lo 300 mA, (Figure 7) 


DS55461/ 

DS75461, 

DS55463/ 

DS75463 


DS55462/ 

DS75462, 

DS55464/ 

DS75464 


DS55461/ 

DS75461, 

DS55463/ 

DS75463 


DS55462/ 

DS75462, 

DS55464/ 

DS75464 


DS55461/ 

DS75461 


DS55462/ 

DS75462 


DS55463/ 

DS75463 


DS55464/ 

DS75464 


DS55461/ 

DS75461 


DS55462/ 

DS75462, 

DS55464/ 

DS75464 


DS55463/ 

DS75463 


MIN TYP MAX UNITS 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2; Voltage values are with respect to network ground terminal unless otherwise specified. 

Note 3: This is the voltage between two emitters of a multiple-emitter transistor. 

Note 4: This is the maximum voltage which should be applied to any output when it is in the "OFF" state. 

Note 5: Both halves of these dual circuits may conduct rated current simultaneously; however, power dissipation averaged over a short time 
interval must fall within the continuous dissipation rating. 

N^ote 6; Unless otherwise specified min/max limits apply across the — 55°C to -M25°C temperature range for the DS55XXX series and across the 
0 C to -F70 C range for the DS75XXX series. All typicals are given for Vqq = -F5V and T/\ = 25°C. 

Note 7: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 
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DS55461/62/63/64, 
DS75461/62/63/64 Series 













DC Test Circuits 


Vcc 



Each input it tested separately. 



Hotel: Each input is tested separately. 

Note 2: When ttstinp DS5S463/DS7S463 and OS75464. 
input not under test is grounded. 

For aH other circuits it it at 4.5V. 


FIGURE 2. V|,I|L 


FIGURE 1.V|h,Vil,10H.V0L 



Both gates are tested simultaneousty. Both gates art tested simuitaneoutly. 


FIGURE 3. I|, Im FIGURE 4. IcCH. •ecu FIGURE 5. lcCH< ’CCL 

AND, NAND Circuits OR, NOR Circuits 
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Switching Characteristics 


' OS55463 ' | 
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Note 2: includes probe and jig capacitance. 


-JL. Cu-ISpF 
/'TS (NOTE 2) 


55.0 ns 

-- 

»4— £10r. 

90H 


4m, 


; 

M.5V 





0' 


|-^£5.0ni — »-j 

j— SlOns 




,L 

1.5V ' 







^ tpLH 



FIGURE 6. Switching Times of Complete Drivers 
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Note 1: The pulse generator has the following characteristic: 
PRR»1Z.5kHc.ZoyT*50ll. 

Note 2: C|, includes probe and jig capacitance. 


FIGURE 7. Latch-Up Test of Complete Drivers 
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Peripheral Drivers is a broad definition given to Interface 
Power devices. The devices generally have open-col- 
lector output transistors that can switch hundreds of 
milliamps at high voltage, and are driven by standard 
Digital Logic gates. They serve many applications such 
as: Relay Drivers, Printer Hammer Drivers, Lamp 
Drivers, Bus Drivers, Core Memory Drivers, Voltage 
Level Transistors, and etc. Most 1C devices have a 
specified maximum load such as one TTL gate can 
drive ten other TTL gates. Peripheral drivers have many 
varied load situations depending on the application, 
and requires the design engineer to interpret the limi- 
tations of the device vs its application. The major 
considerations are Peak Current, Breakdown Voltage. 
and Power Dissipation. 

OUTPUT CURRENT AND VOLTAGE 
CHARACTERISTICS 

Figure 1 shows the circuit of a typical peripheral driver, 
the DS75451. The circuit is equivalent to a TTL Gate 
driving a 300 mA output transistor. Figure 2 shows the 
characteristics of the output transistor when it is ON 
and when it is OFF. The output transistor is capable 
of sinking more than one amp of current when it is ON, 
and is specified at a Vql ” 0-7V at 300 mA. The output 
transistor is also specified to operate with voltages up 
to 30V without breaking down, but there is more to 
that as shown by the breakdown voltages labeled BVCES, 
BVCER, and LVCEO. 


Vcc Vqc Vcc 



FIGURE 1. Typical Peripheral Driver DS75451 

BVCES corresponds to the breakdown voltage when 
the output transistor is held off by the lower output 
transistor of the TTL gate, as would happen if the 
power supply (Vcc) was 5V. BVCER corresponds 
to the breakdown voltage when the output transistor 
is held off by the 500 resistor, as would happen if the 
power supply (Vcc) was off (OV). LVCEO corres- 
ponds to the breakdown voltage of the output tran- 
sistor if it could be measured with the base open. LVCEO 
can be measured by exceeding the breakdown voltage 
BVCES and measuring the voltage at output currents 


of 1 to 10 mA on a transistor curve tracer (LVCEO 
is sometimes measured in an Inductive Latch-Up Test). 
Observe that all breakdown voltages converge on LVCEO 
at high currents, and that destructive secondary break- 
down voltage occurred (shown as dotted line) at high 
currents and high voltage corresponding to exceeding 
the power dissipation of the device. The characteristics 
of secondary breakdown voltage vary with the length 
of time the condition exists, device temperature, voltage, 
and current. 




' OUTPUT 
SATURATED. 


VOL LVceO I BVces 

BVcer 

FIGURE 2. Output Characteristics ON and OFF 


OUTPUT TRANSFER CHARACTERISTICS VS 
INDUCTIVE AND CAPACITIVE LOADS 

Figure 3 shows the switching transfer characteristics 
superimposed on the DC characteristics of the output 
transistor for an inductive load. Figure 4 shows the 
switching transfer characteristics for a capacitor load. 
In both cases in these examples, the load voltage (Vg) 
exceeds LVCEO. When the output transistor turns 
on with an inductive load the initial current through 
the load is 0 mA, and the transfer curve switches across 
to the left (Vql) and slowly charges the inductor. 
When the output transistor turns off with an inductive 
load, the initial current is Iql. which is sustained by 
the inductor and the transistor curve switches across 
to the right (Vg) through a high current and high 
voltage area which exceeds LVCEO and instead of 
turning off (shown as dotted line) the device goes into 
secondary breakdown. It is generally not a good practice 
to let the output transistor's voltage exceed LVCEO 
with an inductive load. 

In a similar case with a capacitive load shown in Figure 4, 
the switching transfer characteristics rotate counter 
clockwise through the DC characteristics, unlike the 
inductive load which rotated clockwise. Even though 
the switching transfer curve exceeds LVCEO, it didn’t 


3-68 





go into secondary breakdown. Therefore, it is an accep- 
table practice to let the output transistor voltage exceed 
LVCEO, but not exceed BVCER with a capacitive load. 



FIGURE 3. Inductive Load Transfer Characteristics 



Figure 6 shows the switching transfer characteristics 
of a capacitive load which leads to secondary break- 
down. This condition occurs due to high sustained cur- 
rents, not breakdown voltage. In this example, the 
large capacitor prevented the output transistor from 
switching fast enough through the high current and 
high voltage region; in turn the power dissipation of 
the device was exceeded and the output transistor 
went into secondary breakdown. 



FIGURE 6. Capacitive Load Transfer Characteristics 

Figure 7 shows another method of quenching the 
inductive voltage spike caused by the initial inductive 
current. This method dampens the switching response 
by the addition of Rq and Cp. The values of Rq and 
Cd are chosen to critically dampen the values of Rl 
and L|_; this will limit the output voltage to 2 x Vb- 


(Rl + Rd) VLlCd 


FIGURE 4. Capacitive Load Transfer Characteristics 

Figure 5 shows an acceptable application with an induc- 
tive load. The load voltage (Vb) is less than LVCEO, 
and the inductive voltage spike caused by the initial 
inductive current is quenched by a diode connected 
to Vb- 




FIGURE 5. Inductive Load Transfer Characteristics 
Clamped by Diode 


FIGURE 7. Inductive Load Dampened by Capacitor 

Figure 8 shows a method of reducing high sustaining 
currents in a capacitive load. Rq in series with the 
capacitor (C|_) will limit the switching transistor without 
effecting final amplitude of the output voltage, since 
the IR drop across Rq will be zero after the capacitor 
is charged. 

As an additional warning, beware of parasitic reactance. 
If the driver's load is located some distance from the 
driver (as an example: on the inclosure panel or through 
a connecting cable) there will be additional inductive 
and capacitance which may cause ringing on the driver 
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output which will exceed LVCEO or transient current 
that exceeds the sustaining current of the driver. A 
300 mA current through a small inductor can cause 
a good size transient voltage, as compared with a 20 mA 
transient current observed with TTL gates. For no 
other reason than to reduce the noise associated with 
these transients, it is good pracitce to dampen the 
driver's output. 

In conclusion, transient voltage associated with induc- 
tive loads can damage the peripheral driver, and tran- 
sient currents associated with capacitive loads can 
also damage the driver. In some instances the device 
may not exhibit failure with the first switching cycle, 
but its conditions from ON to OFF will worsen after 
many cycles. In some cases the device will recover 
after the power has been turned off, but its long term 
reliability may have been degraded. 

POWER DISSIPATION 

Power Dissipation is, limited by the IC Package Thermal 
Reactance and the external thermal reactance of the 
environment (PC board, heat sink, circulating air, 
etc.). Also, the power dissipation is limited by the 
maximum allowable junction temperature of the device. 
There are two contributions to the power: the internal 


bias currents and voltage of the device, and the power 
on the output of the device due to the Driver Load. 

POWER LIMITATIONS OF PACKAGE 

Figure 9 shows the equivalent circuit of a typical power 
device in its application. Power is shown equivalent to 
electrical current, thermal resistance is shown equivalent 
to electrical resistance, the electrical reactance C and L 
are equivalent to the capacity to store heat, and the 
propagation delay through the medium. There are 
two mediums of heat transfer: conduction through mass 
and radiant convection. Convection is insignificant 
compared with conduction and isn't shown in the 
thermal resistance circuits. From the point power 
is generated (device junction) there are three possible 
paths to the ultimate heat sink: 1. through the device 
leads; 2. through the device surface by mechanical 
connection; and 3. through the device surface to am- 
bient air. In all cases, the thermal paths are like delay 
lines and have a corresponding propagation delay. 
The thermal resistance is proportional to the length 
divided by the cross sectional area of the material. The 
Thermal Inductance is proportional to the length of the 
material (copper, molding compound, etc.) and in- 
versely proportional to the. cross sectional area. The 
thermal capacity is proportional to the volume of the 
material. 


Vb 



FIGURE 8. Capacitive Load with Current Limiting Resistor 
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the line intercepts the diagonal line of the package 
type, and then project a line (shown dotted) hori- 
zontally until the line intercepts the Power Dissipation 
Axis (PmAX)- 


DIE SIZE = 6000 Mlt'^ 


FIGURE 10. Components of Thermal Reactance for a 
Typical IC Package 
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National Semiconductor specifies the thermal resistance 
from device junction through the device leads soldered 
in a small PC board, measure in one cubic foot of still 
air. Figure 11 shows the maximum package power 
rating for an 8 pin Molded, an 8 pin Ceramic, 14 pin 
Molded and a 14 pin Ceramic package. The slope of the 
line corresponds to thermal resistance (0j/\ = AP/AT). 


25 so 75 100 125 150 

AMBIENT TEMPERATURE (°C) 

FIGURE 12. Maximum Package Rating Copper vs Kovar 
Lead Frame Packages 
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FIGURE 11. Maximum Package Power Rating 


The maximum allowable junction temperature for 
ceramic packages is 175°C; operation above this tem- 
perature will reduce the reliability and life of the device 
below an acceptable level. At a temperature of 500°C 
the aluminum metallization paths on the die start to 
melt. The maximum allowable junction temperature 
for a molded device is 150°C, operations above this 
may cause the difference in thermal expansion between 
the molding compound and package lead frame to 
sheer off the wire bonds from the die to the package 
lead. The industry standard for a molded device is 
150°C, but National further recommends operation 
below 135°C if the device in its application will en- 
counter a lot of thermal cycling (such as powered 
on and off over its life). 

The way to determine the maximum allowable power 
dissipation from Figure 11, is to project a line from 
the maximum ambient temperature (T/^) of the appli- 
cation vertically (shown dotted in Figure 12), until 


Figure 11 shows that 14 pin packages have less thermal 
resistance than 8 pin packages; which should be ex- 
pected since it has more pins to conduct heat and has 
more surface area. Something that may not be expected 
is that the Thermal Resistance of the molded devices 
is comparable to the ceramic devices. The reason for the 
lower thermal resistance of the molded devices is the 
Copper lead frame, which is a better thermal conductor 
than the Kovar lead frame of the ceramic package. 
Almost all the peripheral drivers made by National 
Semiconductor are constructed with Copper lead frames 
(refer to 0 ja on the specific devices data sheet). The 
difference between the thermal resistance of Copper 
and Kovar in a molded package is shown in Figure 12. 

Another variance in thermal resistance is the size of the 
IC die. If the contact area to the lead frame is greater, 
then the thermal resistance from the Die to the Lead 
Frame is reduced. This is shown in Figure 13. The 
thermal resistance shown in Figure 11 corresponds 
to die that are 6000 mil^ in area. 



2k 5k 

DIE SIZE (MIL^) 


FIGURE 13. Thermal Resistance vs Die Size 
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In most applications the prime medium for heat con- 
duction is through the device leads to the PC board, 
but the thermal resistance can be significantly improved 
by cooling air driven across the surface of the package. 
The conduction to air is limited by a stagnant film of 
air at the surface of the package. The film acts as an 
additional thermal resistance. The thickness of the 
film is proportional to its resistance. The thickness 
of the film is reduced by the velocity of the air across 
the package as shown in Figure 14. In most cases, the 
thermal resistance is reduced 25% at 250 linear feet/ 
min, and 30% at 500 linear feet/min, above 500 linear 
feet/min the improvement flattens out. 



0 500 Ik 

AIR FLOW (LINEAR FEET/MIN) 


FIGURE 14. Thermal Resistance vs Air Velocity 


The thermal resistance can also be improved by con- 
necting the package to the PC board copper or by 
attaching metal wings to the package. The improvement 
by these means is outside the control of the 1C manu- 
facturer, but is available from the manufacture of the 
heat sink device. If the 1C is mounted in a socket rather 
than soldered to a PC board, the thermal resistance 
through the device leads will worsen. In most cases, 
the thermal resistance is increased by 20%; again this is 
a variable subject to the specific socket type. 

The maximum package^ rating shown in this note cor- 
responds to a 90% confidence level that the package 
will have thermal resistance equal to or less than the 
value shown. The thermal resistance varies ±5% about 
the mean due to variables in assembly and package 
material. 


at the same time, and if so, not for a long period. The 
use of the DS3654 requires that the power be calculated 
vs the duty cycle of the outputs. 

The DC power dissipation is pretty obvious, but in 
another example, a customer used the DS3686 relay 
driver to drive a 6.5 H inductive load. The DS3687 has 
an internal clamp network to quench the inductive 
back swing at GOV. At 5 Hz the device dissipates 2 watts, 
with transient peaks up to 11 watts. After 15 minutes 
of operation, the driver succumbs to thermal overload 
and becomes non-functional. The DS3687 was intended 
for telephone relay, which in most applications switches 
20 times a day. 

Peripheral driver will dissipate peak power levels that 
greatly exceed the average DC power. This is due to the 
capacity of the die and package to consume the transient 
energy while still maintaining the junction temperature 
at a safe level. This capacity is shown as a capacitor in 
Figure 9. In the lab (under a microscope) a device may 
be observed to glow orange around the parameter of 
the junction under excessive peak power without 
damage to the device. Figure 15 shows a plot of max- 
imum peak power vs applied time for the DS3654, 
and the same information plotted as energy vs applied 
time. To obtain these curves, the device leakage current 
when it switches off was used to monitor device limi- 
tation. Note in Figure 15 there is a transition in the 
curve about 10 jUS. At this point, the thermal capacity 
of the die has-been exceeded. The thermal delay to the 
next thermal capacity (the package) was too long, and 
limited the peak power. These levels are not suggested 
operating levels, but an example of a Peripheral Driver 
to handle peak transient power. 



1 10 100 Ik 10k 

(APPLIED TIME (ms) 


CALCULATIONS OF POWER DISSIPATION 

Most 1C devices (such as T^L) operate at power levels 
well below the device package rating, but peripheral 
drivers can easily be used at power levels that exceed 
the package rating unknowingly, if the power dis- 
sipation isn't calculated. As an example, the DS3654 
Ten Bit Printer Driver could dissipate 3 watts (DC and, 
even more AC), and it is only in a 0.8 watt package. 
In this example, the device would be destroyed in 
moments, and may even burn a hole in the PC board 
it is mounted on. The DS3654 data sheet indicated that 
the 10 outputs could sink 300 mA with a Vol of 1 volt, 
but it wasn't intended that all the outputs would be 


FIGURE 15. Peak Power and Energy vs 
the Period of Time the Power was Applied 


To calculate power dissipation, the only information 
available to the design engineer is the parametric limits 
in the device data sheet, and the same information 
about the load reactance. If the calculations indicate 
the device is within its limits of power dissipation, then 
using those parametric limits is satisfactory. If the 
calculation of power dissipation is marginal, the para- 
metric limits used in the calculations might be worst 
case at low temperature instead of high temperature 
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due to a positive temperature coefficient (Tc) of resis- 
tance. 1C resistors and resistors associated with the 
load generally have a positive Tq. On the other hand, 
diodes and transistor emitter base voltages have a neg- 
ative Tq; which may in some circuits negate the effect 
of the resistors Tq. Peripheral output transistors have 
a positive Tq associated with Vql; while output Dar- 
lington transistors have a negative Tq at low currents 
and may be flat at high currents. Figure 16 shows 
an example of power dissipation vs temperature; note 
that the power dissipation at the applications maximum 
temperature (Ta) was less than the power dissipation 
at lower temperatures. Since maximum junction tem- 
perature is the concern of the calculation, then max- 
imum ambient temperature power should be used. 
The junction temperature may be determined by pro- 
jecting a line (shown dotted in Figure 16), with a slope 
proportional to back to the horizontal axis (shown 
as Tj). If the point is below the curve then Tj will be 
less than 150°C. Tj must not exceed the maximum 
junction temperature for that package type. In this 
example, Tj is less than 150°C as required by a molded 
package. To calculate the power vs temperature, it is 
necessary to characterize the device parameters vs 
temperature. Unfortunately, this information is not 
always provided by 1C manufacturers in the device 
data sheets. A method to calculate Iqc temperature 
is to measure a device, then normalize the measurements 
vs the typical value for Iqc data sheet, then 

worst case the measurements by adding 30%. Thirty 


percent is normally the worst-case resistor tolerance 
that 1C devices are manufactured to. 

CALCULATION OF OUTPUT POWER WITH AN 
INDUCTIVE LOAD 

For this example, the device output circuit is similar 
to the DS3654 (10-Bit Printer Solenoid Driver) and 
the DS3686 and DS3687 (Telephone Relay- Driver) 
as shown in Figure 17. Special features of the circuit 
type are the Darlington output transistors Q1 and Q2 
and the zener diode from the collector of Q2 to the 
base of 02. The Darlington output requires very little 
drive from the logic gate driving it and in turn dissi- 
pates less power when the output is turned ON and 
OFF, than a single saturating transistor output would. 
The zener diode (Dz) quenches the inductive back- 
swing when the output is turned OFF. 

Device and Load Characteristics Used for Power 
Calculation 


VOL 

Output Voltage ON 

1.5V 

Vc 

Output Clamp Voltage 

65V 

Vb 

Load Voltage 

30V 

Rl 

Load Resistance 

120 

Ll 

Load Inductance 

5h 

Ton 

Period ON 

100 ms 

Toff 

Period OFF 

100 ms 

T 

Total Period 

200 ms 
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FIGURE 16. 1C Power Dissipation vs Temperature 


Vb 



FIGURE 17. Peripheral Driver with Inductive Load 


3-73 


AN-213 





AN-213 


Refer to Figure 18 voltage and current waveforms 
corresponding to the power dissipation calculated for 
this example of an inductive load. 

PQN = Average power dissipation in device output 
when device is ON during total period (T) 

Li 5h 

T= — = = 41.7 rhs 

RL 120S2 

Vb-Vol 30-1.5 

h = — — = = 237.5 mA 

RL 120 


lp= IL (1-e 


Ip = 237.5 mA(1-e 100 ms/41.7 ms j 


POFF = Vc X I (Ip + Ir) X — (1 - e - |pj 

23.1 f 41.7 

PqfF = 65x (215.9 mA + 291.7 mA) 

200 23.1 


(1-e 23-1/41-7)_ 291.7mA 


Ip = 215.9 mA 


PqfF ~ 736 mW 


Pq = Average power dissipation in device output 
PO= PON+POFF= 110.6 + 736 = 846.6 mW 

In the above example, driving a 120 inductive load 
at 5 Hz, the power dissipation exceeded a more simple 
calculation of power dissipation, which would have 
been: 

vol(vb-vql) Ton 

Pq = X 

RL T 


Ton [ 

PON= VolxIlx— 1- — — 

T I Jo Ton 


PQN “ VolxIlx 1 (1-e Tqn/^’ ) 


100 41.7 — inn/4.1 7 

PON= 1.5x 237.5mAx 1 (1-e 100/41. /j 

200 100 


PON= 110.6mW 


POFF= Average power dissipation in device output 
when device is OFF during total period (T) 


Vq-Vb 65-30 

|R = -^^ = = 291.7 mA 

RL 120 n 


0 /'L + lR^ 

t. = 7.n(— j 

/219.8 + 291.7\ 

tx ='41.7 ms j2n I 1 = 23.1 ms 

\ 291.7 / 

tx ft e~^^i^dt 

POFF = Vcx— (lp + lR)p>< Ir 

T [ Jo tx 


1.5(30-1.5) 100 ms 

PO= X— = 182.5 mW 

120 200 ms 

An error 460% would have occurred by not including 
the reactive load. The total power dissipation must 
also include other outputs (if the device has more 
than one output), and the power dissipation due to the 
device power supply currents. This is an example where 
the load will most likely exceed the device package 
rating. If the load is fixed, the power can be reduced 
by changing the period (T) and duty rate (Tqn/ToFF)- 




FIGURE 18. Voltage and Current Waveforms 
Corresponding to Inductive Load. 
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CALCULATION OF OUTPUT POWER WITH AN 
INCANDESCENT LAMP 


An incandescent lamp is equivalent to a reactive load. 
The reactance is related to the period of time required 
to heat the lamp and the filaments positive temperature 
coefficient of resistance. Figure 19 shows the transient 
response for a typical lamp used on instrument panels, 
and the equivalent electrical model for the lamp. Much 
like IC packages the lamp has a thermal circuit and 
its associated propagation delay. This lamp filament 
has an 8 ms time constant, and a longer 250 ms time 
constant from the lamp body to ambient. The DC 
characteristics are shown in Figure 20. Note the knee 
in the characteristics at 2 volts; this is where power 
starts to be dissipated in the form of light. This subject 
is important, since more peripheral drivers are damaged 
by lamps than any other load. 
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FIGURE 19. Transient Response of an Incandescent 
Lamp 
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FIGURE 20. DC Characteristics of an Incandescent 
Lamp 

Figure 21 shows the transient response of a driver 
similar to a DS75451 driving the lamp characterized 
in Figures 19 and 20. The equivalent load doesn't 
include the reactance of the lamp base to ambient, 
which has a 250 ms time constant, since 10 ms to an 
IC is equivalent to DC. The peak transient current was 


1 amp, settling to 200 ms, with an 8 ms time constant. 
Observe the peak current is clamped at 1 amp, by the 
sinking ability of the driver; otherwise the peak current 
may have been 1.2 amps. The DS75451 is only rated 
at 300 mA, but it is reasonable to assume it could 
sink 1 amp because of the designed forced required 
for switching response and worst case operating tem- 
perature. 
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FIGURE 21. Transient Incandescent Lamp Current 


Calculation of the energy dissipated by a peripheral 
driver for the transient lamp current shown in Figure 21 
is shown below, and the plot of energy vs time is shown 
in Figure 22. Figure 22 also includes as a reference 
the maximum peak enfergy from Figure 15. It can be 
seen from Figure 22 that in this example there is a 
good safety margin between the lamp load and the 
reference max peak energy. If there were more drivers 
than one per package under the same load, the margin 
would have been reduced. Also, if the peripheral driver 
couldn't saturate because it couldn't sink the peak 
transient lamp current, , then the energy would also 
reduce the margin of safe operation. 
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FIGURE 22. Energy vs Time for a Peripheral 
Driver with an Incandescent Lamp Load 
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Vb = 6.3V 



FIGURE 23. Circuit Used to Reduce Peak 
Transient Lamp Current 


PERIPHERAL DRIVER SECTION 

National Semiconductor has a wide selection of periph- 
eral drivers as shown in the selection guide, Figure 24. 
The DS75451, DS75461, DS3631 and the DS3611 
series have the same selection of logic function in an 
8-pin package. The DS75461 is a high voltage selection 
of the DS75451 and may switch slower. The DS3611 
and DS3631 are very high voltage circuits and were 
intended for slow relay applications. The DS3680, 
DS3686, and DS3687 were intended for 56V telephone 
relay applications. The DS3654 contains a 10-bit shift 
register followed by ten 250 mA clamped drivers. The 
DS3654 was intended for printer solenoid applications. 

High current and high voltage peripheral drivers find 
many applications associated with digital systems, 
and it is the intention of the application note to insure 
that reliability and service life of peripheral drivers 
equal or exceed the performance of the other logic 
gates made by National. 

For additional information, please contact Digital 
Interface Marketing Manager at National or one of the 
many field application engineers world wide. 
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Output High 
Voltage (V) 

Latch-Up Voltage 
(Note 3) (V) 

Output Low 
Voltage (V) 

Output Low 
Current (mA) 

Propagation 

Delay 

ON Power Supply 
Current (mA) 

Drivers/ 

Package 

Input 

Compatibility 

Logic Function 
(Driver ON) 

Device Number 
and Temperature Range 

Typ (ns) 

(Logic) 

0°C to -f70°C 

-55°Cto-H25“C 

30 



100 

40 

152 

BB 

TTL 

Note 5 

DP8310 

DP7310 

30 


0.5 

100 

40 

125 


TTL 

Note 6 

DP8311 

DP7311 

20 

13.5 

0.6 

100 

70 

90 


TTL 

Note 7 

DS3616 


65 

30 

1.5 

600 


65 

H 

TTL/LS 

NAND 

DS3656 


70 

35 

0.7 

600 

2430 

65 


TTL/LS 

NAND 

DS3658 


70 

Note 8 

1.5 

600 

2000 

80 

HI 

TTL/LS 

NAND 

DS3668 


70 

35 

0.7 

600 


65 


TTL/LS 

AND 

DS3669 


30 

20 

0.7 


31 

55 


TTL 

AND 

DS75450 


30 

20 

0.7 

■EB 

31 

55 


TTL 

AND 

DS75451 

DS55451 

30 

20 

0.7 

300 

31 

55 


TTL 

NAND 

DS75452 

DS55452 

30 

20 

0.7 

300 

31 

55 


TTL 

OR 

DS75453 

DS55453 

30 

20 

0.7 

300 

31 

55 


TTL 

NOR 

DS75454 

DS55454 

35 


0.7 


33 

55 

2 

TTL 

AND 

DS75461 

DS55461 

35 

30 

0.7 

300 

33 

55 

2 

TTL 

NAND 

DS75462 

DS55462 

35 

30 

0.7 

300 

33 

55 

2 

TTL 

OR 

DS75463 

DS55463 

35 

30 

0.7 

300 

33 

55 

2 

TTL 

NOR 

DS75464 

DS55464 

56 

40 

1.4 

HB 

1 

8 




DS3631 

DS1631 

56 

40 

1.4 

■B 


8 



^hih 

DS3632 

DS1632 

56 

40 

1.4 

300 

150 

8 


CMOS 

HHB 

DS3633 

DS1633 

56 

40 

1.4 

300 

150 

8 


CMOS 

BE^H 

DS3634 

DS1634 

80 

50 

0.7 

BEB 

125 

75 

2 

TTL/CMOS 

AND 

DS3611 

DS1611 

80 

50 

0.7 

■B 

125 

75 

2 

TTL/CMOS 

NAND 

DS'^612 

DS1612 

80 

50 

0.7 

300 

125 

75 

2 

TTL/CMOS 

OR 

DS3613 

DS1613 

80 

50 

0.7 

300 

125 

75 

2 

TTL/CMOS 

NOR 

DS3614 

DS1614 

-2.1 

-60 

-60 

-50 

10,000 

4.4 

4 

TTL/CMOS 

(Note 4) 

DS3680 


(Note 1) 

56 

1.3 

300 

1000 

28 

2 

TTL/CMOS 

NAND 

DS3686 


(Note 1) 

-56 

-1.3 

300 

1000 

28 

2 

TTL/CMOS 

NAND 

DS3687 

DS1687 

13.5 

15 

VcC-1-8 

300 

150 

0.015 

2 

CMOS 

AND 

MM74C908, 

MM74C918 


(Note 1 ) 

45 

1.6 

250 

1000 

70 

10 

(Note 2) 

(Note 2) 

DS3654 



Note 1: The DS3686, DS3687 and DS3654 contain an internal inductive fly-back clamp circuit connected from the output to ground. As an example, DS3686 driving a relay solenoid connected to 28V would 
clamp the output voltage fly-back transient at 56V caused by the solenoid's stored inductive current. This clamp protects the circuit output and quenches the fly-back. 

Note 2: The DS3654 is a 10-bit shift register followed by 10 enabled drivers. The input circuit is equivalent to a 4k resistor to ground, and the logic input thresholds are 2.8V and 0.8V, The recommended power 
supply voltage is 7.5V to 9.5V. The circuit can be cascaded to be a 20 or 30-bit shift register. 

Note 3: Latch-up voltage Is the maximum voltage the output can sustain when switching an inductive load. 

Note 4: DS3680 has a differential input circuit. 

Note 5: DP8310 inverting, positive edge latching. 

Note 6: DP8311 inverting, fall through latch. 

Note 7; Bubble memory coil driver. 

Note 8: DS3668 35V, latch-up with output fault protection. 

FIGURE 24. Peripheral/Power Driver Selection Guide 
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Section 4 

Level Translators/ 
Buffers 



TEMPERATURE RANGE 
-55°Cto H-iaS'C 0°Cto+70“C 

DESCRIPTION 

PAGE 

NUMBER 



DP8480 

10k ECL to TTL Level Translator with Latch 

4-4 

— 

DP8481 

TTL to 10k ECL Level Translator with Latch 

4-7 

— 

DP8482 

100k ECL to TTL Level Translator with Latch 

4-10 

— 

DP8483 

TTL to 100k Level Translator with Latch 

4-13 

DS1630 

DS3630 

Hex CMOS Compatible Buffer 

4-16 

DS7800 

DS8800 

Dual Voltage Level Translator 

4-19 

DS7810 

DS8810 

Quad 2-Input TTL-to-MOS Interface Gate 

4-22 

DS7811 

DS8811 

Quad 2-lnput TTL-to-MOS Interface Gate 

4-22 

DS7812 

DS8812 

Hex TTL-to-MOS Inverter 

4-22 

DS78L12 

DS88L12 

Hex TTL-to-MOS Inverter/Interface Gate 

4-25 

DS7819 

DS8819 

Quad 2-lnput TTL-to-MOS Gate 

4-27 

MM54C901 

MM74C901 

Hex Inverting TTL Buffer 

CMOS 

MM54C902 

MM74C902 

Hex Non-Inverting TTL Buffer 

CMOS 

MM54C903 

MM74C903 

Hex Inverting PMOS Buffer 

CMOS 

MM54C904 

MM74C904 

Hex Non-Inverting PMOS Buffer 

CMOS 

MM54C906 

MM74C906 

Hex Open Drain N-Channel Buffer 

CMOS 

MM54C907 

MM74C907 

Hex Open Drain P-Channel Buffer 

CMOS 


'Also available screened In accordance with MIL-STD-833 Class B. Refer to National Semiconductor’s "The Reliability Handbook”. 




LEVEL TRANSLATORS/BUFFERS 


INPUT 

OUTPUT 

OUTPUT CHARACTERISTICS 

LOGIC FUNCTION 

1 DEVICE NUMBER I 

Page 

No. 

0°C to -t70°C 

-55°C to -i-125°C 

10k ECL 

TTL 

TRI-STATE® Fall Through Latch 

Inverting 

DP8480 


4-4 

ttl 

10k ECL 

Gated Fall Through Latch 

Inverting 

DP8481 


4-7 

100k ECL 

TTL 

TRI-STATE Fall Through Latch 

Inverting 

DP8482 


4-10 

TTL 

100k ECL 

Gated Fall Through Latch 

Inverting 

DP8483 


4-13 

CMOS 

CMOS 

50 ns Prop. Delay at 500 pF 

Hex Buffer 

DS3630 

DS1630 

4-16 

TTL 

PMOS 

Open-Collector —30V to 30V 

Dual 2-Input Gate 

DS8800 

DS7800 

4-19 

TTL 

MOS 

Open-Collector 0.4V to 14V 

Quad 2-Input Gate 

DS8810 

DS7810 

4-22 

TTL 

MOS 

Open-Collector 0.4V to 14V 

Quad 2-Input Gate 

DS8811 

DS7811 

4-22 

TTL 

MOS 

Open-Collector 0.4V to 14V 

Hex Inverter 

DS8812 

DS7812 

4-22 

TTL 

MOS 

Active Pull-Up 0.4V to 14V 

Hex Inverter 

DS88L12 

DS78L12 

4-25 

TTL 

MOS 

Open-Collector 0.4V to 14V 

Quad 2-Input Gate 

DS8819 

DS7819 

4-27 

CMOS 

TTL 

Active Pull-Up 0.4V @ 2.6 mA 

Hex Inverter 

MM74C901 

MM54C901 

CMOS 

CMOS 

TTL 

Active Pull-Up 0.4V @ 3.2 mA 

Hex Buffer 

MM74C902 

MM54C902 

CMOS 

CMOS 

PMOS 

Active Pull-Up OV to 15V 

Hex Inverter 

MM74C903 

MM54C903 

CMOS 

CMOS 

PMOS 

Active Pull-Up OV to 15V 

Hex Buffer 

MM74C904 

MM54C904 

CMOS 

CMOS 

NMOS 

Open Drain OV to 15V 

Hex Buffer 

MM74C906 

MM54C906 

CMOS 

CMOS 

PMOS 

Open Drain VcC ^cc ~ 15V 

Hex Buffer 

MM74C907 

MM54C907 

CMOS 



apmo uo!P0|0s 



















DP8480 



National 

Semiconductor 


Level Translators/ Buffers 

PRELIMINARY 


DP8480 10k ECL to TTL Level Translator with Latch 


General Description 

This circuit translates ECL input levels to TTL output 
levels and provides a fall-through latch. The TRI-STATE® 
outputs are designed to drive large capacitive loads. The 
clock and chip select inputs are ECL. 


Features 

■ 16-pin flat-pack or DIP 

■ TRI-STATE outputs 

■ ECL control inputs 

■ 5.5 ns typical propagation delay with 50 pF load 

■ Outputs are TRI-STATE during power up/down for 
glitch free operation 

■ 10k ECL input compatible 


Logic and Connection Diagram 


Dual-ln-Line Package 



TRI-STATE® is a registered trademark of National Semiconductor Corp. 


Truth Table 


Dl 

DO 

CK 

CS 

H 

L 

L 

L 

L 

H 

L 

L 

X 

DO 

H 

L 

X 

Hi-Z 

X 

H 


H = high level (most positive) 
L= low level (most negative) 
X = don’t care 


Order Number DP8480N or DP8480F 
See NS Package N16A or F16B 
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Absolute Maximum Ratings (Note i) Recommended Operating Conditions 

VeeSuppIv Voltage -8V VeeSuppIv Voltage -5.2V±10% 

Vcc Supply Voltage 7V VccSupply Voltage 5.0V ±10% 

Input Voltage GNDtoVEE T^, Ambient Temperature 0°Cto75°C 

Output Voltage 5.5V 

Maximum Power Dissipation* at 25°C 
Molded Package 1476 mW 

Storage Temperature -65°Cto150°C 

* Derate molded package 1 1 .8 mW/”C above 25'C. 

Electrical Characteristics (ttl Logic) Notes 2, 3 and 4 


Parameter 


Output Low Voltage 


Output High Voltage 


Output Low Drive Current 


Output High Drive Current 


TRI-STATE Output Current 


Supply Current 


Conditions 



Electrical Characteristics (ECL Logic) Notes 2 and 3 


Parameter 

V|L 

Input Low Voltage 

V|H 

Input High Voltage 

I 

IL 

Input Low Current 

I 

IH 

Input High Current 

I 

EE 

Supply Current 




Switching Characteristics Notes 2 and 5 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

^CDOL 

Clock to Data Out Low Delay 

Cl = 50pF 


6.75 

11.5 

ns 

tCDOH 

Clock to Data Out High Delay 

Cl = 50pF 


6.75 

11.5 

ns 

^DIDOH 

Data In to Data Out High Delay 

Cl = 50pF 


'5.5 

9.5 

ns 

'didol 

Data In to Data Out Low Delay 

Cl = 50pF 


5.5 

9.5 

ns 

ts 

Data Set-Up Time 

Cl = 50pF 

3.0 

1.0 


ns 

tH 

Data Hold Time 

Cl = 50 pF 

3.0 

1.0 


ns 

tcpw 

Clock Pulse Width 

Cl = 50pF 

5.0 

3.0 


ns 

tzE 

Delay from Chip Select to 
Active State from Hi-Z State 

Cl = 50pF 


8 


ns 

tEZ 

Delay from Chip Select to Hi-Z 
State from Active State 

Cl = 50pF 

■1 

8 


ns 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of “Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0”C to 75°C ambient temperature range in still air and across the specified supply varia- 
tions. All typical values are for Ty^ = 25'C and nominal supply. 

Note 3: All currents Into device pins are shown as positive; all currents out of device pins are shown as negative. All voltages are referenced to ground, unless 
otherwise specified. 

Note 4: When DC testing Iiq or Iqd a 15tl resistor should be in series with the output. Only one output should be tested at a time. 

Note 5: Unless otherwise specified, all AC measurements are referenced from the 50% level of the ECL input to the 0.8V level on negative transitions or the 
2.4V level on positive transitions of the output. ECL input rise and fall times are 2.0 ns ±0.2 ns from 20% to 80%. 














































































































National 

Semiconductor 


Level Translators/Buffers 

PRELIMINARY 


DP8481 TTL to 10k ECL Level Translator with Latch 


General Description 


Features 


This circuit translates TTL input leveis to ECL output 
leveis and provides a fall-through latch. The outputs are 
gated with CS providing for wire ORing of outputs. The 
clock and chip select inputs are ECL. 


■ 16-pin flat-pack or DIP 

■ ECL control inputs 

■ CS provided for wire ORing of output bus 

■ 10k ECL I/O compatible 

■ 4.0 ns typical propagation delay 


Logic and Connection Diagram Truth Table 


Dual-ln-Line Package 



Dl 

DO 

CK 

CS 

H 

L 

L 

H 

L 

H 

L 

H 

X 

DO 

H 

H 

X 

L 

X 

L 


H = high level (most positive) 
L= low level (most negative) 
X = don’t care 


Order Number DP8481N or DP8481F 
See NS Package N16A or F16B 


DP8481 











DP8481 


Recommended Operating Conditions 

VeeSupply Voltage -5.2V ±10% 

VccSupply Voltage 5.0V ±10% 

Ta, Ambient Temperature 0°Cto75‘’C 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V,L 

Input Low Voltage 




0.8 

V 

V|H 

Input High Voltage 


2.0 



V 


Input Low Current 

V|n = 0.5V 


-50 



EH 

Input High Current 

V|n = 2.5V 


1.0 


^A 

VcLAMP 

Input Clamp Voltage 

l|N= -12 mA 


-0.8 


V 

Icc 

Supply Current 




30 

mA 


Electricai Characteristics (ecl Logic) Notes 2 and 3 


Parameter 

Conditions 

Ta 

Min 

Typ 

Max 

Units 

V|L 

Input Low Voltage 

Vee= -5.2V 

o°c 








25°C 



BH 

mV 




75 °C 





V|H 

Input High Voltage 

Vee= -5.2V 

0°C 

■H 


-840 





25”C 



-810 

mV 




75 °C 

-1045 


-720 



Input Low Current 




0.5 


aA 

EB 

Input High Current 




350 


A A 

Vql 

Output Low Voltage 


O'C 



MSM 





25°C 




mV 




75'C 





VoH 

Output High Voltage 

Vee= -5.2V 

0°C 

-1000 


-840 





25°C 

-960 


-810 

mV 




75°C 

-900 


-720 


Vqlc 

Output Low Voltage 

Vee= -5.2V 

0°C 



■H 





25°C 




mV 




75'C 





Vqhc 

Output High Voltage 

Vee= -5.2V 

o-c 

-1020 







25°C 




mV 




75°C 





Iee 

Supply Current 





-90 

mA 



Absoiute Maximum Ratings (Note 1) 


VEESupply Voltage 

-8V 

VccSupply Voltage 

7V 

Input Voltage (ECL) 

GNDtoVEE 

Input Voltage (TTL) 

-1Vto5.5V 

Output Current 

50 mA 

Maximum Power Dissipation* at 25°C 
Molded Package 

1476 mW 

Storage Temperature 

-65”Cto +150°C 


* Derate molded package 1 1 .8 mW/'C above 25°C. 


Electricai Characteristics (TTL Logic) Notes 2 and 3 
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Switching Characteristics Notes 2 and 4 


Conditions 


tcDOL Clock to Data Out Low Delay 


tcDOH Clock to Data Out High Delay 


toiDOH Data In to Data Out High Delay 


toiDOL Data In to Data Out Low Delay 


s Data Set-Up Time to Clock 


tn Data Hold Time 


tcpw Clock Pulse Width 


tcsDOH Chip Select to Data Out High Delay ' 


tcsDOL Chip Select to Data Out Low Delay 


tscs Data Set-Up Time to Chip Select 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device operation. 

Note 2: Unless otherwise specified, mln/max limits apply across the 0°C to 75°C ambient temperature range In still air and across the specified suppiy varia- 
tions. All typical values are for 25°C and nominal supply. 

Note 3: All currents into device pins are shown as positive; all currentsout of device pins are shown as negative. All voltages are referenced to ground, unless 
otherwise specified. 

Note 4: Unless otherwise specified, all AC measurements are referenced from the 1.5V level of the TTL input and to/from the 50% pointoftheECLsignalanda 
50fl resistor to -2V Is the load. ECL Input rise and fall times are 2.0 ns ±0.2 ns from 20% to 80%. TTL input characteristic is OV to 3V with tf = tf < 3 ns 
measured from 10% to 90%. 


Switching Time Waveforms 


DP8481 














































DP8482 


^ National 


Level Translators/ Buffers 

PRELIMINARY 



Level Translator with Latch 


General Description 

This circuit translates ECL input levels to TTL output 
levels and provides a fall-through latch. The TRI-STATE® 
outputs are designed to drive large capacitive loads. The 
clock and chip select inputs are ECL. 


Features 

■ 16-pin flat-pack or DIP 

■ TRI-STATE outputs 

■ ECL control inputs 

■ 5.5 ns typical propagation delay with 50 pF load 

■ Outputs are TRI-STATE during power up/down for 
glitch free operation 

■ 100k ECL input compatible 


Logic and Connection Diagram 


Dual-ln-Llne Package 



TOP VIEW 


TRI-STATE® Is a registered trademark of National Semiconductor Corp. 


Truth Table 


Dl 

DO 

CK 

CS 

H 

L 

L 

L 

L 

H 

L 

L 

X 

DO 

H 

L 

X 

Hi-Z 

X 

H 


H = high level (most positive) 
L= low level (most negative) 
X = don’t care 


Order Number DP8482N or DP8482F 
See NS Package N16A or F16B 
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Absolute Maximum Ratings (Note d 

VgeSupply Voltage -8V 

VccSupply Voltage 7V 

InputVoltage GNOtoVgE 

Output Voltage 5.5V 

Maximum Power Dissipation* at 25°C 
Molded Package 1476 mW 

StorageTemperature -65°Cto +150°C 

* Derate molded package 1 1 .8 mW/°C above 25°C. 


Electrical Characteristics (ttl Logic) Notes 2, 3 and 4 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

o 

> 

Output Low Voltage 

loL = 8mA 



0.5 

V 

Vqh 

Output High Voltage 

Iqh = -1 mA 

2.5 



V 

n 

Output Low Drive Current 

Force 5V with Output Low 


150 


mA 

B 

Output High Drive Current 

Force OV with Output High 


-150 


mA 

EB 

TRI-STATE Output Current 



1 


/xA 

•cc 

Supply Current 




62.5 

mA 


Electricai Characteristics (ecl Logic) Notes 2 and 3 


Recommended Operating Conditions 

VeeSupply Voltage -4.5V ±7% 

VccSupply Voltage 5.0V ±10% 

Ta. Ambient Temperature 0'Cto85°C 


Parameter | 

Conditions 

Ta 

Min 

Typ 

Max 

Units 

V|L 

Input Low Voltage 

Vee= -4.5V 


-1810 


-1475 

mV 

V|H 

Input High Voltage 

Vee= -4.5V 


-1165 


-880 

mV 

IS 

Input Low Current 




0.5 


mA 


Input High Current 




350 


fA 

H 

Supply Current 





-50 

mA 


Switching Characteristics Notes 2 and 5 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

tcDOL 

Clock to Data Out Low Delay 

Cl = 50 pF 


6.75 

11.5 

ns 

tcDOH 

Clock to Data Out High Delay 

Cl = 50 pF 


6.75 

11.5 

ns 

toiDOH 

Data In to Data Out High Delay 

Cl = 50 pF 


5.5 

9.5 

ns 

^DIDOL 

Data In to Data Out Low Delay 

Cl = 50 pF 


5.5 

9.5 

ns 


Data Set-Up Time 

Cl = 50 pF 

3.0 

1.0 


ns 

tH 

Data Hold Time 

Cl = 50pF 

3.0 

1.0 


ns 

tcPW 

Clock Pulse Width 

Cl = 50 pF 

5.0 

3.0 


ns 

tzE 

Delay from Chip Select to 
Active State from Hi-Z State 

Cl = 50pF 


8 


ns 

tEZ 

Delay from Chip Select to Hi-Z 
State from Active State 

Cl = 50 pF 


8 


ns 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across theO°C to 85°C ambient temperature range in still air and across the specified supply varia- 
tions. All typical values are for T/^ = 25°C and nominal supply. 

Notes: All currents into device pins are shown as positive; all currents out of device pins are shown as negative. All voltages are referenced to ground, unless 
otherwise specified. 

Note 4: When DC testing li d or (go a 15!2 resistor should be in series with the output. Only one output should be tested at a time. 

Note 5: Unless otherwise specified, all AC measurements are referenced from the 50% level of the ECL input to the 0.8V level on negative transitions or the 
2.4V level on positive transitions of the output. ECL input rise and fall times are 0.7 ns±0.1 ns from 20% to 80%. 
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DP8482 


Switching Time Waveforms 



DO VOH-0.3V-^ 

SI CLOSED 

-OV 

* 

DO 


SI DPEN 

*S1 closed 
**S1 open 

Test Load 


7V 

1 



O y 

/si 



>500 


tr 

INCLUDING PROBE 
AND JIG CAPACITANCE 1 

^500 
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National 

Semiconductor 


Level Translators/Buffers 

PRELIMINARY 


DP8483 TTL to 100k ECL Level Translator with Latch 


General Description Features 

This circuit transiates TTL input leveis to ECL output 
levels and provides a fall-through latch. The outputs are 
gated with CS providing for wire ORing of outputs. The 
clock and chip select inputs are ECL. 


■ 16-pin flat-pack or DIP 

■ ECL control inputs 

■ CS provided for wire ORing of output bus 

■ 100k ECL I/O compatible 

■ 4.0 ns typical propagation delay 


Logic and Connection Diagram Truth Table 

Dual-ln-Line Package 



TOP VIEW 
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DP8483 


Absolute Maximum Ratings (Note d 

Vee Supply Voltage -8V 

Vcc Supply Voltage 7V 

Input Voltage (ECL) GNDtoVEE 

Input Voltage (TTL) -1Vto5.5V 

Output Current 50 mA 

Maximum Power Dissipation* at 25°C 
Molded Package 1476 mW 

Storage Temperature -65°Cto + 150°C 

‘Derate molded package 11.8 mW/°C above 25°C. 


Recommended Operating Conditions 


VEESupplyVoltage 
VccSupply Voltage 
Ambient Temperature 


-4.5V ±7% 
5.0V ± 10% 
0°Cto85°C 


Electrical Characteristics (TTL Logic) Notes 2 and 3 


Conditions 


Parameter 


Input Low Voltage 


Input High Voltage 


Input Low Current V|m = 0.5V 


V|n = 2.5V 


IN= -12 mA 


IL 

Input Low Current 

IH 

Input High Current 

/clamp 

Input Clamp Voltage 


Supply Current 


Electrical Characteristics (ecl Logic) Notes 2 and 3 


Parameter 


Input Low Voltage 


Input High Voltage 


Input Low Current 


Input High Current 


Cutput Low Voltage 


Cutput High Voltage 


Cutput Low Voltage 


Cutput High Voltage 


Supply Current 


Conditions 


Vee= -4.5V 


Vee= -4.5V 


Vee= -4.5V 


Vee= -4.5V 


Vee= -4.5V 


Vee= -4.5V 
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Switching Characteristics Notes 2 and 4 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

*CDOL 

Clock to Data Out Low Delay 



4.0 

6.5 

ns 

tcDOH 

Clock to Data Out High Delay 



4.0 

6.5 

ns 

toiDOH 

Data In to Data Out High Delay 



4.0 

6.5 

ns 

toiDOL 

Data In to Data Out Low Delay 



4.0 

6.5 

ns 

ts 

Data Set-Up Time to Clock 


3.0 

1.0 


ns 

tH 

Data Hold Time 


3.0 

1.0 


ns 

'cPW 

Clock Pulse Width 


5.0 

3.0 


ns 

^CSDOH 

Chip Select to Data Out High Delay 



3.0 

4.5 

ns 

tcSDOL 

Chip Select to Data Out Low Delay 



3.0 

4.5 

ns 

tscs 

Data Set-Up Time to Chip Select 


,5.5 

3.0 


ns 


Note 1; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across theO”C to 85”C ambient temperature range in still air and across the specified supply varia- 
tions. All typical values are for 25 °C and nominal supply. 

Note 3: All currents into device pins are shown as positive; all currentsout of device pins are shown as negative. All voltages are referenced to ground, unless 
otherwise specified. 

Note 4: Unlessotherwisespecified, all AC measurements are referenced from the 1.5V level of the TTL input and to/from the 50% pointoftheECL signal and a 
50!! resistor to -2V is the load. ECL input rise and fall times are 0.7 ns ±0.1 ns from 20% to 80%. TTL input characteristic is OV to 3V with t^ = tf < 3 ns 
measured from 10% to 90%. 


Switching Time Waveforms 




tCDOH 


toiDOH 



















































DS1630/DS3630 



National 

Semiconductor 


Level Translators/Buffers 


DS1630/DS3630 Hex CMOS Compatible Buffer 


General Description 

The DS1630/DS3630 is a high current buffer intended 
for use with CMOS circuits interfacing with peripherals 
requiring high drive currents. The DS1630/DS3630 
features low quiescent power consumption (typically 
50juW) as well as high-speed driving of capacitive loads 
such as large MOS memories. The design of the DS1630/ 
DS3630 is such that Vcc current spikes commonly 
found in standard CMOS circuits cannot occur, thereby, 
reducing the total transient and average power when 
operating at high frequencies. 


Features 

■ High-speed capacitive driver 

■ Wide supply voltage range 

■ Input/output may interface to TTL 

■ Input/output CMOS compatibility 

■ No internal transient Vcc current spikes 

■ BOfMI typical standby power 


Equivalent Schematic and Connection Diagrams 


Vcc 



Typical Applications 


Dual-tn-Line Package 



OUT 1 IN 1 OUT 2 IN 2 OUT 3 IN 3 GNO 
TOP VIEW 


Order Number DS1630J, DS3630J 
or DS3630N 

See NS Package J14A or N14A 


74C 74C 

CMOS CMOS 

FAMILY DS3S30 FAMILY 



LINE 


CMOS To Transmission Line Interface 





CMOS To CMOS Interface LED Driver 
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Absolute Maximum Ratings (Notei) 


Operating Conditions 


Supply Voltage 
Input Voltage 
Output Voltage 

Lead Temperature (Soldering, 10 seconds) 


16V 

16V 

16V 

300‘"C 


Supply Voltage (Vcc> 
Temperature (T/\) 
DS1630 
DS3630 


MIN 

3 


-65 

0 


MAX 

15 


+125 

+70 


Electrical Characteristics (Notes 2 and 3) 


UNITS 

V 


°C 

°c 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

I|MH Logical "1" Input Current 

1 

V|N = Vcc. 'out =-400a(A 

DS1630 


90 

200 

UA 

DS3630 


90 

200 

ma 

V|N “ Vcc “ 2.0V, 

DS1630 


0.5 

3.2 

mA 

DS3630 


0.5 

1.5 

mA 

l|NL Logical "0" Input Current 

V|N =0.4V, Iqut = 16 mA 

DS1630 


-0.15 

-1 

mA 

DS3630 


< 

o 

o 

CJl 

o 

-800 

IXA 

Vqh Logical "1" Output Voltage 

V|N “Vcc, louT““400pA 

DS1630 

< 

o 

o 

1 

Vcc-0.75 


V 

DS3630 

1 Vcc-0.9 1 

Vcc-0.75 


V 

V|N “ Vcc ~ 0.4V, louT “ 16 mA 

DS1630 


Vcc-2.0 


V 

DS3630 

ilS&l 

0 

CN 

1 

O 

o 

> 


V 

Vql Logical "0" Output Voltage 

V(N = OV, Iqut “ 400/tA 

DS1630 


0.75 

1 

V 

DS3630 


0.75 

0.9 

V 

V|N =0V, Iqut = 16 mA 

DS1630 


0.95 

1.3 

V 

DS3630 


0.95 

1.3 

V 

V|N =0.4V, Iqut = 16 mA 

DS1630 


1.2 

1.6 

V 

DS3630 


1.2 

1.5 

V 


Switching Characteristics Vcc ~ b.ov, = 25°c unless otherwise specified 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 


Propagation Delay to a Logical "0" 

Cl = 50 pF 


30 

45 

ns 

H 




40 

60 

ns 

■ 


Cl = 500 pF 


50 

75 

ns 

Ipdl 

Propagation Delay to a Logical "1" 

Cl = 50pF 


15 

25 

ns 



Cl = 250pF 


35 

50 

ns 



Cl = 500 pF 


50 

75 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS1630 and across the 0°C to 
+70°C range for the DS3630. All typicals are given for Vcc ” 5.0V and T/\ = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 


4-17 


DS1630/DS3630 



















































































































Typical Performance Characteristics 


VoH Temperature, 

V|N = Vcc 


Vqh Active vs Temperature 


Vql vs Temperature 


-55 -35 -15 5 25 45 65 85 105 125 

TEMPERATURE (°C) 


-55 -35 -15 5 25 45 65 85 105 125 

TEMPERATURE (°C) 


TEMPERATURE (°C) 


Vql vs Temperature 


-55 -35 -15 5 25 45 65 85 105 125 
TEMPERATURE CO 


tpdo vs Load Capacitance 



100 200 300 400 500 

lOAD CAPACITANCE (pF) 


Propagation Delay vs Vqq 


tpdi vs Load Capacitance 


Propagation Delay 
vs Temperature 


100 200 300 400 500 

LOAD CAPACITANCE (pF) 


-55 -35 -15 5 25 45 65 85 105 125 


TEMPERATURE ("0 


AC Test Circuit and Switching Time Waveforms 


INPUT y/* 



C|. includes probe and jig capacitance 



Pulse Generator characteristics: PRR * 1.0 MHz, PW * 500 ns, t, = tf < 10 n 
V|N = 0 to Vcc 
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National 
Semiconductor 


Level Translators/Buffers 


DS7800/DS8800 Dual Voltage Level Translator 

General Description Features 


The DS7800/DS8800 are dual voltage translators 
designed for interfacing between conventional TTL 
or LS voltage levels and those levels associated 
with high impedance junction or MOS FET-type 
devices. The design allows the user a wide latitude 
in his selection of power supply voltages, thus pro- 
viding custom control of the output swing. The 
translator is especially useful in analog switching; 
and since low power dissipation occurs in the "off" 
state, minimum system power is required. 


Features 

■ 31 volt (max) output swing 

■ 1 mW power dissipation in normal state 

■ Standard 5V power supply 


Temperature range: 
DS7800 
DS8800 


-55 C to H-125 C 
0°Cto +70°C 


Compatible with all MOS devices 


Schematic and Connection Diagrams 



Metal Can Package 



Order Number DS7800H 
or DS8800H 
See NS Package H10C 


Typical Applications 


4-Channel Analog Switch 


Bipolar to MOS Interfacing 


•sv »nv 


L ll 


LL 


*AnaIog signals within the range of +8V to -8V. 


1 

■ I I MOS SHIFT I 

— I I I register I 

TU 1 DS78D0 I — 

L_r r J 

1 T 
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DS7800/DS8800 







DS7800/DS8800 



Switching Characteristics = 25°C, nominal power supplies unless otherwise noted 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

VdO 

Transition Time to Logical 
"0" Output 

Ta =25°C,C= 15 pF (Note 8) 

25 

70 

125 

ns 

Vd1 

Transition Time to Logical 
"1" Output 

Ta = 25°C, C = 15 pF (Note 9) 

25 

62 

125 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS7800 and across the 0°C to 
+70°C range for the DS8800. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Current measured is drawn from V3 supply. 

Note 5: Current measured is drawn from Vcc supply. 

Note 6: All typical values are measured at T/\ = 25°C with V^c ~ 5.0V, V2 = — 22V, V3 = +8V. 

Note 7: Specification applies for all allowable values of V2 and V3. 

Note 8: Measured from 1 .5V on input to 50% level on output. 

Note 9: Measured from 1 .5V on input to logic "0" voltage, plus IV. 
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Theory of Operation 


The two input diodes perform the AND function 
on TTL input voltage levels. When at least one 
input voltage is a logical "0", current from Vcc 
(nominally 5.0V) passes through and out the 
input(s) which is at the low voltage. Other than 
small leakage currents, this current drawn from Vcc 
through the 20 kfi resistor is the only source of 
power dissipation in the logical "1” output state. 

When both inputs are at logical "1 " levels, current 
passes through R, and diverts to transistor Q.,, 
turning it on and thus pulling current through R2. 
Current is then supplied to the PNP transistor, Q2. 
The voltage losses caused by current through Q^, 
D3, and Q2 necessitate that node P reach a voltage 
sufficient to overcome these losses before current 
begins to flow. To achieve this voltage at node P, 
the inputs must be raised to a voltage level which 
is one diode potential lower than node P. Since 
these levels are exactly the same as those exper- 
ienced with conventional TTL, the interfacing 
with these types of circuits is achieved. 

Transistor Q2 provides "constant current switch- 
ing" to the output due to the common base con- 
nection of Q2. When at least one input is at the 
logical "0" level, no current is delivered to Q2; so 
that its collector supplies essentially zero current 
to the output stage. But when both inputs are raised 
to a logical "1" level current is supplied to Q2. 

Selecting Power Supply Voltage 

The graph shows the boundary conditions which 
must be used for proper operation of the unit. The 
range of operation for power supply V2 is shown 
on the X axis. It must be between -25V and -8V. 
The allowable range for power supply V3 is gov- 
erned by supply V2. With a value chosen for V2, V3 
may be selected as any value along a vertical line 
passing through the V2 value and terminated by 
the boundaries of the operating region. A voltage 
difference between power supplies of at least 5V 
should be maintained for adequate signal swing. 


Since this current is relatively constant, the collec- 
tor of Q2 acts as a constant current source for the 
output stage. Logic inversion is performed since 
logical "1" input voltages cause current to be sup- 
plied to Q2 and to Q3. And when Q3 turns on the 
output voltage drops to the logical "0" level. 

The reason for the PNP current source, Q2, is so 
that the output stage can be driven from a high 
impedance. This allows voltage V2 to be adjusted 
in accordance with the application. Negative volt- 
ages to -25V can be applied to V2. Since the out- 
put will neither source nor sink large amounts of 
current, the output voltage range is almost exclu- 
sively dependent upon the values selected for V2 
and V3. 

Maximum leakage current through the output tran- 
sistor Q3 is specified at 10 /u A under worst-case 
voltage between V2 and V3. This will result in a 
logical "1" output voltage which is 0.2V below V3. 
Likewise the clamping action of diodes D4, D5, and 
D5, prevents the logical "0" output voltage from 
falling lower than 2V above V2, thus establishing 
the output voltage swing at typically 2 volts less 
than the voltage separation between V2 and V3. 




Switching Time Waveforms 



DS7800/DS8800 





DS7810/DS8810, 

DS7811/DS8811, DS7812/DS8812 



National 

Semiconductor 


Level Translators/Buffers 


DS7810/DS8810 Quad 2-Input TTL-MOS Interface Gate 
DS7811/DS8811 Quad 2-Input TTL-MOS Interface Gate 
DS7812/DS8812 Hex TTL-MOS Inverter 


General Description 


These Series 54/74 compatible gates are high out- 
put voltage versions of the DM5401 /DM7401 
(SN54P1 /SN7401 ), D M 5403/D M7403 
(SN5403/SN7403), and DM5405/DM7405 
(SN5405/SN7405). Their open-collector outputs 
may be "pulled-up" to +14 volts in the logical "1" 
state thus providing guaranteed interface between 
TTL and MOS logic levels. 


In addition the devices may be used in applications 
where it is desirable to drive low current relays or 
lamps that require up to 14 volts. 


Schematic and Connection Diagrams 



DS7810/DS8810, DS781 1/DS881 1 
Dual-1 n-Ltne Package 



TOP VIEW ONO 


Order Number DS7810J, DS8810J, 
or DS8810N 

See NS Package J14A or N14A 
Dual-ln-Line Package 


u 

13 

12 

11 

10 

, , 

1 


rl>1 

-O- 

-{>o- 

-oJ 


2 

3 

TOP 

4 

l/IEW 

5 

’ r 

GND 


Order Number DS7812J, DS8812J, 
DS7812W or DS8812N 
See NS Package J14A, N14A or W14A 



Vcc 



Order Number DS7811J, DS8811J, 
DS7811Wor DS8811N 
See NS Package J14A, N14A or W14A 
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Absolute Maximum Ratings (Note d 


Vcc 7V 

Input Voltage 5.5V 

Output Voltage 14V 

Storage Temperature Range -65°C to +150“C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1254 mW 

Molded Package 1106mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

“Derate cavity package 8.36 mW/° C above 25° C; derate 
molded package 8.85 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 


Supply Voltage (V^c) 
DS78XX 
DS88XX 

Temperature (T/^) 
DS78XX 
DS88XX 


PARAMETER 


Input Diode Clamp Voltage 


Logical "1” Input Voltage 


Logical "0" Input Voltage 


Logical "1" Output Current 


Logical "0" Output Current 


Logical "1" Output Breakdown Voltage 


Logical "0" Output Voltage 


Logical "1" Input Current 


Logical "0” Input Current 


Logical "0" Supply Current 
(Each Gate) 


Logical "1" Supply Current 
(Each Gate) 


Vpc “ Max 


Vcc = Max, V|N = 5.0V 


Vcc = Max, V|N = OV 


Switching Characteristics = 25°c, Vcc = 5v 



CONDITIONS 


Vcc = 5.0V, Ta = 25“C, 1,^ = -12 mA 


~ Min 


^ (2C ~~ Min 


Vcc ~ Min, 

VoijT - 10M I V|M = O.OV 


Vcc = Min, V|N = 2.0V, Vqut = 0.4V 


Vcc Min, V|fg — OV, Iqut ~ ^ mA 


Vcc Min, V|fg = 2.0V, Iqut ~ 16 mA 


V,N =2.4V 


V|[g — 5.5 V 


Vcc = Max, V,N = 0.4V 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

tpdo Propagation Delay Time to a 

Logical "0" 

CquT ” Rl “ 

■ 

12 

18 

tpdi Propagation Delay Time to a 

Logical "1" 

18 

29 

45 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range " they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS781C, DS7811,and DS7812 
and across the 0°C to +70° C range for the DS881 0, DS881 1 , and DS8812. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


Typical Applications 


GROUND 

INPUT 

CLOCK Vo 


Note: Normal voltages applied to MOS shift 
registers have been shifted by +10V for this +10V - 
application. 
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DS7810/DS8810, 

DS7811/DS8811, DS7812/DS8812 

















































































DS7810/DS8810, 

DS7811/DS8811, DS7812/DS8812 
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National 

Semiconductor 


Level Translators/Buffers 


DS78L12/DS88L12 Hex TTL-MOS Inverter/Interface Gate 

General Description 

The DS78L1 2/DS88L1 2 is a low power TTL to with Vqq levels up to +14V without resistive 

MOS hex inverter element. The outputs may be pull-ups at the outputs and still providing a guar- 

"pulled up" to -M4V in the logical "1 " state, thus anteed logical "1" level of V^c “ 2.2V with an 

providing guaranteed interface between TTL and output current of -200pA. 

MOS logic levels. The gate may also be operated 


Schematic and Connection Diagrams 



Typical Applications 


TTL Interface to MOS ROM 
Without Resistive Pull-Up 



AC Test Circuits 



T' 


FofVcc -14V 

Figure 1 



Dual-ln-Line Package 



Order Number DS78L12J, DS88L12J 
Order Number DS88L12N 
Order Number DS78L12W 
See NS Package J14A, N14A or W14A 


TTL Interface to MOS ROM 
With Resistive Pull-Up 



Switching Time Waveforms 
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DS78L12/DS88L12 





DS78L12/DS88L12 


Absolute Maximum Ratings (Note i> Operating Conditions 

MIN MAX UNITS 

Supply Voltage 15V Supply Voltage (Vqc) 

Input Voltage 5.5V DS78U12 4.5 5.5 V 

Output Voltage 15V DS88L12 4.75 5.25 V 

Storage Temperature Range -65°C to +1 50°C Temperature (T^) 

Maximum Power Dissipation* at 25°e DS78L12 -55 125 °C 

Cavity Package 1308 mW DS88L12 0 70 °C 

Molded Package 1207 mW 

Lead Temperature (Soldering, 10 sec) 300°C 

‘Derate cavity package 8.72 mW/° C above 25°C; derate 
molded package 9.66 mW/°C above 25° C. 

Electrical Characteristics (Notes 2 and s) 

PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|n Logical "1" Input Voltage 

Vcc = 14.0V 

2.0 

1.3 


V 

Vcc ~ l^4in 

2.0 

1.3 


V 

Vii_ Logical "0" Input Voltage 

Vcc = 14.0V 


1.3 

0.7 

V 

Vcc = Min 


1.3 

0.7 

V 

Vqh Logical "1" Output Voltage 

V|N =0.7V 

Vcc = 14.0V, louT =-200pA 

11.8 

12.0 


V 

Vcc “ Min, louT “ 200pA 

14.5 

15.0 


V 

V|N = OV, Vcc = Min, louT = -5.0pA (Note 6) 




V 

Vql Logical "0" Output Voltage 

V,N =2.0V 

Vcc ~ 14.0V, louT ~ 12 mA 


0.5 

1.0 

V 

Vcc ~ Min, Iqut “ 3.6 mA 


0.2 

0.4 

V 

liH Logical "1" Input Current 

V,M =2.4V 

Vcc = 14.0V 


<1 

20 

luA 

Vcc = Max 


<1 

10 

pA 

V,N = 5.5V 

Vcc = 14.0 V 


<1 

100 

fa 

Vcc = Max 


' <1 

100 

fa 

liL ' Logical "0" Input Current 

V|N =0.4V 

Vcc = 14.0V 


-320 

-500 

fA 

Vcc “ Max 


-100 

-180 

fA 

Isc Output Short Circuit Current 

VouT=0V 

(Note 4) 

Vcc = 14.0V 

-10 

-25 

-50 

mA 

Vcc = Max 

-3 

-8 

-15 

mA 

IccH Supply Current — Logical "1" 

(Each Inverter) 

V,f, =0V 

Vcc = 14.0V 


0.32 

0.50 

mA 

Vcc = Max 


0.11 

0.16 

mA 

IccL . Supply Current — Logical “0" 

(Each Inverter) 

V|N = 5.25V 

Vcc = 14.0V 


1.0 

1.5 

mA 

Vcc = Max 


0.3 

0.5 

mA 

Switching Characteristics = 2B°C, nominal power supplies unless otherwise noted 

PARAMETER 

CONDITIONS I 

MIN 

TYP 

MAX 

UNITS 

tpdo Propagation Delay to a Logical "0" 

from Input to Output 


Vcc = 5.0V (Figure 2) 


27 

45 

ns 

Vcc ^ 14.0V (Figure 1) 


11 

20 

ns 

tpdi Propagation Delay to a Logical "1" 

from Input to Output 

Ta = 25°C 

Vcc “ 5.0V (Figure 27, (Note 5) 


79 

100 

ns 

Vcc “ 14.0V (Figure 1) 


34 

55 

ns 

Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS78L12 and across the 0°C to 
-l■70°C range for the DS88L12. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: tp^i for V(;c = 5.0V is dependent upon the resistance and capacitance used. 

Note 6: Vqh = ^cc - 1.1V for the DS88L12 and Vqq - 1.4V for the DS78L12. 
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National 

Semiconductor 


Level Translators/Buffers 


DS7819/DS8819 Quad 2-Input TTL-MOS AND Gate 


The DS7819/DS8819 is the high output voltage 
version of the SN5409. Its open-collector outputs 
may be "pulled-up" to 14V in the logical "1" 


state thus providing guaranteed interface between 
TTL and MOS logic levels. 


Schematic and Connection Diagrams 




1 2 3 4 5 6 7 


Order Number OS7819J or DS8819J 
Order Number DS8819N 
Order Number DS7819W 
See NS Package J14A, N14A or W14A 
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DS7819/DS8819 


Absolute Maximum Ratings (Note d Operating Conditions 


Supply Voltage 
Input Voltage 
Output Voltage 
Storage Temperature Range 
Maximum Power Dissipation* at 25°C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 sec) 


7.0V 

Supply Voltage (V^c) 

MIN 

MAX 

UNITS 

5.5V 

DS7819 

4.5 

5.5 

V 

15V 

-65°Cto+150°C 

DS8819 

Temperature (T/^) 

4.75 

5.25 

V 

1 254 mW 

DS7819 

-55 

+125 

°c 

1106 mW 
300° C 

DS8819 

0 

70 

°c 


‘Derate cavity package 8.36 mW/°C above 25° C; derate 
molded package 8.85 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H 

Logical "1" Input Voltage 

Vcc ~ IVli'i 

2.0 



V 

V,L 

Logical "0" Input Voltage 

V QQ M 1 n 



0.8 

V 

mm 

Logical “1" Output Current 

Vcc = 1'^'" 

V,M =2.0V,Vout = 10V 



40.0 

pA 

mm 


V,M =4.5V, VouT = 14V 



1.0 

mA 

Vql 

Logical "0" Output Voltage 

Vcc =Min, V 

iisj ~ 0.8V, louT ~ rnA 



0.4 

V 


Logical "1" Input Current 

V^c — iVlax 

V,^ = 2.4V 



40.0 

pA 



V|N = 5.5V 



1.0 

mA 

!B 

Logical "0" Input Current 

Vcc = Max, V|N = 0.4V 



-1.6 

mA 


Logical "1" Supply Current 

Vcc = Max, = 5V 


11.0 

21.0 

mA 

Eli 

Logical "0" Supply Current 

Vcc = Max, V,,^ = OV 


20.0 

33.0 

mA 

VCL 

Input Clamp Voltage 

Vcc = 5.0V, Ta = 25°C, 1,^ = -12 mA 



-1.5 

V 

Switching Characteristics = 

25°C, Vcc = 5V 




PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

^pdO 

Propagation Delay to a Logical "0" 

Cqut “ 

15 pF, Rl =400^2 


16.0 

24.0 

ns 

^pdl 

Propagation Delay to a Logical "1" 


16.0 

32.0 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2 : Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS7819 and across the 0°C to 
+70°C range for the DS8819. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 


AC Test Circuit and Switching Time Waveforms 




PW»100 ns 
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Section 5 

Display Controllers/ 
Drivers 



TEMPERATURE RANGE 
■55°Cto +125°C O'Cto+TOX 

DESCRIPTION 

PAGE 

NUMBER 

— 

DP8350 

Series CRT Controllers 

5-6 


AN-199 

A Low Component Count Video Data Terminai 
Using the DP8350 CRT Controller and the 
INS8080 CPU 

5-30 

— 

AN-212 

Graphics Using the DP8350 Series of CRT 
Controilers 

5-44 

— 

AN-243 

Graphics/Alphanumerics Systems Using 
theDP8350 

5-48 

— 

AN-270 

Software Design for a High Speed (38.4 kbaud) 
Data Terminal 

5-76 

— 

DP-XXX 

Advanced Graphic CRT Controlier, AGCRTC 

5-104 

— 

DS75491 

Quad Segment Driver 

5-106 

— 

DS75492 

Hex Digit Driver 

5-106 

DS55493 

DS75493 

Programmable Quad Segment Driver 

5-109 

DS55494 

DS75494 

Saturating Hex Digit Driver 

5-111 

— 

DS8654 

8-Output Display Driver 

5-113 

— 

DS8656 

Print Head Diode Array 

5-113 

— 

DS8664 

14-Digit Decoder/Driver 

5-117 

— 

DS8666 

14-Digit Decoder/Driver (POS Systems) 

5-120 

— 

DS8669 

Duai Digit, BCD-to-7-Segment LED Decoder/Driver 

5-123 

■ — 

DS8692 

8-Output, 350 mA, Transistor Array 

5-126 

— 

DS8693 

Printing Calculator Solenoid Driver 

5-126 

— 

DS8694 

Printing Caiculator Soienoid Driver with Clock 

5-126 

— 

DS8859A 

Serial Input Hex Latch LED Driver (High Level) 

5-133 

— 

DS8861 

MOS, LED 5-Segment Driver 

5-136 

— 

DS8863 

MOS, LED 8-Digit Driver 

5-136 

— 

DS8867 

8-Segment LED Constant Current Driver 

5-139 

— 

DS8869A 

Serial Input, Hex Latch LED Driver (Low Level) 

5-133 

— 

DS8870 

Hex LED Digit Driver 

5-141 

— 

DS8871 

8-Digit LED Driver 

5-143 

— 

DS8872 

9-Digit LED Driver 

5-143 

— 

DS8873 

9-Digit LED Driver, Low Battery Indicator 

5-143 

— 

DS8874 

9-Digit Shift Input LED Driver 

5-145 

— 

DS8877 

6-Digit LED Driver 

5-147 

DS7880 

DS8880 

7-Segment Decoder/Driver 

5-149 

— 

DS8881 

16-Digit Vacuum Fluorescent Grid Driver 

5-152 

— 

DS8884A 

7-Segment Decoder/Driver 

5-156 

— 

DS8885 

MOS-to-High Voltage Cathode Buffer 

5-158 

— 

DS8887 

8-Digit High Voltage Anode Driver 

5-160 

DS7889 

DS8889 

8-Segment High Voltage Cathode Driver 

5-160 

— 

DS8891A 

6-Digit High Voltage Anode Driver 

5-164 

DS7897A 

DS8897A 

8-Digit High Voltage Anode Driver (Low Level) 

5-160 

— 

DS8963 

18V DS8863 

5-136 

— 

DS8973 

9-Digit LED Driver, 5.5V, Vcc 

5-166 

— 

DS8975 

9-Digit LED Driver with Low Battery Indicator 

5-166 

— 

AN-84 

Driving 7-Segment Gas Discharge Display Tubes 
with National Semiconductor Circuits 

5-169 

— 

AN-99 

Driving 7-Segment LED Displays with 
National Semiconductor Circuits 

5-173 


'Also available screened in accordance with MIL-STD-883 Class B. Refer to National Semiconductor’s "The Reliability Handbook". 




DP8350 CRT CONTROLLER SERIES SELECTION GUIDE 


Item 

No. 

Parameter 

DP8350 

Value 

DP8352 

Value 

DP8353 

Value 

1 

2 

Character Font Size 
(Reference Only) 

Dots per Character (Width) 

(5) 

(7) 

(7) 

Scan Lines per Character (Height) 

(7) 

( 9 ) 

( 9 ) 

3 

4 

Character Field Cell 
Size 

Dots per Character (Width) 

7 

9 

9 

Scan Lines per Character (Height) 

10 

12 

12 

5 

Number of Video Characters per Ro\w 

80 

32 

80 

6 

Number of Video Character Rows per Frame 

24 

16 

25 

7 

Number of Video Scan Lines (Item 4 x Item 6) 

240 

192 

300 

8 

Frame Refresh Rate (Hz) 

f1 =60 

f0 = 50 

f1 =60 

f0 = 50 

f1 =60 

f0 = 50 

9 

Delay after Vertical Blank Start to Start of Vertical Sync 
(Number of Scan Lines) 

■ 

30 

27 

53 

0 

32 

10 

Vertical Sync Width (Number of Scan Lines) 

10 

10 

3 

3 

3 

3 

11 

Interval between Vertical Blank Start and Start of Video 
(Number of Scan Lines of Video Blanking) 

20 

72 

68 

120 

20 

84 

12 

Total Scan Lines per Frame (Item 7 + Item 11) 

260 

312 

260 

312 

320 

384 

13 

Horizontal Scan Frequency (Line Rate) (Item 8 x Item 12) 

15.6 kHz 

15.6 kHz 

19.20 kHz 

14 

Number of Character Times per Scan Line 

100 

50 

102 

15 

Character Clock Rate (Item 13 x Item 14) 

1.56 MHz 

0.78 MHz 

1.9584 MHz 

16 

Character Time (1 Item 15) 

641 ns 

1282 ns 

510.6 ns 

17 

Delay after Horizontal Blank Start to Horizontal Sync Start 
(Character Times) 

0 

6 

5 

18 

Horizontal Sync Width (Character Times) 

43 

4 

9 

19 

Dot Frequency (Item 3 X Item 15) 

10.92 MHz 

7.02 MHz 

17.6256 MHz 

20 

Dot Time (1 Item 19) 

91.6 ns 

142.4 ns 

56.7 ns 

21 

Vertical Blanking Output Stop before Start of Video 
(Number of Scan Lines) 

1 

0 

1 

22 

Cursor Enable on All Scan Lines of a Row? (Yes or No) 

Yes 

Yes 

Yes 

23 

Does the Horizontal Sync Pulse Have Serrations during 
Vertical Sync? (Yes or No) 

No 

Yes 

No 

24 

Width of Line Buffer Clock Logic “0" State within a 
Character Time (Number of Dot Time Increments) 

4 

5 

5 

25 

Serration Pulse Width, if Used (Character Times) 

- 

4 

- 

26 

Horizontal Sync Pulse Active State Logic Level (1 orO) 

1 

0 

1 

27 

Vertical Sync Pulse Active State Logic Level (1 orO) 

0 

0 

1 

28 

Vertical Blanking Pulse Active State Logic Level (1 orO) 

1 

1 

1 


Video Monitor Format: Ball Brothers TV-12, TV-120 or Equivalent. (DP8350) 
Video Monitor Format: RS-1 70-Compatible (Standard American TV). (DP8352) 
Video Monitor Format: Motorola M3003 or Equivalent. (DP8353) 




5-3 


Selection Guide 

























































































































































Selection Guide 


LED DISPLAY SEGMENT DRIVERS 

Drivers/ 

Package 

lo/Segment 

(mA) 

vmax 

(V) 

Comments 

Device Number 

Page 

No. 

Sink* 

(Common 

Anode) 

Source 

(Common 

Cathode) 

Input 

Supply 

0°C to +70°C 

-55°Cto +125“C 

4 


30 

10 

10 

Programmable constant current 

DS75493 

DS55493 

5-109 

4 

50 

50 

15 

10 


DS75491 


5-106 

5 

50 

50 

15 

10 


DS8861 


5-136 

6 

32 


5.5 

7 

Programmable output, active high latch 

DS8859A 


5-133 

6 

32 


5.7 

7 

Programmable output, active low latch 

DS8869A 


5-133 

8 


18 

10 

7 

Constant current output 

DS8867 


5-139 

8 


50 

36 

36 


DS8654 


5-113 

14 

25 


6.6 

7 

BCD input, dual-display driver 

DS8669 


5-123 

*Digit drivers with output sink capability may be used to drive segments of "common anode" displays 








LED DISPLAY DIGIT DRIVERS 





Iq /Digit 









VMAX 





Drivers/ 

Sink 

Source 

(V) 

Comments 

Device Number 

Page 

PdcKdQ6 

(Common 

(Common 




0°C to -l•70°c 

-55°Cto +125°C 

No. 


Cathode) 

Anode) 







4 


50 

10 

10 


DS75491 


5-106 

6 

50 


10 

10 

DS75492 pinout, 4.5V to 9V systems 

DS88Z7 


5-147 

6 

150 


10 

10 

Enable control 

DS75494 

DS55494 

5-111 

6 

250 


10 

10 


DS75492 


5-106 

6 

350 


10 

10 

DS75492 pinout, Darlington output 

DS8870 


5-141 

8 

40 


11 

11 


DS8871 


5-143 

8 

350 


25 

25 

Open-collector saturating outputs 

DS8692 


5-126 

8 

500 


15 

10 


DS8863 


5-136 


500 


23 

18 


DS8963 


5-136 



50 

36 

36 


DS8654 


5-113 

9 

40 


11 

11 


DS8872 


5-143 


40 


11 

11 

Low battery indicator 

DS8873 


5-143 


50 


10 

10 

Serial shift register input 

DS8874 


5-145 


100 


10 

10 

3-cell operation— low battery indicator 

DS8973 


5-166 


100 


10 

10 

No low battery indicator 

DS8975 


5-166 

10 

400 


9.5 

45 

Serial input 

DS3654 


3-29 

14 

80 


10 

10 

On-board osc., 4 line code input, low battery 

DS8664 


5-117 






indicator 





80 

13 

10 

10 

6 sink, 8 source outputs 

DS8666 


5-120 











Device 

Type 


Ground driver 
(segments) 
Anode driver 
(digit) 


VACUUM FLUORESCENT DISPLAY DRIVERS 


Drivers/ 

Package 


8 I 7-segment plus DP 


4 line BCD input 


Devic e Number Page 

-55°Cto-M25“C No. 



DS8654 

DS8881 


PRINTER DRIVERS 
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DP8350 Series 


Semiconductor 


Display Controllers/Drivers 


DP8350 Series CRT Controllers 


General Description 

The DP8350 Series of CRT Controllers are single-chip 
bipolar (|2 l technology) circuits In a 40-pin package. They 
are designed to be dedicated CRT display refresh cir- 
cuits. Three standard products are available, designated 
DP8350, DP8352, DP8353. Custom devices, however, are 
available In a broad range of mask programmable options. 

The CRT Controller (CRTC) provides an internal dot rate 
crystal controlled oscillator for ease of system design. 
For systems where a dot rate clock Is already provided, 
an external clock may be inputted to the CRTC. In either 
case system synchronization is made possible with the 
use of the buffered Dot Rate Clock Output. 

The DP8350 Series has 11 character generation related 
timing outputs. These outputs are compatible for sys- 
tems with or without line buffers, using character ROMs, 
or DM86S64-type latch/ROM/shift register circuits. 

12 bits (4k) of bidirectional TRI-STATE® character mem- 
ory addresses are provided by the CRTC for direct inter- 
face to character memory. 

Three on-chip registers provide for external loading of the 
row starting address, cursor address, and top-of-page 
address. 

A complete set of video outputs Is available Including 
cursor enable, vertical blanking, horizontal sync, and 
vertical sync. 

The DP8350 Series CRTC provides for a wide range of 
programmablility using internal mask programmable 
ROMs: 

TRI-STATE is a registered trademark of National Semiconductor Corp. 


Connection Diagram 


REGISTER SELECT B 
VERTICAL BUNKING 


• Character Field (both number of dots/character and 
number of scan lines/character) 

• Characters per Row 

• Character Rows per Video Frame 

• Format of Video Outputs 

The CRTC also provides system sync and program inputs 
Including Refresh Control, Reset, and Address Mode. 

Features 

■ Internal crystal controlled dot rate oscillator 

■ External dot rate clock input 

■ Buffered dot rate clock output 

■ Timing pulses for character generation 

■ Character memory address outputs (12 bits) 

■ Internal cursor address register 

■ Internal row starting address register 

■ Internal top-of-page address register (for scrolling) 

■ Programmable horizontal and vertical sync outputs 

■ Programmable cursor enable output 

■ Programmable vertical blanking output 

■ 2 programmable refresh rates, pin selectable 

■ Programmable characters/row (128 max.) 

■ Progammable character field size (up to 16 dots x 16 
scan line field size) 

■ Programmable scan lines/frame (512 max.) 

■ Programmable character rows/frame 

■ Single +5V power supply 

■ Inputs and outputs TTL compatible 

■ Direct interface with DM86S64 character generator 

■ Ease of system design/application 


Vcc (+5 V) 
REGISTER SELECT A 


RAM ADDRESS ENABLE 


LINE I LC2 
COUNTER < 
OUTPUTS I LCl 

(lco 

CLEAR LINE COUNTER 
ADDRESS MODE 
LINE BUFFER 
RECIRCULATE ENABLE 
LINE RATE CLOCK 
HORIZONTAL SYNC 
RESIT 

LINE BUFFER CLOCK 
EXTERNAL CHAR/ 
LINE CLOCK 
LOAD VIDEO SHIFT REGISTER 


in DP 8350 31 

OP 8352 

11 DP 8353 30 


^ I RAM ADDRESS 
Ac I COUNTER 
>0UTPUTS/ 

As I REGISTER 
. I INPUTS 


Aliy 

UTCH CHARACTER 
GENERATOR ADDRESS 
DOT RATE CLOCK 

XI ) CRYSTAL 
I OSCILUTOR 
X2 I INPUTS 


Order Number DP8350N, DP8352N or DP8353N 
See NS Package N40A 





Block Diagram 


LINE BUFFER 
RECIRCULATE 
ENABLE 


REGISTER ADDRESS INPUTS 

lilUllillii 



TIMING AND CONTROL LOGIC 


IHH 
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The Video Display 

Discussion of the CRT Controiier necessitates an under- 
standing of the video display as presented by a raster 
scan monitor. The resolution of the data displayed on the 
monitor screen is a function of the dot size. As shown in 
Figure 1, the dot size is determined by the frequency of 
the system dot clock. The visible size of the dot can be 
modified to less than 100% by external gating of the 
serial video data. The CRT Controller organizes the dots 


into cell groupings that define video rows. These cells 
are accessed by a specific horizontal address output 
(4096 maximum) and are resolved by a row scan-line- 
counter output (16 maximum) as shown in Figure 2. The 
relation of the video portion of a frame to the horizontal 
blanking and vertical blanking intervals is shown in 
Figure 3 in a two-dimensional format. 


SYSTEM 
DOT CLOCK 


jimwiTuiiuinjirL 


SERIAL VIOEO DATA 
IMPUTED TO MONITOR 


-VISIBLE INTENSIFIED DDT 


GATED DOT PROVIDES SPACE 
BETWEEN CDNSECUTIVE DOTS 


Figure 1. Dot Definition 


SCAN LINE (ELECTRON BEAM TRACE) 

\ ADDRESS HHH 


BEGINNING 
OF FRAME 


BEGINNING/ 
OF ROWS 




TYPICAL POSITION 
OF HORIZONTAL 
RETRACE 



TYPICAL POSITION 
OF VERTICAL 
RETRACE 


Figure 2. Character Cell Definition 

(Example Shown is a 7 x 10 Character Cell) 


Figure 3. Frame Format Definition 
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Character Generation/Timing Outputs 


of video characters per row. For custom requirements, 
the duty cycle of this output is mask programmable. 

Line Buffer Recirculate Enable: This output is provided 
to control the input loading mode of the data shift regis- 
ter (line buffer) when used in a system design. The format 
of this output is intended for shift registers that load ex- 
ternal data into the input with the mode control in the 
low state, and load output data into the input (recircu- 
late) with the mode control in the high state. This output 
will transition to the low state, synchronous with the line 
rate clock falling edge, for one complete scan line of each 
row. The position of this scan line will either be the first 
scan line of the addressed row, or the last scan line of 
the previous row depending upon the logic level of the 
address mode input (pin 11), tabulated in Table 3. 


The CRT controller provides 11 interface timing outputs 
for line buffers, character generator ROMs, DM86S64- 
type latch/ROM/shlft register combination character 
generators, and system status timing. All outputs are 
buffered to provide TTL compatible direct interface to 
popular system circuits such as: 

• DM86S64 Series Character Generators 

• MM52116 Series Character ROMs 

• DM74166 Dot Shift Register 

• MM5034, MM5035 Octal 80-Blt Shift Registers (Line 
Buffers) 

Dot Rate Clock: This output is provided for use in 
system synchronization and interface to the dot shift 
register used in character generation. This output is 
non-inverting with respect to an external clock applied 
to the XI oscillator input (see Figure 6). The dot rate 
clock output exhibits a 50% duty cycle. All CRTC output 
logic transitions are synchronous with the rising edge of 
the Dot Rate Clock output. 

Latch Character Generator Address (Character Rate 
Clock): This output provides an active clock pulse at 
character rate frequency which is active at all times. 
The rising edge of this pulse Is synchronous with the 
beginning of each character cell. This output is in- 
tended for direct interface to character/video genera-, 
tion data latch registers. 

Line Rate Clock: This output provides an active clock 
pulse at scan-line rate frequency (horizontal frequency), 
which is active at all times. The falling edge of this pulse 
is synchronous with the beginning of horizontal blanking. 
This output is intended for direct interface to character 
generation scan line counters. 

Load Video Shift Register: This output provides a char- 
acter rate signal intended for direct interface to the video 
dot shift register used in character generation. Active low 
pulses are outputted only during video time. As a result 
of the inactive time, horizontal and vertical video blank- 
ing can be derived from this output signal. 

Clear Line Counter: This output signal is active only 
during the first scan line of all rows. It exhibits an active 
low pulse identical and synchronous to the Line Rate 
Clock and is provided for direct interface to character 
generation scan line counters. 

Line Counter Outputs (LCq to LC3): These outputs clock 
at line rate frequency, synchronous with the falling edge 
of the line rate clock, and provide a consecutive binary 
count for each scan line within a row. These outputs are 
provided for system designs that require decoded infor- 
mation indicating the present scan line position within a 
row. These outputs are always active, however, the next 
to the last row during vertical blanking will exhibit an in- 
valid line count as a function of internal frame synchro- 
nization. 

Line Buffer Clock: This output directly interfaces to data 
shift registers when they are incorporated as line buffers 
in a system design (see Figure 16). This signal is active at 
character rate frequency and is intended for shift regis- 
ters that shift on a falling edge clock. This output is inac- 
tive during all horizontal blanking intervals yielding the 
number of active clocks per scan line equal to the number 


Memory Address Outputs/Inputs and Registers 

Address Outputs (Ao-A^): These 12 address bits (4k) 
are bi-directional TRI-STATE® outputs that directly inter- 
face to the system RAM memory address bus. 

In the output mode (enabled), these outputs will exhibit 
a specific 12-bit address for each video character cell to 
be displayed on the CRT screen. This 12-bit address 
increments sequentially at character rate frequency 
and is valid at the address bus 2 character times prior to 
the addressed character appearing as video on the CRT 
screen. This pipelining by 2 characters is provided to 
allow sufficient time for first, accessing the RAM mem- 
ory, and second, accessing the character generation 
memory with the RAM memory data. Since a character 
cell is comprised of several scan lines of the CRT beam, 
the sequential address output string for a given video 
row is identically repeated for each scan line within the 
row. The starting address for each video scan line is 
stored within an internal 12-bit register called the Row 
Start Register. At the beginning of each video scan line, 
the internal address counter logic is preset with the 
contents of the Row Start Register (see Figure 4). To 
accomplish row by row sequential addressing, internal 
logic updates the Row Start Register at the beginning of 
the first scan line of a video row with the last address + 1 
of the last scan line of the previous video row. Since the 
number of address locations on the video screen display 
is typically much less than the 4k dimension of the 12-bit 
address bus, an internal 12-bit register called the Top Of 
Page Register, contains the starting address of the.first 
video row. Internal logic loads the contents of this top 
of page register into the Row Start Register at the begin- 
ning of the first scan line of the first video row. The Top 
Of Page Register is loaded with address zero whenever 
the Reset input is pulsed to the logic “0" state. 


In the input mode (disabled), external addresses can be 
loaded into the internal 12-bit registers by external con- 
trol o f the register select A, register select B, and register 
load inputs (see Table 1). As a result of specific external 
loading of the contents of the Row Start Register, Top 
Of Page Register, and the Cursor Register, row by row 
page scrolling, non-sequential row control, and cursor 
location control, can easily be accomplished. 
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During the non-video intervais, the address output oper- 
ation is modified. During all horizontal blanking intervals, 
the incrementing of the address counter is inhibited and 
the address count is held constant at the last video ad- 
dress -I- 1 . For example, if a video row has an 80 character 
cell format and addressing for the video portion of a 
given scan line starts at address 1, the address counter 
will increment up through address 81. Address 81 is 
held constant during the horizontal blanking interval 
until 3 character times before the next video scan line. 
At this point, the address counter is internally loaded 
with the contents of the Row Start Register which may 
contain address 1 or 81 as a function of internal control, 
or a new address that was loaded from the external bus. 
During vertical blanking, however, this loading of the 
internal address counter with the contents of the Row 
Start Register is inhibited providing scan line by scan 
line sequential address incrementing. This allows mini- 
mum access time to the CRTC when the address counter 
outputs are being used for dynamic RAM refresh. 

RAM Address Enable Input: At all times the status of 
the bi-directional address outputs is controlled exter- 
nally by the logic level of the enable input. A ‘low’ logic 
level at this input places the address outputs in the TRI- 
STATE® (disabled) input mode. A ‘high’ logic level at 
this input places the address outputs in the active (en- 
abled) output mode. 

Register Load/Select Inputs: When the Register Load 
input is pulsed to the logic ‘low’ state, the Top Of Page, 
Row Start, or Cursor Register will be loaded with a 12-bit 
address which originates from either the internal address 
counter or the external address bus (refer to discussion 
on register loading constraints). The destination register 
is selected prior to the load pulse by setting the register 
select inputs to the appropriate state as defined in 
Table 1. 


Tablet. Register Load Truth Table 


Register 
Select A 
(Pin 39) 

Register 
Select B 
(Pin 1) 

Register 
Load Input 
(Pin 38) 

Register Loading 
Destination 

0 

0 

0 

No Select 

0 

1 

0 

Top-of-Page 

1 

0 

0 

Row-Start* 

1 

1 

0 

Cursor 

X 

X' 

1 

No Load 

‘During the vertical blanking interval, a load to this regis- 
ter is internally routed to the Top-Of-Page register. 


Internal Registers and Loading Constraints: There are 3 
internal 12-bit registers that facilitate video screen 
management with respect to row-by-row page scrolling, 
non-sequential row control and cursor location. These 
registers can be loaded with addresses from the exter- 
nal address bus while the address outputs are disabled 
(RAM address enable inut in the low state), by control- 
ling the register select and load inputs within the con- 
straints of each register. 


The Row-Start Register (RSR) holds the starting address 
for each scan line of the video portion of a frame. The 
video addressing format is completely determined by the 
contents of this register. With no external loading, the 
RSR is automatically loaded by internal control such 
that row-by-row sequential addressing is achieved. Re- 
ferring to Figure 4, the RSR is loaded automatically once 
for each video row during the first addressed scan line. 
The source of the loaded address is internally controlled 
such that the RSR load for the first video row comes from 
the Top-Of-Page Register. The RSR load for all subse- 
quent video rows comes from the address counter which 
holds the last displayed address -i-1. If ndh-sequential 
row formatting is desired, the RSR can be loaded exter- 
nally with a 12-bit address. However, this external load 
must be made prior to the internal automatic load. Gen- 
erally speaking, the external load to the RSR should be 
made during the video domain of the last addressed scan 
line of the previous row. Figure 4 indicates the internal 
automatic loading intervals which must be avoided, if the 
load must be made during the horizontal blanking inter- 
val. Once an external address has been loaded to the 
RSR, the next occurring internal automatic RSR load will 
be inhibited by internal detection logic. If an external 
load is made to the RSR during the vertical blanking 
interval, the 12-bit address is loaded into the Top-Of- 
Page Register instead of the RSR as a result of internal 
control. This internal function is performed due to the 
fact that the address loaded into the RSR for the first 
video row can only come from the Top-Of-Page Register. 

The Top-Of-Page register (TOPR) holds the address of the 
first character of the first video row. As a function of 
internal control the contents of this register are loaded 
into the RSR at the beginning of the first addressed 
scan line of the first video row (see Figure 4). This 
loading operation is strictly a function of internal 
control and cannot be overridden by an external load to 
the RSR. For this reason, any external load to the RSR 
during the vertical blanking interval is interpreted 
internally as a TOPR load. When the Reset input is 
pulsed to the logic “0” state, the TOPR register is 
loaded with address zero by internal control. This yields 
a video page display with the first row of sequential 
addressing beginning at zero. Page scrolling can be 
accomplished by externally loading a new address into 
the TOPR. This loading operation can be performed at 
any time during the frame prior to the interval where the 
TOPR is loaded automatically into the RSR (see Figure 
4). Once the TOPR has been loaded, it does not have to 
be accessed again until the contents are to be modified. 

The Cursor Register (OR) holds the present address of 
the cursor location. A true comparison of the address 
counter outputs and the contents of the OR results in a 
Cursor Enable output signal delayed by two character 
times. When the Reset input is pulsed to the logic “0” 
state, the contents of the OR are set to address zero by 
internal control. Modifying the contents of the OR is 
accomplished by external loading at any time during 
this frame. Typically, loading is performed only during 
intervals when the address outputs are not actively 
controlling the video display. Once the OR has been 
loaded, it does not have to be accessed again until the 
contents are to be modified. 
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First Addressed Scan Line of a Video Row 


LINE BUFFER 
RECIRCULATE 
ENABLE OUTPUT 


A 


7 


-HORIZONTAL BLANKING- 


SCAN LINE '/////////////// 
DOMAINS '/////////////// 


RSR 

A 





1 

t 

It 

i 


2nd Through Last Addressed Scan Lines of a Video Row 


LINE BUFFER 
RECIRCULATE 
ENABLE OUTPUT 


X 


-HORIZONTAL BLANKING - 


-VIDE0- 


SCAN LINE W//////L,,,. 
DOMAINS '//////////////\ 


Note 1: Dimensions ^re in character time intervals. 

Note 2; “A” denotes the interval that the address counter is 
preset with the contents of the Row Start Register. 

Note 3; “RSR” denotes the interval that the Row Start Register 
is internally loaded with either the contents of the Top-Of-Page 
Register (1st video row) or the last video address + 1 from the 
address counter. 

Figure 4. Automatic Internal Loading Intervals 


Video-Related Outputs 

Horizontal Sync: This output provides the necessary 
scan line rate sync signal for direct interface to either 
three-terminal or composite sync monitors. The pulse 
width, position, and logic polarity are mask program- 
mable, in character time increments, for custom require- 
ments. This output may also be mask programmed to 
have RS-170 compatible serration pulses during theverti- 
cal sync interval (refer to DP8352 format and Figure 15). 

Vertical Sync: This output provides the necessary frame 
rate sync signal for direct interface to either three-terminal 
or composite sync monitors. The pulse width, position, 
and logic polarity are mask programmable, in scan line 
increments, for custom requirements. 

Cursor Enable: This output provides a signal that is in- 
tended to be combined with the video signal to display a 
cursor attribute which serves as a visual pointer for video 
RAM location. Internally, the 12-bit address count is 
continuously being compared with the 12-bit address 
stored in the Cursor Register. When a true compare is 
detected, an active high level signal will be present at 
the Cursor Enable output, delayed by 2 character times 
after the corresponding address bus output. The signal 


is delayed by 2 character times so that it will be coinci- 
dent with the video information resulting from the cor- 
responding address. Mask programmability allows the 
cursor enable output signal to be formatted such that a 
signal will be outputted for all addressed scan lines of a 
video character cell or any single scan line of that cell. 
The cursor enable output signal is inhibited during the 
horizontal and vertical blanking intervals so that video 
blanking is maintained. When the addressing is ad- 
vanced by setting the address mode input (pin 1 1) in the 
logic “0” state, the cursor enable signal will also be 
shifted with respect to the scan line count. Specifically, 
for a character cell with the cursor output active on all 
addressed scan lines of the cell, the first scan line of 
the cursor signal will occur at the last scan line count of 
the previous video row, and the last scan line count of 
the addressed character cell will have no cursor output 
signal. This mode of operation gives rise to a unique 
situation for the first video row where the first addressed 
scan line of a character cell has no cursor output signal 
since its advanced scan line position is inhibited by the 
vertical blanking interval. 
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CRT System Control Functions 

Refresh Control Input: This input provides a logic level 
selectable CRT system refresh rate. Typically, this input 
will select either a 60 Hz or 50 Hz refresh rate to provide 
geographical marketing flexibility. However, mask pro- 
grammability provides the capability of a wide range of 
frequencies for custom requirements. For definition of 
the input logic truth table and the refresh rate format, 
refer to Table 2 and the standard device type format 
tables. 


Table 2. Refresh Rate Select Truth Table 


Refresh Control 
(Pin 3) 
Logic Level 

Frame Refresh Rate 

Symbol 

DP8350 

DP8352 

DP8353 

1 

f1 

60 Hz 

60 Hz 

60 Hz 

0 

fO 

50 Hz 

50 Hz 

50 Hz 


Vertical Blanking Output: This output provides a signal 
that transitions at the end of the last video scan line of 
the last video row and indicates the beginning of the 
vertical blanking interval. This signal transitions back to 
the inactive state during the row of scan lines just prior 
to the first video row. The transition position within this 
last row of vertical blanking, as well as the active logic 
polarity, is a function of the particular device format 
(item 21 of the format tables) or is mask programmable 
for custom requirements. 

Address Mode: When a system utilizes a line buffer shift 
register, the first scan line of addressing for a row is used 
to load the shift register. As a result of this loading 
operation, addressing for a particular row will not begin 
accessing the video RAM until the second scan line of 
addressing for the row. It also follows that the first scan 
line of a row can only exhibit addressed data for the pre- 
vious video row that is in the shift register. This offset in 
addressing becomes a problem for character generation 
designs that output video on the first scan line of a row 
(with respect to the line counter outputs). The result is 
invalid data being displayed for the first scan line. One 
solution would be to utilize a Character generation de- 
sign that began outputting video on the second scan line 
of a row. However, since most single chip character 
generators begin video on the first scan line, the DP8350 
series CRT controller provides a pin selectable advanced 
addressing mode which will compensate for addressing 
shifts resulting from shift register loading. Referring to 
Table 3, a high logic level at this input will cause address- 
ing to be coincident with the scan line counter positions 
of a row, and a low logic level at this input will cause 
addressing to start on the last scan line counter position 
of the previous row. This shifted alignment of the ad- 
dressing, with respect to the designated scan lines of a 
row, is diagrammed in Figure 5. Characteristically, it fol- 
lows that, when addressing is advanced by one scan line, 
the Line Buffer Recirculate Enable output and the Cursor 
Enable output are also advanced by one scan line. This 
advanced position of the Cursor Enable output may 
deserve special consideration depending upon the sys- 
tem design. 


Table 3. Address Mode Truth Table 


Address Mode 
Input (Pin 11) 

(Logic Level) 

New Row Addressing At Address 
Outputs and Line Buffer Recirculate 
Enable Logic Low Level 

(Scan Line Position) 

0 

Last scan line of previous row 

1 

First scan line of row 


Full/Half Row Control: This control input is provided 
for applications that require the option of half-page ad- 
dressing. As an example, if the normal video page format 
is 80 characters/row by 24 rows, setting this input to the 
logic “0” state will cause the video format to become 
evenly spaced at 80 characters/row by 12 rows. Specifi- 
cally, when this input is in the logic “0” state, row ad- 
dressing is repeated for every other row. This yields suc- 
cessive groups of two rows of identical addressing. The 
second row of addressing, however, has the Load Video 
Shift Register output and the Cursor Enable output inter- 
nally inhibited to provide the necessary video blanking. 
Setting this input to the logic “1” state yields normal 
frame addressing. 


External Character/Line Rate Clock: This input is in- 
tended to aid testing of the CRTC and is not meant to be 
used as an active input in a CRT system. When this 
input is left open, it is guaranteed not to interfere with 
normal operation. 

Reset Input: This input is provided for power-up syn- 
chronization. When brought to the logic “0” state, device 
operation is halted. Internal logic is set at the beginning 
of vertical blanking, and the Top-Of-Page Register and 
the Cursor Register are loaded with address zero. When 
this input returns to the logic “1” state, device operation 
resumes at the vertical blanking interval followed by 
video addressing which begins at zero. This input has 
hysteresis and may be connected through a resistor to 
Vcc and through a capacitor to ground to accomplish a 
power-up Reset. The logic “0” state should be main- 
tained for a minimum of 250ns. 
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Figure 5. Address Mode Functionality 
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Crystal Inputs X1 and X2; The “Pierce”-type oscillator 
is controlled by an external crystal providing parallel 
resonant operation. Connection of external bias.compo- 
nents is made to pin 22 (X1) and pin 21 (X2) as shown in 
Figure 6. It is important that the crystal be mounted in 
close proximity to the XI and X2 pins to ensure that 
printed circuit trace lengths are kept to an absolute mini- 
mum. Typical specifications for the crystal are shown in 
Table 4 for each of the standard products, DP8350, 
DP8352, and DP8353. When customer mask options re- 
quire higher frequencies, it may be necessary to change 
the crystal specifications and biasing components. If 
the CRTC is to be clocked by an external system dot 
clock, pin 22 (XI) should be driven directly by Schottky 
family logic while pin 21 (X2) is left open. The typical 
threshold for pin 22 (XI) is Vcc/2. 


Table 4. Typical Crystal Specifications 


Parameter 

Specification 

DP8350 DP8352 DP8353 

Type 

At-Cut 

Frequency 

10.92MHz I 7.02MHz | 17.6256 MHz 

Tolerance 

0.005% at 25 °C 

Stability 

0.01% from 0°Cto -t-70°C 

Resonance 

Fundamental, Parallel 

Maximum Series 
Resistance 

50S2 

Load 

Capacitance 

20 pF 


Vcc 



Figure 6. Dot Clock Oscillator Configuration with 
Typical External Bias Circuitry Shown 


Custom Order Mask Programmability: The DP8350 
Series CRT controller is available in three standard op- 
tions designated DP8350, DP8352, and DP8353. The 
functional format of these devices was selected to meet 
the typical needs of CRT terminal designs. In order to 
accommodate specific customer formats, the DP8350 
series CRT controller is mask programmable with a 
diverse range of options available. The items listed in 
the program table worksheet indicate the available 
options, while Table 5 tabulates the programming con- 
straints. 


Table 5. Mask Programming Limitations 


Desig- 

nation 

Parameter 

Min. Max. 
Vaiue Value 

^DOT 

Dot Rate Frequency 

DC 30 MHz 

^CHAR 

Character Rate Frequency 

DC 2.5 MHz 

— 

Line Buffer Clock Logic “0” 
Width (Item 20 x Item 24) 

200 ns 

Item 3 

Dots per Character Field 
Width 

4 16 

Item 4 

Scan Lines per Character 
Field 

2 16 

Item 12 

Scan Lines per Frame 

512 

Item 14 

Character Times Video 

5 122 

per Row Blanking 

S T53 

Item 11 

Scan Lines per Vertical 
Blanking 

(Item 4) 
+ 2 

If the cursor enable output, Item 22, is active on only one 
line of a character row, then Item 21 value must be either 
“1” or “0” or equivalent to the line seiected for the 
cursor enable output. 
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DP8350 Series Custom Order Format Table 

This table is provided as a worksheet to aid in determining the programmed configuration for custom mask options. Refer 
to Table 5 for a list of programming limitations. 


Character Font Size 
(Reference Only) 


Character Field Block Size 


Dots per Character (Width) 


Scan Lines per Character (Height) 


Dots per Character (Width) 


Scan Line per Character (Height) 


5 Number of Video Characters per Row 


6 Number of Video Character Rows per Frame 


Number of Video Scan Lines (Item 4x Item 6) 


8 Frame Refresh Rate (Hz) (two pin selectable frequencies allowed) (Item 13^ Item 12) f1= 


9 Delay after Vertical Blank start to start of Vertical Sync (Number of Scan Lines) 


10 Vertical Sync Width (Number of Scan Lines) 


Interval between Vertical Blank start and start of Video 
(Number of Scan Lines of Video Blanking) 


12. Total Scan Lines per Frame (Item 7 + Item 11) 


13 Horizontal Scan Frequency (Line Rate) (kHz) (Item 8 x Item 12) 


14, Number of Character Times per Scan Line 


15 Character Clock Rate (MHz) (Item 13 x Item 14) 


16 Character Time (ns) (1 -i- Item 15) 


17 Delay after Horizontal Blank start to Horizontal Sync start (Character Times) 


18 Horizontal Sync Width (Character Times) 


19 Dot Frequency (MHz) (Item 3 x Item 15) 


20 Dot Time (ns) (1 -i- Item 19) 


Vertical Blanking Output Stop before start of Video (Number of Scan Lines) 
(Range = Item 4-1 line to 0 lines) 


22 Cursor Enable on all Scan Lines of a Row? (Yes or No) If not, which Line? 


23 Does the Horizontal Sync Pulse have Serrations during Vertical Sync? (Yes or No) 


24 Width of Line Buffer Clock logic “0” state within a Character Time 
(Number of Dot Time increments) (Typically V 2 Item 3 rounded up) 


25 Serration Pulse Width, if used (Character Times) (See Figure 13) 


26 Horizontal Sync Pulse Active state logic level (1 or 0) 


27 Vertical Sync Pulse Active state logic level (1 or 0) 


28 Vertical Blanking Pulse Active state logic level (1 or 0) 


Video Monitor: Manufacturer and Model No. (For Engineering Reference) 
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Absolute Maximum Ratings (Note d 

Supply Voltage, Vcc 7.0V 

Input Voltage 5.5V 

Output Voltage 5.5V 

Storage Temperature Range -65°C to +150°C 

Lead Temperature (soldering, 10 seconds) 300°C 


Operating Conditions (Note o) 

Min. Max. 

Vcc, Supply Voltage 4.75 5.25 

Ta, Ambient Temperature 0 +70 


Electrical Characteristics vcc = 5v±5 %, ta=o‘’c to +7o°c (Notes 2 , 3 , and 5 ) 


Parameter 

V|H 

Logic ”1” Input Voltage 
All Inputs Except XI, X2 RESET 
RESET , 

V|L 

Logic “0” Input Voltage 
All Inputs Except XI, X2 

Vhys 

RESET Input Hysteresis 

Vclamp 

Input Clamp Voltage 
All Inputs Except XI, X2 

l|H 

Logic “1” Input Current 
Aq-Ah 


All Other Inputs Except XI, X2 

III 

Logic "O” Input Current 
Aq-Ah 


All Other Inputs Except XI, X2 

VoH 

Logic “1” Output Voltage 

Vql 

Logic “0” Output Voltage 


Output Short Circuit Current 


Power Supply Current (Note 10) 


Conditions 



Enable Input = 0V, 

Vcc = 5.25V, ViN = 5.25V 


Vcc = 5.25V, V|N = 5.25V 


Enable Input = 0V, 

Vcc = 5.25V, V|n = 0.5V 


Vcc = 5.25V, V|n = 0.5V 


loH = ~'I00 ^jA 


loH = -1 mA 


loL = 5mA 


Vcc = 5V, VouT = 0V (Note 4) 


Vcc = 5.25V 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the device should be operated at these limits. The table of “Electrical Characteristics” provides conditions for 
actual device operation. 

Note 2: Unless otherwise specified, min. /max. limits apply across the 0”C to +70°C temperature range and the 4.75V to 5.25V power 
supply range. All typical values are forTA = 25°C and Vcc = 5.0V are intended for reference only. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are refer- 
enced to ground, unless otherwise specified. All values shown as max. or min. are so classified on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Electrical specifications do not apply to pin 17, external char/line clock, as this pin is used for production testing only. 

Note 6: Functional operation of device is not guaranteed when operated beyond specified operating condition limits. 

Switching Characteristics Vcc= 5 .ov± 5 %,TA= 25 'C(Note 7 ) 


Parameter 

Load 

Circuit 

Symmetry 

Dot Rate Clock Output High 
Symmetry With Crystal Control 

1 

tpdi 

XI Input to Dot Rate Clock 
Output Positive Edge 

1 

tpdo 

1 

XI Input to Dot Rate Clock 
Output Negative Edge 

1 

toi 

Dot Clock to Load Video Shift 
Register Negative Edge 

1 

to2 

Dot Clock to Load Video Shift 
Register Positive Edge 

1 

*03 

Dot Clock to Latch Character 
Generator Positive Edge 

1 

*04 

Dot Clock to Latch Character 
Generator Negative Edge 

1 



Typ. 

Max. 

i 

Units 

50% -2 

50% + 1 

ns 

17 

22 

ns 

21 

26 

ns 

6.0 

10 

ns 

11 

15 

ns 

8.0 

13 

ns 

6.0 

10 

ns 
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DP8350 Series 


Switching Characteristics (cont d.) Vcc=5.ov±5%, Ta=25°c (Note ?> 


Parameter 

Load 

Circuit 

Notes 

Min. 

Typ. 

Max. 

Units 

^□2-^03 

Latch Character Generator Positive 
Edge to Load Video Shift Register 
Positive Edge 

1 


0 

3.0 

. 

ns 

t05 

Dot Clock to Line Buffer Clock 
Negative Edge 

1 



23 

35 

ns 

tpwi 

Line Buffer Clock Pulse Width 

1 

8,9 

N(DT) 


N(DTH12 

ns 

t06 

Dot Clock to Cursor Enable Output 
Transition 

1 



— 

36 

ns 

<D7 

Dot Clock to Valid Address Output 

1 



15 

25 

ns 

toso 

Latch Character Generator to Line 
Rate Clock Neg. Transition 

1 

8,10 


425 + DT 

500 -1- DT 

ns 

t08i 

Latch Character Generator to 
Line Rate Clock Pos. Transition 

1 

8,10 


300 -f DT 

400 -1- DT 

ns 

'D9o 

Latch Character Generator to 
Clear Line Counter Neg. Transition 

1 

8,10 


525 -1- DT 

700 + DT 

ns 

t09i 

Latch Character Generator to 
Clear Line Counter Pos. Transition 

1 

8,10 


290 -f DT 

400 DT 

ns 

tD8i"tD9, 

Clear Line Counter Pos. Transition 
to Line Rate Clock Pos. Transition 

1 

10 


10 

60 

ns 

*010 

Line Rate Clock to Line Counter 
Output Transition 

1 



60 

120 

ns 

ton 

Line Rate Clock to Line Buffer 
Recirculate Enable Transition 

1 



195 

.300 

ns 

t012 

Line Rate Clock to Vertical 
Blanking Transition 

1 



160 

300 

ns 

toi3 

Line Rate Clock to Vertical Sync 
Transition 

1 



220 

300 

ns 

toi4 

Latch Character Generator to 
Horizontal Sync Transition 

1 



96 

150 

ns 

*S1 

Register Select Set-up Before 
Register Load Negative Edge 



0 



ns 

tm 

Register Select Hold After Register 
Load Positive Edge 



0 



ns 

ts2 

Valid Address Input Set-Up Before 
Register Load Positive Edge 



250 



ns 

tH2 

Valid Address Hold Time After 
Register Load Positive Edge 



0 



ns 

tpW2 

Register Load Required Pulse Width 



150 

65 


ns 

tiz. Ihz 

Delay from Enable Input to Address 
Output High Impedance State from 
Logic "0” and Logic "1” 

2 



15 

30 

ns 

tzL. tZH 

Delay from Enable Input to Logic 
“0” and Logic “1” from Address 
Output High Impedance State 

2 



17 

30 

ns 

Note 7: Typical values are for Vcc = 5.0V and Ta = 25’’C and are meant for reference only. 
Note 8: “DT” denotes dot rate clock period time, item 20 from option format table. 

Note 9: “N” denotes value of item 24 from option format table. 

Note 10: Revised since last issue. 
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Switching Waveforms 


SYMMETRY = ^ X 100% 


lr = t| < 10 ns 
X2 (PIN 21) = OPEN 



DOT RATE CLOCK -/-1.5V -V-I-SV -f-1.5V 


Figure 7. Dot Rate Clock Output Waveform Symmetry 
with Crystal Control 


DOT RATE CLOCK 



Figure 8. X1 Input to Dot Rate Clock Output 
Propagation Delay 


I 

— ►ID6|-»— 



Note 1: All measurement points are 1.5V 

Figure 9. Dot/Character Rate Timing 



LINE COUNTER 
OUTPUTS LC 0 -IC 3 


[*-1014 (NOTED 


Note 1: Actual polarity and position of the horizontal sync start and stop points is a function of the particular device format. 
Note 2: All measurement points are 1.5V. 

Figure 10. Character/Line Rate Timing 
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Switching Waveforms (cont’d) 
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Note 1; All measurement points are 1.5V. 
Note 2: tr = tf < 10ns. 

Note 3: Address enable (pin 37) = 0V. 


Figure 11. Register Select and Load Waveforms 

Timing Diagrams 


Figure 12. Address Output Enable/Disable 
Waveforms 
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Note 1: One full row before start of video the line counter is set to zero state — this provides line counter synchronization in cases 
where the number of lines in vertical blanking are not even multiples of the number of lines per row. 

Note 2: The position of the line buffer recirculate enable logic low level is a function of the logic level of the address mode input (see 
Table 3). 

Note 3: The stop point of the vertical blanking output active signal is a function of device type or custom option, and will always be 
within one row prior to video. 

Note 4: The transition start and stop points of the vertical sync output signal are a function of device type or custom option. 

Figure 14. Line/Frame Rate Functional Diagram 


HORIZONTAL 
SYNC ■ 
OUTPUT 


VERTICAL 
SYNC ■ 
OUTPUT 
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1 — u 

—1 S 
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(NOTE 1) 


m TL 


—SERRATION PULSE ENVELOPE - 
Tzl-. — — -I T1 KTZH 


(NOTEZ) j 


(NOTE 2) 


P = HORIZONTAL SCAN TIME PERIOD (ITEM 14 FROM PROGRAM TABLE) 

H = HORIZONTAL SYNC WIDTH (ITEM 18 FROM PROGRAM TABLE) 

S = SERRATION PULSE WIDTH (ITEM 25 FROM PROGRAM TABLE) 

T1 =P-H (MAX) 

T2 = H-1 CHARACTER TIME (MAX) 

Note 1: The vertical sync transition point is always coincident with the beginning of horizontal blanking. 

Note 2: T1 and T2 intervals represent the range of alignment offset between the vertical sync pulse and the serration pulse envelope 
and is a function of the horizontal sync position with respect to the beginning of horizontal blanking. 


Figure 15. Serration Puise Format 
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Timing Diagrams (cont’d) 
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Note 1: The horizontal sync output start and stop point positions are a function of device type or custom option. 

Note 2: The position of the recirculate enable output logic “0” level is dependent on the state of the address mode input. When address 
mode = “0”, recirculate enable occurs on the (nax. line of a character row (solid line) and the address counter outputs roll over to the new 
row address at point A. When address mode =“1”, recirculate enable occurs on the first line of a character row (dashed line) and the 
address counter outputs roll over to the new row address at point B. 

Note 3: The address counter outputs clock to the address of the last character of a video row plus 1. This address is then held during 
the horizontal blanking interval until video minus three character times. At this point the outputs are modified to the contents of the 
Row Start Register (RSR). 


Figure 13. Character/Line Rate Functional Diagram 
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Applications 


SYSTEM 

INTERFACE 


SYSTEM 

INTERFACE 


CPU CONTROL 
BUS 


VIDEO 

INTERFACE 


J 80x8 I 
tSHIR REGISTER f 


CRT CONTROLLER 
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Figure 16. General System Block Diagram 
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Figure 17. Dot-By-Dot Graphics Block Diagram 
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DP8350 CRT Controller 


Table 6. Characteristic Format 


Item 

No. 

Parameter 


Character Font Size 

Dots per Character (Width) 

H 

(Reference Only) 

Scan Lines per Character (Height) 

■ 

Character Field Cell Size 

Dots per Character (Width) 

■ 

Scan Line per Character (Height) 

5 

Number of Video Characters per Row 

6 

, 

Number of Video Character Rows per Frame 

7 

Number of Video Scan Lines (item 4 x Item 6) 

8 

Frame Refresh Rate (Hz) 

9 

Delay after Vertical Blank start to start of Vertical Sync (Number of Scan Lines) 

10 

Vertical Sync Width (Number of Scan Lines) 

11 

Intervai between Vertical Blank start and start of Video 
(Number of Scan Lines of Video Bianking) 

12 

Totai Scan Lines per Frame (item 7 + Item 11) 

13 

Horizontal Scan Frequency (Line Rate) (Item 8 x Item 12) 

14 

Number of Character Times per Scan Line 

15 

Character Ciock Rate (Item 13 x Item 14) 

16 

Character Time (1 -i- Item 15) 

17 

Delay after Horizontal Blank start to Horizontal Sync start (Character Times) 

18 

Horizontai Sync Width (Character Times) 

19 

Dot Frequency (item 3 x Item 15) 

20 

Dot Time (1 Item 19) 

21 

Vertical Blanking Output Stop before start of Video (Number of Scan Lines) 

22 

Cursor Enable on all Scan Lines of a Row? (Yes or No) 

23 

Does the Horizontai Sync Pulse have Serrations during Vertical Sync? (Yes or No) 

24 

Width of-Line Buffer Clock logic "0” state within a Character Tirne 
(Number of Dot Time increments) 

25 

Serration Pulse Width, if used (Character Times) 

.26 

Horizontai Sync Pulse Active state logic ievel (1 or 0) 

27 

Verticai Sync Puise Active state iogic level (1 or 0) 

28 

Vertical Blanking Pulse Active state logic levei (1 or 0) 


Video Monitor Format: Ball Brothers TV-12, TV-120 or Equivalent. 
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NOTE: DASHED LINES IN WAVEFORMS DENOTE INACTIVE STATE LOGIC LEVELS. 


Figure 18. DP8350 Video Character Signals 
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DP8350 Series 





DP8352 CRT Controller 


Table 7. Characteristic Format 


Item 

No. 

Parameter 

Value 

1 

Character Font Size 

Dots per Character (Width) 

(7) 


(Reference Only) 

Scan Lines per Character (Height) 

(9) 

■ 

Character Field Cell Size 

Dots per Character (Width) 

9 

■ 

Scan Line per Character (Height) 

12 

5 

Number of Video Characters per Row 

32 

6 

Number of Video Character Rows per Frame 

16 

7 

Number of Video Scan Lines (item 4 x Item 6) 

192 

8 

Frame Refresh Rate (Hz) 

f1 =60 

o 

in 

II 

o 

9 

Delay after Vertical Blank start to start of Vertical Sync (Number of Scan Lines) 

27 

53 

10 

Vertical Sync Width (Number of Scan Lines) 

3 

3 

11 

Interval between Vertical Blank start and start of Video 
(Number of Scan Lines of Video Blanking) 

68 

120 

12 

1 

Total Scan Lines per Frame (Item 7 -i- Item 11) 

260 

312 

13 

Horizontal Scan Frequency (Line Rate) (Item 8 x Item 12) 

15.6 kHz 

14 

Number of Character Times per Scan Line 

50 

15 

Character Clock Rate (Item 13 x item 14) 

0.78 MHz 

16 

Character Time (1 Item 15) 

1282ns 

17 

Delay after Horizontal Blank start to Horizontal Sync start (Character Times) 

6 

18 

Horizontal Sync Width (Character Times) 

4 

19 

Dot Frequency (item 3 x Item 15) 

7.02 MHz 

20 

Dot Time (1 Item 19) 

142.4 ns 

21 

Vertical Blanking Output Stop befor^ start of Video (Number of Scan Lines) 

0 

22 

Cursor Enable on all Scan Lines of a Row? (Yes or No) 

Yes 

23 

Does the Horizontal Sync Pulse have Serrations during Vertical Sync? (Yes or No) 

Yes 

24 

Width of Line Buffer Clock logic “0” state within a Character Time 
(Number of Dot Time increments) 

5 

25 

Serration Pulse Width, if used (Character Times) 

4 

26 

Horizontal Sync Pulse Active state logic level (1 or 0) 

0 

27 

Vertical Sync Pulse Active state logic level (1 or 0) 

0 

28 

Vertical Blanking Pulse Active state logic level (1 or 0) 

1 


Video Monitor Format: RS-170-Compatible (Standard American TV). 
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DP8350 Series 



Figure 24. DP8352 60 Hz Refresh Rate Frame Signals 



Figure 25. DP8352 50 Hz Refresh Rate Frame Signals 



TYP 


Figure 26. DP8352 Serration Pulse Format 
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DP8353 CRT Controller 


Table 8. Characteristic Format 


item 

No. 

Parameter 

Value 

1 

Character Font Size 

Dots per Character (Width) 

(7) 

2 

(Reference Oniy) 

Scan Lines per Character (Height) 

(9) 

3 

Character Field Cell Size 

Dots per Character (Width) 

9 

4 

Scan Line per Character (Height) 

12 

5 

Number of Video Characters per Row 

80 

6 

Number of Video Character Rows per Frame 

25 

7 

Number of Video Scan Lines (Item 4 x Item 6) 

300 

8 

Frame Refresh Rate (Hz) 

f1 =60 

f0 = 50 

9 

Delay after Vertical Blank start to start of Vertical Sync (Number of Scan Lines) 

0 

32 

10 

Vertical Sync Width (Number of Scan Lines) 

3 

3 

11 

Interval between Vertical Blank start and start of Video 
(Number of Scan Lines of Video Blanking) 

20 

84 

12 

Total Scan Lines per Frame (Item 7 + Item 11) 

320 

384 

13 

Horizontal Scan Frequency (Line Rate) (Item 8 x Item 12) 

19.20 kHz 

14 

Number of Character Times per Scan Line 

102 

15 

Character Clock Rate (Item 13 x Item 14) 

1.9584 MHz 

16 

Character Time (1 h- Item 15) 

510.6ns 

17 

Delay after Horizontal Blank start to Horizontal Sync start (Character Times) 

5 

18 

Horizontal Sync Width (Character Times) 

9 

19 

Dot Frequency (Item 3 x Item 15) 

17.6256 MHz 

20 

Dot Time (1 ^ Item 19) 

56.7 ns 

21 

Vertical Blanking Output Stop before start of Video (Number of Scan Lines) 

1 

22 

Cursor Enable on all Scan Lines of a Row? (Yes or No) 

Yes 

23 

Does the Horizontal Sync Pulse have Serrations during Vertical Sync? (Yes or No) 

, No 

24 

Width of Line Buffer Clock logic “0” state within a Character Time 
(Number of Dot Time increments) 

5 

25 

Serration Pulse Width, if used (Character Times) 

- 

26 

Horizontal Sync Pulse Active state logic level (1 or 0) 

1 

27 

Vertical Sync Pulse Active state logic level (1 or 0) 

1 

28 

Vertical Blanking Pulse Active state logic level (1 or 0) 

1 

Video Monitor Format: Motorola M3003 or Equivalent. 
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DP8350 Series 



Figure 27. DP8353 Video Character Signals 



Figure 28. DP8353 Scan Line Signals 



Figure 29. DP8353 60 Hz Refresh Rate Frame Signals 
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A Low Component Count 
Video Data Terminal Using 
the DP8350 CRT Controller 
and the INS8080 CPU 

INTRODUCTION 

The DP8350 is an I^L — LS technology integrated 
circuit, designed to provide all control signals for a 
cathode ray tube (CRT) display system. This application 
note explains a system using the DP8350 and the 
INS8080 microprocessor. The design philosophy shows 
how the DP8350 interfaces to the INS8080, completing 
the function of a video data terminal with a minimum 
component count. After reading and understanding this 
application note the reader will realize the ease and 
flexibility of designing video terminals with the DP8350*. 
To thoroughly understand this application note the 
reader must be familiar with the DP8350 and the 
INS8080 microprocessor. 

The video data terminal described is divided into the 
following sections, (Figure 1). 

The DP8350 CRT controller (CRTC). 

The 8080 /iP system which includes ROM, RAM, 
interrupt instruction port, oscillator, and control 
support chips. 

The character generator. 

The communication element. 

The keyboard and baud rate select ports. 

THE CRTC 

The DP8350 generates all the required control and 
timing signals for displaying video information on the 
video monitor. Here is a summary of the controller's 
functions: 

Dot clock, control, and counter outputs for the 
character generator. 

Bidirectional RAM address refresh counter for 
refreshing the video RAM and allowing microproces- 
sor loading to the internal DP8350 registers. 

Direct drive horizontal and vertical sync signal 
outputs. 

Direct cursor address location output. The cursor is 
internally delayed or pipelined, allowing for the 
access time of video RAM and the character generator 
ROM, (Figure 1). 

THE CPU 

The microprocessor provides CRTC, operator, and ex- 
ternal machine control for the system. When the CRT 
controller is not actively refreshing the video RAM, 
(i.e., during vertical retrace or blank scan lines), the 
microprocessor is enabled for system housekeeping, 
(Figure 2). This method of multiplexing the RAM with 
*The DP8350 is equivalent to the INS8276 
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the CPU and the CRTC eliminates the need for line 
buffers. 

THE CHARACTER GENERATOR 

The character generator consists of 3 elements: an 
address latch to hold the input address to the character 
ROM allowing for the access time of the ROM; the 
character ROM that stores the ASCII character in a form 
for parallel to serial conversion by the shift register; 
the shift register converts the character ROMs parallel 
output to serial form. The serial output from the shift 
register is the true video output, modulating the video 
monitors electron beam which writes characters on the 
screen. All of the 3 elements of the character generator 
are combined in the DM8678, (Figure 3). The DP8350 
CRTC provides all the control signals for the DM8678. 

THE COMMUNICATION ELEMENT 

The INS8250 is the asynchronous communication 
element (ACE) for the data terminal. The ACE allows 
the CPU portion of the data terminal communication 
with peripherals or host computers at the correct baud 
rate, (Figure 1). The ACE is programmed by the CPU to 
send and receive serial data at the standard baud rates 
from 110 to 4800 baud. The ACE, in conjunction with 
the DS1488 and DS1489 line drivers and receivers, also 
provides full RS232C synchronous communication if 
higher baud rates are desired. System communication 
speed must always be considered to insure the baud rate 
does not exceed the time required for the CPU to 
process a data byte. Asynchronous communication 
at baud rates higher than 4800 are possible by adding 
a line buffer. 

SYSTEM INITIALIZATION 

Application of the terminal's power supply resets the 
microprocessor, the communication element, and the 
CRT controller. Resetting the ACE is necessary to clear 
the interrupt. Resetting the CRTC is not absolutely 
necessary since the microprocessor loads the cursor and 
top of page registers in the initialization routine. 

Following the reset all interrupts are disabled to avoid 
unwanted interrupts from the CRTC, ACE, or I/O ports. 
Refer to the initialization routine in the flowchart. 

The stack pointer is loaded to the bottom of scratch pad 
RAM (3FFFH) for use as the register save pointer, 
(Figure 4). 

The entire RAM is written with ASCII spaces generating 
a cleared screen. After completion of the screen clear 
loop the CPU writes OOOH to the cursor and the top of 
page registers in the DP8350 CRTC. The routine homes 
the cursor to the upper left corner of the screen. The 
top of page register was loaded with OOOH, therefore, 
the video RAM is refreshed by the CRTC from that 
starting address to the last address on the screen of video 
RAM (1920 characters). 
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EPROM 
1 MM2708 

A0-A9. t/4 0M74lS32 

A12 OBO-OB7 MHiill 


RAM 

t MMS2S7 

AO-Atl,^/® OM74LSW 
A13 D80-DB7 ME MW 


DOT EN 


HOR VERT 


CLK 

(CRTC) 

SYNC SYNC 

LINE 


CRT CONTROLLER 


CNT 


DP8350. 



1/6 DM74LS04 




1/4 DM74LS32 


VB 

A0-A11. 


LR DOTu S 

< 

A14 DBO. D61 

MEMW aH 

CLK CLK u 2 



CPU mT r 
INSM!0 
DP8224 

DP8228 “1)^ 

1/2DM74LS73 ^ 
1/2 0M74LS74 


III 


_ 


lai 


OBO DB7 i/OR A15 STB 

KEYBOARD BUFFER 
OM8US95 
1/6 OM74LS04 
1/2 DM74LS74 


RS-332 INTERFACE 
OS148I 
OS1489 


BAUD RATE SELECT 
BUFFER 
DM74365 
DIP SWITCH 


INTERRUPT PORT 
DP8212 
DM74148 


LC0-LC3 1/2DM74LS86 
DM74LS32 
3/4 DM74LS9I 
1/2DM74LS74 
IXY. 1/6DM74LS04 
LOGIC 

VIO Aii TToW 


*The cursor i$ internally pipelined by the CRTC to allow for access time of the RAM and the character generator. 


FIGURE 1. Video Data Terminal Detailed Block Diagram 


Abbreviations: 

LR CLK Line rate clock 

CLC Clear line counter 

LVSR Load video shift register 

LCGA Latch character generator address 

Line CNT Line counter 

EN Enable 

VID Video 

KB INT Keyboard interrupt 

VB Vertical blanking 















CHAR NO. 1 
(OOOH) 


CHAR NO. 80 
(04FH) 



CRTC Hi-Z 
CPU ON 


A NEW ROW START INTERRUPT 
OCCURS WHEN THE LINE COUNTER 
OUTPUTS INCREMENT TO LINE 8. 
THE OP8350 ROW START REGISTER 
IS THEN LOADEO WITH THE NEXT 
STARTING ROW AOORESS OETER- 
MINEO FROM THE NEW ROW START 
LOOKUPTABLEINRAM. 


FIGURE 2. Row Start Interrupting and Multiplexing the INS8080 with the DP8350 


CLOCK 

CONTROL 

5V 



FIGURE 3. DM8678 Character Generator Block Diagram 






The CPU is ready to perform the communication element 
(ACE) load routine. First, the baud rate divisor for the 
ACE must be determined. The baud rate select switch 
is read providing a code which corresponds to the ap- 
propriate 16-bit divisor for the ACE. This divisor 
determines the baud rate at which the ACE will com- 
municate. Any additional programming requirements 
needed for the ACE to communicate with host computer 
systems could also be done at this time. The software in 
this system does not contain any additional programming 
for the ACE. There are many programming modes 
related to the ACE. Details of these modes are beyond 
the scope of this application note. 

The row start look-up table, (Figure 5), is loaded up by a 
simple algorithm that loads and adds the data for 
referencing a row number to that row's starting address. 
The reference table, (Figure 6), is initialized next by 
direct loading. This table provides the CPU with top of 
page, bottom of page, next row load, cursor row, and 
scratch row numbers for system housekeeping. 

Finally, the new row start and vertical interrupt latches 
are cleared, (Figure 7). The register pointers are loaded 
and the CPU is forced in a wait loop with interrupts 
enabled. 

NON-SEQUENTIAL ADDRESSING 

The data terminal described here was designed for 
non-sequential starting row addressing. In many systems 
sequential row addressing is used. If a character row 
consists of 10 scan lines the RAM is addressed 10 
repetitive times from OOOH through 04FH, (Figure 2). 
The next row is refreshed in the same manner from 
050H to 09FH. The starting row address is sequential 
OOOH, 050H, OAOH— EBOH for row numbers OH, 1H, 
2H,— 2FH, respectively. Non-sequential row addressing 
would be equivalent to 050H, OOOH, OAOH— EBOH for 
row numbers 1H, 0H,-2FH, respectively, (Figure 4). 

In conjunction with the CPU, non-sequential row 
addressing is quite easily accomplished with the DP8350 
since this is one of the features designed into the part. 
Accomplishing this task basically requires the following 
sequence of events. Assume the CRTC has finished 
writing a video row in the middle of the monitor's 
screen. This system has a 5 x 7 character font in a 7 x 10 
field, (Figure 2). At the completion of the last video 
scan line 7 the CRTC line counters continue to count 
the last 3 lines. Video is not present since the character 
is only 7 scan lines high. The blank scan lines are 7, 8, 
and 9 permitting the CRTC address outputs to be 
TRI-ST ATED®, allowing the CPU to run. When the line 
counter outputs increment to scan line 8 an interrupt 
signals the CPU. The interrupt occurring is the new row 
start interrupt. The interrupt routine fetches the next 
CRTC row number from the reference table (Figure 6). 
This number is converted to the new starting row 
address, explained later, and loaded to the CRTC row 
start register. The CPU finishes the routine by clearing 
the interrupt, readying itself for the next new row start 
interrupt. The entire routine takes 1 scan line of time, 
approximately 64 jus. The CRTC continues to scan 
the video RAM from that new starting address on 
for the next 7 repetitive scan lines of the next row. 
Many advantages become apparent using the non- 
sequential addressing scheme. Scrolling up or down 
with the cursor always on the screen may be done 


faster and easier from a hardware/software standpoint. 
Exchanging one row with another row is fast since 
it is not necessary to rewrite the video RAM. Row 
swapping is useful for higher end terminals requiring 
row editing functions. 


ADDRESS MAP 



FIGURE 4. RAM Organization 
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ROW 

NUMBER 



ADDRESS 

ROW 

DATA 

3 F 0 0 

3 0 

3 F 0 1 

3 0 

3 F 0 2 

3 0 

3 F 0 3 

3 0 

3 F 0 4 

3 1 

3 F 0 5 

3 1 

3 F 0 6 

3 1 

3 F 0 7 

3 2 

3 F 0 8 

3 2 

3 F 0 9 

3 2 

3 F 0 A 

3 3 

3 F 0 8 

3 3 

3 F 0 C 

3 3 

3 F 0 D 

3 4 

3 F 0 E 

3 4 

3 F 0 F 

3 4 

3 F 1 0 

3 5 

3 F 1 1 

3 5 

3 FI 2 

3 5 

3 F 1 3 

3 5 

3 F 1 4 

3 6 

3 F 1 5 

3 6 

3 F 1 6 

3 6 

3 F 1 7 

3 7 


1 NRS LOW 

ADDRESS 

ROW 

DATA 


ROW 

NUMBER 


l iiT?ai!T3!l l 


3 F 3 0 
3 F 3 1 
3 F 3 2 
3 F 3 3 



NRS HIGH 


ROW 

DATA 


3 F 1 8 3 7 

3 F 19 3 7 

3 F 1 A 3 8 

3 F 1 B 3 8 

3 F 1 C 3 8 

3 F 1 D 3 9 

3 F 1 E 3 9 

3 F 1 F 3 9 

3 F 2 0 3 A 

3 F 2 1 3 A 

3 F 2 2 3 A 

3 F 2 3 3 A 

3 F 2 4 3 8 

3 F 2 5 3 8 

3 F 2 6 3 8 

3 F 2 7 3 C 

3 C 



FIGURES. New Row Start Look Up Table 


NRS LOW 


ADDRESS 


3 F 4 8 
3 F 4 9 


3 F 4 F 
3 F 5 0 
3 F 5 1 
3 F 5 2 
3 F 5 3 
3 F 5 4 
3 F 5 5 
3 F 5 6 
3 F 5 7 



ROW 

DATA 

8 

0 

D 

0 

2 

0 

7 

0 

C 

0 

1 

0 

6 

0 

8 

0 

0 

0 

5 

0 

A 

0 

F 

0 

4 

0 

9 

0 

E 

0 

3 

0 

8 

0 

D 

0 

2 

0 

7 

0 

C 

0 

1 

0 

6 

0 

8 

0 


FUNCTION 

ADDRESS 

DATA 

INITIALIZED 

DATA 

Last Row # ' 

3F60 

XY 

l'7 

8080 Row # 

3F61 

XY 

00 

First Row # 

3F62 

XY 

00 

Character # 

3F63 

XY 

00 

CRTC Row# 

3F64 

XY 

00 

Row Save # 

3F65 

XY 

00 

Temp. 1 

3F66 

XY 

00 

Temp. 2 

3F67 

XY 

00 


COMMAND 

FUNCTION 

OUT 40 

Clear new row start and vertical 

IN 80 

IN 40 

interrupt latches 

Read keyboard 

Read baud rate select switch 


FIGURE 7. Input/Output Space 


FIGURES. Reference Table 


DEVICE 

ADDRESS* 

, ROM 
RAM 
CRTC 
ACE 

0000 to OFFF 
3000to3FFF 
5000 to5FFF 
9000 to 9007 


*Direct device selecting was used 
to minimize the system component 
count 


ROW 

NRS HIGH 

NRS LOW 1 

NUMBER 

ADDRESS 

ROW 

ADDRESS 

ROW 

DEC HEX 

DATA 

DATA 

32 2 0 

3 F 2 0 

3 A 

■3 F 5 0 

0 0 


Row Start Address_ 
for Row 20H. 
3XXX Selects RAM. 
5XXX Selects CRTC. 


FIGURE 8. CPU Addressing Space 


FIGURE 9. Example From the New Row Start Look Up Table 
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ROW LOADING DETAILS 

Obtaining the next starting row address for the CRT 
controller is accomplished by an addressing and adding 
scheme from the new row start look-up table. The same 
scheme is used to determine any needed address, given 
the row number. 

Figure 9 shows a row number and address taken from 
the new row start look-up table. 

The row number is loaded from the reference table in 
RAM to a register. The CPU determines the starting 
address from the row number and stores it in a 16-bit 
pointer register. The higher order 4 bits contain address 
for the RAM or the CRT controller, (Figure 8j. 

Here are the details of how this is accomplished. Refer 
to the new row start interrupt in the software listing and 
Figure 9. 

The CPU D-E registers are loaded to point to a row 
number in the reference table. The number is put in the 
accumulator and moved into the E register. The D-E 
register in this example now contains 3F20 which points 
to NRS HIGH ROW DATA (3A). The addressed data is 
moved to the accumulator and then to the H register. 
If it was desired to point to the CRTC then 20H would 
have been added to it first. The D-E register still con- 
tains 3F20H. To obtain the NRS LOW ROW DATA the 
E register is moved to the accumulator and 30H is added 
to it. Now the D-E register contains 3F50H and points 
to NRS LOW ROW DATA (OOH). The data is loaded to 
the accumulator and then to the L register. The H-L 
registers contain 3A00H which is the starting row address 
for row number 20H. The method just described is used 
throughout the terminals program to move the cursor, 
load the top of page, and load the new starting row 
address in the CRTC. 

VERTICAL INTERRUPT 

The vertical interrupt occurs when the CRTC has 
completed refreshing a video page (1920 characters) 
of information. Vertical blanking identifies that condi- 
tion and interrupts the CPU forcing it to the vertical 
interrupt routine. Refer to the vertical interrupt in the 
flow chart. Th^ routine moves the first row number to 
the CRTC row number, updating it so the next new row 
start load occurs with the top of the page address or the 
first row of the video screen. 

KEYBOARD INTERRUPT 

The external keyboard requirements are ASCII outputs 
with a suitable strobe to interrupt the CPU for keyboard 
servicing. Refer to the keyboard interrupt in the flow 
chart. After the keyboard buffer is read the data byte 
is tested for a (CNTL E), new baud rate command. If the 
test fails the CPU writes the data byte to the ACE. 
Passing the test forces the CPU to read the baud switch 
and load the ACE with the new baud rate. 

ACE INTERRUPT 

As mentioned above, a data byte read from the keyboard 
that is not a baud rate command enters the accumulator. 
The CPU writes the data byte from the accumulator to 


the transmitter holding register in the ACE. The ACE 
proceeds to shift out the data byte, with the appropriate 
start and stop bits, serially from the (SOUT) output. 
The data is shifted to the serial input (SIN) of the ACE 
and loaded into the receiver holding register. When the 
register is full the ACE interrupts the CPU, initializating 
the ACE service routine. Refer to the ACE interrupt in 
the flow chart. 

The CPU reads the receiver holding register in the ACE. 
Reading the ACE resets the interrupt. The data byte 
now resides in the accumulator. The CPU tests for a 
control or an escape function. The function is executed 
if test conditions are met. Refer to the keyboard interrupt 
routine in the software listing. The data byte is written 
to the video RAM at the cursor address which appears 
on the monitor screen. The cursor and character numbers 
are incremented as long as it is not at the end of a row. 
A character at the end of a row requires further testing 
to recognize the following situations. Is it the last row 
on the monitor's screen? Or is it on the maximum row 
of the video RAM? Essentially, the cursor is forced to 
stay visible on the video monitor's screen and video 
RAM is always kept out of scratch pad RAM, (Figure 10). 



The video screen is allowed to scroll only through the video 
RAM (OOOH to EFFH). The CPU keeps the video screen within 
these bounds by loading the new row start register with that 
address range only (row OOH to 2FH). 

FIGURE 10. Drum Analogy for the RAM 


FULL/HALF DUPLEX OPERATION 

The data terminal and a host computer in the full 
duplex mode of operation would receive the serial in- 
formation, process it, and send it back to the SIN 
input of ACE. Using the terminal in a stand-alone 
mode for testing, the serial out SOUT is tied to the 
serial in SIN of the ACE. In the half duplex mode 
a data byte is sent to the host computer at the same 
time it is sent to the terminal. When the data terminal 
is set up to communicate with a host computer the 
full duplex mode of operation is desirable. 
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DP8350/INS8080 VIDEO DATA TERMINAL BASIC SOFTWARE FLOW CHART (Continued) 


New Row Start Interrupt 


Vertical Interrupt 


SAVE 8080 
REGISTERS 


SAVE 8080 
REGISTERS 


LOAD CRTC 
ROW* TO CRTC 


MOVE FIRST ROW i 
TO CRTC ROW * 


RESET INTERRUPT 
LATCH 


GET CRTC ROW; 
ADDRESS 



LOAD TO CRTC 
TOP OF PAGE 
REGISTER 
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DP8350/INS8080 VIDEO DATA TERMINAL BASIC SOFTWARE FLOW CHART (Continued) 

ACE Interrupt 



CNTL 
OR ESC 
FUNCTION 


PUT BYTE TO 
RAM 




LAST 

CHARACTER 
OF ROW? 


INCREMENT 

CHARACTER 





INCREMENT 
8080 ROW # 


GET 8080 
ROW#AOORESS 


ZERO CHARACTER 

# 


/ IS \ 


X FIRST ROW » X 

zero first 

\ EQUAL TO / ^ 

ROW# 

\last row tty' 


Tno 
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. AL BRILLIuTT-JIM TROUTNER 


0000 F3 

0001 31FF3F 
0004 C^JBOO 


0033 C34F02 
0033 210030 
003E 0E20 
0040 3E3F 

0042 71 

0043 23 

0044 BC 

0045 C24200 

0043 OEOO 
004A 3E40 
004C 71 I 

00 4 D 23 
004E BC 
004F C24COO 
0052 CD3700 
0055 CD9300 


0058 21003F 
005B 11303F 
005E 010030 

0061 70 

0062 79 

0063 12 

0064 C650 

0066 4F 

0067 73 

0068 CEOO 
006A 47 
006B 2C 
006C 1C 
006D 7B 
006E FE60 
0070 C26100 


.DISABLE INTERRLIRTS 
.LOAD STACK POINTER 
..JUMP TO INITILIZE ROUTINE 

i NEW ROW START INTERRUPT 


i VERTICAL INTERUPT 
i 1ST RAM ADDRESS 
i ASCII SPACE INTO C REG 
iMAX RAM ADDRESS 
.ASCII SPACE INTO MEM 
.NEXT RAM ADDRESS 
1 MAX RAM ADDRESS? 

.IF NO THEN NEXT ADD 


N, R. S- HIGH ADDRESS 
N R. S. LOW ADDRESS 
N. R. S. ADDRESS DATA 
STORE TO N R S. DATA TABLE ' 
N R. S. DATA LOW TO ACC 
STORE TO N. R. S. DATA TABLE I 
ACC READY FOR NEXT LOAD 
ACC TO N R. S. DATA HIGH 
N, R S. DATA TO ACC 
ADD CARRY BIT TO DATA HIGH 
MOVE RESULT TO N. R. S. DATA I 
INCREMENT N. R. S. HIGH ADD 
INCREMENT N. R. S. LOW ADD 
N R S, ADD LOW TO ACC 
MAX TABLE ADCiRESS 
IF FALSE JUMP 


i REFERENCE TABLE INITILIZE 


C31C01 

117E00 B1200 
C31C01 

115400 ElSOO 
C31C01 

114C00 B2000: 
C31C01 

113F00 B2400 
C31C01 

U2A00 B3600: 
C31C01 

112000 B4S00- 
C31C01 

111500 B7200 
C31C01 

111000 B9600 
C31C01 


one 010590 ACELD: 
01 IF 3E83 
0121 02 
0122 OEOl 

0124 7A 

0125 02 

0126 OEOO 

0128 7B 

0129 02 
012A 0E03 
012C 7‘3 
012D 02 
012E OEOl 

0130 79 

0131 02 

0132 OEOO 

0134 D1 

0135 C9 


0136 DDSO 

0138 FB 

0139 FE05 
013B CA9300 
013E FE12 

0140 CA4803 
0143 FE13 
0145 CA5403 
0143 02 
0149 C9 


014A OA 
014B FB 
014C FE7E 
014E CA7001 
0151 FE7F 
0153 CA7001 

0156 5F 

0157 £660 

0159 CA7001 
015C 3A683F 
015F B3 

0160 77 


POINT B C TO ACE 
INIT BAUD LOAD - 8 BITS 
DO INIT BAUD LOAD 
POINT TO BAUD HIGH 
GET BAUD HIGH 
STORE BAUD HIOH TO ACE 
POINT ACE TO BAUD LOW 
GET BAUD LOW 
STORE BAUD LOW TO ACE 
RESET DLAB TO ZERO 
INIT ACE T/R 
PUT TO ACE 

INTERRUPT ENABLE REG 
SELECT RECEIVED DATA INTERP” 
LOAD IT 

RESTORE B-C ACE POINTER 
RESTORE D-E REGISTERS 
RETURN 


KEYBOARD INTERRUPT ROUTINE 


READ KEYBOARD 
ENABLE INTERRUPTS 
NEED BAUD RATE? (CNTL E) 
IF YES GO TO BAUD ROUTINE 
INVERT NEXT CNTL R 


;ACE INTERUPT ROUTINE 


> SAVE CHAR IN REG. E 
iMASK OUT BITS FOR CNTL TEST 
i IF ZERO JMP TO CNTL FUNC 
iLOAD INVERT MASK 
, OR MASK AND CHAR 
. STORE DATA BYTE TO RAM 


; CLEAR PERIPHERAL INTERRUPT FLOPS 


007A 11603F 
007D 210030 
0080 010090 


/POINT D-E TO REFERENCE TABLE 
; POINT H-L TO 1ST RAM LOCATI"’ 
i POINT B-C TO ACE 


0161 1E63 

0163 lA 

0164 23 

0165 FE4F 
0167 CABEOl 
016A C601 
016C 12 
016D C3B301 


iWAIT LOOP FOR INTERUPTS 


.POINT B-C TO CHAR « 
i LOAD CHAR # TO ACC, 

.NEXT CHAR LOCATION 
.LAST CHAR OF ROW? 

. IF TRUE JUMP TO NEXT ROW 
i INCREMENT CHAR tt 
i STORE CHAR i TO RAM REF. 
i PUT CURSOR 


iHOME AND CLEAR CNTL A (SOH) 


0087 210050 HMCUR 

008A 3E02 

OOSC 77 

008D 3C 

008E 77 

008F 210030 

0092 C9‘ 


.POINT B-C TO CRTC 
/ T. 0, P, REGISTER SELECT 
i T. 0. P. LOAD 
.CURSOR REGISTER SELECT 
i CURSOR LOADS TO T O. P 
i POINT H-L TO 1ST RAM ADD,- 
. RETURN 


< SAVE ROW M CNTL Q (DCl) 
i ADVANCE CURSOR CNTL L (FF) 


; SAVE D-E REGISTERS 
i READ BAUD SELECT CODE 
; ZERO THE HIGH ORDER 4 BITS 


i BACKSPACE CNTL H (BS) 


iUP CURSOR CNTL K (VT) 


; CLEAR ROW CNTL X (CAN) 


iRING BELL CNTL G (BEL), 
i INVERT NEXT CNTL R (DC2) 


i INVERT ROW CNTL S (DC3) 


i STORE CURSOR TO CRTC 


01B3 7C 
01B4 C620 
01B6 67 
01B7 3603 
01 B9 7C 
01 BA D620 
01 BC 67 
OIBD C9 


i H REG TO ACC. 
i SET H-L REG TO CRTC ADD, 

; H IS CRTC ADD. 
i CURSOR REGISTER SELECT 
;H REG SET BACK TO VIDIO RAM 
; ADDRESS 


00D4 116305 BllO 
00D7 C31C01 
CODA 11F303 B150: 
OODD C31C01 
OOEO 11F901 B300. 
00E3 C31C01 
00E6 IIFCOC) B600: 


iBAUD RATE SET UP ROUTINES 


; 110 BAUD DIVISOR 
i GO TO ACE LOAD ROUTINE 
i 150 BAUD DIVISOR 


OIBE CDDCOl NXRO; 
OlCl CDF30I 
01C4 E5 CLROW 

01C5 1E60 
01C7 lA 
OlCe C601 
OICA FE30 
OICC CAD701 


Continued on page 5*42 


iGO TO NEXT ROW SUBROUTINE 
; ZERO CHARACTER 
i SAVE H. L 

i POINT D. E TO LASTROW 
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FEATURES 

■ Keyboard input port 

■ Serial I/O up to 9600 baud 

4k bytes RAM 
Ik byte ROM 

■ 2 video pages 

■ 80 X 24 characters 

■ 5x7 character font, 7x10 
field size 

■ Block cursor 

■ Single crystal 

■ Maximum CPU time/frame 
without line buffers 

■ Line or page scroll capa- 
bility 

■ Full cursor control 

■ Complete software flexi- 
bility 

■ Modem control capability 

■ Low component count 

■ Field reverse 

■ Clear screen, clear row, 
home and clear 

■ Row swap (row 
change) 
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HORIZONTAISYNC 
VERTICAL SYNC (NOTED 


Note 1 : See DP8350 cJata sheet for sync details. 
Note 2: SW open reverses video page. 


NEW ROW START LOGIC 


Parts: 

1 - DP8350 
1 - DP8228 
1 - DP8224 
1 - INS8080A-2 
1 - INS8250 
8 - MM5257 
1 -MM2708 

1 - DM81 LS95 

or DM81 LS96 

2 - DM74LS32 
(Vcc 14.7GND) 

1 - DM74LS74 
(Vcc 14,7 GND) 

1 - DM74LS08 
(Vcc14,7GND) 

1 - DM74LS04 
(Vcc14,7GND) 

1 - DM74LS73 
(Vcc14, 11 GND) 
1 - DM74365 

1 - DM74148 
1 - DM7474 
1 - DP8212 
1 - DM74LS86 

1 - DM8678CAB 

2 — Res. arrays, 

3.3k 

1 -21.84 MHz 
Xtal 

Bypass capacitors 
on all parts 


CHAR GEN/LATCHT 



20 

RS 232 
CONNECTOR 

^ I/4 0S14E9 

~ 

1 ^1/4 0SI489 

6 

1 rv,. tMOSUM 


[y 

V4 0S1489 

— 

IS232 f" 



RETRACE 
BLANK f f. 

KB INPUT 
PORT 









.LOAD H, L WITH ADD OF LASTRO < 


.CURSOR TO THE LEOINNlNO OF R 


OIDC lEtO 
’ OIDE lA 
: OIDF ED 
’ 01 EO 2S 
I OlE I BE 
01E2 CAOV> 


SEOO ZCHAR 

320SSF 

CSBSOl 


POINT D-E REO TO LAST ROW 
PUT LAST ROW « TO ACC 
E/fHANOF H-L WITH D-E 
H-L IS NOW AT ROJifO ROW N 
COMPARE LAST ROW « WITH 
R080 ROW M IF TRUE SCROLL 


. TEST FOR MA/ ROW AND 
, jrjMR TO 7EP0 ROW IF TRUE 
, 2 FRO ROW 

. InCREMFNT the SOSO ROW 9 
.POINT H-l TO CHAR « 


. PUT CHAR « TO 2ER0 
. AND STORE 

.00 TO RUT CURSOR ROUTINE 


SOSO ROW « TO ZERO 
N R S ADDRESS HI OH 
N R S DATA HIOH TO D REO 
N R S ADDRESS LOW 
MRS DATA LOW TO E REO 
E/CHANOE H-L WITH D~E 


■ POINT D-E TO SOSO ROWII 
.RUT SOSO ROW « TO ACC 
.POINT D-E TO ROW SAVE 
.STORE ROW SAVE » IN REF TAD' 

. return 


H-L ROW DATA LOAD ROUTINE 


.LOAD ACC WITH D-E DATA 
•POINT D-E TO N R S DATA HI 
.ROW « TO N R S DATA, HIGH 
. ROW n TO H REO 
.RUT 1ST ROW « TO ACC 
.ACC TO N R S ADD LOW 
.POINT D-E TO N R S DATA LOW 
.ROW • TO N R S DATA LOW 
. ROW • TO L REO 
, RETURN 


.DO NEXT ROW SU&ROUTINE 

.OFF SCREEN CLEAR ROW ROUTINE 

, MOVE REFERErJCE ROW i TO H-L 

. LOAD H-L 

. CHAP • TO ACC 

. ADD The CHAR « TO THE 

.FIRST ROW ADDRESS 

.IF A CARR/ OCCURED ADD TO 

. THE DATA HIOH 

.H-L POINTS TO LINE FED ROW 

•RUT CURSOR TO LINE FED ROW 


.POINT H-L TO LAST ROW« 

. BEFORE SCRATCH TABLES 
, TEST FOR THE LAST ROW 
. .JUMP TO ZERO LAST ROW IF TP 
. INCREMENT TO NE/T POW 


POINT H-L TO FIRST ROW# 

IS FIRST LOW = TO LAST ROW 
.JUMP TO ZERO FIRST R 
INCREMENT TO NEXT POW 
POINT H-L TO SOSO POW 
00 TO INCREMENT ROW ROUTINE 


.PUT FIRST ROW# TO ZERO 
.POINT H-L TO SOSO ROW 
.00 TO INCREMENT ROW ROUTINE 


.NEW ROW START INTERRUPT 


POINT D-E TO CRTCROW « 
.LOAD ACC WITHCRTC ROW # 
.UP'z, DATA ADD HJi^H TO E 
.ROW DATA HIOH INTO ACC 


ACC TO N R S DATA LOW 

N R S DATA ADD LOW TO E REG 

ROW DATA LOW TO ACC 

N R S DATA ADD LOW INTO L 

STORE N R S . TO CRTC 

RESET NFS A»JD VERT INTER' 


TEST FOR CRTC MA/ ROW 
IF TFUE ZERO ACC 
INCREMENT TO NE/T ROW 
STORE NE/T ROW NUMBER 


446 02A4 1E62 HOME 

447 02A6 lA 
44S 02A7 IE61 

449 02A9 12 

450 02AA C0S302 

451 02AD SEOO 
4^2 02AF 3265SF 
45S 02B2 CSBSOl 


02B'5 lEtZ SWAP 

02B7 CDS202 

02BA 2266SF 

02BD 1E61 

02EF CDS202 

02C2 IE6S 

02C4 I A 

02C5 5F 

02C6 7C 

02C7 12 

02CS 7B 

02C9 CfeSO 

02CB 5F 

02CC 7D 

02CD 12 

02CE 2A66SF 

02D1 1E61 

02D3 lA 

02D4 ZF 

02D5 7C 

0206 12 

02D7 7B 

02DS C6S0 

02DA 5F 

02DB 7D 

02DC 12 

02DD CS9S02 


486 

4S7 02E0 1E6S 

488 02E2 lA 

489 02E2 FEOO 

490 02ES CAEE02 

491 02E8 2D 


. MOVE REFEREfJCE ROW TQ H-L 
.RUT CHAR # BACK 
. TO ZERO 

. RUT CURSOR HOME 


ROIfJT D-E TO ROW SAVE « AfiD 
RijT IN H-L REO 
S'^ORE ROW SA';E • TO TEMP 1 * 
POINT D-E "^0 SOSO ROW • AND 
PUT ADDPESS IN H-L PEO 
POINT D-E TO POW SAVE # AND 


POIN'^ The D-E REO CHAC 

TEf r-p r^£.p. » = 

TO ZERO .".'MR IF TcjE 
DEORFMEN'' O^AR • 

STORE OEOREMENTF^. chap • 

DEO H-_ co.p NEW O'JRSOR i_0 


.POINT D-E TO FIRST ROW 
.LOAD 1ST ROW « INTO ACC 
POINT D-E TO CRTCROW # 

. UPDATE CRTCROW # 

. REMOVE MARKER 

.POINT H L TO CRTC FIRST 


02FI E£ .-RCUR 

02F2 2E41 
02F4 7£ 

02FT 22 
02F4 BE 
0D'F7 CA0803 
02FA 2£ 

02FB feoO BAC^'l 
OD'FD CAiEOl 
020-0 2D 


RESTORE ACC AND FlAOS 


0211 7E 

0212 FEC-0 
0214 CA2A02 
0217 SS 


021S 2E61 
021 A 7E 
021B C2FB02 


RETURN 
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i CHANCE 8080 ROW i 
i TO 230 AND STORE 
iJUMP TO POINTER EXCHANGE ROU 


A 0007 
B 0000 
BieOO OOF2 


j PUT THE 1ST ROW TO 
i 17H. 

iJUMP TO S080 ROW » STORE 


iPUT ROW DATA IN H-L REG 
i INTILI2E LOOP COUNTER, 
i STORE ASCII SPACE IN MEM. 
i DECREMENT LOOP COLINTER. 
i RETURN IF ZERO BIT IS SET. 
iNEXT LOCATION 
i CLEAR NEXT LOCATION. 


BAUD 0093 
CHARNU 0063 
CLROWl 0336 
CRTCRO 0064 
FIRSTR 0062 
HMCUR 0087 
INIT 003B 
IVERTR 0354 
LDHLl 0283 


CLRAM 0042 
CLR0W2 033B 
D 0002 
FR048 0324 
HOME 02A4 
INTACE 014A 
L 0005 


RESET 0352 
R0W80e 0061- 
SCROLL 0205 
TEMPI 0066 
UPSCL 0308 
ZFRO 021E 


CLRAM I 004C 
CLR0W3 01C4 
DONE 0376 
FUNC 0170 
I MASK 0068 
INTKB 0136 
LASTRO 0060 
LOOP 0244 
L00P4 033D 
M 0006 
NXROl OlDC 
RESETl 0370 
ROUSAV 0065 
SP 0006 
TEMP2 0067 
VERTI 024F 
2LR0 0219 


NO ERROR LINES 
SOURCE CHECKSUM » 403F 
OBJECT CHECKSUM “ 0F51 
INPUT FILE 1.CRT80A. SRC ON JIMFM 
OBJECT FILE 1: CRT80A. LM ON JIMFM 


E 0003 
H 0004 
INCRO 01E5 


R048 031E 
ROZERO 01D7 
START OOC'O 
UPCUR 02FI 
ZCHAR 01F3 
ZROW OlFB 


589 0370 IF RESETl. RAR 

590 0371 E67F ANI 07F 

591 0373 C36403 JMP BACK2 


i LOAD 1 ST ADD, OF 8080ROW TO 
iSET COUNTER 
i GET CHAR. 

;CK BIT 8 STATUS AND INVERT 


;MASK BIT 8 HIGH 
; STORE MOD. CHAR TO MEM 
i POINT TO NEXT MEM 


DEFINITIONS 


REFERENCES 


ACE — Asynchronous communication element 

CRTC — Cathode ray tube controller 

Video Page — Visible screen data 

Video RAM — Entire portion of RAM used only 

for display 

First Row # — Address for top row of video page 

Last Row # — Address for bottom row of video page 

CRTC Row # — Address for next row load 

8080 Row # — Address for cursor row 

Character # — Character location in a row 

XXXH are hexidecimal numbers 


National Semiconductor Data Sheets: 

DP8350 Series Programmable CRT Controllers 
INS8250 Asynchronous Communications Element 
DM8678 Bipolar Character Generator 
INS8080 Assembly and Reference Manuals 

National Semiconductor Application Notes: 

Simplify CRT Terminal Design with the DP8350, 
AN-198 


DM8678 Bipolar Character Generator, AN-167 

Data Bus and Differential Line Drivers and Receivers, 
AN-83 

Transmission Line Characteristics, AN-108 


Hardware Reference Manual BLC 80/10 Board Level 
Computer. National Semiconductor Microcomputer 
Systems Chapter 6 — System Interfacing. 
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Graphics Using the DP8350 National semiconductor 

^ Application Note 212 

Senes of CRT Controllers chariescarinam 

December 1978 



The DP8350 CRT Controller series is a versatile building 
block for both low and high-end CRT terminal applica- 
tions. This application note demonstrates how the 
DP8350 may be used in CRT graphics applications. 
Although this presentation is general, when specific 
examples are given the DP8350 ROM programmed 
version of the DP8350 series will be used (80 characters 
per row, 24 character rows, 5x7 character, 7 x 10 
character field size). 

BACKGROUND INFORMATION 

The basic function of the DP8350 CRT controller is to 
control the elements of the "video loop" (Figure 1). A 
memory address generated by the CRT controller is 
presented to the CRT memory, which stores a record of 
what appears on the CRT display. The character gen- 
erator converts this stored information into serial video 
data to the CRT monitor. The intensity of the CRT 
electron beam is modulated by this video data and its 
position is controlled by the horizontal and vertical sync 

pulses generated by the CRT controller. , 

\ 

The CRT screen video area is divided into character cells 
(Figure 2). Each cell has a unique CRT memory address. 
The DP8350 must present the correct character cell 
address to the CRT memory at the appropriate CRT 
beam location. Use of the line counter outputs of the 
DP8350 make possible the subdivision of each char- 
acter cell address into the unique scan line of the present 
CRT beam location. 

For the DP8350 and its unique internal ROM program 
format, each character cell is composed of 70 dots (7 
dots wide and 10 dots high) Figure 3. When using the 
DP8350, each of these dots may be active video data. 
Typically however, in alphanumeric display systems, the 
character generator will provide cell to cell character 
spacing on the CRT screen by blanking some number of 
rows and columns of dots. That is why the DP8350's 
7x10 dot field is used with a 5 x 7 character generator 
(2 horizontal and 3 vertical dot spaces). 

In fact, it is the character generator that restricts the use 
of the full character cell dot field, not the DP8350! 
Using a character generator which allows video on every 
scan line and all dots of the cell width, makes graphic 
capability possible. This type of graphic display genera- 
tion is called "character generator graphics." 

All of the dots on the CRT display may also be inde- 
pendently controlled by a separate CRT memory address 
location; this is called "memory mapped graphics." 


Both of these graphics display generation techniques will 
be discussed here, with demonstrations of how the 
DP8350 series may be used to reduce total component 
count. 


CHARACTER GENERATOR GRAPHICS 


In this graphics system (Figure 4) the character generator 
block contains a ROM that has been programmed with 
graphic symbols whose size is contained within the 
character cell size. This ROM may at the same time 
contain alphanumeric characters that do not use the 
full character cell size. 

The block representation and operation of this system is 
the same as the alphanumeric's system previously de- 
scribed. The CRT memory presents the same character 
cell data to the character generator on every scan line of 
that character cell address. The character generator ROM 
is organized with addresses defining a particular symbol 
and addresses defining which scan line of a character row 
the CRT electron beam is currently on; thus defining 
the video data for that scan line of the symbol. The 
scan line address data comes directly from the DP8350. 
The parallel data that results is video data for that screen 
address cell width. This data is then serially shifted to the 
CRT monitor with a parallel to serial shift register. 

This system allows every scan line of a character row to 
have active video information; thus the graphics symbol 
may be programmed to all sides of the character cell 
providing continuity from cell to cell both horizontally 
and vertically. At the same time, the alphanumeric's 
character may be programmed with cell to cell spacing. 

Character generator graphics is the simplest most cost- 
effective approach to CRT graphics. It requires a mini- 
mum of software development and hardware support. 
The DP8350 CRT controller provides all the required 
timing and control pulses for the CRT memory, character 
generator, and CRT monitor. 

Graphics capability with this system, however, is some- 
what limited since individual dot control is not possible; 
only character cell symbol control is available. This 
system does apply well in such applications as bar 
graphs, circuit schematics, or flow charts and when 
these need to be combined with alphanumeric data. 
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FIGURE 1, Elements of the "Video Loop' 
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FIGURE 2. CRT Screen Cell Address Map Presented to 
CRT Memory by the DP8350 (Top of Page Register 
Contains Address 0) Character Cells Per Row = 80 
Character Rows Per Frame - 24 
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FIGURE 3. The DP8350 Character Cell is 
7 Dots Wide and 10 Dots High 



FIGURE 4. Character Generator Graphics 
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CHARACTER GENERATOR GRAPHICS-WITH 
LINE BUFFERS 

Modification of the character generator graphics block 
diagram is possible with the addition of a recirculating 
line buffer placed between the CRT memory and the 
character generator (Figure 5). In this case the character 
generator addresses for a character row are loaded 
serially into this shift register on the scan line before the 
first video scan line of a character row. These addresses 
are then recirculated for the number of scan lines per 
character row minus one (then the next character row of 
addresses is loaded). This system allows access to the 
CRT memory by the system controller on all but one 
scan line of a video character row. In contrast, the 
system previously described would have allowed access 
only during blanking intervals. In systems that require 
heavy access to the CRT memory to update screen 
information, this approach is very attractive. 

In this case, as before, all the required control pulses for 
the "video loop" are provided by the DP8350 CRT 
controller. 


a system will be greater— both software and hardware. 
In any case, the DP8350 easily adapts to such a system 
as demonstrated in Figure 6. 

In this approach, if you subdivide each character cell 
such that each scan line of the cell may be independently 
addressed, then from the CRT memory block instead of 
8 bits of data defining a character cell code to the 
character generator, you get 8 bits of direct video data. 
Then the CRT memory block serves double duty— CRT 
memory storage and symbol or character generator. All 
that is left to do is convert this parallel video data to 
serial video data as before. 

In the case of the DP8350 internal ROM format program, 
each cell is 7 dots wide; thus only 7 bits of video data 
are needed per character cell/scan line address. The 
DP8350 addresses the memory block as before with the 
character cell address, but in this case also with the scan 
line address. In this manner, the DP8350 series has a 
maximum address capability of 16 bits (64k). 

VARIATIONS 


MEMORY MAPPED GRAPHICS 

If a very high resolution graphics display is required, 
every dot of the CRT display may be independently 
controlled. In this case, every dot of the CRT screen 
may be mapped to a specific CRT memory data bit— thus 
the name Memory Mapped Graphics. This type of 
system is obviously a more costly type of graphics, since 
to control every dot not only is there a need for more 
CRT memory, but the rhicroprocessor overhead in such 


If memory mapped graphics is desirable but standard 
■ alphanumerics is also required, combination of these 
techniques is possible. For example, if only a small 
portion of the CRT screen need be memory mapped and 
the remainder can be character generator alphanumerics 
and/or graphic symbols. In this case a higher order data 
bit from CRT memory defines whether the lower order 
data bits are graphics video data or ASCII and graphics 
symbol code. Figure 7 is a block diagram of such a 
system. 



FIGURE 5. Character Generator Graphics (With Line Buffer) 
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DOT FREQUENCY 
CRYSTAL 


FIGURE 6. Dot by Dot (Memory Mapped) Graphics 



FIGURE 7. Combined Character Generator and Memory Mapped Graphics. 


SUMMARY 

This application note has demonstrated 2 basic graphics 
techniques that may be implemented using the DP8350 
CRT controller. Variations to these techniques are 
possible such as changing character cell sizes and sub- 
dividing the character cell into dot blocks. In most cases, 
these variations are done to decrease hardware or soft- 
ware overhead. Since the DP8350 series of CRT con- 
trollers offer display format flexibility through internal 
ROM program variations— the device adapts equally well 


to these graphics variations as it does to the standard 
applications. 


The fact that all the required control functions for the 
"video loop" are contained within the same chip— the 
DP8350-makes it very effective in these types of appli- 
cations; as a result it will produce the minimum chip 
count and cost. 
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Graphics/ 

Alphanumerics Systems 
Using the DP8350 


National Semiconductor 
Application Note 243 
Mike Evans 
April 1980 



This application note summarizes some CRT terminal circuits, each with an increasing degree of graphics 
capability, and then goes into detail to describe a system having full graphics capability, with all dots individually 
programmable. All these applications use the DP8350 CRT Controller. 

Here are some of the features of the full graphics system. 


Hardware Features 

• The hardware is designed for a 24 row by 80 
column display, with 7 dots per column and 10 
lines per row 

• All ICs are made by National Semiconductor 

• Low I.C. cost, all parts readily available 

• Fits on one standard BLC80 (SBC80) card 

• System performance only limited by software 

• 8080 Mnemonics — useable with STARPLEX or 
Intellec Development Systems 

• All graphics programs very fast 

Example: One dot takes SOO^s maximum to 
plot 

• During display time, each 7-dot cycle may be 
shared by the microprocessor 

• 8 bit word comprises MSB as attribute and next 
7 bits as 7 dot word of a character line 

• Can input display data serially or parallel 

• Can output display data serially or parallel 

• Baud rate programmable from 110 to 56k baud 

• Can be used as slave to main system 

• Can copy characters from alphanumeric ROM or 
symbol EPROM 

• 13k bytes of RAM available for user software or 
back-up display storage 

• Analog inputs — joystick or waveforms 

• Easily expandable to color graphics 


Software Features 

• The software is programmed for any display 
configuration of rows, columns, dots per column 
and lines per row. The hardware is designed for a 
24 row by 80 column display, with 7 dots per 
column and 10 lines per row. 

• Can perform most dumb terminal functions, 
including scrolling 

• Simultaneous display of alphanumerics and 
graphics 

• Identical terminals can display same information 
with inputs from either 

• Can save displays in computer storage 

• Can load displays from computer storage 

• Can erase any part of display or all of it 

• Can draw a rectangle linking any 2 horizontal and 
2 vertical coordinates 

• Can transfer in 1/10th second max any area of 
display to any other area or to/from back-up 
display storage 

• Smooth movement of subject In any direction 

• Immediate display of fixed diagrams 

• in-system emulation of programs available 


The DP8350 CRT Controller provides incrementing video 
addresses starting from the Top of Page address, or 
from a new Row Start address. These addresses and the 
Cursor address are loaded into their respective regis- 
ters from the address bus. All video control signals are 
provided by the 8350, so that apart from the crystal oscil- 
lator, no extra video circuitry is required. 


The DP8350 has so far been considered to be useable 
only in dumb terminals, whereas in fact is is easy to 
adapt it to more complex terminals with full graphics 
capability. Following is a summary of the functions of 
the various combinations of alphanumerics/graphics 
displays beginning with a dumb terminal using a monitor 
with 24 X 80 characters. 


5-48 



Dumb Terminal 

The basic dumb terminal design is shown in Figure 1. 
Usually the microprocessor loads the Character Position 
RAM (or Refresh RAM) only during horizontal or vertical 
blanking, or during the last 3 lines of a row. The CRTC 
then sequentially addresses this RAM during display 
time. The ASCII data from this RAM (for the character 
selected) is outputted to the ROM of the Character Gen- 
erator. The 7-dot word of this character for the line being 
displayed is then loaded into a shift register, and shifted 
out as video to the monitor during the next 7-dot cycle. 
The ROM, line counter and shift register can be one 1C, 
such as the DM8678 DAB Character Generator, which 
contains all ASCII upper case characters. 


The logical choice of CRT Controller for this simple CRT 
terminal is the DP8350, which mates perfectly with the 
DM8678. The most common application is for a 24 row by 
80 column display with the character field comprising 
of 10 lines each of 7 dots. The character itself occupies 
7 lines each of 5 dots, leaving 3 lines for vertical charac- 
ter spacing, and 2 dots for horizontal character spacing. 

Refer to AN198 and AN199 for further information on 
alphanumeric applications of CRTs. 



ItSfjs BLANKING 


SOmsLINEL 


is^s blanking L + 1 


liPCAN 

: H USE ADORE! 


-CRTC ON ADDRESS BUS- 


Figure 1. Simplest CRT Terminal 


Disadvantages for Graphics 

• Only characters in the Character Generator ROM can be seiected 

• Characters not continuous to adjacent fields 

• Microprocessor thru-put 30% of maximum — not desirable for graphics 
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Alphanumeric Characters with Extra 
Symbols 

When characters or symbols are required that are 
different from those in the ROM, then an extra EPROM 
such as the MM2716 can be added as shown in Figure 2. 
The standard characters can be selected from a sepa- 
rate ROM such as the MM52116FDW which contains all 
128 standard ASCII characters. The EPROM is pre- 
programmed with additional characters or symbols. The 
8350 outputs sequential addresses to the Refresh RAM, 
and each address is two dot cycles ahead of the shifting 
dot word. 


The data out from the RAM must be valid 150ns after 
each address change. The MSB of the data selects ROM 
or EPROM, and the remaining 7 bits select the character. 
The line of the character is decoded from the 4-bit line 
counter outputs coming from the 8350. The ROM/EPROM 
now has 640-1 50 ns (>450 ns) to output the valid dot word. 
This has to be latched into an octal latch and held for one 
dot’ cycle before it can be loaded Into the 7-bit shift 
register. The dots are then shifted out in the dot cycle. 



Refresh RAM MSB: 

0 selects alphanumeric ROM 

1 selects symbol EPROM 

Figure 2. Fixed Character ROM + Symbol EPROM 

Disadvantages For Graphics 

* Fixed graphics possible with continuous display, but limited to 128 different characters, and 128 standard alphanumerics, 
for all 1920 positions. 

* Also it is not possible to change charactersfsymbols once the EPROM has been programmed. 

* The Microprocessor is still slow thru-put. 
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Limited Graphics Terminal 

To be able to generate any graphics symbol, a character 
RAM must replace the fixed ROM characters. Charac- 
ters or symbols can be loaded into the RAM as required 
from a ROM or a pre-programmed EPROM like the 
MM2716 (refer to Figure 3). But now, new graphics 
characters can be written into the RAM from the Micro- 
processor. These can either, be derived internally from 
the nP or obtained directly from peripherals (such as 
serially to an Asynchronous Communications Element 
like the INS8250, or parallel from an external I/O port). 


This limited graphics application thus requires two 
RAMs, the Refresh RAM (or Character Position RAM), 
and the Character RAM. The Refresh RAM outputs the 
selected character address, and the 8350 line counter 
outputs select the line in the Character RAM. The 7 dots 
outputted from this RAM are latched into the Octal Latch 
and held for one dot cycle. The 8th bit of data can be 
used as an attribute control bit., The 7 LSBs are then 
loaded into the 7-bit shift register. 


4-BIT LINE 
COUNTER 


MM2716 

CHARACTER/ 

SYMBOL 

EPHOM 


MM52116F0W 

ALPHA- 

NUMERICS 

ROM 


FROM PERIPHERALS ' 


CHARACTER 

RAM 


OCTAL LATCH 

VIDEO 

REGISTER 



Figure 3. Character RAM with ROM/EPROM Look-Up 


Disadvantage for Graphics 

• Only 256 possible characters per display, with the 8-bit data bus, but can re load different characters for a new frame. 
Advantages 

• Can now load standard characters or symbols from EPROM, either at switch-on or during normal running. 

• Can also load characters/symbols/graphics from the ^P or peripherals, e.g., to create graphics drawings to connect to 
adjacent positions. 

• Can now be a very fast system — by isolating the ^P address bus from the CRTC address bus, the fjP can share the dot 
cycle with CRTC. 

• Refresh RAM and character RAM can be made the same 1C by using one 8k x 8 quasistatic RAM. 
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With the new 8k x 8 quasistatic RAMs such as the 
NMC4864, the first quarter can be used as a Refresh 
RAM for the 1920 character positions. The RAM data 
outputs containing the character address can then be 
latched into an octal tri-state latch. If the 8350 address 
bus is then disabled, the octal tri-state latch can feed 
back to the RAM second half address inputs, along with 
the enabled 8350 line counter outputs. The data out 
from the RAM now contains the next 7-dot word to be 
displayed and this is then loaded into the shift register. 
This takes the last two thirds of the dot cycle, the first 
third is for the pP. With the fast cycle time of the quasi- 
static RAMs this 3 part cycle can easily be accom- 
plished in one 7-dot cycle. (Refer to Figure 4.) 


With the method just described it is only possible to 
display 256 different characters for any one page, 
because each character consists of 10 lines, almost 
filling the second half of the quasistatic RAM. If this is 
acceptable, then a limited graphics terminal can be 
easily implemented using a microprocessor, with one 
MM2716 instruction set EPROM, one MM52116FDW 
character ROM, one MM2716 symbol EPROM, one 
DP8350 CRT Controller, the NMC4864 quasistatic RAM, 
and a DM74166 shift register. The logic and drive 
circuitry required to control the sequencing comprises a 
further 15 SSI ICs. This application has not yet been 
built, awaiting availability of the quasistatic RAMs. 
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Figure 4. Limited Graphics Using a Buffered CRTC Address Bus and a Quasistatic RAM 

Advantages 

• Only one 1C, an 8k x 8 quasistatic RAM, used for both the refresh RAM and character RAM 

• Fast, although may be in the wait state for a maximum of 600ns. This is no problem because the fastest itP instruction 
cycle is l^s, so there will be no effect on maximum thru-put. 

Disadvantages 

• No quasistatics available at the time of writing 

• Full graphics capability not possible 
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Full Graphics Capability 

We need to be able to select any dot on the display, for 
full graphics capability, while still using the CRT 
controller to sequence every line of every row, as it does 
in the simple terminal (See Figure 5). 

With the standard 24 X 80 character dispiay, fuii 
graphics can be achieved by using a 24. (rows) by 80 
(columns) by 10 (lines) address RAM, and selecting the 7 
dots as the data word for the character position on the 
display and the line of that character position. 

This means that alphanumeric characters can be 
displayed in exactly the same format as with a simple 
terminal, by copying the character from ROM or EPROM 
into the selected 10 line by 7-dot field, line by line. 


Full graphics capability Is also easily implemented 
once the relevant software algorithms have been 
determined. 

So for full graphics, every dot is one bit of memory. 
There Is no refresh RAM, refer to Figure 6. The CRTC 
scans through the Display RAM, a line at a time for each 
row on the CRT, causing the RAM outputs to be read 
every 7 dot cycle. The RAM output is shifted out two dot 
cycles later. The microprocessor may write into the Dis- 
play RAM each 7-dot word, with “I’s” representing dots. 



DOT IS AT LINE L. DOT d 

CHARACTER POSITION IS AT ROW r. COLUMN c 


Figure 5. Full Graphics Capability Requires Individual Dot Selection 



Figure 6. Full Graphics System 
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CRTC Address Bus Configuration 

The particular RAM address to be written into is 
determined by its 10x7 character field position and the 
selected line of that field; refer to Figure 7. 

The 11 least significant addresses Aq to A^g contain 
character position information from position 0 to 1919, 


and the next 4 addresses A^, to A ^4 are the 8350 line 
counter outputs via a tri-state buffer. The most signifi- 
cant bit, Ai 5 is used to select the RAM when HI, and the 
EPROMs and peripherals when LO 
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Figure 7. RAM Addressing 
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Graphics Design Criteria 

In the simple CRT applications, the microprocessor is 
used mainly to re-write the Refresh RAM as new infor- 
mation is fed in, either from the keyboard, or from the 
main computer (via ACE). The can still be used in this 
application for alphanumerics/graphics, but it is also 
desirable if it can perform graphics computations, such 
as drawing lines from the inputted coordinates. 

This requires the microprocessor to be able to write 7 
dot words quickly to the Display RAM. The best way to 
implement this is to time multiplex the dot cycle with 
the CRTC so that whenever the ^^P requires access to 
the Display RAM, it mereiy waits for its slot in the next 
dot cycle, which could be up to 640ns later. The infor- 
mation is either written or read after 360ns, that is a 
maximum of Ips after the memory access request, 
which is fast enough. Now the no longer has to wait 
for bianking to be able to operate, it continues its normal 
operation and only enters the WAIT state during RAM 
access. Although this is for up to 1^s, in fact it is in 
general invisible because the f^P memory access takes 
at least 700ns. 

The Microprocessor 

The 8080A-2 was chosen for the following reasons: 

• FAST — takes 21.84 MHz (2 x 8350 frequency) divided 
by 9 (in the 8224), to give a clock cycle of 2.427 MHz, 
i.e., 0.41 /^s per microcycle, or 1.6 ms for a short 
instruction 

• Software can be developed on STARPLEX^m or 
Intellec Development Systems 

• INS8080A-2, DP8224 and DP8238 are low cost and 
available from National 

• Associated circuitry previously designed in 
Application Note AN199 

Note the DP8238 has advanced MEMW mode — 
desirable so that the microprocessor can go into the 
WAIT state earlier in the write cycle. 

Interrupts 

The INS8259 is ideai as as an Interrupt Controller, 
because most interrupt signals in the system are 
positive going, saving D-type flip-flops. It can also be 
used to mask off interrupts when necessary. 

Interrupt Priority 

1) Horizontal Sync from the 8350, highest priority if row 
start has to be quickly changed, normally masked off 


2) Paralleled 8-Blt I/O Port, highest priority if CRTC card 
is part of a master system, otherwise masked off 

3) Vertical Sync from the 8350, normally highest 
priority, need to quickly change the Top of Page 
register for scrolling, to change the display before 
the new frame begins 

4) ACE, INS8250 — during serial block transfers this 
will take highest priority 

5) Keyboard — the time to press the keys is much 
longer than the interrupt wait time so can be low 
priority 

6) A/D Converter — time for conversiqn is lOOfiS so 
again can be low priority 

Display RAM 

The system requires a RAM with 24 x 80 x 10 addresses, 
each of 8 bits (representing 7 dots -f 1 attribute bit), and 
a cycle time of 640ns/2 or 320ns. Using static RAMs 
19.2k bytes would require 40 ICs, whereas using dyna- 
mic RAMs 16 ICs are necessary, totalling 32k bytes. 
This leaves 13k bytes available as spare RAM. 

Advantages of Dynamic RAMs 

• Only 16, 16-pin packages instead of 40, 18-pin 
packages 

• Less than $10 for 16,000 bits 

• Fast access and cycle times using the MM5290-2 
(average cycle time is 320 ns). Even faster times with 
the 5V only 16k MM5295 

• Standby current only 5% of operating current 

• Less average power dissipation than for static RAMs 

This means average power dissipation is 30 mA x 12V x 
V 2 X V 2 X 16 or 1.5W for all 16 packages (only one bank 
is accessed per cycle by the CRTC for half the dot cycle 
time). For 40, 4k x 1 static RAMs, average power is 
80mA X 50V X 40 or 16W. Note that if the MM5295 5V, 
16k X 1 dynamic RAM is selected, power dissipation will 
be even further reduced, with access and cycle times 
about half the 3 rail version. 

Disadvantages 

• Not easy to interface to 

• Need to be refreshed every 2ms — see “Refreshing 
of Dynamic RAMs” 

• 3 supply rails needed, -I-12V, -h 5V, -5V, but these 
are already required for the 8080 
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Refreshing of the Dynamic RAMs 

With 16k dynamic RAMs all 128 rows of every RAM have 
to be refreshed every 2ms maximum to maintain valid 
data. It is possible to manipulate the addressing of the 
CRTC address bus to the dynamic RAM multiplexed ad- 
dress bus, so that there is no need for a separate refresh 
counter. This is because for any display row, the 8350 se- 
quences all 80 characters, starting at line 0 and ending at 
line 9. Thus we can use the 3 least significant bits of the 
line counter outputs (A^i, A^2, A^j, from LCO, LC1, LC2) 
for three of the dynamic RAM row address bits, (corres- 
ponding to lines 0 to 7 of each display row), and the four 
least significant bits of the character position address 
(Ag to A3) for the remaining four RAM row address bits. 
See Figure 8. 

Unfortunately, because 19k addresses are required, it is 
necessary to use two banks of RAM (8 RAMs in each 
bank), giving a total of 32k x 8. This leaves 13k bytes 


available for scratch pad, display storage, and in- 
system emulation of programs. Therefore each row of 
this second bank of dynamic RAMs also has to be 
refreshed. By using address bit A4 to select the bank, all 
rows of the dynamic RAMs are therefore refreshed every 
32 characters, which in fact is eight iines, or in effect 
one row of the dispiay. The worst case is when the 32 
characters are split over two display rows. There is no 
problem during the vertical blanking because the 8350 
still outputs incrementing addresses and LCGA con- 
tinues to activate the control logic. So refreshing still 
continues during blanking. Thus the longest period any 
RAM row goes without a refresh cycie is 65fjs per 
line X 10 lines per rowx2 rows = 1.3ms, which is still 
within the 2 ms maximum at 70 °C. In other words, 
dynamic RAM refreshing is automatically performed by 
the 8350 sequencing the address and no extra circuitry 
is required. 


-80 CHARS - 







ONE 

ROW 


Figure 8. Automatic RAM Refresh 
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CRT Controller 

A graphics/alphanumeric CRT Controller requires the 

following (See Figure 9); 

1) All monitor signals provided — the 8350 provides 
Vert/Horiz sync and vertical banking 

2) Cursor signal — the 8350 has cursor enable 

3) Fast dot clock, a 7-dot cycle clock continuous, and a 
shift register clock only during display — the 8350 
has dot clock, LCGA and LVSR 

4) Line counter output 4-bit, tri-state — the 8350 has 
line counter output (but not tri-state) 

5) Ability to set top of page, row start and cursor reg at 
any time — the 8350 can do this using LD REG, RA 
and RB inputs during the time the hP is on the CRTC 
address bus. RA and RB can be data bus bits DBO 
and DB1, and LD REG can be decoded from the 
address bus 


6) 50 Hz or 60 Hz capability — the 8350 has a frequency 
select input 

7) Incrementing position address, tri-state — the 8350 
has this, with a maximum enable/disable time of 30ns 

This parameter is important in this application 
where it is necessary to switch the memory from the 
CRTC address to the microprocessor address, and 
back to the CRTC address all in one 7 dot cycle of 
640ns. Other CRT controllers are not capable of 
enabling and disabling the CRTC address so quickly. 

Hence the DP8350 requires no extra circuitry apart from 
a Quad Latch to disable the Line Counter outputs. The 
8350 has internal ROMs which determine how many rows 
(24), columns (80), lines per row (IO), and.dots per column 
(7). Versions of the 8350 are available with other combi- 
nations. 
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Figure 9. 8350 Block Diagram 
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System Timing 

The standard timing for the dumb terminal type of 
application is shown in the timing section of Figure 1, 
with the microprocessor inactive during display time. 
This is undesirable for graphics applications where full, 
use of the microprocessor is required for computations 
and peripheral control with very fast baud rate. To deter- 
mine the timing sequence it is first necessary to calcu- 
late the CRTC frequency required for the dot clock. 

CRTC Frequency = d x [c -i- (characters during 
horizontal blanking)] x[(rx I) -t- (lines during vertical 
blanking)] X (line input frequency) 

where d = dots per character, 

c = columns on display 
r = rows on display 
I = lines per row 


For the standard 8350, 
f = 7 X (80 -I- 20) X [(24 X 10) -f 20] X 60 Hz 
= 7 X 100 X 260 X 60 Hz = 10.92 MHz 

This is too slow for the DP8224 which divides the crystal 
frequency by 9 to provide the clock to the micropro- 
cessor. The 8224 frequency can therefore be 21.84 MHz 
as in Figure 10, and this is divided by 2 to provide the 
8350 dot clock of 10.92 MHz, or 91.6 ns per dot. A 7-dot 
cycle is 641ns or 1.560 MHz. This is divided by 2, i.e., 
780kHz, to provide a ciock frequency for the A/D con- 
verter. 

The 8080 frequency is 21.84/9 MHz or 2.427 MHz. This 
frequency is also applied to the ACE to provide the 
clock for the Baud Rate divider. The baud rate is 
determined from 2.427 MHz/(16x Baud Divisor). 




Figure 10. System Timing Control Circuit and Diagram 
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7 Dot Cycle Timing 

Figure 11 shows how the 7-dot cycle time of 641 ns can 
be time multipiexed into two separate controi sequences; 
Microprocessor and CRTC. It is necessary that the new 
7-dot word to be displayed, is avaiiable at the com- 
mencement of the dot cycle shift. Therefore the 8350 
must access the CRTC address bus for the second haif 
of the 7-dot cycle, in fact for the iast 3 dots of the cycle. 
This allows the time period taken by the first 4 dots to 
be used by the microprocessor, so that the microproces- 
sor address output appears on the CRTC address bus for 
the first four dots, but only if a access is requested. 

The CRTC 15-bit address is time multiplexed into 7 rows 
and 7 columns to be applied to the dynamic RAMs, 
using 2 DS3648 muliplexer-drivers, with bit A4 selecting 
the bank. It is therefore necessary to latch in first the 
rows with RAS (Row Address Strobe), and then the 
columns with CAS (Column Address Strobe), for both 
the mP half-cycle and the CRTC half-cycle. All the set-up 


and hold times are met by the circuitry of Figure 12. If 
the ^^P is not requesting RAM access during its half- 
cycle, then RAS does not occur, although CAS still 
does. This is because RAS enables CAS internally in the 
dynamic RAMs, so that if RAS does not occur, the CAS 
has no effect and the RAM remains in standby mode. 
This is also the case in selecting the banks with RASO 
or RAS1. 

In the second half-cycle, the CRTC always reads the 
RAM, so WE remains HI, but in the first half-cycle the mP 
may request a READ or WRITE. WE remains HI for 
READ, and for WRITE remains LO while RAS is low. Note 
that the 8350 outputs the address word two dot cycles in 
advance, and therefore it is necessary to latch and then 
hold the dot word for one dot cycle. It is then latched 
into the 7-bit parallel-in serial-out shift register. The 8th 
bit from the latch can be used as an attribute bit. 


SIMPLE ALPHANUMERIC DISPLAY ' 




1 . SINGLE LINE ^ i 



DISPLAY TIME (SO^s) 




ACTIVE 

INACTIVE 



mP ACTIVE 


-- 

. ' HORIZONTAL 

80 DOT CYCLES 

641 ns ► 

DOT CYCLE TIME 

GRAPHICS/ALPHANUMERIC DISPLAY 

= 


HORIZONTAL 

= === = 

' BLANKING 

BLANKING 





nP FREE TO USE CRTC ADDRESS BUS J 

^ 8350 USING CRTC ADDRESS BUS 

DOT CYCLE „ 

COUNT " 

0 

1 

2 

3 

4 

5 

6 

0 

1 pP CAN READ OR WRITE TO RAM DURING THIS TIME 

1 RAM DATA OUT VALID 1 ' 

DOT CLOCK 

rn 







LJ 



BEGIN NEW DOT CYCLE 


X 





RAM DATA DUS 


»*“'■ > - 


< 


> 


< 


(CRTC a) 


LATCHED 
DATA OUT 

a-2 


DATA LATCHED INTO OCTAL LATCH (FROM ADDRESS a - 1) 



T t 

SHIFT REG. 
INPUT 



DATA UTCKED INTO SHIFT REG (FROM ADDRESS a- Z| 




Figure 11. Memory Control Logic Timing Diagram 
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Figure 12 shows the Memory Control Logic required to 
correctly sequence the control signals and busses to 
the dynamic RAMs and associated components. The 
interfacing from the 8080 microprocessor (via signals 
MEMR and MEMW) is such that whenever the juP 
requests to read or write to the dynamic RAMs, the 
Access Flip-flops access the RAMs at the start of the 
next mP cycle. At the end of these four dots, the 
information has either been latched into an 8-bit latch 
(for READ), or written into the RAMs (for WRITE). The 
READY signal goes active at this time which ensures 
that valid information is read at the end of the jjP cycle; 
refer to Figure 10. Also the fact that MEMR and MEMW 
occur at fixed intervals relative to the dot cycle signal, 
LCGA, means that system contention cannot occur. 
Therefore there is no need for arbitration between these 
two signals when a microprocessor cycle is requested. 

This also applies when selecting the 8350 to change 
Top of Page, Row Start and Cursor. To select any of 
these 3 registers, the pP data bus bits DO and D1 are 
connected to R^ and Rb to select the required register. 


The information to be latched into the selected register 
has to be valid on the the CRTC address bus. Because 
this is time shared with the 8350 address counter, which 
outputs the incrementing display addresses during the 
second half of every 7-dot cycle, the CRTC register 
information has to be valid for the first half of the next 
dot cycle. The CRTC is selected with DS6/7 and MEMW, 
so that REGISTER LOAD occurs just after the CRTC 
register information becomes valid on the CRTC 
address bus. The 8350 spec requires that the address be 
valid 250ns before REGISTER LOAD trailing edge (old 
data sheets do not state this), and that R/^ and Rb are 
valid at the leading edge. Note that the 8350 internal 
address counter can be enabled or disabled within 30ns 
of the ADDRESS ENABLE changing state. 

All the Logic for Memory Control is Schottky, due to the 
very fast timing required in the system. Note that the 
cycle time of the CRTC half-cycle is 270ns, which is less 
than the 320ns specified for the MM5290-2. This 
parameter is specified at 320ns for power dissipation 
reasons, and because the pP is not fast enough to use 
its half-cycle every 7-dot cycle or 641 ns, the average 
cycle time is greater than 320ns 



Figure 12. 8350 Graphics Memory Controi Logic 
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System Configuration 

Figures 13 and 14 together show the system block 
diagram. The peripheral components of Figure 13 are 
used with the microprocessor circuitry of Figure 14. The 
right hand half of Figure 14 is equivalent to the circuitry 
of Figure 12. 

The LS138 address decoder is used for both I/O and 
memory addressing. Referring to Figure 15 address 
map, the peripherals are designated as I/O, and the 
EPROMs, ROM, CRTC and dynamic RAMs as memory. 
With address bit A15 HI, the 32k dynamic RAM block is 
selected. With address bits A14 and A15 LO, the LS138 
outputs are selected. All, A12, and A13 are decoded to 


select which one of the LS138 outputs goes LO, so that 
when memory is addressed, each section is 2k bytes. 
This includes the CRTC which requires 4k bytes from 
3000H to 3FFFH for 2 pages. The top four address bits 
select the CRTC and the remaining 12 address bits are 
latched into the selected register. 

When addressing I/O, address bits A0-A7 also appear 
respectively on A8 to 15, so that with A6 and A7 LO, i.e., 
I/O address OOH to 3FH, each LS138 output is now 8 
bytes selected by A3, A4, and A5. Bits AO, A1, and A2 are 
then connected as required to the peripherals, to select 
the addressed byte. 
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Peripherals 


I/O Port 

IN OOH or OUT OOH select the 8-bit parallel I/O port, which 
basically is two octal latches with tri-state outputs. The 8 
output bits may be connected to a master 8-bit data bus. 
When an external 8-bit data word is latched into the input 
octal latch, an interrupt causes this to be enabled on the 
uPdata bus, when acknowledged with the instruction iN 
OOH. To output to the master databus, OUT OOH causes 
the mP data to be latched into the output latch and this 
also provides an external interrupt to the master system. 
The master can then read this data by enabling the out- 
put octal latch. Data can be transferred fast because the 
I/O port normally has the highest priority interrupt (IR 3 of 
the 8259), when required. 

Interrupt Controller INS8250 

This was also mentioned in an earlier section. At initiali- 
zation, it is set up to remain in the fully nested mode, so 
that only higher priority interrupts may interrupt an 
existing interrupt. Otherwise a lower priority interrupt 
has to wait for the higher one to finish. Normally the 
horizontal sync interrupt to IR2 is masked off if there is 
no need to change ROW START or soft scroll display 
data off the screen line by line. The I/O address to select 
the 8259 can be either 10H or 11 H; refer to the 8259 data 
sheet and the software to determine whether AO is ‘0’ or 
‘T. Each interrupt routine has to end with a SET END OF 
INTERRUPT instruction. 

Keyboard 

The instruction IN 18H reads the ASCII data on the key- 
board after a keyboard interrupt has been acknowledged. 

Serial I/O Using the ACE INS8250 

The INS8250 with its associated EIA RS 232 interface 
allows serial data to be received or transmitted 8 bits at 
a time, with the instructions IN 20H or OUT 20H. The 
baud rate is previously determined as described in the 
software section. Other ACE registers may be 
accessed, by connecting AO, A1 and A2 of the i^P 
address bus to the same designations on ACE, so that 
ACE addresses are from 20H to 26H. During block 
transfers, such as dumping a picture on the screen into 
an external memory, or loading from the memory, the 
higher priority inputs can be masked off for fast 
transfers. 

Baud Rate Switch 

See ‘Baud Rate’ for application, the instruction OUT 
28H will read the 4 switch positions. 

A/D Converter ADC0808 

This 8 analog channel, 8-bit A/D converter, has first to 
be initializeded to commence a conversion on one of 
the channels. Address bits AO, A1 and A2 are used to 
select the channel, so that instruction OUT 3nH starts a 
conversion on INPUT n. The conversion takes about 
100ns with the 780kHz clock, so the nP can continue 
operating during conversion. The END OF CONVERSION 
signal then interrupts the pP, which when acknow- 


ledged reads the 8-bit data with the instruction IN 3nH, 
although n is not important in reading the A/D. 

The A/D converter being only one 28-pin chip, is ideal for 
demonstrating the graphics capabilities of the system. 
For instance, an x-y joystick can be connected to INPUT 
0 and INPUT 1, so that the movement of the joystick 
draws on the screen. 


BYTES 

T, 



: INTERRUPT controller: 

KEYBOARD 


ACE (8 REGISTERS) 
— BAUD RATE 


8 CHANNEL A/D CONVERTER 


Figure 15. I/O and Memory Map 
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System Operation and Software 

The software was developed purely for demonstration 
purposes to show the versatility and power of the 
system. All the software has been tested, but the system 
could be much more powerful with additional software. 
The 13k bytes of back-up RAM are also useful in this 
respect. The software was developed on National’s 
STARPLEX^'^ Development System. The instruction set 
so far is just under 4k bytes, so two 2716’s are used, but 
these may be replaced by 2732's if the chip select pins 
are reconnected, so that extension up to 8k bytes is pos- 
sible with no extra 1C sockets. 

Parameter Definitions 

The software is structured as in Figure 16. The 
philosophy was to make it versatiie, easy to understand, 
and easy to modify or add to. 

The registers are stored in the dynamic RAMs starting 
at FEOOH in the non-display section. The Top of Stack is 
also in the RAMs at the highest location, FFFFH. This 
allows for about 240 nested two-byte PUSHes or CALLS, 
which is comfortable. Any register may easily be relo- 
cated merely by changing its address, similarly any new 
registers may be added to the list. 

The addresses of the various memory and I/O locations 
are also listed and defined in the front section so these 
can be changed as desired. 

For complete versatility, the display parameters are 
also listed in the front section so that any different 
value of parameters from those listed need be changed 
only in this section. The values of the parameters or 
constants are those of the standard DP8350 around 
which the hardware has been designed. 

Thus by defining most parameters in the software once, 
at the beginning, the subsequent routines/subroutines 
will be valid for different appiications and should not 
need to be altered, merely added to. Not many macros 
were used in order to save EPROM instruction space. 

Interrupt Entry Locations 

These are in 8-byte increments beginning at 0010H. The 
16 bytes before this are saved for power-up initialization 
to disable interrupts and set Top of Stack. 


Each interrupt location calls that interrupt subroutine.. 
At the end of the subroutine, the system returns to 
output an END OF INTERRUPT to the 8259, and then 
returns to the original subroutine in progress when the 
higher priority interrupt occurred. If no interrupt was in 
progress, the program returns to the WAIT LOOP which 
enables all unmasked interrupts to the 

Look-Up Tables 

This has three sections. First, the BAUD RATE DIVISOR 
look-up table contains all the 16-bit divisors required for 
baud rates from 110 baud to 19k baud. 

The next look-up table contains PROGRAM LABELS, 
used in the SEARCH FOR PROGRAM subroutine. The 
first row contains all the first characters of the program 
labels, the second row contains the second character, 
up to the fourth row contains the fourth character. Each 
program consists of four characters. 

The third table is the address list so that once the 
SEARCH subroutine has iocated the desired label, it 
alters the program counter to the equivalent section of 
this table, which then calls up the program requested. 



REGISTERS 

PARAMETER 

ADDRESS 

DEFINITIDNS 

CONSTANTS (8350 PARAMETERS) 


MACROS 



INTERRUPT RESTARTS 


LOOK-UP TABLES 


SYSTEM INITIALIZATION 


INTERRUPTS - VERT. KBD. A/D, ACE 


DUMB 

SPCE, RET, HTAB, VTAB, BACK SPCE 

TERMINAL 

LNFD, ATTRIBUTE, CLR ROW RIGHT 

FUNCTIDNS 

SYMBOL, TAB, BAUD, CLR ROW, START. 


DISPLAY SELECTED CHARACTER 


HOUSEKEEPING - WAITS. ENDS 


CONVERSIONS 


ENTER DECIMAL NUMBERS & CONVERT TO BINARY. 
CONVERT Y AND X INPUTS TO DOT ADDRESS, WORD. 
CONVERT A/D CONVERTER INPUTS TO X, Y. 


DISPLAY PROGRAM 
REQUESTS, ETC, 

■X= ' ETC. 

‘NUMBER TOO BIG’, ETC. 


1 

GRAPHICS 

PROGRAMS 

CLSC, LIST, PLOT, BYTE, HCHR, VLIN, HUN, 
DOTS, MOVD, WAVE, RECT, DMPO, DMPI, SAVE 
LOAD, DRAW, PONG, EXT N 


SYMBOLS, DRAWING SEQUENCES 


Figure 16. Graffiti — Software Structure 
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System Initialization 

After disabling interrupts and setting Top of Stack, the 
32k addresses of RAM are cleared one byte at a time, so 
that the screen is blank within half a second of switch- 
on. The cursor is then homed to the first character 
position. First the Top of Page register is set to 0 in the 
CRTC and then the cursor register is set to 0, both in the 
RAM and the CRTC. The column count is also reset. 

The ACE is next set up including the baud rate (see 
Baud Rate section). Next, the Interrupt Controller is set 
up, and after this the system enters the WAIT LOOP 
system, enabling the interrupts to wait for an interrupt. 

Interrupts 

1) Horizontal Interrupt is normally masked off but may 
be unmasked for two reasons: either during scrolling, 
so that each row can be soft scrolled off the screen a 
line at a time, or during editing to delete a row, so 
that a jump in ROW START to the next row has to 
occur every frame at this new row. This new row must 
be loaded after horizontal blanking of the last line 
before the jump row is to begin. 

Note that if the ROW START register is not loaded, 
each row start address is the last display address 
incremented. 

2) Port Interrupt is normally masked off, but must be 
unmasked if transfer of data to a master system is 
necessary. 

3) Vertical Interrupt is used for two purposes. One is to 
scroll the display by one row, once the scroll 
semaphore bit has been set in one of the associated 
subroutines, this is begun at vertical interrupt so that 
screen flicker does not occur. The other is to change 
a graphics dispiay every frame so that smooth transi- 
tion of a subject across the screen is attained. An 
example of this is the program PONG. The flow chart 
for Vertical Interrupt is shown in Figure 17. 

4) ACE Interrupt is by far the most complex because 
data received by this chip then has to be operated on 
to determine what action to take. The flow chart for 
ACE Interrupt is shown in Figure 18. Assuming the 
interrupt is because ACE has received data available, 
the ASCII data is checked for a function input. If not 
a function, but a program is already in progress 
awaiting inputted data, then this character is saved 
in the Input Character register. If the character was 
entered while the cursor was in the first four 
positions of a row, then the character is saved in a 
register determined by the column position of the 
cursor. This saves the character to recall it in a look- 
up comparison later, while searching for a program. 
Unless the ASCII code was a function, the character 
is displayed in the cursor positon (see Displaying 
Characters). 


If the ASCII code entered is a function, then first 
CARRIAGE RETURN is checked for. If negative, then 
all the other functions are checked for and if positive, 
that particular function is executed. If the input is in 
fact a carriage return, then a check is made to see if 
the cursor was in the 5th position, signifying a four 
character graphics program has been requested. The 
system then goes to search in a look-up table for a 
program corresponding to the four ASCII characters 
entered in order. If a program is found, the system 
then calls the requested graphics program and exe- 
cutes it. If not, then a carriage return is executed. 

5) Keyboard Interrupt in most systems is a simple 
subroutine, merely accepting the ASCII data word 
from the keyboard and outputting it to the ACE (see 
Displaying Characters). 

6) A/D Converter Interrupt sets the A/D semaphore bit. 



RETURN 


Figure 17. Vertical Interrupt Flow Chart 
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Figure 18. ACE Interrupt Flow Chart 
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Functions 

A number of dumb terminal functions are available with 
the present software; carriage return, line feed, advance 
cursor, backspace, up cursor, tab 8 postions, clear row, 
clear row right of cursor, scroll up one row, and 
selecting attributes. Attributes available are half- 
intensity characters and character inversion. Each 7-dot 
location has its own attribute bit. 

Baud Rate 

The 4-bit BAUD SWITCH is used to select the BAUD 
RATE at switch on, or during operation if CTL E is 
entered. The then reads the switch setting and loads 
the corresponding 16-bit BAUD RATE DIVISOR into the 
INS8250 Asynchronous Communications Element. Baud 
rates from 110 to 19k are available, and up to 56k is 
feasible if the 8080A-2 /.iP is selected for fast data rates. 

Displaying Characters 

When a key is depressed, the keyboard outputs the 
ASCII code of the key selected, which is read by the fjP 
when the keyboard interrupt is acknowledged. The ^<P 
then outputs the same ASCII data to the INS8250 ACE 
to be transmitted serially via the RS232 interface. This 
can be connected to a main computer, or an identical 
terminal, or back to the serial input of the ACE. When 
the ACE receives the returning 8 bits, it outputs a RE- 
CEIVED DATA AVAILABLE INTERRUPT or RCDA. The re- 
ceived data is then read by the pP, which selects the ASCII 
character from the 128 character ROM (MM52116FDW) 
using the ASCII code as address. The alphanumeric 
character is copied line by line into the dynamic RAM in 
the position of the cursor. 

Initially all RAM locations are ‘O’, and the dots are 
written as ‘T, in a 7-dot word. See Figure 19. Then every 
frame, as the 8350 scans each line, the 7-dot word for 
each character postion is latched from the RAM into the 
7-bit shift register, and outputted serially during the 
next 7-dot cycle so that each ‘1’ appears as a dot. The 
standard ASCII characters are displayed In a 7 line by 5 
dot format or font. The 7 lines are copied line by line into 
the first 7 lines of the 10 line character field, leaving 
lines 7 through 9 as vertical spacing between charac- 
ters. Data bits 1 through 5 are used for characters, 
leaving dots 0 and 6 as spacing between adjacent char- 
acters. The keyed character then appears on the screen 
and the cursor is incremented to the next position. 

Additional Symbols 

An additional 2716 EPROM with pre-programmed 
electronic symbols can be selected instead of the ROM, 
so that circuit diagrams can be drawn on the screen. 
Each symbol in the EPROM can be 10 lines of up to 7 
dots so that each character may be continuous into the 
next — a necessity for circuit diagrams. The EPROM is 
selected by typing CTL Z on the keyboard and then a 
key, which can be either upper or lower case. This then 
displays the appropriate symbol in a similar manner to 
an alphanumeric character. To return to alphanumerics 
again, another CTL Z is required from the keyboard. 

Two sequences are also stored in this EPROM, at 
addresses 1D00H and 1E00H. When either of these are 
called up by the program DRAW, a circuit diagram is 
drawn on the screen. This is an efficient way of storing 


circuit diagrams. Each circuit sequence, requires about 
200 bytes, which is not a lot to cover most of the screen, 
much less than the 19k bytes normally required to save 
every dot. 

Although the symbol EPROM was programmed for elec- 
tronic symbols, other kinds of symbols may be pro- 
grammed into this EPROM, such as mechanical symbols. 

Programming this EPROM is not easy. Assuming ASCII 
characters are to be used to select each symbol,- then 
the addresses Ag,A5, A4must be 100, 101, 110, 111 corres- 
ponding to ASCII codes 4XH to 7XH, where X Is address 
A3, A2, Ai, Aq. The 4 lines LC 3, LC 2, LC 1 and LC 0 go to 
address bits A-ig, Ag, Ag, Ay. The EPROM is selected with 
00011B to A15, A14, A^3, A.,2, A11. In other words, to select 
the first line of character A (41 H), the address would be 
1841H, and for the second line 18C1H etc. 



RETURN 


Figure 19. Displaying a Character 


5-66 











5-67 


AN-243 





AN-243 


INPUT y INTO ACC 


PRINT “NUMBER TOO BIG" 



SET ROW START AT -80 


INC. ROW START BY +80 
SUBTRACT to FROM y 


IS RESULT 
NEGATIVE? 


SAVE ROW START 


A00 10TO RESULT TO 
' OBTAIN LINE NUMBER 


SHIFT LER 3 POSITIONS 
TO CREATE MODIFIED 
LINE NUMBER 


SET MSB TO 1 TO 
ADDRESS DYN. RAMS 
AND SAVE LINE NUMBER 


IS H NOW ZERO? 


THEN COL. NUMBER IS 
256/7 OR 36 REM 4 


SR DOT NUMBER TO 4 


IS H NOW ZERO? 


IS RESULT 
NEGATIVE? 


ADD 7 TO RESTORE 
DOT NUMBER 

ADD COL. NUMBER TO 
ROW START IN H.L. 

H,L NOW CONTAINS 
CHARACTER POSITION 
IN ADDRESSES Aio TO Ag 


ADD SAVED LINE 
NUMBER IN Ai 4 TO An 
WITH Ais = 1 

H,L NOW CONTAINS 
RAM ADDRESS OF 
CHARACTER POSITION 
AND LINE NUMBER 

REG CONTAINS DOT NO. 


|SETCARRY=0,ACC=80HI 


INPUT X INTO H, L 


STORE L IN ACC 
RESET COL NUMBER 


DOES H CONTAIN 
ZERO? ^ 


IS L REG > 
,560-512 OR 48?, 


THEN COL. NUMBER IS 
512/7 OR 73 REM 1 


SET DOT NUMBER TO 1 



SAVE DOT WORD 


OR WITH DOT WORD 
IN RAM LOCATION 


Figure 21. Flow Chart to Add Dot x, y to Display 
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Graphics Programs 

To perform various graphics functions it was decided to 
select the necessary software with four letter program 
labels, followed by a carriage return. As long as the 
label derived starts at the first column of a row, the 
program requested is called up and executed. Some 
programs request information from the operator. PLOT 
is an example of this, where the values Y1 and X1 are re- 
quested by the display. The user types in the desired 
values in normal decimal, signifying the end of the num- 
ber with a carriage return. After both y and x have been 
entered, the program continues, in this case plotting a 
dot at Y1, XI. 

Conversion of Entered Decimal Numbers 

The conversion of the decimal numbers entered and 
saved in the Input Number registers, is performed by the 
subroutine ENTR. First the last decimal number entered 
(obviously units) is tested for ASCII number units and 
then saved. The second number (tens) if entered, is then 
tested and decremented until 0 is reached, and each 
decrement, 10 is added to the total number. Then the 
third number (hundreds) is tested and decremented to 0, 
each time 100 is added to the total. At the end of the 
conversion, H, L register contains the total number in 
binary. This is then saved in the respective register. 

Conversion of 2 Hexadecimal Characters to an 
8-Bit Word 

This subroutine takes 2 ASCII characters each in the 
range 0 to 9, A to F, and converts them to a binary word. 
First, the 3 ASCII code bits are masked off the number 
first entered. This is shifted left 4 times and added to 
the masked off 4 bits of the second number entered. 
This 8-bit word is now 7 dots plus one attribute bit. With 
this method, it is easy to write/read words quickly on to 
the display, in the selected location. This can be 
demonstrated with the program DMPI (dump-in) as in 
the next two sections. 


Display Loading 

The starting address is first entered (anywhere from 
8000 H to FDFFH) by keying in the first two hex numbers 
when requested by B = (byte), no carriage return, then 
the last two hex numbers. This is repeated for the end 
address. The bytes are then entered 2 ASCII characters 
at a time. If the addresses are between 8000H and 
CFFFH, the words will appear on the display. For 
example, 7F will appear as 7 dots, or 83 will appears as 
the 2 right-hand dots with attribute. In this way a picture 
can be loaded on to the display. 

Use of Back-up RAM 

If the DMPI addresses are between DOOOH and FDFFH, 
the information is stored in the back-up RAM. This is 
useful for in-system emulation, for example. By calling 
up the program EXTO (External 0), if a program has 
previously been loaded in the back-up RAM, starting at 
address DOOOH, this program will then be executed after 
EXTO, carriage return. Another use of this section of 
RAM is the storage of different sequences of circuit 
diagrams other than those in the symbol EPROM. The 
program DRAW can then call up the starting address. 

Additional Software 

The power and versatility of this system is easily 
demonstrated with the existing software. This can be 
added to as required with new software, calling up 
existing subroutines where possible. Up to 4k bytes of 
additional software can be incorporated without any 
hardware modifications (other than moving two links to 
select 2732s instead of 2716s). 

Conclusion 

So using all National Semiconductor ICs, at a cost of a 
few hundred dollars, the hardware for an intelligent 
terminal with full graphics capability can be fitted on 
one BLC80/SBC80 size card. The design is easily 
expandable to systems requiring color. The biggest 
modification is to the memory; instead of one bit per 
dot, 3 bits are required for blue, green, and red, to give 8 
possible combinations per dot. A small number of extra 
logic ICs are required, as are minor additions to the 
software. To select the color, a CTL key can be used 
followed by the code for the color. This color will then 
be written until changed by the CTL key. A different CTL 
key followed by a number could previously have set the 
background. 
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NOTES 1. STROBE INPUT MUST BE POSITIVE ( + ) 

2 . ALL DEVICES BYPASSED WITH 

0.1 mF 50VDC CAPACITORS BETWEEN 
SUPPLY VOLTAGES AND GROUND. 

3. UNLESS OTHERWISE SPECIFIED. SSI 
LOGIC POWER AS FOLLOWS. 

Vcc = PIN 14 
GND = PIN 7 

4. FOR SERIAL TRANSFER TO OTHER 
SYSTEMS. LINKE1-E2. E3-E4. E5-E6. 


DP8350/INS8080 Full Graphics Video Terminal System — Peripheral Interface Block 
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DP8350/INS8080 Full Graphics Video Terminal System — Memory Control 










Layout of DP8350/INS8080 Graphics 


Present Capabilities of Alphanumerics/Graphics System 

Dumb Terminal Functions 

** All 128 ASCII Characters Displayable 
** Space 

** Carriage Return 

** Horizontal Tab (— )or(CTLL) 

** Backspace (*-)or(CTLH) 

“Linefeed (l)or(CTLI) 

** Vertical Tab (t)or(CTLK) 

** Select/Deselect Attribute (CTL R) with SW-1 or S-3 

“tab 8 Spaces (Tab) (CTLT) 

“ Clear Cursor Row (CTL X) 

“ Clear Row Right of Cursor (CTL S) 

“ Initialize System (CTL A) 

** Select Baud Rate from 110 to 19,200 Using S-1 and CTL E 
“ Scrolling Upwards 

Non-Standard Character/Symbol Selection 

** By selecting CTLZ, symbols can be displayed for each key of the keyboard, including shifted and control keys. Also 
can deselect back to standard ASCII characters with CTL Z. 








Graphics Programs 

*CLSC: Clears screen only, leaving 13k back-up RAM 

unaffected. 

*LIST: Lists all graphics programs. 

'PLOT: Plots a dot at X, Y. X is the number of hori- 

zontal dot positions from the left of screen, 
from 0 to 7 X 80 for the 8350, i.e., 0 < x < 

559. Y is the number of vertical dots from 
the top of the screen, from 0 to 10 x 24, i.e, < 
0 239. The operator keys in the decimal 

values of Y and then X v/hen requested by 
the display. 

*VLIN: Draws a vertical line between Y1 and Y2 at 

X. These values are entered decimally by 
keyboard when requested by the display. 

*HLIN: Draws a horizontal line between XI and X2 

at Y1. These values are entered decimally by 
keyboard when requested by the display. 

*RECT: Draws a rectangle linking lines XI, X2, Y1, 

and Y2. 

'PONG: Bounces a dot around the screen between 
the four walls of the display. 

'DRAW: Draws a diagram on the screen from a 

sequence'of operations saved in ASCII code 
in memory. The START address of the 
sequence is determined by the first four 
hexadecimal characters entered on the 
keyboard. The address 1D00H selects a DC 
voltage restoring circuit sequence located in 
the symbol EPROM. Address 1E00H selects 
a logic circuit and waveforms. Test 
sequences can be loaded into back-up RAM 
using program ‘DMPI’ at the starting and 
end address entered. This start address is 
then called up by 'DRAW.' The end address 
must contain 0 (zero). 

'SAVE: Saves in the back-up RAM a section of 

display contained within rows R1 to R2, and 
columns Cl to C2. These values are entered 
decimally by keyboard when requested by 
display. The start address in the back-up 
RAM is selected by the first four 
hexadecimal characters entered on the 
keyboard. 

'LOAD: Loads from the back-up RAM to a section of 
display bounded by R1, R2, Cl, C2. These 
values are entered decimally by keyboard 
when requested by the display. The back-up 
RAM start address is selected as in SAVE. 

'DOTS: Plots N dots on any line Y1 at postions XI, 
Y1; . . . XN, Y1; and then any new line 
entered in decimal by the operator. Ends the 
program by entering 0 (zero) when the next 
Y1 is requested. 


Uses the 8-channel 8-bit AID converter to 
monitor the voltages on a X-Y joystick, an 
inhibit-draw switch, and an exit-program 
switch. In the DRAW mode consecutive dots 
are plotted to create a picture as described 
by the movement of the joystick. All these 
input signals are connected to the first AID 
socket. In the inhibit DRAW mode the dot is 
moved around by the joystick as a cursor, 
and by keying in from the keyboard the 
desired charcter, this character will appear 
in the character field of the dot.This moving 
dot can be used to erase existing dots, or 
erase characters by keying 'SPACE' in the 
desired position. To exit the program, set the 
EXIT program switch in EXIT-DRAW mode 
with the Inhibit-Draw Switch in INHIBIT. 

Uses the AID converter to create waveforms 
on the screen when the signals are 
connected to the second AID socket. 

Unloads any part of RAM to an external 
system starting at an address keyed in by 
the operator in hexadecimal characters (four) 
and ending at another similarly entered 
address. The RAM is unloaded 7 dots at a 
time per line of character and converted to 
two ASCII characters and then transmitted 
serially. 

Loads any part of RAM from an external 
source (or the keyboard) starting at an 
address selected by the first four 
hexadecimal characters entered on the 
keyboard and ending at another similarly 
entered address. The RAM is loaded 7 dots 
at a time per line of character, keyed in by 
two hexadecimal characters, for each word. 
The addresses selected can be display 
addresses 8000H to CFFFH or back-up RAM 
addresses DOOO to FFFFH (warning: FEOOH 
upwards are registers and FFFFH 
downwards are stack). Thus a complete 
picture could be loaded on to the display. 
Alternately a program could be loaded into 
back-up RAM at EXTO (DOOOH), EXT1 
(D800H), EXT2 (EOOOH), or EXT3 (FOOOH). the 
characters 'EXTn' can then be typed in on 
the keyboard and this will then select the 
instructions beginning at address EXTn. 

Thus in-system emulation is easily 
accomplished. 

Executes a program beginning at RAM 
address DOOOH. The program must 
previously have been entered using DMPI 
selecting DOOOH as the starting address. 

As EXTO but starts at D800H. 

As EXTO but starts at EOOOH. 

As EXTO but starts at FOOOH. 
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Software Design fora High 
Speed (38.4 kbaud) 

Data Terminai 


INTRODUCTiON 

This application note describes a high speed CRT ter- 
minal designed around the DP8350 CRT controller and the 
INS8080 microprocessor. The hardware is a modified ver- 
sion of the circuit described in Application Note AN-199. 
The software was redesigned and optimized for terminal 
speed and function. In its present form it is upwards com- 
patible with the Hazeltine 1500 video terminal and has a 
limited graphics capability. Furthermore, it is able to 
communicate with a host computer via an RS-232 port, at 
38.4 kbaud, without using fill-in characters or handshak- 
ing. One 2k by 8 EPROM contains all the software required 
to implement the terminal. An optional EPROM can be 
used to add features such as menu display or to transform 
the terminal into a calculator (in the local mode). The 
absence of the second EPROM does not affect the opera- 
tion of the terminal as the software checks for its 
presence. 

DATA TERMINAL FEATURES 

■ Modes: remote/local 

■ Limited graphics 

■ Window scrolling 

■ Line transmitting and local editing 

■ Hazeltine 1500 compatible* 

■ Video display: two pages, 24 x 80 characters/page 

■ Upper/lower case 

■ Scrolling plus screen roll up/roll down 

■ Cursor: blinking (two rates) 

■ Line, character insert/delete 

■ Attributes: dual intensity/inverse video 

■ Full duplex RS-232 port; 110-38400 baud 

■ Keyboard input: 7-bit parallel 

■ Full cursor control and addressing 

■ Cursor enable/disable 

■ Single board (BLC/SBC) compatible design 

*The majority of the software written for the Hazeltine 1500 will run with 

no modification. However, there are differences. 
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UNIQUE FEATURES 

Graphics Capability: The graphics capability of this 
terminal, although limited by the number of symbols (34), 
proves to be very helpful. Typical uses include digital 
waveform generation (e.g., logic analyzer display), and 
graph oriented displays such as histograms. A graphics 
menu is available in the local mode. Entering IQ^ from 
the keyboard will result in a two line menu display. Line 

23 displays upper and lower case characters, while line 

24 displays the corresponding graphics symbols (see 
Figure 3). In local, entering IB will switch the terminal to 
the graphics mode; the ESC key can be used to exit. In re- 
mote mode, the format requirements for graphics display 
generation are summarized by the flowchart shown at 
the bottom of this page. 

The same flowchart can be used in local, if the ‘‘lead-in”^1 
block is omitted. 

Typical transmission sequences are: 

7E, 02, 42, 10, IB 

7E, 02, 63, 10, 10, 10 10, IB 

7E, 02, 42, 8, 8, 8, 4A, 7E, OC, 7E, OC, IB 

All the graphics symbols, along with the upper and lower 
case characters, are coded into one 2716 EPROM. As a 
result, both the character set and the graphics symbols 
may be customized. The total number of available fonts is 
128. The field on each displayed character is 7 rows by 10 
columns. The alphanumeric symbols occupy a 5 by 7 sub- 
field typically, except for those requiring descenders; they 
occupy a 5 by 9 section, while the graphics symbols utilize 
the whole 7 by 10 field. 

Transmit: The data terminal can transmit one line of text 
upon receipt of the 14H code from the keyboard in local 
mode. Alternately, the host CPU can request transmission 
by sending 14H prefixed by the 7E lead-in code. 


^Note that t indicates a control key entry. 
Lead-in code: 7E. 



* ‘Includes the ASCII characters A-Q, a-q, space and DEL. 
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The same function can be used in a reiatively unconven- 
tional way when programming in BASIC. The majority of 
BASIC interpreters used in smali business systems or 
home computers incorporate a line-oriented editor, almost 
adequate for most of the tasks they have to perform. The 
basic problem with such editors is that they cannot 
change the flow of the program easily. In other words they 
cannot change line numbers. This is a shortcoming, as it is 
both annoying and tedious having to retype segments of 
text in order to change the program flow, just because the 
editor cannot handle altering line numbers only. 

This terminal offers an efficient solution to this probiem. 
Simpiy stated, it allows changing line numbers only. Here 
is a brief description of a typical sequence leading to text 
and/or line number modification. Let us assume that a 
BASIC interpreter is used and that the program that needs 
to be changed is in memory. Using the list command, the 
program lines to be modified can be displayed. Now, while 
in the Command Mode of BASIC, the terminal is switched 
to local. The user has effectively at his disposal a screen- 
oriented editor. The cursor can be moved about and text 
changed as desired; that, of course, includes line 
numbers. When the editing is completed, the user posi- 
tions the cursor on the line that was altered and types IT. 
In response, the cursor scans the line, inverting the attri- 
butes. At the same time the line is transmitted to the host 
CPU in the same order as it was scanned, from left to right. 
Attribute inversion serves as feedback to the user. After 
the last character of each line has been transmitted, the 
cursor returns to the beginning of the following line. As a 
result, consecutive IT keyboard entries transmit succes- 
sive lines. Thus, altering the flow of a BASIC program in- 
volves entering the local mode, changing line numbers, 
transmitting the modified program lines, and switching 
back to on-line operation. All this can be accomplished at 
a fraction of the time usually required otherwise. Finally, 
entering similar lines of text such as the ones found in 
“PRINT” statements, can be accomplished easily by 
switching to local, typing the first line and transmitting it; 
then moving the cursor up one line, changing the line 
number along with parts of the text that are different, re- 
transmitting the line, and so on. In this way the user can 
create a long program segment while operating repetitive- 
ly on one line. 

Insert/Delete with Range: This is a rather unusual func- 
tion that can assist in generating psuedo “screen 
window” effects. Specifically, a pre-selected number of 
display lines can scroll while the rest of the display re- 
mains fixed. Each “window” is defined as N lines by 80 
characters, where: 1<N<48, counting from the current 
cursor location to the end of page. The brief BASIC pro- 
gram that follows demonstrates the use of this function. 
In this example the display lines 1 through 4, and 19 
through 24 remain “frozen’.’ The message (100 lines long) 
is displayed on lines 5 through 18, demonstrating the 
scrolling of a section of the display. 

100 PRINTCHR$(&H7E) + CHR$(&H11)-i-“d”; 

110 FOR I = 1 TO 100 

120 PRINT CHR$ (&H7E) + CHR$ (&H1D) -t- CHR$ (&H49) 
-f- CHR$ (12); 

130 PRINT, “WINDOW SCROLLING LINE:”, I, 
CHR$(&H0D); 

140 NEXT I 


80 Character Software FIFO: This is one of the key items 
that allows terminal communication at 38.4 kbaud without 
handshaking. An 80 character first-in, first-out software 
buffer is used. The incoming characters are stored tempo- 
rarily in this buffer, while the microprocessor is servicing 
interrupts. As time becomes available, the characters are 
retrieved from the FIFO and processed. That includes per- 
forming a terminal function or moving an ASCII character 
to the video memory. The software allows for a large 
number of concurrent service requests such as row start, 
keyboard, as well as multiple ACE interrupts. 

Fast Service Routine for Row Start Interrupt: Conven- 
tional row start address look-up and loading are not done 
during the row start interrupt time; instead, a simple row 
counting routine is used. The terminal count (a software 
counter) generates a triggering signal for video RAM wrap- 
around address loading. The use of this technique im- 
proves the system throughput substantially. Cursor and 
Top of the Page address loading (i.e., writing to the appro- 
priate DP8350’s registers) is done during the vertical 
retrace interval. 

Keyboard Controlled Mode Selection: The operating 
mode of the terminal can be selected from the keyboard. 
To aid the user in identifying which mode the terminal is in, 
two cursor blinking rates are used. The low rate indicates 
remote mode; a high rate indicates local. 


Other functions that can be selected from the keyboard 
are: 

1) Upper/lower case. The default mode upon power up is 
determined by reading the SW3 switch setting. 

2) Next page. A software switch that selects for display 
page one or two. 



Read Cursor In the local mode the present cursor loca- 
tion can be displayed on line 2’4, columns 79-80. For exam- 
ple, if the cursor is located on line 8, column 66, entering 
t E from the keyboard will result in a display of “Ag” at the 
bottom right hand corner of the screen. This can save time 
in looking up the ASCII equivalent codes of the X, Y cursor 
coordinates to be used in cursor addressing. (Note that, 
tE = ENQ = 05H.) 


The following is an example of how this could be used in a 
BASIC program. 

PRINT CHR$ (&H7E) + CHR$ (&H11) -f' ‘Ag” 


Upon execution of the above statement, the cursor will 
move to line 8, column 66. 


Menu Display: In the local mode the user has access to a 
menu display that summarizes the terminal’s functions, 
along with the corresponding control codes (see Figure 1). 
This feature is optional and resides in EPROM #2. The im- 
portant thing to note is that various kinds of menu/HELP 
displays can be implemented easily in this fashion. This 
function can be accessed from the keyboard. Alternately, 
a dedicated HELP key (that generates the ID code) can be 
used. 
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FIGURE 1. Sample Menu Display 
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FIGURE 3. Graphics Menu Shown at the Bottom of the Screen 


A complete listing of the software for the “High Speed Data Terminal” can be found on pages 5-84 through 5-103. A HEX dump 
of the character generator set is included on pages 5-82 and 5-83 and the schematic diagram on pages 5-79 and 5-80. 
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CONTROL FUNCTIONS SUMMARY 

Functions 

On-Line / Local 

Remarks 

Cursor Move/Control 

Line feed 

OA / OA 


Carriage return 

OD / OD 


Tab 

09 / 09 


Cursor up 

7E, OC / OC 


Cursor down 

7E,0B / OB 


Cursor ieft 

08 / 08 


Cursor right 

10 / 10 


Home 

7E, 12 / 12 


Home and clear 

7E, 1C / 1C 


Enabie cursor 

7E, 03 / 03 


Disable cursor 

7E, 06 / 06 


Address cursor 

7E, 11,X, Y / 

Remote only 

Read cursor 

7E, 05 / 05 


Insert 

Character insert 

7E, IE / IE 


Line insert 

7E, 1A / 1A 


Line insert with range 

7E, 1D,49,Y 

Remote only 

Delete 

Character strip 

7E, 04 / 04 


Character deiete 

7F / 7F 


Line delete 

7E, 13 / 13 


Linedeletewith range 

7E,1D,53,Y / 

Remote only 

Cleartoendof line 

7E,0F / OF 


Cleartoendof page 

7E, 17 / 17 


Miscellaneous 



Local/remote 

/ 00 

Local only 

Upper/lowercase 

/ 7E 

Local only 

Next page 

7E,0E / OE 


Keyboard lock 

7E, 15 / 15 


Keyboard unlock 

7E, 03 / 03 


Bell 

07 / 

Remote only 

Special Functions 



Function menu 

/ ID 

A summary of available functions and their corresponding 

Graphics on 

7E, 02 / 02 

codes (local mode only). 
Enter graphics mode. 

Graphics off 

7E, IB / IB 

Exit graphics mode. 

Graphics menu 

/ 11 

Line 23 displays upper and lower case characters and line 

Line transmit 

7E, 14 / 14 

24 the corresponding graphics symbols (local). 
Transmits the cursor line and inverts its attributes. 

Foreground follows 

7E, IF / IF 


Background follows 

7E, 19/19 


Clear foreground 

7E, 18 / 18 


Scale 

/ 07 

The line above the cursor becomes a scale (1-80). This is 

Roll up 

7E, 01 / 01 

an aid for graphics and text alignment (local). 

Roll down 

7E, 16 / 16 
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3E 

0 

0 

0 

0 

0 

0 

0 

0 

4DC 

0 

22 

36 

2A 

2A 

22 

22 

22 

o 

0 

0 

0 

0 

0 

0 

0 

4E0 

0 

22 

22 

32 

2A 

26 

22 

22 

0 

0 

0 

0 

0 

0 

0 

0 

4F0 

0 

1C 

22 

22 

22 

22 

22 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

ADDR 

0 

1 

2 

3 

A 

5 

6 

7 

8 

9 

A 

B 

c 

D 

E 

F 

500 

0 

3C 

22 

22 

3C 

20 

20 

20 

0 

0 

0 

0 

0 

0 

0 

0 

510 

0 

1C 

22 

22 

22 

2A 

24 

lA 

0 

0 

0 

0 

0 

0 

0 

0 

520 

0 

3C 

22 

22 

3C 

28 

24 

22 

0 

0 

0 

0 

0 

0 

0 

0 

530 

0 

1C 

22 

20 

1C 


22 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

540 

0 

3E 

8 

8 

8 

B 

8 

8 

0 

0 

0 

0 

0 

0 

0 

0 

550 

0 

22 

22 

22 

'22 

22 

22 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

560 

0 

22 

22 

22 

14 

14 

8 

8 

0 

0 

0 

0 

0 

0 

0 

0 

570 

0 

22 

22 

2*^ 

2A 

2A 

2A 

14 

0 

0 

0 

0 

0 

0 

0 

0 

580 

0 

22 

22 

14 

6 

14 

22 

22 

0 

0 

0 

0 

0 

0 

0 

0 

590 

0 

22 

22 

22 

1C 

8 

8 

8 

0 

0 

0 

0 

0 

0 

0 

0 

5A0 

0 

3E 

2 

4 

8 

10 

20 

3E 

0 

0 

0 

0 

0 

0 

0 

0 

5E0 

0 

E 

8 

8 

8 

8 

8 

E 

0 

0 

0 

0 

0 

0 

0 

0 

SCO 

0 

20 

20 

10 

8 

4 

2 

2 

0 

0 

0 

0 

0 

0 

0 

0 

5D0 

0 

38 

8 

8 

8 

8 

8 

38 

0 

0 

0 

0 

0 

0 

0 

0 

5E0 

0 

8 

1C 

2A 

8 

8 

8 

8 

0 

0 

0 

0 

0 

0 

0 

0 

5F0 

0 

0 

8 

10 

3E 

10 

8 

0 

0 

0 

0 

0 

0 

0 

0 

0 


ADDF 

0 

1 

n 

3 

4 

5 

6 

7 

B 

9 

A 

B 

C 

D 

E. 

F 

600 

10 

8 

4 

0 

0 . 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

610 

0 

0 

0 

1C 

2 

IE 

22 

IE 

0 

0 

0 

0 

0 

0 

0 

0 

620 

0 

20 

20 

20 

3C 

22 

22 

3C 

0 

0 

0 

0 

0 

0 

0 

0 

630 

0 

0 

0 

IE 

20 

20 

20 

IE 

0 

0 

0 

0 

0 

0 

0 

0 

640 

0 


2 

2 

IE 

22 

22 

IE 

0 

0 

0 

0 

0 

0 

0 

0 

650 

0 

0 

0 

1C 

22 

3E 

20 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

660 

0 

4 

8 

8 

1C 

8 

8 

8 

0 

0 

0 

0 

0 

0 

0 

0 

670 

0 

0 

0 

IE 

22 

22 

IE 

2 

1C 

0 

0 

0 

0 

0 

0 

0 

680 

0 

20 

20 

20 

3C 

^2 

22 

22 

0 

0 

0 

0 

0 

0 

0 

0 

690 

0 

8 

0 

18 

8 

8 

8 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

6A0 

0 

4 

0 

4 

4 

4 

24 

18 

0 

0 

0 

0 

0 

0 

0 

0 

6E0, 

0 

10 

10 

12 

14 

18 

14 

12 

0 

0 

0 

0 

0 

0 

0 

0 

6C0 

0 

18 

8 

8 

8 

8 

8 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

6D0 

0 

0 

0 

36 

2A 

2A 

2A 

2A 

0 

0 

0 

0 

0 

0 

0 

0 

6E0 

0 

0 

0 

3C 

22 

^2 

22 

22 

0 

0 

0 

0 

0 

0 

0 

0 

6F0 

0 

0 

0 

1C 

22 

22 

22 

1C 

0 

0 

0 

0 

0 

0 

0 

0 

ADDR 

0 

1 

2 

3 

4 

5 

6 

7 

8 

9 

A 

B 

c 

D 

E 

F 

700 

0 

0 

0 

3C 

22 

22 

3C 

20 

20 

0 

0 

0 

0 

0 

0 

0 

710 

0 

0 

0 

IE 

22 

22 

IE 

2 

2 

0 

0 

0 

0 

0 

0 

0 

720 

0 

0 

0 

16 

18 

10 

10 

10 

0 

0 

0 

0 

0 

0 

0 

0 

730 

0 

0 

0 

IE 

20 

1C 

2 

3C 

0 

0 

0 

0 

0 

0 

0 

0 

740 

0 

8 

8 

1C 

8 

8 

8 

4 

0 

0 

0 

0 

0 

0 

0 

0 

750 

0 

0 

0 

22 

22 

22 

22 

1C 

0 

0 

0 

0 

0 

0 

0 . 

0 

760 

0 

0 

0 

22 

22 

22 

14 

8 

0 

0 

0 

0 

0 

0 

0 

0 

770 

0 

0 

0 

22 

22 

2A 

2A 

14 

0 

0 

0 

0 

0 

0 

0 

0 

780 

0 

0 

0 

22 

14 

8 

14 

22 

0 

0 

0 

0 

0 

0 

0 

0 

790 

0 

0 

0 

22 

22 

22 

IE 

2 

1C 

0 

0 

0 

0 

0 

0 

0 

7A0 

0 

0 

0 

3E 

4 

8 

10 

3E 

0 

0 

0 

0 

0 

0 

0 

0 

7B0 

6 

8 

8 

10 

20 

10 

8 

8 

6 

0 

0 

0 

0 

0 

0 

0 

7C0 

0 

8 

8 

B 

0 

8 

8 

8 

0 

0 

0 

0 

0 

0 

0 

0 

7D0 

30 

8 

8 

4 

2 

4 

8 

8 

30 

0 

0 

0 

0 

0 

0 

0 

7E0 

0 

0 

0 

7F 

0 

7F 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

7F0 

0 

1C 

3E 

36 

22 

22 

36 

3E 

1C 

0 

0 

0 

0 

0 

0 

0 
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TITLE CRT801 





.Mag 1980 



0000' 



ASEG 







ORG 

OOOOOh 






i constants 



OOOA 



LF 

equ 

OAh 


OOOD 



CR 

equ 

ODh 


0020 



SPC 

equ 

020h 


007E 



LINC 

equ 

07Eh 

) laadin coda 

0060 



RMRG 

equ 

low RR48-10W RR1-C2 

0003 



KULCDE 

equ 

03h 

) kbd unlock code 




1 1/0 ports 



0080 



KBDPRT 

equ 

080h 

) kayboard 

0040 



ROWPRT 

equ 

040h 

i row interrupt 

0040 



VERPRT 

equ 

040h 

i vertical interrupt 

0040 



SETSW 

equ 

040h 

1 baud sal. autolf. u/lcasa 

0002 



LCLTND 

equ 

2 

j local indicator 

0001 



BELPRT 

equ 

1 

i ball 




j ace 




9000 



ACEDTA 

equ 

09000h 

1 data 

9001 



ACEITR 

equ 

ACEDTA'^li inttrrupt mask 

9003 



ACECTL 

equ 

ACEDTA■^3i control 

9005 



ACESTU 

equ 

ACEDTA-t-Si transmit status' 




1 ram assignment 



3FFF 



FROWH 

equ 

03FFFh 

> first row rag pair 

3FFE 



FROM 

equ 

FROWh-1 

f 

3FFD 



LROWH 

equ 

FROWh-2 

1 last row rag pair 

3FFC 



LRDU 

equ 

FROWh-3 


3FFB 



CROWH 

equ 

FROWh-4 

i cursor row reg pair 

3FFA 



CROW 

equ 

FROWh-5 

j 

3FF9 



CURH 

equ 

CROW-1 

1 cursor reg pair 

3FF8 



CUR 

equ 

CROW-2 


3FF7 



TOPH 

equ 

CUR-1 

i top of page rag pair 

3FF6 



TOP 

equ 

CUR-2 


3FF5 



NRW 

equ 

TOP-1 

i row counter 

3FF4 



V/CALEN 

equ 

TOP -2 

J vert calc routine enable 

3FF3 



GSYMBL 

equ 

VCALEN- 

Ij graphics symbol 

3FF2 



AULF 

equ 

GSYMBL- 

liauto 1 inef eed. 0~auto If 

3FF1 



LOCLM 

equ 

AULF-1 

; local mode. Oaramote 

3FF0 



ULCASE 

equ 

AULF-2 

iuppar/lower case. 0>lower 

3FEF 



GECNTL 

equ 

AULF-3 

i graphic enable. Oadisable 

3FEE 



KBDLCK 

equ 

AULF-4 

I keyboard lock. 0>unlock 

3FED 



RTECTL 

equ 

KBDLCK- 

1) cursor blink rate cntl 

3FEC 



CUREN 

equ 

KBDLCK- 

2; cursor enab le. 0»of f 

3FEB 



CURTMR 

equ 

KBDLCK- 

3) cursor blinking timer 

3FEA 



FFWCT 

equ 

KBDLCK- 

4. ace fifo word count 

3FE9 



LEADIN 

equ 

KBDLCK- 

Stleadin mode.O*>no leadin 

3FE0 



ICMD 

equ 

KBDLCK- 

6. insert char mode. 0»insert 

3FE7 



CPYCTL 

equ 

ICMD-1 

trow copy direction cntl 

3FE6 



FFWRT 

equ 

CPYCTL- 

It fifo write pointer 

3FE5 



FFRD 

equ 

CPYCTL- 

2t fifo read pointer 

3FE5 



STK 

equ 

FFRD 

t stack 3FE4h down 

3FA3 



LINP 

equ 

FFEND-t-4 

t leadin parameter storage 

3FA2 



LINWCT 

equ 

FFEND+3 

t leadin word count 
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3FA1 



LINFH 

equ 

FFEND+2 

t leadin func jmp addr high 

3FA0 



LINF 

equ 

FFEND-H 

I leadin func jmp addr low 

3F9F 



FFEND 

equ 

03F9Fh 

tace fifo end 

3F50 



FFSTRT 

equ 

03F50h 

tace fifo start 3F50/3F9Fh 

3F20 



FBG 

0(10 

03F20h 

t f ore/bac kground cntl 

3F00 



DMYROW 

equ 

03F00h 

t dummy row 3FOO/3F4Fh 

3780 



FCHR2 

equ 

03780h 

1 page 2. 1st char 




i INTERRUPTS 







0000 

F3 


START: 

DI 


; r«f tart 0 1 

0001 

21‘ 3F00 


LXI 

DMYROW aclr non video ram 

0004 

F9 



SPHL 



0005 

C3 

00E2 


JMP 

INIT 





iroiD interrupt 



0008 

F5 


ROW; 

PUSH 

PSW 

t restart 1 

0009 

OC 



I NR 

C 


OOOA 

C2 

0066 


JNZ 

NOWRAP 

t no wrap arroud 

OOOD 

C3 

0061 


JMP 

VRWRAP 

i do wrap arround 




.•vertical interrupt 


0010 

E5 


VERT; 

PUSH 

H 

t restart 2 

0011 

21 

3FF5 


LXI 

H. NRW 


0014 

4E 



MOV 

C. M 

t load NRW 

0015 

C3 

o 

> 

m 

; 

JMP 

VTSUB 



5-84 





> ac e dup 1 icate 

interrupt 


0018 

C3 0038 

ACEDUP: 

JMP 

ACE 

i restart 3 



; <FUNCTION> disable cursor 

OOIB 

21 3FEC 

DICUR: 

LXI 

H, CUREN 

> d i sab 1 e cursor 

OOIE 

77 


MOV 

M. A 

; a*=0 

OOIF 

C9 


RET 





i keyboard interrupt 


0020 

E5 

KBD: 

PUSH 

H 

i restart 4 

0021 

F5 


PUSH 

PSW 


0022 

21 3FEE 


LXI 

H, KBDLCK 

i keyboard lock cntl 

0025 

C3 02C9 


JMP 

KBDINT 




1 rpui dup 1 icate 

interrupt 


0028 

F5 

ROMDP: 

PUSH 

PSW 

; restart 5 

0029 

OC 


I NR 

C 


002A 

C2 0066 


JNZ 

NOWRAP 


002D 

C3 0061 


JMP 

VRWRAP 




ivertical duplicate interrupt I 

0030 

C3 0010 

VERTDP: 

JMP 

VERT 

i restart 6 

0033 

EB 

TABSTP: 

XCHG 


i h l=crou) 

0034 

D1 


POP 

D 

; remove call 

0035 

D1 


POP 

0 


0036 

73 


MOV 

M.E 

i return org crow 

0037 

C9 


RET 
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0038 








iACE INTERRUPT 






0038 

E5 

ACE: 

PUSH 

H 


0039 

F5 


PUSH 

PSW 


003A 

21 3FEB 


LXI 

H. CURTMR 


003D 

05 


PUSH 

0 


003E 

AF 


XRA 

A 


003F 

77 


MOV 

M> A 

i reset cursor timer 

0040 

2B 


OCX 

H 

FFWCT 

0041 

34 


I NR 

M 

( f if 0 empty? 

0042 

C2 0244 


JNZ 

STFIFO 

i noi store to f ifo 

0045 

2B 


OCX 

H 

> leadin 

0046 

B6 


ORA 

M 


0047 

3A 9000 


LDA 

ACEDTA 

read ace 

004A 

FB 


El 



004D 

C2 0283 


JNZ 

LINMDE 

leadin mode 

004E 

E6 7F 

FIFACE; 

AN I 

07Fh 


0050 

11 0267 


LXI 

0. FFCHK 


0053 

05 


PUSH 

0 

i pseudo call 

0054 

FE OA 


CPI 

LF 


0056 

CA 03B1 


JZ 

LFEED 


0059 

CO 015C 


CALL 

CAL JMP 


005C 

E6 87 


ANI 

0B7h 

j 1 ead in-i- jmp addr high 

005E 

F8 


RM 


i leadin required, return 

005F 

67 

LCLFUN: 

MOV 

H, A 

> jmp addr high 

0060 

E9 


PCHL 


i do function 



i rou interrupt 

continue 





0061 

3E 01 

VRWRAP: 

MVI 

A. 1 


0063 

32 5000 


STA 

OSOOOh 

f uirap arround addr 

0066 . 

03 40 

NOWRAP: 

OUT 

RDWPRT 

iclr row flip/flop 

0068 

FI 


POP 

PSW 


0069 

FB 


El 



006A 

C9 


RET 





i WRITE 

TO ACE 






006B 

3E 00 

SNDCR . 

MVI 

A, CR 


006D 

57 

WTACEA: 

MOV 

D. A 


006E 

3A 9005 

WTACED: 

LDA 

ACESTU 

i check status 

0071 

FE 60 


CPI 

060h 

I hold/tx register 

0073 

DA 006E 


JC 

WTACED 

1 not ready 

0076 

CD 07 5E 


CALL 

»DLY 

i delay 

0079 

7A 

OUTACE: 

MOV 

A. D 


007A 

32 9000 


STA 

ACEDTA 

i ur i te to ace 

007D 

C9 

PAGE 

RET 
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007E 







i ROM 

START LOOKUP TABLE (start addr=7Eh) 




007E 

3EB0 

R0M47D: diu 

03EB0h 

0080 

3000 

R0M48D; du> 

03000h 

0082 

3050 

ROWl 

dui 

03050h 

0084 

30A0 

R0M2 

dui 

030A0h 

0086 

30F0 

ROMS 

dui 

030F0h 

0088 

3140 

R0M4 

dui 

03140h 

008A 

3190 

ROMS 

dui 

03190h 

008C 

31E0 

R0M6 

dui 

031E0h 

008E 

3230 

R0M7 

dui 

03230h 

0090 

3280 

R0M8 

dui 

03280h 

0092 

32D0 

R0M9 

dui 

032D0h 

0094 

3320 

ROMIO: dui 

03320h 

0096 

3370 

ROMl 

: dui 

03370h 

0098 

33C0 

R0M12; dui 

033C0h 

009A 

3410 

R0M13: dui 

03410h 

009C 

3460 

R0M14: dui 

03460h 

009E 

34B0 

R0M15; dui 

034B0h 

OOAO 

3500 

R0M16: dui 

03500h 

00A2 

3550 

R0M17; dui 

03550h 

00A4 

3 5 AO 

R0M18: dui 

035A0h 

00A6 

35F0 

ROMl 

7: dui 

035F0h 

00A8 

3640 

R0M2( 

3: dui 

03640h 

OOAA 

3690 

\ R0M2 

: dui 

03690h 

OOAC 

36E0 

R0M2: 

2 : dui 

036E0h 

OOAE 

3730 

R0M23; dui 

03730h 

OOBO 

3780 

R0M2I 

1: dui 

03780h 

00B2 

37D0 

R0M2 

5 : dui 

037D0h 

00B4 

3820 

R0M2< 

b: dui 

03820h 

00B6 

3870 

R0M2' 

7 : dui 

03B70h 

00B8 

38C0 

R0M2E 

3: dui 

038C0h 

OOBA 

3910 

R0M29; dui 

03910b 

OOBC 

3960 

R0M3( 

3: dui 

03960b 

OOBE 

39B0 

R0M3 

: dui 

039B0b 

OOCO 

3A00 

R0M32; dui 

03A00b 

00C2 

3A50 

R0M3 

3; dui 

03A50b 

00C4 

3AA0 

R0M3I 

1; dui 

03AA0b 

00C6 

3AF0 

R0M3 

3: dui 

03AF0b 

OOCB 

3B40 

R0M36; dui 

03B40b 

OOCA 

3B90 

R0M3 

7: dui 

03B90b 

OOCC 

3BE0 

R0M3 

3; dui 

03BE0b 

OOCE 

3C30 

R0M39: dui 

03C30b 

OODO 

3C80 

R0M40: dui 

03C80h 

00D2 

3CD0 

R0M4 

dui 

03CD0b 

00D4 

3D20 

R0M4 

2 : dui 

03D20b 

00D6 

3D70 

R0M43; dui 

03D70b 

00D8 

3DC0 

R0M44; dui 

03DC0b 

OODA 

3E10 

RDM45: dui 

03E10b 

OODC 

3E60 

R0M46: dui 

03E60b 

OODE 

3EB0 

R0M47: dui 

03EB0b 

OOEO 

3F00 

R0M4 

3: dui 

03F00b 
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00E2 







I INITIALIZE 





00E2 

3E 20 

INIT 

MV I 

A< SPC 1 space 

00E4 

16 E9 


MV I 

D> low LEADINi bgte count 

00E6 

CD 04C7 


CALL 

DRLLP 1 store spaces 

00E9 

AF 

■ 1 

XRA 

A 

OOEA 

32 3FA2 


STA 

LINMCT i lero leadin word count 

OOED 

16 17 


MV I 

D< 256-low LEADINi bgte count 

OOEF 

CD 04C7 


CALL 

DRLLP i store zeros 

00F2 

31 3FE7 


LXI 

SP, STK+2 

OOFS 

21 5050 


LXI 

H, 05050b 

00F8 

E5 


PUSH 

H 1 set up fifo rd/wrt ptrs 

00F9 

CD 04AE 


CALL 

CURULK I enable c ur sor> uiil oc It kbd 

OOFC 

32 3FEA 


STA 

FFMCT I zero fifo word count(FFb) 

OOFF 

23 


INX 

H I RTECTL 

0100 

36 1C 


MV I 

M/ OlCb I cursor blink cntl 

0102 

2E FC 


MV I 

Li low LROMi last row 

0104 

36 BO 


MV I 

Mi low RR24 

0106 

2E FE 


MV I 

Li low FROMi first row 

0108 

36 82 


MV I 

Mi low RRl 

OlOA 

DB 80 


IN 

KBDPRT i clear kegboard intr 

OlOC 

CD 04CE 


CALL 

CLRSCN i clear screen 

OlOF 

CD 07BF 


CALL 

ACESM i init acei read setsw 

0112 

3E 3F 

PATTN; MV I 

Ai 03Fb 

0114 

21 3780 


LXI 

HiFCHR2 list bgte^ of page 2 

0117 

75 

PTNLP; MOV 

Mi L I write pattern 

one 

23 


INX 

H 

0119 

BC 


CMP 

H 


5-86 





01 lA 

C2 0117 


JNZ 

PTNLP 


OllD 

D3 01 


OUT 

BELPRT 

iring bell for readg 



i CALCULATE SCREEN ADDR 

AFTER VERTICAL INTERRUPT 

OllF 

2E EB 

VCAL: 

MVI 

Li lOUl < 

CURTMR 

0121 

7E 


MOV 

A. M 


0122 

2F 


CMA 



0123 

34 


I NR 

M 

■ cursor timer 

0124 

23 


INX 

H 

i cursor enable 

0125 

A6 


ANA 

M 


0126 

23 


INX 

H 

1 rate cntl 

0127 

A6 


ANA 

M 

;blink rate mask 

0128 

C4 0174 


CNZ 

CURLOC 

> cursor on 

012B 

3E 20 


MV I 

A. 020h 

i 8350 offset 

012D 

84 


ADD 

H 

1 offset addr high 

012E 

67 


MOV 

H, A 

i =5Fh if cursor off 

012F 

E5 


PUSH 

H 

i save cursor 

0130 

2A 3FFE 


LHLD 

FROW 


0133 

2B 


DCX 

H 

i fetch row start 

0134 

7E 


MOV 

A. M 


0135 

C6 20 


ADI 

020h 

i offset addr high 

0137 

57 


MOV 

D. A 


0138 

2B 


DCX 

H 
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0139 






0139 

5E 


MOV 

E. M 

1 de=top of page 

013A 

7D 


MOV 

A. L 

;calc rout urap constant 

013B 

OF 


RRC 


idivide by 2 

013C 

C6 8F 


ADI 

OSFh 

i add offset 

013E 

El 


POP 

H 

•cursor location 

013F 

F3 


DI 



0140 

22 3FF8 


SHLD 

CUR 

; update cursor 

0143 

EB 


XCHG 



0144 

22 3FF6 


SHLD 

TOP 

I update top of page 

0147 

21 3FF5 


LXI 

H, NRW 


014A 

77 


MOV 

Ml A 

j roui uirap constant 

014B 

2B 


DCX 

H 

i VCALEN 

014C 

36 00 


MVI 

Ml 0 

{disable VCAL routine 

014E 

FB 

WAIT; 

El 



014F 

76 


HLT 



0150 

7E 


MOV 

A, M 

i VCALEN 

0151 

B7 


ORA 

A 

i check from vert intr 

0152 

CA 014E 


JZ 

WAIT 

i no 

0155 

C3 OllF 


JMP 

VCAL 

{do screen calculations 



i CALCULATE JMP 

ADDR 


0158 

2E E9 

CJMP: 

MVI 

Li low 1 

LEAD IN 

015A 

E6 7F 


AN I 

07Fh 

{mask 1st bit 

015C 

FE 20 

CAL JMP: 

CPI 

SPC 


015E 

DA 0168 


JC 

FUNC 

(O-lFhi func 

0161 

FE 7E 


CPI 

07Eh 


0163 

DA 0372 


JC 

CHAR 

{ 20-7Dhi char input 

0166 

D6 5E 


SUI 

05Eh 

{ 7E/7Fh to 20/21h 

0168 

2B 

FUNC: 

DCX 

H 

{ insert mode 

0169 

74 


MOV 

Ml H 

{ hOOi defeat insert modi 

016A 

07 

JMP ADD; 

RLC 


{ *2i msb=0 

016B 

5F 


MOV 

El A 

{ d=02h ( jmp tb 1 ) 

016C 

lA 


LDAX 

D 

{fetch jmp addr low 

016D 

6F 


MOV 

Li a 


016E 

13 


INX 

D 


016F 

lA 


LDAX 

D 

{fetch jmp addr high ' 

0170 

C9 


RET 





i CALCULATE CUR 

LOC AND 

CUR TO END DIFF 

0171 

3E 50 

DFCLOC; 

MVI 

Ai 80 


0173 

90 


SUB 

B 

{cursor to end differeni 


i CALCULATE CURSOR LOCATION 


0174 

2A 3FFA 

CURLOC: 

LHLD 

CROW 

0177 

2D • 


DCX 

H 

0178 

56 


MOV 

Di M 

0179 

2D 


DCX 

H 

017A 

5E 


MOV 

E, M 

017B 

68 


MOV 

Li B 

017C 

19 


DAD 

D 

017D 

C9 

PAGE 

RET 
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017E 

iROW WRAP AROUND LOOKUP TABLE (start addr=17Eh) 


j ««**«*«****««*««•*»«•««*»*•««««»•»«*»«*«»«**««» 


017E 

OOEO 

RR47D: 

du 

OOEOh 

0180 

0082 

RR4BD: 

du 

0082h 

0182 

0084 

RRl: 

dw 

0084h 


5-87 


AN-270 





AN-270 


0184 0086 

RR2 


du> 

0086h 

0186 0088 

RR3 


du) 

OOBBh 

0188 008A 

RR4 


dm 

008Ah 

018A 008C 

RR5 


dm 

OOSCh 

018C 008E 

RR6 


dm 

OOBEh 

018E 0090 

RR7 


dm 

0090h 

0190 0092 

RR8 


dm 

0092h 

0192 0094 

RR9 


dm 

0094h 

0194 0096 

RRIO 

dm 

0096h 

0196 0098 

RRll 

dm 

0098h 

0198 009A 

RR12 

dm 

009Ah 

019A 009C 

RR13 

dm 

009Ch 

019C 009E 

RR14 

dm 

009Eh 

019E 00 AO 

RR15 

dm 

OOAOh 

01 AO 00 A2 

RR16 

dm 

00A2h 

01A2 00 A4 

RR17 

dm 

00A4h 

01A4 00 A6 

RR18 

dm 

00A6h 

01A6 00 A8 

RR19 

dm 

OOASh 

01A8 00 A A 

RR20 

dm 

OOAAh 

OlAA 00 AC 

RR21 

dm 

OOACh 

01 AC 00 AE 

RR22 

dm 

OOAEh 

OlAE OOBO 

RR23 

dm 

OOBOh 

OIBO 00B2 

RR24 

dm 

00B2h 

01B2 00B4 

RR25 

dm 

00B4h 

01B4 00B6 

RR26 

' dm 

00B6h 

01B6 00B8 

RR27 

dm 

OOBBh 

01B8 OOBA 

RR28 

dm 

OOBAh 

OIBA OOBC 

RR29 

dm 

OOBCh 

OIBC OOBE 

RR30 

dm 

OOBEh 

OIBE OOCO 

RR31 

dm 

OOCOh 

OICO 00C2 

RR32 

dm 

00C2h 

01C2 00C4 

RR33 

dm 

00C4h 

01C4 00C6 

RR34 

dm 

00C6h 

01C6 00C8 

RR35 

dm 

OOCBh 

01C8 OOCA 

RR36 

dm 

OOCAh 

OICA OOCC 

RR37 

dm 

OOCCh 

OICC OOCE 

RR38 

dm 

OOCEh 

OICE OODO 

RR39 

dm 

OODOh 

01 DO 00D2 

RR40 

dm 

00D2h 

01D2 00D4 

RR41 

dm 

00D4h 

01D4 00D6 

RR42 

dm 

00D6h 

01D6 OODB 

RR43 

dm 

OODBh 

01D8 OODA 

RR44 

dm 

OODAh 

01 DA OODC 

RR45 

dm 

OODCh 

01 DC OODE 

RR46 

dm 

OOOEh 

OIDE OOEO 

RR47 

dm 

OOEOh 

OlEO 0082 

RR48 

dm 

0082 h 

01E2 0084 

RRID 

dm 

0084h 
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1 JUMP ADDRESS 

CONSTANTS 




: A15 

: - 0= 

no leadin required 


i A14/A12: - parameter count 


i All 

0= 

local function 

1000 

W1 


equ 

OlOOOh i one para 

2000 

W2 


equ 

02000h i tmo para 

8000 

LIN 


equ 

OSOOOh ; leadin a 

0800 

NLC 


equ 

OOSOOh ;not loca 

0A5F 

FI 


equ 

RTN+NLC 

03B9 

F2 


equ 

CARRTN 

03B1 

F3 


equ 

LFEED 

0C34 

F4 


equ 

BELL+NLC 

060A 

F5 


equ 

TAB 

0437 

F6 


equ 

FS 

041F 

F7 


equ 

BS 

844E 

F8 


equ 

UPCUR-t^LIN 

8460 

F9 


equ 

DWNCUR+LIN 

84D8 

FIO 


equ 

HOMCUR+LIN 

B5F3 

Fll 


equ 

NPAGE+LIN 

8472 

F12 


equ 

ROLUP+LIN 

848C 

F13 


equ 

ROLDWN+LIN 

84AE 

F14 


equ 

CURULK+LIN 

8DD1 

F15 


equ 

RDCUR+LIN+NLC 

ADA2 

F16 


equ 

ADDCUR+LIN+NLC+W2 

84F1 

F17 


equ 

FCNDF+LIN 

84F7 

F18 


equ , 

BONDF+LIN 

B36B 

F19 


equ 

INSCHAR+LIN 

8358 

F20 


equ 

STOFCH+LIN 

8505 

F21 


equ 

INSLNE+LIN 

8512 

F22 


equ 

STOFLNE+LIN 

AD26 

F23 


equ 

ISLRG+LIN+NLC+W2 

9E8A 

F24 


equ 

GRAPH+LIN+NLC+Wl 


5-88 


0419 

F25 

equ 

DEL 

830B 

F26 

equ 

DCROW+LIN 

84C0 

F27 

equ 

DRTLN+LIN 

84BA 

F28 

equ 

DRTPG+LIN 

8642 

F29 

equ 

CFB+LIN 

84CE 

F30 

equ 

CLRSCN+LIN 

8CB6 

F31 

equ 

KBLK+LIN+NLC 

801B 

F32 

equ 

DICUR+LIN 

871D 

F33 

equ 

SNDLNE+LIN 

87BF 

F34 

equ 

ACESU-«-LIN 

0AC5 

F33 

equ 

LINSET+NLC 

86BC 

F36 

equ 

DEGRPH+LIN 


PAGE 
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;PUT A WORD TO 

ACE 

01E4 

57 

KBDACE: MOV 

D. A 

01E5 

3A 9005 

LDA 

ACESTU 

01E8 

E6 20 

ANI 

020h 

OlEA 

CA 01E5 

JZ 

KBDACE+li not 

OlED 

C3 0079 

JMP 

OUTACE 


i ACE BAUD RATE CONSTANTS 


OlFO 

06AB 

BllO; 

dui 

1707 

0 

01F2 

0139 

B600: 

dui 

313 

1 

0IF4 

009C 

B1200; 

dbl 

156 

0. 37. 2 

01F6 

004E 

B2400: 

dm 

78 

0. 37. 3 

01F8 

0027 

B4800: 

dui 

39 

0. 37. 4 

OlFA 

0014 

D9600: 

dui 

20 

2. 37. 5 

OlFC 

OOOA 

B 19200; 

dui 

10 

2. 37. 6 

OlFE 

0005 

B38400: 

duj 

5 

2. 37. 7 



i FUNCTION JUMP 

TABLE 

(start addr=200h) 




0200 

0A5F 

TBLJMP; 

dui 

FI 

null/toggle local 

0202 

8472 


dui 

F12 

A; roll up 

0204 

9E8A 

CB; 

dui 

F24 

B; graphics mode 

0206 

84AE 


dui 

F14 

C: on cursor/unlock kbd 

0208 

8358 


dui 

F20 

D: strip off character 

020A 

8DD1 

CE: 

dui 

F15 

E: read cursor 

020C 

801B 


dui 

F32 

F; disable cursor 

020E 

0C34 

CO: 

dui 

F4 

G: bel 1/scale 

0210 

041F 


dui 

F7 

H: cursor left 

0212 

060A 


dui 

F5 

I; tab 

0214 

03B1 


dui 

F3 

J: 1 ine feed 

0216 

8460 


dui 

F9 

K: cursbr douin 

0218 

844E 


dui 

F8 

L: cursor up 

021A 

03B9 


dui 

F2 

M: carriage return 

021C 

85F3 


dui 

Fll 

N: next page 

021E 

84C0 


dui 

F27 

0: delete rest of line 

> 0220 

0437 


dui 

F6 

P: cursor right 

0222 

ADA2 

CQ; 

dui 

F16 

Q; address cursor/menu 

0224 

84D8 


dui 

FIO 

R; home cursor 

0226 

8512 


dui 

F22 

8: strip off a 1 ine 

0228 

871D 


dui 

F33 

T: transmit a line 

022A 

8CB6 

C'J: 

dui 

F31 

U: lock keyboard 

022C 

848C 


dui 

F13 

V: rol 1 douin 

022E 

84BA 


du 

F28 

W; delete rest of page 

0230 

8642 


dui 

F29 

X: clear fore/background 

0232 

84F7 


dui 

F18 

Y: background follouis 

0234 

8505 


dui 

F21 

Z: insert line 

0236 

86BC 


dui 

F36 

IB: esc/defeat graphics 

0238 

84CE 


dui 

F30 

1C; home and clear screen 

023A 

AD26 

CID: 

dui 

F23 

ID: insert/strip Ine/rng 

023C 

836B 


dui 

F19 

IE: insert character 

023E 

84F1 


dui 

F17 

IF: foreground follouis 

0240 

0AC5 

C7E: 

dui 

F35 

7E: leadin/ace. u/l-case 

0242 

0419 


dui 

F25 

7F; delete 

STARPLEX 
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i STORE 

A WORD 

TO ACE FIFO 

0244 

3E 50 

STFIFO; 

MVI 

A. 80 


0246 

BE 


CMP 

M 

exceeding 80 uiords? 

0247 

3A 9000 


LDA 

ACEDTA 

read ace 

024A 

DA 032C 


JC 

OVRNG 

more than 80 uiords 

024D 

2E E6 


MVI 

L. loui FFWRT 

024F 

54 


MOV 

D, H 

set up uirite pointer hig 

0250 

5E 


MOV 

E, M 

set up uirite pointer loui 

0251 

12 


STAX 

D 

store to fifo 

0252 

7B 


MOV 

A, E 


0253 

3C 


I NR 

A 

advance pointer 

0254 

FE AO 


CPI 

loui FFEND+li exceeding 80 uiords? 

0256 

DA 025A 


JC 

WFFRNO 

less than 80 uiords 

0259 

IF 


RAR 


fifo start again 



5-89 


AN-270 





AN-270 


025A 

77 

WFFRNG: 

MOV 

M. A ; advance write pointer 

025B 

FB 


El 


025C 

D1 

CMRTN: 

POP 

D 

025D 

FI 


POP 

PSW ' 

025E 

El 


POP 

H 



1 <FUNCTION> 

unused kegs 

025F 

C9 

RtN; 

RET 






;KEY BOARD RETURN, addr high=2h 

0260 

AF 


KLCRTN; XRA 

A i enable keyboard 

0261 

32 

3FEE 

STA 

KBDLCK 

0264 

C3 

025C 

JMP 

CMRTN 




i CHECK FIFO 

AND RETURN,, addr high=2h 

0267 

21 

3FEA 

FFCHK: LXI 

H, FFWCT i fifo word count 

026A 

35 


DCR 

M ififo empty? 

026B 

FA 

025C 

JM 

CMRTN j empty 




i READ A 

NORD 

FROM ACE FIFO 

026E 

2E E5 

RDFIFO; 

MVI 

L, low FFRD 

0270 

54 


MOV 

D, H 

i set up read pointer high 

0271 

5E 


MOV 

E, M 

; set up read pointer low 

0272 

7B 


MOV 

A, E 

0273 

3C 


I NR 

A 

{advance read pointer 

0274 

FE AO 


CPI 

low FFEND+li exceed ing 80 words? 

0276 

DA 027A 


JC 

RFFRNG 

I less than 80 words 

0279 

IF 


RAR 


i fifo start again 

027A 

77 

RFFRNG; 

MOV 

M, A 

i store read pointer 

027B 

2E E9 


MVI 

L, low LEADIN 

027D 

7E 


MOV 

A, M 


027E 

B7 


ORA 

A 

i leadin mode>=0? 

027F 

lA 


LDAX 

D 

i read fifo word 

0280 

CA 004E 

PAGE 

JZ 

FIFACE 

j not leadin, normal entry 
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0283 


i LEAD IN 

MODE 



0283 

E6 7F 

LINMDE; 

AN I 

07Fh 

{mask input 

0285 

11 0267 


LXI 

D, FFCHK 


0288 

D5 


PUSH 

D 

i pseudo call 

0289 

2E A2 


MVI 

L, low LINWCT 

028B 

5E 


MOV 

E, M 

I leadin word count 

02BC 

ID 


DCR 

E 

i word count=0?_ 

028D 

F2 02B3 


JP 

LINPRA 

i parameter entries 

0290 

FE 20 


CPI 

SPC 

1 control codes? 

0292 

D2 02C2 


JNC 

ILELIN 

i not cntl code, error 

0295 

CD 016A 


CALL 

JMPADD 

{fetch jmp address 

0298 

B7 


ORA 

A - 

0299 

F2 02C2 


JP 

ILELIN 

{code requires no leadin 

029C 

E6 77 


ANI 

077h 

{ word count/jmp addr high 

029E 

67 


MOV 

H, A 

{ save 

029F 

E6 70 


ANI 

070h 

{ mask word count 

02A1 

CA 02BE 


JZ 

LINEXE 

{ do function 

02A4 

OF 

LINPFN; 

RRC 


{right justify word count 

02A5 

OF 


RRC 


02A6 

OF 


RRC 



02A7 

OF 


RRC 



02A8 

32 3FA2 


STA 

LINWCT 

{ store to word count reg 

02AB 

3E 07 


MVI 

A, 07h 


02AD 

A4 


ANA 

H 

{ get jmp addr high 

02AE 

67 


MOV 

H, A 


02AF 

22 3FA0 


SHLD 

LINF 

{Save function jmp addr 

02B2 

C9 


RET 



02B3 

73 

LINPRA: 

MOV 

M, E 

{ leadin word count-1 

02B4 

16 00 


MVI 

D, 0 

{ d=0, e=word count-1 

02B6 

23 


I NX' 

H 

{LINP 

02B7 

19 


DAD 

D 

{ h l=para pointer 

02B8 

77 


MOV 

M, A 

{ store word 

02B9 

CO 


RNZ 


{word countOO, next word 

02BA 

2A 3FA0 


LHLD 

LINF 

{load leadin jmp address 

02BD 

AF 


XRA 

A 


02BE 

32 3FE9 

LINEXE: 

STA 

LEADIN 

{ defeat leadin 

02C1 

E9 , 


PCHL 


{ d 0 f unc t ion 

02C2 

D3 01 

ILELIN: 

OUT 

BELPRT 

{illegal code after leadin 

02C4 

AF 


XRA 

A 

{ a=0, reset leadin 


5-90 


I 'CFUNCT10N> set leadin mode 


02C5 

32 3FE9 

LINSET: 

3TA 

LEADIN 

( aOO> set 1 ead in 

02C8 

C9 

PAGE 

RET 
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02C9 








; keyboard interrupt continue 

02C9 

AF 

KBDINT; 

XRA 

A 


02CA 

32 3FEB 


STA 

CURTMR 

(reset cursor blink i 

02CD 

B6 


ORA 

M 

1 keyboard loc ked? 

02CE 

DB 80 


IN 

KBDPRT 

( read keyboard 

02D0 

FB 


El 



02D1 

D5 


PUSH 

0 


02D2 

C2 0327 


JNZ 

KNACTV 

; keyboard not active 

02DS 

B7 


ORA 

A 


02D6 

CA 0333 


JZ 

TGLCL 

< toggle local 
1 defeat graphics 

02D9 

77 


MOV 

M. A 

(lock keyboard 

02DA 

11 0260 


Lxr 

D. KLCRTN 

02DD 

D5 


PUSH 

0 

(generate pseudo cai: 

02DE 

23 


INX 

H 

( CECNTL 

02DF 

B6 


ORA 

M 


02E0 

23 


INX 

H 

( ULCASE 

02E1 

FE 61 


CPI 

061 h 


02E3 

DA 02EC 


JC 

NLCSE 

(not 1 ower case 

02E6 

FE 7B 


CPI 

07Bh 


02E8 

02 02EC 


JNC 

NLCSE 

( not lower case 

02EB 

96 


SUB 

M 

(u/1 case cntl,m=20h. 

02EC 

23 

NLCSE: 

INX 

H 

( local 

02ED 

SE 


MOV 

E. M 


02EE 

1C 


I NR 

E 

( local mode? 

02EF 

C2 01E4 


JNZ 

KBDACE 

(write to ace 

02F2 

FE AO 

LCL; 

CPI 

OAOh 

( parameter entry? 

02F4 

D2 068D 


JNC 

LGPARA 

( yes 

02F7 

CO 0158 


CALL 

CJMP 

( get jmp addr 

02FA 

E6 OF 


AN I 

OFh 


02FC 

FE 08 


CPI 

08h 

( local? 

02FE 

DA 005F 


JC 

LCLFUN 

( do local function 

0301 

7B 


MOV 

A.E 

(read lookup tbl ptr 

0302 

FE 05 


CPI 

low CB+li cntl B? 

0304 

CA 06B7 


JZ 

ENGRPH 

( enable graphics mgdi 

0307 

FE OB 


CPI 

low CE**-! 

( cntl E? 

0309 

CA 0773 


JZ 

LRDCUR 

(display cursor loca' 

030C 

FE OF 


CPI 

low CG+li cntl G? 

030E 

CA 0784 


JZ 

SCALE 

( put scale 

0311 

FE 23 


CPI 

low CQ+li cntl Q? 

0313 

CA 0605 


JZ 

PGM 

(put graphics menu 

0316 

FE 41 


CPI 

low C7E+1 

0318 

CA 07CD 


JZ 

ATGUL 

( init aceitoggle u/1 

031B 

FE 3B 


CPI 

low CIO-*-! 

031D 

CA 034F 


JZ 

R0M2 

(do rom2 functions 

0320 

FE 2B 

PAGE 

CPI 

low CU+1 

(cntl U? 
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, 0322 

CO 

RNZ 


unused 

keys 

0323 

01 

POP 

D i 

1 pseudo 

rtn+lock kbd 

0324 

C3 0261 

JMP 

KLCRTN+1 




0327 

EE 03 

KNACTV: 

XRI 

KULCDE 

( loc k/unloc k kbd? 

0329 

CA 025A 


JZ 

CMRTN-2 

( unlock keyboard 

032C 

3E 50 

OVRNG: 

MVI 

A, 80 

( for FFWCT 

032E 

03 01 


OUT 

BELPRT 


0330 

C3 025A 


JMP 

CMRTN-2 

> lock kbd 

0333 

23 

TGLCL: 

INX 

H 

( GECNTL 

0334 

77 


MOV 

M. A 

(disable graphics mode 

0335 

32 3FE9 


STA 

LEADIN 

> reset lead in 

0338 

2E FI 


MVI 

L. low LOCLM 

033A 

7E 


MOV 

A. M 


033B 

2F 


CMA 


( toggle local 

033C 

77 


MOV 

M. A 


0330 

CD 07EB 


CALL 

EDACE 

> en/disable ace 

0340 

C2 0345 


JNZ 

ONLINE 


0343 

3E IE 


MVI 

A, 03h XOR OlDh 

0345 

EE ID 

ONLINE: 

XRI 

OlDh 
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0347 

00 

nop 


I out Ic Iprt 

0348 

00 

nop 



0349 

32 3FED 

STA 

RTECTL 

(select blink rote 

034C 

C3 0250 

JMP 

CMRTN 




j JMP TO R0M2 



034F 

3A 0800 

R0M2: LDA 

0800h 

(check presence of ro(n2 

0352 

FE 55 

CPI 

055h 

c55h? 

0354 

CO 

RNZ 


(not exist 

0355 

03 0801 

JMP 

080 Ih 

( oki do j(np 




( -CFUNCTIONT 

stripe off 

a character 

0358 

00 0171 

STOFCH: 

CALL 

DFCLOC 

(get cur loc and diff 

035B 

30 


OCR 

A 


0350 

CA 0434 


JZ 

BELL 

( last colu(nni error 

035F 

23 

STOFLP: 

I NX 

H 


0360 

56 


MOV 

D> M 


0361 

2B 


OCX 

H 


0362 

72 


MOV 

M, D 

( do copg 

0363 

23 


INX 

H 


0364 

30 


OCR 

A 


0365 

02 035F 


JNZ 

STOFLP 


0368 

03 03A4 


JMP 

PSPC 

( put a space 



( <FUNCTION> 

insert character 

036B 

AF 

INSCHAR: 

: XRA 

A 


0360 

32 3FE8 


STA 

ICMD 

(enable insert mode 

036F 

03 0380 

PAGE 

JMP 

INSCHR 
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0372 








(CHARACTER INPUT 


0372 

01 

CHAR: 

POP 

0 

( pseudo return 

0373 

2E 20 


MVI 

L> loitf FBG 

0375 

AE 


XRA 

M 

( add attribute 

0376 

AO 


XRA 

L 

(remove space code 

0377 

2A 3FFA 


LHLD 

CRON 

( calculate cursor loc 

037A 

2B 


OCX 

H 


037B 

56 


MOV 

0, M 


0370 

2B 


OCX 

H 


037D 

5E 


MOV 

E. M 


037E 

68 


MOV 

L. B 

(row start+cursor 

037F 

19 


DAO 

0 

(hl“cursor address 

0380 

77 


MOV 

M. A 

(write to screen 

0381 

3E 4F 


MVI 

A, 79 


0383 

A8 


XRA 

B 

( last column? 

0384 

CA 0300 


JZ 

LSTCHR 

( last> do scrol 1 

0387 

04 

MIOCHR; 

INR 

B 

( else advance cursor 

0388 

3A 3FE8 


LDA 

ICMD 

( insert mode? 

038B 

B7 


ORA 

A 


0380 

CO 


RNZ 


(not insert mode 

0380 

3E 4F 

INSCHR; 

MVI 

A, 79 


038F 

90 


SUB 

B 

( byte counter 

0390 

CA 03AB 


JZ 

ILCHAR 

> cursor at last column 

0393 

2A 3FFA 


LHLD 

CROW 


0396 

5E 


MOV 

E, M 


0397 

23 


INX 

H 


0398 

56 


MOV 

0, M 

( d=row end+1 

0399 

IB 


OCX 

0 

( row end 

039A 

EB 


XCHG 



039B 

2B 

INSLP: 

OCX 

H 


0390 

56 


MOV 

0. M 


0390 

23 


INX 

H 


039E 

72 


MOV 

M. D 

( do copy 

039F 

2B 


OCX 

H 


03A0 

30 


OCR 

A 


03A1 

02 039B 


JNZ 

INSLP 


03A4 

3E 80 

PSPC: 

MVI 

A. 080h 


03A6 

A2 


ANA 

0 

( get character attribute 

03A7 

F6 20 


OR I 

SPC 

( add space 

03A9 

77 


MOV 

M. A 


03AA 

09 


RET 



03AB 

30 

ILCHAR; 

INR 

A 

(make aOO 

03AC 

03 01 


OUT 

BELPRT 


03AE 

03 03CE 

PAGE 

JMP 

DICMD 

(defeat insert char mode 
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03G1 


j <FUNCTION> 

lin« feed 


03BI 

3A 3FF2 

LFEED; LDA 

AULF 

; auto line feed? 

03B4 

B7 

ORA 

A 


03B5 

C2 03C1 

JNZ 

LFD 

i do 1 ine feed 

03B8 

C9 

RET 





; {FUNCTION} 

carriage return 

03B9 

3A 3FF2 

CARRTN: LDA 

AULF 

>auto line feed? 

03BC 

B7 

ORA 

A 


03GD 

C2 04DE 

JNZ 

ZROCUR 

) do cr only 


03C0 

47 

LSTCHR: 

MOV 

B. A 

i set cursor to 1st col 

03C1 

11 3FFC 

LFD: 

LXI 

D, LROW 


03C4 

2A 3FFA 


LHLD 

CROM 


03C7 

24 


INR 

H 


03C8 

lA 


LDAX 

D 


03C9 

BD 


CMP 

L 

i crow=lrow? 

03CA 

7E 


MOV 

A. M 

i next row 

03CB 

32 3FFA 


STA 

CROM 

1 crow-*-! 

03CE 

32 3FEB 

DICMD; 

STA 

ICMD 

1 defeat insert char mode 

03D1 

CO 


RNZ 


) not last row 

03D2 

EB 

LFSCR: 

XCHG 


i last rowi do scroll 

03D3 

F3 


01 



03D4 

77 


MOV 

M, A 

i Irow-*-! 

03D5 

2E FE 


MVI 

Li low 

FROM 

03D7 

5E 


MOV 

E, M 

1 de^row wrap arround tbl 

03D8 

lA 


LDAX 

D 


03D9 

77 


MOV 

M, A 

i frow-*-! 

03DA 

FB 


El 






j {FUNCTION} clear cursor 

row 

03DB 

2A 3FFA 

DCROM: 

LHLD 

CROM 


03DE 

ED 

CLRROM: 

XCHG 



03DF 

21 0000 


LXI 

H, 0 


03E2 

39 


DAD 

SP 


03E3 

EB 


XCHG 



03E4 

F3 


DI 



03E5 

F9 


SPHL 



03E6 

El 


POP 

H 

1 lookup row start 

03E7 

F9 


SPHL 


; sp^row start 

03E8 

FB 


El 



03E9 

2A 3F20 

PACE 

LHLD 

FDG 

1 space -*■ attribute 
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03EC 

03EC 

E5 

PUSHSP: 

PUSH 

H 

i do cl ear row 

03ED 

E5 


PUSH 

H 


03EE 

E5 


PUSH 

H 


03EF 

E5 


PUSH 

H 


03F0 

E5 


PUSH 

H 


03F1 

E5 


PUSH 

H 


03F2 

E5 


PUSH 

H 


03F3 

E5 


PUSH 

H 


03F4 

E5 


PUSH 

H 


03F5 

E5 


PUSH 

H 

I 10 

03F6 

E5 


PUSH 

H 


03F7 

E5 


PUSH 

H 


03F8 

E5 


PUSH 

H 


03F9 

E5 


PUSH 

H 


03FA 

E5 


PUSH 

H 


03FB 

E5 


PUSH 

H 


03FC 

E5 


PUSH 

H 


03FD 

E5 


PUSH 

H 


03FE 

E5 


PUSH 

H 


03FF 

E5 


PUSH 

H 

; 20 

0400 

E5 


PUSH 

H 


0401 

E5 


PUSH 

H 


0402 

E5 


PUSH 

H 


0403- 

E5 


PUSH 

H 


0404 

E5 


PUSH 

H 


0405 

E5 


PUSH 

H 


0406 

E5 


PUSH 

H 


0407 

E5 


PUSH 

H 


0408 

E5 


PUSH 

H 


0409 

E5 


PUSH 

H 

; 30 

040A 

E5 


PUSH 

H 


040B 

E5 


PUSH 

H 


040C 

F3 


DI 
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040D 

E5 

PUSH 

H 


040E 

E5 

PUSH 

H 


040F 

E5 

PUSH 

H 


0410 

E5 

PUSH 

H 


0411 

E5 

PUSH 

H 


0412 

E5 

PUSH 

H 


0413 

E5 

PUSH 

H 


0414 

E5 

PUSH 

H 

1 40 

0415 

EB 

XCHO 



0416 

F9 

SPHL 



0417 

FB 

BSRTN: El 



0418 

C9 

RET 






1 <FUNCTION> 

delete 


0419 

3E 20 

DEL: 

MV I 

A, SPC 


041B 

CD 06CB 


CALL 

STSP 

7 store space 

041E 

AF 

PAGE 

XRA 

A 

7 do back space 

STARPLEX 

MACRO-ASSEMBLER V2. 0 


PAGE 

17 

CRT801 






041F 








i <FUNCTION> 

back space 


041F 

C4 06C1 

BS; 

CNZ 

CHKGM 

7 check graphics mode 

0422 

F3 

BSl: 

DI 



0423 

05 


DCR 

B 

7 cursor-1 

0424 

F2 0417 


JP 

BSRTN 

7 not 1st column 

0427 

04 


I NR 

B 


0428 

FB 


El 



0429 

3A 3FEF 


LDA 

GECNTL 


042C 

B7 


ORA 

A 

7 graphics mode? 

042D 

CO 


RNZ 


7 defeat wrap arround 

042E 

CD 0451 


CALL 

UCURl 

7 up cursor one row 

0431 

C8 


RZ 


7 crow=frow? 

0432 

06 4F 


MV I 

B. 79 

7 set cursor to last col 

0434 

D3 01 

BELL: 

OUT 

BELPRT 


0436 

C9 


RET 





7 •CFUNCTION> 

forward cursor 

0437 

CD 06C1 

FS: 

CALL 

CHKGM 

7 check graphics mode 

043A 

3E 4F 


MV I 

A, 79 

043C 

B8 


CMP 

B 

7 last column? 

043D 

C2 0387 


JNZ 

MIDCHR 

7 not last column 

0440 

3A 3FEF 


LDA 

GECNTL 


0443 

B7 


ORA 

A 

7 graphics mode? 

0444 

CO 


RNZ 


7 defeat wrap arround 

0445 

CD 0463 


CALL 

DCURl 

7 down cursor one row 

0448 

CB 


RZ 


7 crow“lrow? 

0449 

06 00 


MV I 

B. 0 

7 set cursor to 1st col 

044B 

D3 01 


OUT 

BELPRT 


044D 

C9 


RET 





i {FUNCTION} 

up cursor one row 

044E 

CD 06C1 

UPCUR: 

CALL 

CHKGM 

7 ch ec k graph ics mode 

0451 

11 3FFA 

UCURl: 

LXI 

D, CROW 


0454 

2A 3FFE 


LHLD 

FROW 


0457 

lA 


LDAX 

D 

7 crow 

0458 

24 


I NR 

H 

7 hl^row wrap arround tbl 

0459 

BD 


CMP 

L 

7 crow=frow? 

045A 

C2 04A7 


JNZ 

$4 


045D 

D3 01 


OUT 

BELPRT 

7 crow=frow. ring bell 

045F 

C9 


RET 




; {FUNCTION} 

down cursor 

one row 

0460 

CD 06C1 

DWNCUR: 

CALL 

CHKGM 

7 check graphics mode 

0463 

11 3FFA 

DCURl: 

LXI 

D. CROW 


0466 

2A 3FFC 


LHLD 

LROW 


0469 

lA 


LDAX 

D 

7 crow 

046A 

24 


I NR 

H 

7hl"row wrap arroud tbl 

046B 

BD 


CMP 

L 

7 crow=lrow? 

046C 

C2 04A9 


JNZ 

«5 


046F 

D3 01 


OUT 

BELPRT 

7 crow=lrow< ring bell 

0471 

C9 

PAGE 

RET 
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0472 








i {FUNCTION} 

roll up 


0472 

11 3FFA 

ROLUP: 

LXI 

D, CROW 


0475 

2A 3FFE 


LHLD 

FROW 


0478 

lA 


LDAX 

D 


0479 

24 


I NR 

H 

7hl»row wrap arround tbl 

047A 

BD 


CMP 

L 

7 crow=*frow? 

047B 

7E 


MOV 

A, M 

7next row 

047C 

F3 


DI 



047D 

32 3FFE 


BTA 

FROW 

7 frow+1 

0480 

C2 0484 


JNZ 

RUNEQ 



5-94 



0483 

12 


STAX 

D 

> crow+1 


0484 

ED 

RUNEQ: 

XCHO 


1 d-1. h=3Fh 


0485 

2E FC 


MV I 

L. loui LROW 


0487 

5E 


MOV 

E.M 

) de>row wrap arround tbl 


0488 

lA 


LDAX 

D 

1 ne « t row 


0489 

77 


MOV 

M. A 

) lrow+1 


048A 

FB 


El 




048B 

C9 


RET 






i -CFUNCTION> 

roll down 



048C 

11 3FFA 

ROLOUN: 

LXI 

D> CROW 



048F 

3A 3FFC 


LDA 

LROW 



0492 

06 04 


SUI 

4 

i up one row 


0494 

6F 


MOV 

L. A 



0495 

26 01 


MVI 

H> 1 

f hl^row wrap arround tbl 


0497 

lA 


LDAX 

0 

i crow 


0498 

06 04 


SUI 

4 



049A 

BO 


CMP 

L 

i crow=lrow? 


049D 

7E 


MOV 

A. M 

: up one row 

- 

049C 

F3 


01 




049D 

32 3FFC 


STA 

LROW 

j irow-1 


04A0 

C2 04A4 


JNZ 

ROMEO 



04A3 

12 


STAX 

D 

; crow-1 


04A4 

IE FE 

ROMEO: 

MVI 

E. low FROW 


04A6 

lA ' 


LDAX 

D 



04A7 

06 04 

*4: 

SUI 

4 



04A9 

6F 

*5: 

MOV 

L. A 

ihlsrow wrap arround tbl 


04AA 

7E 


MOV 

A. M 



04AD 

12 


STAX 

0 

J frow-1 


04AC 

FB 


El 




04AD 

C9 


RET 






i {FUNCTION> 

enable cursor> unlock kegboard 


04AE 

AF 

CURULK: 

XRA 

A 



04AF 

32 3FEE 


STA 

KBDLCK 

1 unlock kegboard 


04Q2 

2F 


CMA 


1 enab 1 e c ur sor 


04D3 

C3 OOID 


JMP 

DICUR 





i <FUNCTION> 

lock kegboard 


04B6 

32 3FEE 

KBLK: 

STA 

KBDLCK 

i lock kegboard 


04B9 

C9 

PAGE 

RET 
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04BA 









i <FUNCTION> 

delete rest 

of page 


04BA 

3A 3FFA 

DRTPG: 

LDA 

CROW 


04BD 

CD 04E9 


CALL 

CTLRW2 

i clear crow+1 to Irow 




i <FUNCTION> 

delete rest 

of line 


04C0 

CD 0171 

DRTLN: 

CALL 

DFCLOC 

;get cursor loc and diff 


04C3 

57 


MOV 

D> A 

t save 


04C4 

3A 3F20 


LDA 

FBO 



04C7 

77 

DRLLP: 

MOV 

M. A 

i store space/attribute 


04CB 

23 


INX 

H 



04C9 

15 


OCR 

0 



04CA 

C2 04C7 


JNZ 

DRLLP 

1 until end of 1 ine 


04CD 

C9 


RET 






i <FUNCTION> 

clear screen 


04CE 

CD 06BC 

CLRSCN: 

CALL 

DEGRPH 

(defeat graphics mode 


0401 

2A 3FFE 


LHLD 

FROW 



0404 

70 


MOV 

A, L 



0405 

CD 04E6 


CALL 

CTLRWl 

i clear frow to Irow 




i <FUNCTIQN> 

home cursor 



0408 

3A 3FFE 

HOMCUR: 

LDA 

FROW 



0400 

32 3FFA 


STA 

CROW 

i crow“frow 


040E 

06 00 

ZROCUR: 

MVI 

B. 0 

# set cursor to 1st col 


04E0 

C9 


RET 






j CLEAR 

TO LAST ROW 



04E1 

16 01 

CLRWLP: 

MVI 

D> 1 



04E3 

5F 


MOV 

E. A 

( de*°row wrap arround tbl 


04E4 

lA 


LDAX 

0 

) next row 


04E5 

6F 


MOV 

L. A 



04E6 

CD 03DE 

CTLRWl: 

CALL 

CLRROW 

i clear whole row 


04E9 

2A 3FFC 

CTLRW2: 

LHLD 

LROW 



04EC 

BO 


CMP 

- L 

1 row=*lrow? 


04E0 

C2 04E1 


JNZ 

CLRWLP 

i until last row 


04F0 

C9 


RET 






; •CFUNCTION> 

foreground 

follows 


04F1 

11 2020 

FGNDF: 

LXI 

D> 02020h) foreground spaces 


04F4 

C3 04FA 


JMP 

LDFCD 
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; 'CFUNCTION> background follous 

04F7 

11 AOAO 

BGNDF: 

LXI 

' D, OAOAOhi bac kground spaces 

04FA 

21 0000 

LDFOD: 

LXI 

H, 0 


04FD 

39 


DAD 

SP 


04FE 

EB 


XCHG 



04FF 

31 3F50 


LXI 

SP, DMYR0W+80 

0502 

C3 03EC 


JMP 

PUSHSP 

) store in dumtiiy rou) 



PACE 
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0505 








i {FUNCTION> insert a line 

0505 

CD 0590 

INSLNE: 

CALL 

CRLR 

) calc croui/lroui diff 

0508 

21 3FFA 


LXI 

H, CROW 


050B 

73 


MOV 

M, E 

) set crou)=lrouj 

050C 

C2 054B 


JNZ 

MOVDWN 

) move rou) contents 

050F 

C3 058C 


JMP 

DRWZCU 

)else, del Iroui/zero cur 



1 <FUNCT10N> 

strip off a 

line 

0512 

CD 0590 

STOFLNE: CALL 

CRLR 

> get crou)/lrou diff 

0515 

CA 058C 


JZ 

DRWZCU 

) del Iroui/zero cursor 

0518 

E5 

SLNERG; 

PUSH 

H 

) else do move 

0519 

21 3FE7 


LXI 

H, CPYCTL 

051C 

36 00 


MVI 

M, 0 

) copg upuard 

051E 

CD 0550 


CALL 

MOVROW 

) move roll) contents < 

0521 

El 


POP 

H 

) get original croui 

0522 

22 3FFA 


SHLD 

CROW 

) bac k to crou) 

0525 

C9 


RET 





1 {FUNCTION> 

insert/str ip 

off line with range 

0526 

2A 3FFA 

ISLRG: 

LHLD 

CROW 


0529 

3A 3FA3 


LDA 

LINP 

) read 2nd parameter 

052C 

3D 


DCR 

A 


0520 

E6 3F 


ANI 

03Fh 

)40/7Fh offset to 0/3Fh 

052F 

FE 38 


CPI 

038h 


0531 

DO 


RNC 


i error 

0532 

FE 17 


CPI 

017h 


0534 

DA 053C 


dC 

ISNPA 


0537 

FE 20 


CPI 

020h 


0539 

D8 


RC 


) error 

053A 

D6 09 


SUI 

9 


053C 

3C 

ISNPA: 

INR 

A 


0530 

57 


MOV 

D. A 


053E 

3A 3FA4 


LDA 

LINP+1 

j read 1st parameter 

0541 

FE 53 


CPI 

..g„ 

) strip off? 

0543 

7A 


MOV 

A, D 


0544 

CA 0518 


JZ 

SLNERG 

) do strip off 1 ine 

0547 

CD 05C1 

ILNERG: 

CALL 

IRWOS 

) offset row by para 

054A 

7A 


MOV 

A, D 

/return para 

0540 

21 3FE7 

MOVDWN: 

LXI 

H, CPYCTL 

054E 

36 04 


MVI 

M, 4 

) copy downward 



jMOVE ROW CONTENTS, UP /DOWN CNTL BY CPYCTL 

0550 

F5 

MOVROW: 

PUSH 

PSW 

) save row count 

0551 

2A 3FFA 


LHLD 

CROW 


0554 

5E 


MOV 

E, M 


0555 

23 


INX 

H 


0556 

56 


MOV 

D. M 


0557 

IB 


DCX 

D 

) crow end 

0558 

D5 


PUSH 

D 

r save 

0559 

21 3FE7 


LXI 

H, CPYCTL) direction control 

055C 

11 3FFA 


LXI 

D. CROW 


055F 

lA 


LDAX 

D 

) read crow 

0560 

96 


SUB 

M 

) direction cntl 



PAGE 
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0561 






0561 

6F 


MOV 

L, A 


0562 

26 01 


MVI 

H. 1 

ihl<*row wrap arround tbl 

0564 

7E 


MOV 

A. M 

) lookup +/- one row 

0565 

12 


STAX 

D 

) update crow 

0566 

6F 


MOV 

L. A 


0567 

25 


DCR 

H 

ihl^row start table 

0568 

5E 


MOV 

E, M 


0569 

23 


INX 

H 


0S6A 

56 


MOV 

D. M 


0560 

IB 


DCX 

D 

1 +/- row end 

056C 

El 


POP 

H 

i rtn current row last loc 

056D 

06 10 


MVI 

B, 80/5 

/copy 60 characters 

056F 

lA 

CPLP; 

LDAX 

D 

/ read 

0570 

77 


MOV 

M, A 

1 copg 

0571 

2B 


DCX 

H 

/next byte 

0572 

IB 


DCX 

D 

/next byte 

0573 

lA 


LDAX 

D 

) do 5 times for speed 

0574 

77 


MOV 

M, A 






0575 

2B 


OCX 

H 


0576 

IB 


OCX 

D 


0577 

lA 


LDAX 

0 

1 3 

0578 

77 ' 


MOV 

M, A 


0579 

2B 


OCX 

H 


057A , 

IB 


DCX 

D 


057B 

lA 


LDAX 

D 

1 4 

057C 

77 


MOV 

M. A 


057D 

2B 


DCX 

H 


057E 

IB 


DCX 

0 


057F 

lA 


LDAX 

D 

; 5 

0580 

77 


MOV 

M. A 


0581 

2B 


DCX 

H 


0582 

IB 


DCX 

D 


0583 

05 


OCR 

B 


0584 

C2 056F 


JNZ 

CPLP 

1 finish 80 bgtes? 

0587 

FI 


POP 

PSW 

1 row count 

0588 

30 


DCR 

A 


0589 

C2 0550 


JNZ 

MOVROW 

) next row 

0S8C 

47 

DRWZCU; 

MOV 

B. A 

; xero cursor 

0580 

C3 030B 


JMP 

DCROW 

< and delete cursor row 



i CALCULATE ROW 

DIFFERENCE 

0590 

2A 3FFA 

CRLR: 

LHLD 

CROW 

1 calc crow to Irow 

0593 

3A 3FFC 


LDA 

LROW 


0596 

5F 

FRCR; 

MOV 

E. A 


0597 

95 


SUB 

L 

) get the difference 

0598 

02 OSAO 


JNC 

«2 

i within range 

059B 

3E 60 

«D2; 

MV I 

A. RWRO 

1 over range 

0590 

83 


ADD 

E 


059E 

95 


SUB 

L 


059F 

B7 


ORA 

A 

» c 1 ear carry 

OSAO 

IF 

«2: . 

RAR 


i row diff /2 

05A1 

C9 

PAGE 
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05A2 








i <FUNCTION> address cursor 

05A2 

2A 3FA3 

ADDCUR; 

LHLD 

LINP 

tread leadin parameter 

05A5 

7C 


MOV 

A. H 


05A6 

11 5010 

CALCX: 

LXI 

D. OSOlOh 

; calc X coordinate 

05A9 

BA 


CMP 

D 


OSAA 

DA 05B3 


JC 

CX4FD 

iOO/4Fh=loc 0/79 

OSAO 

92 


SUB 

D 

i 50/7Fh offset to 0/2F 

05AE 

BB 


CMP 

E 


05AF 

DA 05B3 


JC 

CX4FD 

; 50/5Fh offset to 0/15 

05B2 

93 


SUB 

E 

f 60/7Fh offset to 0/31 

05B3 

47 

CX4FD: 

MOV 

B. A 

i then set cursor 

05B4 

3E IF 

CALCY: 

MVI 

A, OlFh 


0SB6 

A5 


ANA 

L 

f 0/lF, 20/3F, 40/ 5F, 60/7Fh 

05B7 

FE 18 


CPI 

018h 

i offset to 00/lFh 

05B9 

0A 05BE 


JC 

CY17D 

i00/17h=>row 0/23 

05BC 

06 18 


SUI 

OlBh 

> lB/lFh=row 0/7 

05BE 

2A 3FFE 

CY17D; 

LHLD 

FROW 

) offset first row 

05C1 

07 

IRWOS: 

RLC 


1 diff*2< msb=0 

05C2 

85 


ADD 

L 

» frow+offset 

05C3 

DA 05CB 


JC 

ROSFFU 

1 >FFh 

05C6 

FE El 


CPI 

low RR4B+1 

05C8 

DA 05CD 


JC 

ROSEOD 

) less than EOh> ok 

05CB 

D6 60 

ROSFFU: 

SUI 

RWRG 

1 row range 

05C0 

32 3FFA 

ROSEOD: 

STA 

CROW 

> then update crow 

0500 

C9 


RET 





i -CFUNCTION> read cursor 


0501 

CD 05E0 

RDCUR: 

CALL 

RDX 

tread cursor x coord 

0504 

CD 006D 


CALL 

WTACEA 

twritetoace 

0507 

CD 05E7 


CALL 

RDY 

tread cursor y coord 

050A 

CD 006D 


CALL 

WTACEA 

1 write to ace 

0500 

C3 074A 


JMP 

CRACE 

t cr for termination 

05E0 

78 

ROX: 

MOV 

A. B 


05E1 

FE 20 


CPI 

020h 

I if 0/lFh add offset 

05E3 

00 


RNC 


t 20/4Fh=cursor loc 32/79 

05E4 

C6 60 


ADI 

060h 

t 60/7Fh=cursor loc 0/31 

05E6 

C9 


RET 





5-97 


AN-270 




AN-270 


05E7 

2A 3FFE 

RDY; 

LHLD 

FROM 


05EA 

3A 3FFA 


LDA 

CROW 


05ED 

CD 0596 


CALL 

FRCR 

i calc frou/crou diff 

05F0 

C6 60 


ADI 

060h 

i 60/77h=row 0/23 

05F2 

C9 
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05F3 








1 <FUNCTION> next page 


05F3 

16 30 

NPAGE; 

MVI 

D. 030h 

> page offset 

05F5 

21 3FFA 


LX I 

H. CROW 

05F8 

F3 


DI 



05F9 

7E 

NPLP: 

MOV 

A> M 


05FA 

FE B1 


CPI 

OBlh 


05FC 

DA 0601 


JC 

NPLT 

> a< Bl, 82-BOh 

05FF 

92 


SUB 

D 

j a>=Bl, B2-E0h 

0600 

92 


SUB 

D 


0601 

82 

NPLT: 

ADD 

D 


0602 

77 


MOV 

M> A 


0603 

2C 


I NR 

L 

1 do crow/lroiD/froui 

0604 

2C 


INR 

L 


0605 

FA 05F9 


JM 

NPLP 

) i f pass froui/ end 

0608 

FB 


El 



0609 

C9 


RET 





1 <FUNCTION> tab 



060A 

2A 3FFA 

TAB; 

LHLD 

CROW 


0600 

E5 


PUSH 

H 

; save crou) 

060E 

CD 0667 


CALL 

SC ATT 


0611 

13 

TDAOSP: 

INX 

D 

inext character 

0612 

2D 


DCR 

L 

1 end of roui? 

0613 

CC 067A 


CZ 

DRCFL 

; doum one row< get 1st loc 

0616 

lA 


LDAX 

D 

i read character 

0617 

84 


ADD 

H 

1 check attribute 

0618 

FA 0635 


JM 

TSATT 

idiffi find same attrib 

061B 

FE 20 


CPI 

SPC 

; space? 

0610 

C2 0611 


JNZ 

TDAOSP 

> loop until space 

0620 

13 

TSANSP; 

INX 

D 

inext character 

0621 

2D 


DCR 

L 

1 end of roui? 

0622 

CC 067A 


CZ 

DRCFL 

I down one rouii get 1st loc 

0625 

lA 


LDAX 

D 

I read character 

0626 

84 


ADD 

H 

icheck attribute 

0627 

FA 0635 


JM 

TSATT 

idiff> find same attrib 

062A 

FE 20 


CPI 

SPC 

I non space? 

062C 

CA 0620 


JZ 

TSANSP 

I loop until non space 

062F 

D1 

TMCUR: 

POP 

D 

I remove saved crow 

0630 

3E 50 


MVI 

A. 80 


0632 

95 


SUB 

L 

I calc cursor location 

0633 

47 


MOV 

B. A 

1 move cursor 

0634 

C9 


RET 



0635 

13 

TSATT: 

INX 

D 

1 next character 

0636 

2D 


DCR 

L 

1 end of row? 

0637 

CC 067A 


CZ 

DRCFL 

I down one row> get 1st loc. 

063A 

lA 


LDAX 

D 

I read character 

063B 

84 


ADD 

H 

I check attribute 

063C 

FA 0635 


JM 

TSATT 

(loop until same attrib 

063F 

C3 062F 
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0642 








1 •CFUNCTIONT clear fore/background to space 

0642 

2A 3FFA 

CFB: 

LHLD 

CROW 


0645 

24 


INR 

H 


0646 

E5 


PUSH 

H 

I save 

0647 

CD 0667 


CALL 

SCATT 


064A 

lA 

CFBLP; 

LDAX 

D 

I read character 

064B 

84 


ADD 

H 

I test attribute 

064C 

FA 0653 


JM 

CFBDIF 

I diff attrib 

064F 

3E 20 


MVI 

A. SPC 

I if same attrib# 

0651 

B4 


ORA 

H 

I put a space 

0652 

12 


STAX 

D 


0653 

13 

CFBDIF: 

INX 

D 

inext character 

0654 

2D 


DCR 

L 

I character counter-1 

0655 

C2 064A 


JNZ 

CFBLP 

luntil finish 80 char 

0658 

El 


POP 

H 

I saved crow 

0659 

3A 3FFC 


LDA 

LROW 


065C 

BD 


CMP 

L 

I row”lrow? 

065D 

C8 


RZ 


I no more 

065E 

6E 


MOV 

L. M 

I else next row 

065F 

E5 


PUSH 

H 

1 save 

0660 

CD 0681 


CALL 

»3 


0663 

C3 064A 


JMP 

CFBLP 


0666 

C9 


RET 




5-98 








i SET UP 

CHAR 

COUNTER AND 

ATTRIB 

0667 

CD 

0174 

SC ATT: 

CALL 

CURLOC ) 

get cursor location 

066A 

ED 



XCHG 


put in de 

066D 

21 

80S0 


LXI 

H, OBOSOh; 

mask/char count 

066E 

3A 

3F20 


LDA 

FBG 


0671 

A4 



ANA 

H 


0672 

67 



MOV 

H. A 


0673 

22 

3FA5 


SHLD 

LINP+2 1 

save count>attrib 

0676 

7D 



MOV 

A. L 


0677 

90 



SUB 

B 1 

get cur to end diff 

067B 

6F 



MOV 

L. A : 

put in 1 

0679 

C9 



RET 






i DOHN 1 

ONE RON 

AND GET ADDR ON 1ST COLUMN 

067A 

CD 0463 

DRCFL: 

CALL 

DCURl 

1 doum cursor one roui 

067D 

CA 0033 


JZ 

TABSTP 

1 cr Dui~lr oui> no tab 

0680 

6E 


MOV 

L.M 

inext row 

0681 

25 

*3: 

DCR 

H 


0682 

2B 


DCX 

H 


0683 

56 


MOV 

D.M 

iaddr high 

0684 

2B 


DCX 

H 


0685 

5E 


MOV 

E. M 

i addr low 

0686 

2A 3FA5 


LHLD 

LINP+2 

1 count and attrib 

0689 

C9 


RET 
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068A 








; <FUNCTION> graphics 


068A 

3A 3FA3 

GRAPH: 

LDA 

LINP 

i read leadin parameter 

068D 

21 107E 

LGPARA 

: LXI 

H, 0107Eh 


0690 

3D 


DCR 

A 


0691 

E6 3F 


AN I 

03Fh 


0693 

DC 


CMP ' 

H 

( h=010h 

0694 

DA 06AD 


JC 

SGI 

i "A” to "P" 

0697 

FE 3E 


CPI 

03Eh 

i delete 

0699 

CA 06B2 


JZ 

S03 


069C 

94 


SUB 

H 

i h=010h 

069D 

FE OF 


CPI 

OFh 

1 space? 

069F 

CA 06B2 


JZ 

SC3 

i space 

06A2 

DC 


CMP 

H 

} h=010h 

06A3 

DA 06AC 


JC 

SG2 

(> "Q" 

06A6 

FE 20 


CPI 

020h 


06A8 

DA 06AD 


JC 

SGI 

i "a" to "p" 

06AD 

2C 


I NR 

L 

i set 1 to 7Fh 

06AC 

7D 

«G2: 

MOV 

A. L 

i L=7Eh or 7Fh 

06AD 

CD 06D0 

SGI; 

CALL 

STSCN 

1 put sgmbol to screen 

06B0 

C6 IE 


ADI 

OlEh 


06D2 

D6 IE 

SG3: 

SUI 

OlEh 


06B4 

32 3FF3 


STA 

GSYMBL 

i for non/destructive move 

06D7 

3E SO 

ENGRPH 

: MVI 

A. 080h 


06B9 

C3 06BD 


JMP 

DEGRPH+1 




i <FUNCTION> defeat graphics 

06DC 

AF 

DEGRPH 

: XRA 

A 


06BD 

32 3FEF 


STA 

GECNTL 


06C0 

C9 


RET 






: CHECK 

GRAPHICS MODE ANE 

1 PUT SYMBOL TO SCREEN 

06C1 

3A 3FEF 

CHKGM: 

LDA 

GECNTL 


06C4 

B7 


ORA 

A 

i graphics mode? 

06C5 

C8 


RZ 


i noi rtn to func 

06C6 

3A 3FF3 


LDA 

GSYMBL 


06C9 

B7 


ORA 

A 

> non destructive move? 

06CA 

F8 


RM 


i ges 

06CD 

21 3F20 

STSP: 

LXI 

H. FBG 


06CE 

AE 


XRA 

M 

i get attribute 

06CF 

AD 


XRA 

L 

{remove space code 

06D0 

CD 0174 

STSCN: 

CALL 

tURLOC 


06D3 

77 


MOV 

M. A 

iwrite to screen 

06D4 

C9 


RET 
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06D5 








iPUT GRAPHIC 

MENU TO SCREEN (LOCAL) 

06D5 

CD 070C 

PGM; 

CALL 

RUADD 


06D8 

CD 06F3 


CALL 

P38SYM 

1 print ascii A/Q 

06DB 

CD 06F3 


CALL 

P38SYM 

i print asc i i a/q 



5-99 


AN-270 





AN-270 


06DE 

CD 070C 


CALL 

RUADD 


06E1 

CD 0700 


CALL 

P32SYM 

j print ascii Oh/Fh 

06E4 

F6 7E 


OR I 

07Eh 

i print ascii 7Eh 

06E6 

CD 06F7 


CALL 

P6SYM 

1 4 spaces 

06E9 

EE 30 


XRI 

030h 

{print ascii 10/lFh 

06EB 

CD 0700 


CALL 

P32SYM 


06EE 

F6 7F 


OR I 

07Fh 

i print asc i i 7Fh 

06F0 

C3 06F7 


JMP 

P6SYM 

(4 spaces 

06F3 

F6 41 

P38SYM; 

OR I 

041h 

; change sgmbol 

06F5 

16 10 


MVI 

D. 16 

1 counter 

06F7 

14 

P6SYM; 

INR 

D 


06F8 

CD 0702 


CALL 

PGMLP 


06FB 

16 04 

P4SP; 

MVI 

D. 4 


06FD 

C3 04C4 


JMP 

DRLLP-3 

> put 4 spaces 

0700 

16 10 

P32SYM: 

MVI 

D. 16 

{ print 32 sgmbols 

0702 

77 

PCMLP; 

MOV 

M> A 


0703 

23 


INX 

H 


0704 

73 


MOV 

M, E 

iFBG 

0705 

23 


INX 

H 


0706 

3C 


INR 

A 

{next sgmbol 

0707 

15 


DCR 

D 


0708 

C2 0702 


JNZ 

PGMLP 


070B 

C9 


RET 



070C 

CD 0472 

RUADD; 

CALL 

ROLUP 

i up one row 

070F 

26 00 


MVI 

H, 0 


0711 

6F 


MOV 

L. A 

i h l = lr ou) 

0712 

CD 0682 


CALL 

«1 

{ Iron) 1st loc 

0715 

EB 


XCHO 



0716 

CD 06FB 


CALL 

P4SP 

i put 4 spaces 

0719 

5F 


MOV 

E. A 

1 FBO 

071A 

E6 80 


AN I 

OBOh 

( get attribute 

071C 

C9 
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071D 








i{FUNCTION> transmit a 

1 ine 

071D 

06 00 

SNDLNE; 

MVI 

B. 0 

1 set cursor to 1st loc 

071F 

CD 0174 


CALL 

CURLOC 

; get row start 

0722 

E5 


PUSH 

H 

{ save row start 

0723 

11 004F 


LXI 

D, 79 

i find row end 

0726 

19 


DAD 

D 

lhl<‘row end> clear carrg 

0727 

16 40 


MVI 

D. 040h 

{rotated space 

0729 

7E 

LENDLP: 

MOV 

A, M 

{read char 

072A 

17 


RAL 


{mask out msb 

072B 

AA 


XRA 

D 

{space? 1 clear carrg 

072C 

C2 0734 


JNZ 

LNSP 

{Until find a non-space 

072F 

2B 


DCX 

H 


0730 

ID 


DCR 

E 


0731 

C2 0729 


JNZ 

LENDLP 

{repeat loop 

0734 

El 

LNSP; 

POP 

H 

{hl^^row start again 

0735 

56 

SNDLP : 

MOV 

D. M 

{read character 

0736 

3E 60 


MVI 

A. 060h 

{screen all cntl codes 

0738 

A2 


ANA 

D 


0739 

C2 073E 


JNZ 

SNCNTL 

(not control code 

073C 

16 2A 


MVI 

D, 

{ cntl code< send instead 

073E 

CD 006E 

SNCNTL; 

CALL 

UTACED 

{write to ace 

0741 

7E 


MOV 

A. M 

{read char again 

0742 

EE 80 


XRI 

OBOh 

{ invert attribute 

0744 

77 


MOV 

M. A 

{ store bac k 

0745 

23 


INX 

H 

{next character 

0746 

ID 


DCR 

E 


0747 

F2 0735 


JP 

SNDLP 

{ until end of 1 ine 

074A 

CD 006B 

CRACE: 

CALL 

SNDCR 

{ send cr for termination 

074D 

3A 3FF1 


LDA 

LOCLM 


0750 

B7 


ORA 

A 

{ local? 

0751 

C8 


RZ 


{remote>no time delag 

0752 

CD 075E 

•D3: 

CALL 

*DLY 

{ do delag 

0755 

15 


DCR 

D 

{ d was ODh 

0756 

C2 0752 


JNZ-^ 

*D3 


0759 

D3 01 


OUT 

BELPRT 

{delag done.ring bell 

07 5B 

C3 0463 


JMP 

DCURl 

{move cursor to next row 

075E 

E5 

*DLY; 

PUSH 

H 


075F 

D5 


PUSH 

D 



5-100 


0760 

CD 07F0 


CALL 

LUBD 

i lookup baud constant 

0763 

3E IF 


MV I 

A. OlFh 

< chg delag at high bauds 

0765 

B3 


ORA 

E 


0766 

5F 


MOV 

E. A 


0767 

CD 059B 

«D1: 

CALL 

«D2 


076A 

IB 


DCX 

D 


076D 

15 


DCR 

D 


076C 

14 


I NR 

0 


076D 

F2 0767 


JP 

»D1 


D770 

D1 


POP 

D 


0771 

El 


POP 

H 


0772 

C9 


RET 
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0773 








.DISPLAY CURSOR 

LOCATION (LOCAL) 

0773 

CD 05E7 

LRDCUR: 

CALL 

RDY 

1 g coordinate 

0776 

2A 3FFC 


LHLD 

LROM 

1 get print out 1 oc 

0779 

5E 


MOV 

E. M 


077A 

23 


INX 

H 


077B 

56 


MOV 

D. M 


077C 

IB 


DCX 

D 

) Irout last location 

077D 

12 


STAX 

D 

1 put to screen 

077E 

CD 05E0 


CALL 

RDX 

i X coordinate 

0781 

IB 


DCX 

D 


0782 

12 


STAX 

D 

1 put to screen 

0783 

C9 


RET 





i SCALE 

(LOCAL) 



0784 

21 3FFE 

SCALE: 

LXI 

H. FROM 


0787 

3A 3FFA 


LDA 

CRON 

, 

078A 

BE 


CMP 

M 

1 froui“crou) 

078B 

CC 048C 


C2 

ROLDUN 

1 if egu. rol 1 douin 

078E 

2A 3FFA 


LHLD 

CROU 

j get print out 1 oc 

0791 

2B 


DCX 

H 


0792 

2B 


DCX 

H 


0793 

CD 0682 


CALL 

«1 


0796 

EB 


XCHG 


i h l=loc 

0797 

IE 31 


MVI 

E, " 1 •' 


0799 

16 B1 

SCLLPl; 

MVI 

D, "r'+OBOh 

079B 

3E BA 


MVI 

A. ••9"+0Blh 

079D 

72 

SCLLP2: 

MOV 

M, D 


079E 

14 


I NR 

D 

," 1 <* to "9" 

079F 

23 


INX 

H 

(next location 

07A0 

BA 


CMP 

D 

( exceeding "9"? 

07A1 

C2 079D 


JNZ 

SCLLP2 


07A4 

3E 39 


MVI 

A. "9" 


07A6 

73 


MOV 

M.E 


' 07A7 

1C 


I NR 

E 

i "1" to "8" 

07A8 

23 


INX 

H 

(next location 

07A9 

BB 


CMP 

E 

( exceeding "8"? 

07AA 

C2 0799 


JNZ 

SCLLPl 


07AD 

C9 


RET 





i VERTICAL INTERRUPT CONTINUE 




07AE 

2B 

VTSUB ; 

DCX 

H 

( VCALEN 

07AF 

74 


MOV 

M, H 

( hOO/ enable VCAL routine 

07B0 

2A 3FF8 


LHLD 

CUR 

( get cursor 

07B3 

36 03 


MVI 

M, 3 

(urite to DPB350 

07B5 

2A 3FF6 


LHLD 

TOP 

( top of page 

07B8 

36 02 


MVI 

M. 2 

( urite to DP8350 

07BA 

D3 40 


OUT 

VERPRT 

iclr vert intr flip/flop 

07BC 

El 


POP 

H 


07BD 

FB 


El 



07BE 

C9 


RET 
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07BF 








({FUNCTION} ace, 

r auto 

line feed, upper/louer case 

07BF 

DB 40 

ACESU; 

IN 

SETSW 

(read suitch settings 

07C1 

E6 10 


AN I 

OlOh 


07C3 

32 3FF2 


STA 

AULF 

( set auto If flag 

07C6 

DB 40 


IN 

SETSW 

(read suitch again 

07C8 

E6 20 


AN I 

020h 


07CA 

C3 07D2 


JMP 

STUL 

( set u/1 case flag 


5-101 


AN-270 





AN-270 





INIT ACE. TOGGLE 

ULCASE 

(LOCAL) 


07CD 

3A 3FF0 

ATGUL: 

LDA 

ULCASE 



07D0 

EE 20 



XRI 

020h 

i toggle u/1 case 

07D2 

32 3FF0 

STUL: 

STA 

ULCASE 



' 07D5 

CD 07F0 



CALL 

LUBD 

1 lookup baud constant 

07D8 

21 9003 



LXl 

H, ACECTL 


07DB 

74 



MOV 

M, H ' 

t set DLAB 


07DC 

2E 01 



MV I 

L. 1 



07DE 

72 



MOV 

M, D 

i set baud 

high 

07DF 

2B 



DCX 

H 



07E0 

73 



MOV 

M> E 

1 set baud 

loui 

07E1 

2E 03 


' 

MVI 

L. 3 



07E3 

36 02 



MVl 

M, 2 

i7 bit, 1 

stop bit 

07E5 

3A 3FF1 



LDA 

LOCLM 

1 local? 


07E8 

3C 

EDACE; 

I NR 

A 



07E9 

21 9000 



LX I 

H, ACEDTA 


07EC 

5E 



MOV 

E. M 

1 remove ace input 

07ED 

23 



I NX 

H 

! ACEITR mask 

07EE 

77 



MOV 

M. A 

len/disable ace intr 

07EF 

C9 



RET 




07F0 

DB 40 

LUBD; 

IN 

SETSM 

t lookup baud constant 

07F2 

E6 OE 



AN I 

OEh 



07F4 

C6 FO 

BADDR: 

ADI 

loui BllOiadd base 

addr 

07F6 

6F 



MOV 

L> A 



07F7 

26 01 



MVI 

H. 1 



07F9 

5E 



MOV 

E. M 

i get baud 

loui 

07FA 

23 



INX 

H 



07FB 

56 



MOV 

D. M 

1 get baud 

high 

07FC 

C9 



RET 








END 

START 
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Macros; 








Symbols 









0682 

«2 

05A0 

«3 

0681 

«4 

04A7 

$5 

04A9 

*D1 

0767 

«D2 

059B 

«D3 

0752 

*DLY 

075E 

«G1 

06AD 

«G2 

06AC 

«G3 

06B2 

ACE 

0038 

ACECTL 

9003 

ACEDTA 

9000 

ACEDUP 

0018 

ACEITR 

9001 

ACESTU 

9005 

ACESW 

07BF 

ADDCUR 

05A2 

ATOUL 

07CD 

AULF 

3FF2 

BllO 

OlFO 

B1200 

01F4 

B 19200 

OlFC 

B2400 

01F6 

B3840G 

OlFE 

B4800 

OlFB 

B600 

01F2 

B9600 

OlFA 

BADDR 

07F4 

BELL 

0434 

BELPRT 

0001 

BGNDF 

04F7 

BS 

041F 

BSl 

0422 

BSRTN 

0417 

CID 

023A 

C7E 

0240 

CALCX 

05A6 

CALCY 

05B4 

CALJMP 

01 5C 

CARRTN 

03B9 

CB 

0204 

CE 

020A 

CFB 

0642 

CFBDIF 

0653 

CFBLP 

064A 

CO 

020E 

CHAR 

0372 

CHKGM 

06C1 

CJMP 

0158 

CLRROM 

03DE 

CLRSCN 

04CE 

CLRWLP 

04E1 

CMRTN 

025C 

CPLP 

056F 

CPYCTL 

3FE7 

CQ 

0222 

CR 

OOOD 

CRACE 

074A 

CRLR 

0590 

CROM 

3FFA 

CROMH 

3FFB 

CTLRWl 

04E6 

CTLRW2 

04E9 

CU 

022A 

CUR 

3FFB 

CUREN 

3FEC 

CURH 

3FF9 

CURLOC 

0174 

CURTMR 

3FEB 

CURULK 

04 AE 

CX4FD 

05B3 

CY17D 

05BE 

DCROM 

03DB 

DCURl 

0463 

DEGRPH 

06BC 

DEL 

0419 

DFCLOC 

0171 

DICMD 

03CE 

DICUR 

OOIB 

DMYROU 

3F00 

DRCFL 

067A 

DRLLP 

04C7 

DRTLN 

04C0 

DRTPG 

04BA 

DRMZCU 

05BC 

DWNCUR 

0460 

EDACE 

07E8 

ENGRPP 

06B7 

FI 

0A5F 

FIO 

84D8 

Fll 

85F3 

F12 

8472 

F13 

848C 

F14 

84AE 

F15 

8DD1 

F16 

ADA2 

F17 

84F1 

F18 

84F7 

F19 

836B 

F2 

03B9 

F20 

8358 

F21 

8505 

F22 

8512 

F23 

AD26 

F24 

9EBA 

F25 

0419 

F26 

83DB 

F27 

B4C0 

F28 

84BA 

F29 

8642 

F3 

03B1 

F30 

B4CE 

F31 

BCB6 

F32 

801B 

F33 

871D 

F34 

B7BF 

F35 

0AC5 

F36 

86BC 

F4 

0C34 

F5 

060A 

F6 

0437 

F7 

041F 

F8- 

844E 

F9 

8460 

FBG 

3F20 

FCHR2 

3780 

FFCHK 

0267 

FFEND 

3F9F 

FFRD 

3FE5 

FFSTRT 

3F50 

FFWCT 

3FEA 

FFWRT 

3FE6 

FGNDF 

04F1 

FIFACE 

004E 

FRCR 

0596 

FROM 

3FFE 

FROWH 

3FFF 

FS 

0437 

FUNC 

0168 

GECNTL 3FEF 

GRAPH 

068A 

OSYMBL 

3FF3 

HOMCUR 

04D8 

ICMD 

3FEB 

ILCHAR 

03AB 

ILELIN 

02C2 

ILNERG 

0547 

INIT 

00E2 

INSCHA 

036B 

INSCHR 

038D 

INSLNE 

0505 

INSLP 

039B 

IRMOS 

05C1 

ISLRG 

0526 

ISNPA 

053C 

JMPADD 016A 

KBD 

0020 

KBDACE 

01E4 

KBDINT 

02C9 

KBDLCK 3FEE 

KBDPRT 

0080 

KBLK 

04B6 

KLCRTN 

0260 

KNACTV 0327 

KULCDE 

0003 

LCL 

02F2 

LCLFUN 

005F 

LCLIND 0002 

LDFGD 

04FA 

LEAD IN 

3FE9 

LENDLP 

0729 

LF 

OOOA 

LFD 

03C1 

LFEED 

03B1 

LFSCR 

03D2 

LGPARA 06BD 

LIN 

8000 

LINC 

007E 

LINEXE 

02BE 

LINF 

3FA0 

LINFH 

3FA1 

LINMDE 

0283 

LINP 

3FA3 

LINPFN 02A4 

LINPRA 

02B3 
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LINSET 

02C3 

LINWCT 

3FA2 

LNSP 

0734 

LOCLM 

3FF1 

LRDCUR 

0773 

LROW 

3FFC 

LROMH 

3FFD 

LSTCHR 

03C0 

UUBD 

07F0 

MIDCHR 

0387 

MQVDMN 

054B 

MOVROM 

0550 

NLC 

0800 

NLCSE 

02EC 

NOMRAP 

0066 

NPAGE 

05F3 

NPLP 

05F9 

NPLT 

0601 

NRM 

3FF5 

ONLINE 

0345 
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OUTAGE 

0079 

OVRNG 

032C 

P32SYM 

0700 

P38SYM 

06F3 

P4SP 

06FB 

P6SYM 

06F7 

PATTN 

0112 

PGM 

06D5 

POMLP 

0702 

PSPC 

03A4 

PTNLP 

0117 

PUSHSP 

03EC 

RDCUR 

05D1 

RDFIFO 

026E 

RDNEQ 

04A4 

RDX 

05E0 

RDY 

05E7 

RFFRNG 

027A 

ROLDMN 

048C 

ROLUP 

0472 

R0M2 

034F 

ROSEOD 

05CD 

RDSFFU 

05CB 

ROM 

0008 

ROUl 

0082 

ROMIO 

0094 

ROMll 

0096 

ROM 12 

0098 

R0U13 

009A 

R0M14 

009C 

ROM 15 

009E 

ROM 16 

OOAO 

R0W17 

00A2 

R0M18 

00A4 

RQM19 

00A6 

R0M2 

0084 

R0UI20 

00A8 

R0U21 

OOAA 

R0M22 

OOAC 

R0M23 

OOAE 

R0U24 

OODO 

R0U2S 

00D2 

R0M26 

00B4 

R0M27 

00B6 

R0U28 

00B8 

R0M29 

OOBA 

R0M3 

0086 

R0M30 

OOBC 

R0U31 

OOBE 

R0M32 

OOCO 

R0M33 

00C2 

R0M34 

00C4 

R0W35 

00C6 

R0M36 

00C8 

R0M37 

OOCA 

R0M38 

OOCC 

R0W39 

OOCE 

R0UI4 

0088 

R0M40 

OODO 

R0M41 

00D2 

R0U42 

00D4 

R0M43 

00D6 

R0M44 

00D8 

R0M45 

OODA 

R0M46 

OODC 

R0W47 

OODE 

RQM47D 

007E 

R0M48 

OOEO 

R0U48D 

0080 

ROMS 

008A 

R0M6 

008C 

R0M7 

008E 

R0UI8 

0090 

R0M9 

0092 

RQMDP 

0028 

ROMPRT 

0040 

RRl 

0182 

RRIO 

0194 

RRll 

0196 

RR12 

0198 

RR13 

019A 

RR14 

019C 

RR15 

01 9E 

RR16 

OlAO 

RR17 

01A2 

RR18 

01A4 

RR19 

01A6 

RRID 

01E2 

RR2 

0184 

RR20 

01A8 

RR21 

OlAA 

RR22 

OlAC 

RR23 

OlAE 

RR24 

OIDO 

RR25 

01B2 

RR26 

01B4 

RR27 

01D6 

RR28 

01B8 

RR29 

OIBA 

RR3 

0186 

RR30 

OlDC 

RR31 

OIBE 

RR32 

OICO 

RR33 

01C2 

RR34 

01C4 

RR35 

01C6 

RR36 

01C8 

RR37 

OICA 

RR38 

OICC 

RR39 

OICE 

RR4 

0188 

RR40 

OIDO 

RR41 

01D2 

RR42 

01D4 

RR43 

01D6 

RR44 

01D8 

RR45 

OIDA 

RR46 

OlDC 

RR47 

OIDE 

RR47D 

017E 

RR48 

OlEO 

RR48D 

0180 

RRS 

018A 

RR6 

018C 

RR7 

018E 

RR8 

0190 

RR9 

0192 

RTECTL 

3FED 

RTN 

025F 

RUADD 

070C 

RUNEQ 

0484 

RMRG 

0060 

SCALE 

0784 

SCATT 

0667 

SCLLPl 

0799 

SCLLP2 

079D 

SETSW 

0040 

SLNERG 

0518 

SNCNTL 

073E 

SNDCR 

006B 

SNDLNE 

071D 

SNDLP 

0735 

SPC 

0020 

START 

0000 

STFIFO 

0244 

STK 

3FE5 

STOFCH 

0358 

STOFLN 

0512 

STOFLP 

035F 

STSCN 

06D0 

STSP 

06CB 

STUL 

07D2 

TAD 

060A 

TABSTP 

0033 

TBLJMP 

0200 

TDAOSP 

0611 

TOLCL 

0333 

TMCUR 

062F 

TOP 

3FF6 

TOPH 

3FF7 

TSANSP 

0620 

TSATT 

0635 

UCURl 

0451 

ULCASE 

3FF0 

UPCUR 

044E 

VCAL 

OllF 

VCALEN 

3FF4 

VERPRT 

0040 

VERT 

0010 

VERTDP 

0030 

VRMRAP 

0061 

VTSUB 

07AE 

Ml 

1000 

M2 

2000 

MAIT 

014E 

MFFRNG 

025A 

WTACEA 

006D 

MTACED 

006E 

ZROCUR 

04DE 



No Fatal error(s) 
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DP-XXX 



National 

Semiconductor 


Display Controllers/Drivers 

PRELIMINARY 


DP-XXX Advanced Graphic CRT Controller, AGCRTC 


General Description 

The DP-XXX advanced graphic CRT controller, AGCRTC, 
provides a versatile, powerful and flicker-free solution to 
all raster scan graphic systems. 

The AGCRTC performs six major tasks: 

1) screen update 

2) asynchronized pixel transfer 

3) dynamic RAM refresh control 

4) line drawing 

5) text processing 

6) scrolling 

Multiple AGCRTCs can be used in the same system for 
color graphics or for faster system throughput. 

Features 

■ Supports maximum 2048 pixels by 2048 lines raster 
scan display 

■ 16 or 32-bit wide data bus and 20-bit wide address bus 

■ Maximum frame buffer size up to 16 megapixels 

■ Screen parameters are programmable, including sync, 
blanking, screen size, etc. 

■ System parameters are programmable, including 
refresh, data bus width 


■ Supports both interlaced and noninterlaced raster 
scan displays. 

■ Supports BITBLT with clipping window 

■ Fast scrolling— a Ik by Ik display area can be scrolled 
in any direction within one frame time at 70 Hz, 
noninterlaced 

■ Line drawing at 200 ns per pixel 

■ Supports proportional spacing for word processing 

■ Horizontal and vertical SYNC inputs allow the AGCRTC 
to lock to other video sources 

■ AGCRTC generates either composite SYNC or 
separate vertical and horizontal SYNCs 

■ Dynamic RAM refresh support 

■ Supports color graphics 

■ Easy interfacing to all popular microprocessors 

■ Versatile handshake signals for maximum utilization of 
the available bus bandwidth 

■ Pipelined data input and output structures for high 
system throughputs 

■ Maximum transfer rate, 320 megapixels per second 

■ High-speed CMOS technology 

S 68-pin leaded chip carrier 



TL/F/5284-1 


FIGURE 1. Single Bus System Diagram 
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MICROPROCESSOR 





GRAPHIC 

PROCESSOR 


FIGURE 3. Multiple Bitplanes, Multiple AGCRTCs System 
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DS75491, DS75492 




National 

Semiconductor 


Display Controllers/ Drivers 


DS75491 MOS-to-LED Quad Segment Driver 
DS75492 MOS-to-LED Hex Digit Driver 


General Description 

The DS75491 and DS75492 are interface circuits 
designed to be used in conjunction with MOS 
integrated circuits and common-cathode LED's in 
serially addressed multi-digit displays. The num- 
ber of drivers required for this time-multiplexed 
system is minimized as a result of the segment- 
address-and-digit-scan method of LED drive. 


Features 

■ 50 mA source or sink capability 
per driver (DS75491) 

■ 250 mA sink capability 
per driver (DS75492) 

■ MOS compatability (low input current) 

■ Low standby power 

■ High-gain Darlington circuits 


Schematic and Connection Diagrams 


DS75491 (each driver) 


DS75492 (each driver) 





A-H 




^ (2. 6,^9. 13) 




^ 6.8 




E.E 
1 6.8k 



> 6.8k 




< 310 

1^ 

T 

^ TO OTHER 

V Hill 

1^ 

T 

TO OTHER 

||4I 

DRIVERS 


1^ 

^ TO OTHER 



DRIVERS GNO 


DS75491 Dual-ln-Line Package 

4A 4E 4C Vss SC 3E 3A 

Ir4 |i3 Ii 2 In lio |g ^ 


DS75492 Dual-ln-Line Package 

lA EY 5A Vss 5A SY 4A 

Ii4 1)3 1)2 In |to |g |g 



r 

1A 

!■ 

IE 

|3 |4 |g |E ,2 

1C GNO 2C 2E 2A 

|, ,2 |3 |4 ,g 

n 2Y 2A GND 3A 

r 

3Y 

r 

4Y 



TOP VIEW 

TOP VIEW 





Order Number DS75491J, DS75492J, 





DS75491Nor DS75492N 





See NS Package J14A or N14A 
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Absolute Maximum Ratings 

(Note 1) 



DS75491 

DS75492 

Input Voltage Range (Note 4) 

-5V to Vss 

-5V to Vss 

Collector Output Voltage (Note 5) 

10V 

10V 

Collector Output to Input Voltage 

10V 

10V 

Emitter to Ground Voltage (V| ^ 5V) 

10V 


Emitter to Input Voltage 

Voltage at Vss Terminal With Respect to 

5V 

10V 

10 V 

Any Other Device Terminal 
Collector Output Current 

Each Collector Output 

50 mA 

250 mA 

All Collector Outputs 

200 mA 

600 mA 

Continuous Total Dissipation 

600 mW 

600 mW 

Operating Temperature Range 

0°C to +70° C 

0°C to +70° C 

Storage Temperature Range 

-65°C to +150°C 

-€5°Cto+150°C 

Lead Temperature (Soldering, 10 sec) 
Maximum Power Dissipation at 25°C 

300°C 

300° C 

Cavity Package 

1308 mW* 

1364 mWt 

Molded Package 

1207 mW* 

1280 mWt 


‘Derate cavity package 8.72 mW/°C above 25°C; derate molded package 9.66 mW/°C above 25° C. 
^Derate cavity package 9.09 mW/°C above 25°C; derate molded package 10.24 mW/°C above 25°C. 


Electrical Characteristics DS75491 (Vss = 10V, = 0°C to +70°C unless otherwise noted) (Notes 2 and 


PARAMETER 


"ON" State Collector Emitter Voltage 


c OFF "OFF" State Collector Current 

Vc = 10V, 1 


< 

o 

< 


CONDITIONS 


Input = 8.5V through 1 kO, 
Vg =5V, Ic =50mA 


“ 40/iA 


V.M =0.7V 


V|M = 10V, Vg =0, Ic =20 mA 


V,N =0. Vg =5V, Ic =0 


Input Current at Maximum Input Voltage 


g Emitter Reverse Current 


ss Current Into Vgg Terminal 


DS75492 (Vss = 10V, = O^C to +70°C unless otherwise noted) (Notes 2 and 3) 


CONDITIONS 



PARAMETER 

VoL 

Low Level Output Voltage 

■ 

OH 

High Level Output Current 

s 

Input Current at Maximum Input Voltage 

1 

SS 

Current Into Vgg Terminal 


Ta = 25 C 


T„ = 0-70°C 


IN ” 40/iA 


V,M =0.5V 


VoH = 10V 


,ViN = 10V, Iql =20mA 



Switching Characteristics ds7S49i (v 


PARAMETER 


Pi_H Propagation Delay Time, Low-to-High Level Output (Collector) 


tpHL Propagation Delay Time, High-to-Low Level Output (Collector) 


DS75492 (Vss = 7.5V, Ta = 25°C) 


PARAMETER 


PLH Propagation Delay Time Low-to-High Level Output 


tppiL Propagation Delay Time, High-to-Low Level Output 


ss = 7.5V, Ta = 25“C) 


CONDITIONS 


V|H = 4.5V, Vg = 0, 

Rg =200n, Cg = 15 pF 


CONDITIONS 


V|H = 7.5V, Rg = 39n, 
Cg = 15 pF 




Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C temperature range for the DS75491 and DS75492. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: The input is the only device terminal which may be negative with respect to ground. 

Note 5: Voltage values are with respect to network ground terminal unless otherwise noted. 
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DS75491, DS75492 


AC Test Circuits and Switching Time Waveforms 






Nate 1 : The pulse generator has the following characteristics; Zqut ~ 50n, 
PRR = 100kH2,tw = lMS. 

Note 2: C|_ includes probe and jig capacitance. 
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National 

Semiconductor 


Display Controllers/Drivers 


DS55493/DS75493 Quad LED Segment Driver 

General Description Features 


The DS55493/DS75493 is a quad LED segment driver. 
It is designed to interface between MOS IC's and LED's. 
An external resistor is required for each segment to 
drive the output current which is approximately equal 
to 0.7 V/Rl and is relatively constant, independent of 
supply variations. Blanking can be achieved by taking 
the chip enable (CE) to a logical "1" level. 


Features 

■ Low voltage operation 

■ Low input current for MOS compatibility 

■ Low standby power 

■ Display blanking capability 

■ Output current regulation 

■ Quad high gain circuits 


Schematic and Connection Diagrams 


M, 5,12,13) 
INPUT O— 



1 

% R6 


> 4k 

(2, 7,^0, 15) 


Dual-In-Line Package 


> EXTERNAL 
►CURRENT SET 
* RESISTOR 



UsETt loUTl INI IN 2 loUT2 HsET2 

Order Number DS55493J, DS75493J 
or DS75493N 

See NS Package J16A or N16A 


Typical Application 


Truth Table 


CALCULATOR 
OR OTHER 
CURRENT- 
SOURCE 
OUTPUT 


Vss Vcc R: 



CE 

V|N 

•out 

0 

1 

ON 

0 

0 

OFF 

1 

X 

OFF 


X = Don't care 


OS7S494 DIGIT DRIVER 
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DS55493/DS75493 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 10V 

Input Voltage 10V 

Output Voltage Vcc 

Storage Temperature Range -65° C to +150°C 

Output Current doyT^ -25 mA 

Maximum Power Dissipation* at 25°C 

Cavity Package 1371 mW 

Molded Package 1280mW 

Lead Temperature (Soldering, 10 seconds) 300° C 

‘Derate cavity package 9.14 mW/°C above 25°C; derate molded 
package 10.24 mW/°C above 25°C. 

Eiectricai Characteristics (Vss > Vcc) 2 and 3> 


CONDITIONS 


Supply Voltage 
VCC 
Vss 

Temperature, T/^ 
DS75493 
DS55493 


PARAMETER 


iM Input Current 


CE Chip Enable Input Current 


OUT Output Current 


OL Output Leakage Current 


cc Supply Current, Vqc 


ss Supply Current 


MIN TYP MAX UNITS 


Vss = Max, V,N = 8.8V, Vcc = Open, Vce = OV 


'out = Rset@0V,Vce = 8.8V 


Vqq = Max, Vss = Max, Vqe = 8.8V, All Other Pins 
to Gnd 


Iout<3 2.15V, Rl = 50« 


Iqut ~ 8set @0V, 
Measure Current to Gnd. 
Vcc = 8.8V 


Vcc = Min, Vss = 6.5V, 
Ice = 80pA, V,n = 6.5V 
Through 1.0 kI2 


VcE = OV. V|N = 8.8V 


Vcc = Min, Vce = OV 
V|N = 8.8V Through 

100 kn 


Vce = 6.5V Through 
1.0 kn, V|N = 8.8V 


Vcc ” Max, Vss “ Max, All Other Pins to Gnd 


Vcc “ OV, All Other Pins to Gnd 


Vcc = Min, Vss = 8.8V 



•out = Open, Rset =Open, 
Vce = OV 



Switching Characteristics = 25°C, nominal power supplies unless otherwise noted 


PARAMETER 

CONDITIONS 

fpd(OFF) Propagation Delay to a Logical "0" 
From Input to Output 

(See AC Test Circuit) 

fpd<ON) Propagation Delay to a Logical "1" 

From Input to Output 

(See AC Test Circuit) 


TYP 

MAX 

UNITS 

170 

300 

ns 

11 

100 

ns 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70° C range for the DS75493 and across the -55°C to +125°C range 
for the DS55493. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


AC Test Circuit 


Switching Time Waveforms 
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Display Controllers/Drivers 


4 cm Semiconducbor 

DS55494/DS75494 Hex Digit Driver 


General Description 

The DS55494/DS75494 is a hex digit driver 
designed to interface between most MOS devices 
and common cathodes configured LED's with a 
low output voltage at high operating currents. 
The enable input disables all the outputs when 
taken high. 


Features 

■ 150 mA sink capability 

■ Low voltage operation 

■ Low input current for MOS compatibility 

■ Low standby power 

■ Display blanking capability 

■ Low voltage saturating outputs 

■ Hex high gain circuits 


Schematic and Connection Diagrams 


INPUT 4k 

O V\A 

12. S. 7. 10.121 


CHIPeNASI.E S.Sk 



Dual-ln-Line Package 

Vcc INE 0UT6 OUTS INS 0UT4 IN 4 CE 



NC INI 0UT1 OUTZ IN 2 OUTS INS GND 
TOP VIEW 

Order Number DS55494J, DS75494J 
or DS75494N 

See NS Package J16A or N16A 


Truth Tabie 


ENABLE 

V,N 

VoUT 

0 

0 

1 

0 

1 

0 

1 

X 

1 
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DS55494/DS75494 






Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 10V 

Input Voltage 10V 

Output Voltage 10V 

Storage Temperature Range -65° C to +150°C 

Maximum Power Dissipation* at 25° C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering, 10 seconds) 300° C 

•Derate cavity package 9.55 mW/°C above 25°C; derate molded 
package 10.9 mW/°C above 25° C. 


Electrical Characteristics (Notes 2 and 3) 


Supply Voltage, V^c 

Temperature, T^ 
DS75494 
DS55494 


PARAMETER 


Logical "1” Input Current 


Logical "0" Input Current 


Logical "1" Output Current 


Logical "0" Output Voltage 


= Min, V.K, =8.8V 


Vcc = Max. V|N = -5.5V 


Vcc = Max, VoH = 8.8V 


CONDITIONS 


VcE =8.8V through 100k 


Vrr = 8.8V 


V|N = 8.8V through 100k, Vce = OV 


V,N = 8.8V, Vce = 6.5V through 1 .Ok 


Vcc - Min, Iql = 150 mA, V|(j = 6.5V through 1.0k, 
Vce - 8.8V through 100k 



One Driver "ON", V|m = 8.8V 



All Other Pins to GND 


All Other Pins to GND 


Vce = 6.5V through 1.0k 


V|N =8.8V through 100k 


Output "OFF" Time 


Output "ON" Time 


’ 20 pF, Rl = 24S2, Vcc “ 4.0V, See ac Test Circuits 


• 20 pF, Rl = 24JJ, Vcc “ 4.0V, See ac Test Circuits 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS75494 and across the -55°C to +125°C range 
for the DS55494. 

Note 3; All currents into device p<ns shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absciute value basis. 


AC Test Circuit and Switching Time Waveforms 
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National 

Semiconductor 


Display Controllers/Drivers 


DS8654 8-Output Display Driver (LED, VF, Thermal Printei) 
DS8656 Diode Matrix 


General Description 


DS8654 is an 8-digit driver with emitter/follower out- 
puts. It can source up to 50 mA at a low impedance, and 
operates with a constant internal drive current over a 
wide range of power supply— from 4.5V to 33V. The 
DS8654 can be used to drive electrical or mechanical, 
multiplexed or unmultiplexed display systems. It can be 
used as a segment driver for common cathode displays 
with external current limiting resistors or can drive 
incandescent or fluorescent displays directly, both digits 
(anodes) and segments (grids). It will be necessary to run 
the device at a lower duty cycle, to keep the maximum 
package dc power dissipation less than 600 mW while 
operating all 8 outputs at high supply voltage and large 
source current. The inputs are MOS compatible and 
eliminate the need for level shifting since inputs are 
referenced to the most negative supply of system. 


System Description 


The DS8654 and DS8656 are specifically designed to 
operate a thermal printing head for calculator or other 


uses. In this application the same segment in each digit 
is selected at the same time, reducing the overall time 
for a complete print cycle. The DS8654 is an 8-digit 
driver. With a 15-digit print head, two of the DS8654 
are required. 

The DS8656 diode arrays are used to prevent "sneak" 
currents in the resistive print head. In a 15-digit print 
head with one alphanumeric digit there are 119 resistor 
segments requiring 1 1 9 diodes. For ease of assembly, the 
DS8656 is configured in four groups of three common 
cathode diodes in each group. In the system, ten parts 
of DS8656 are required. 

The whole system is designed to operate from a +19V 
supply for the print head and an 8-cell nickel-cadmium 
battery supplying ~8V to -11.6V for the rest of the 
electronics. The 8-segment drive transistors require 
LVcer's of 33V min, /3 of > 100 at Iq = 500 mA, and 
Vsat ^ 1 -OV at 800 m A with 1 5 mA drive. 


Connection Diagrams 


Dual-ln-Line Package 


OUTS OUTS OUT? OUTS GNO INS IN 7 


Dual-ln-Line Package 


|l8 |l7 |is |l5 |l 4 13 I 12 In |l0 16 15 14 |l 3 12 11 10 S 



OUT 4 OUT 3 OUT 2 OUT 1 Vcc INI IN 2 IN 3 IN 4 


Order Number DS8654N 
See NS Package N18A 


Order Number OS8656N 
See NS Package N16A 
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Absolute Maximum Ratings dss 654 (Note d 


Supply Voltage 
Input Voltage 
Output Voltage 
Storage Temperature Range 
Maximum Power Dissipation at 25° C 
Molded Package (DS8654)* 

Molded Package (DS8656)'^ 

Lead Temperature (Soldering, 10 seconds) 


36V 
36V 
Vcc - 36V 
-65° C to +150°C 

1563 mW 
1280 mW 
300° C 


Operating Conditions ds86S4 

MIN MAX UNITS 

Supply Voltage (Vqc) 4.5 33 V 

Temperature (T/^) 0 +70 °C 


‘Derate molded package 12.5 mW/°C above 25°C. 
'•'Derate molded package 10.24 mW/°C above 25°C. 


Electrical Characteristics dss 654 (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

mm 

Logical "1" Input Current 

Ypc “ Max, Vipj = 6.5V 


390 

500 

/tiA 


Logical "0" Input Current 

Vcc = Max. V|N = 0.4V 


13 

40 

aA 


"Off" State Leakage Current 

Vqut “ ^cc “ 33V 


0.01 

-100 

aa 

'^ON 

"On" State Output Voltage 

Vcc ~ Max, = BOOjuA, 

Iq^ ~ 50 rnA 


Vcc-1.8 


V 

•CC(OFF) 

Supply Current 

Vcc ~ Max, V|fvj " Vqut ~ Gnd 


0.01 

1.0 

mA 

•cC(ON) 

Supply Current 
(All Outputs "ON") 

Vcc = Max. V,N - 6.5V, 

^OUT ” ^ 


7.5 

10 

mA 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 


Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS8654. All typicals are given for Vqq = 30V 
and Ta = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 


Electrical Characteristics ossese (t^ = o°c to +7o°o 


PARAMETER 


Vr Peak Inverse Voltage 

Vp Forward Voltage 


CONDITIONS 


= 0.1mA 
= 50 mA 

= 50 mA to Ir =0.1 mA at Vr 


= 30V 


MIN 


TYP 


MAX 


UNITS 


35 


1.5 


V 

V 


AS 


Reverse Recov. Time 


1.0 






























































Typical Applications 


Thermal Printer 




LED Display— 0 mA to 50 mA Peak Segment Current 


SEGMENT INPUTS 



DIGIT INPUTS 
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DS8654, DS8656 




DS8654, DS8656 


Typical Applications (Continued) 


LED Display— 50 mA to 100 mA Peak Segment Current 

SEGMENT INPUTS SEGMENT INPUTS 


r ' > r 



VF Display 



DIGIT INPUTS 
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National 

Semiconductor 


Display Controllers/Drivers 


DS8664 14-Digit Decoder/Driver With 
Low Battery Indicator 

General Description Featur 


The DS8664 circuit is a 14-digit decoder/driver with 
an 80 mA sink capability. The circuit has current thresh- 
old inputs, and is designed to be driven by P-channel 
MOS. The enable input permits interdigit blanking of 
the decoded outputs. An open-collector output os- 
cillator is provided for system timing (two passive 
external components are required). A low-battery in- 
dicator is provided at the "C" input with a nominal 
trip point of 3.25V at 25°C. 


Features 

■ Oscillator frequency accuracy allows maximum 
system speed 


Inter-digit blanking with the enable input provides 
ghost-free display operation 

Low-battery indicator accuracy provides consistent 
low-battery indication 
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DS8664 


Absolute Maximum Ratings (Note 1) 

Supply Voltage 10V 

Input Voltage ±10V 

Input Current ±1.5 mA 

Output Voltage 10V 

Storage Temperature Range -€5°C to +150°C 

Maximum Power Dissipation at 25° C 

Molded Package 2005 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

Derate molded package 16.04 mW/°C above 25° C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 

M 

Supply Voltage (Vqq) 2 

Temperature (T/\) 0 


VOL(OSC) 


VOL 


PARAMETER 


Logical "1" Input Voltage 
Decoder Inputs 


Enable Input 


Logical Input Current 
Decoder Inputs 


Enable Input 


Logical "0” Input Voltage 


Logical "0" Input Current 


C Input (Low-Battery Output) 


C Input (Low-Battery Output) 


Logical "1” Output Current 
Except Pin R 


Output Short Circuit Current 
Pin R Only 


Logical "0" Output Voltage 
Digit Outputs 


Oscillator Output 


Pin R 


Supply Current— Enabled 


Supply Current— Disabled 


Oscillator Frequency 


Duty Cycle (tpwH/f) 


CONDITIONS 


vcc = Max, Venable = 4.9V 


MIN TYP MAX UNITS 


l|N = 260pA 


I IN = 1400;uA 


Vcc = Max, IeNABLE = 260pA, Ta = 25°C 


Vcc = Max, Venable = ^.gv 


Vcc = Max 


Vcc = Max, Venable = '’•9V, Ain,B|n,Din 

l|L = 25pA C|N 


Vcc = Max, Venable = 4.9V, Vn_ = Max 


I IN = 300pA 


Vcc = 3.1V, Ta = 25“C 


I IN = 400pA 


Vcc = 3.4V, l|N = 1300pA, Ta = 25°C 


Vcc = Max, VqH = 10.0V, VenABLE = '1-9V 
Vrc = 0.6V 


Vcc = Max, Vrc = 0.6V 


Vcc = Min, Iql = 80 mA, VenABLE = '’•9V 


Vcc = Min, Iql = 6 mA, V rc = 1 .5V 


Vcc “ Min, Iql = 60/jA, V rc = ’ ^5V 


Vcc = Max, Venable = ‘’•9V 


Vcc = Max, Venable = lov 


RT = 35k ±2%, Ct = 100 pF ±5%, Vcc = Min to 4.5V 


Rj = 33k ±2%, Ct = 100 pF ±5%, Vcc = 7.9V to Max 


RT = 35k ±2%, Cj = 100 pF ±5%, Vcc “ Min to 4.5V 


Rj = 33k ±2%, Ct.= 100 pF +5%, Vcc = 7.9V to Max 



0.46 0.56 0.66 


0.46 0.56 0.66 


Switching Characteristics Vcc = 4.ov 

Ta = 25°C unless otherwise specified. 





PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpdl ortpdO 

Propagation Delay From A, B, C, D 
Inputs to Digit Outputs 

Rin = 8.2k, Venable = lOv, 
RL= lOOn, Cl= 50 pF 



500 

ns 

ipdO 

Propagation Delay to a Logical "0" 
From Enable Input to Digit Outputs 

R|N = 8.2k, Rl = lOOn, Cl = 50 pF 

30 

80 

200 

ns 

tpdl 

Propagation Delay to a Logical "1" 
From Enable Input to Digit Outputs 

R|N = 8.2k, Rl = icon. Cl = 50 pF 

100 

250 

500 

ns 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0°C to -±70°C range; all typical values are given for Vcc = ^-0V and Ta = 25°C. 
Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 
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AC Test Circuits and Switching Time Waveforms 


TO PULSE 
GENERATOR 
ANO SCOPE 
PROBE 


INPUT PIN 
UNDER TEST 


SINKING OUTPUT 
PIN UNDER TEST 


Cl 50 pF 

X 


OSCILLATOR 1 ✓ ^0 

OUTPUT O— — V SCOPE 
PIN I PROBE 

C| 50 pF 




Note: Input voltage rise and fall times are 120 ns from 10% to 90% points. 


Truth Table 


A|N 

Bin 

C|N 

Din 

DIG. OUT ON 

0, 

0 

0 

0 

NONE 

1 

0 

0 

0 

1 

0 

1 

0 

0 

2 

1 

1 

0 

0 

3 

0 

0 

1 

0 

4 

1 

0 

1 

0 

5 

0 

1 

1 

0 

6 

1 

1 

1 

0 

7 

0 

0 

0 

1 

8 

1 

0 

0 

1 

9 

0 

1 

0 

1 

10 

1 

1 

0 

I 

11 

0 

0 

1 

1 

12 

1 

0 

1 

1 

13 

0 

1 

1 

1 

14 

1 

1 

1 

1 

NONE 
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DS8666 


National 

mA Semiconductor 

Display Controllers/ Drivers 

DS8666 14-Digit Decoder/Driver 


General Description 

Features 

The DS8666 circuit is a 14-digit decoder/driver. Six 
outputs have an 80 mA sink capability, and eight of the 
outputs have a 13 mA nominal source drive capability to 
drive external grounded-emitter transistor bases. The 
circuit has current threshold inputs, and is designed to 
be driven by P-channel MOS. An enable input is pro- 
vided to allow for inter-digit blanking of the decoded 
outputs. An open-collector output oscillator is provided 
for system timing (two passive external components ' 
are required). 

■ Oscillator frequency accuracy allows maximum 
system speed 

■ Inter-digit blanking with the enable input provides 
ghost-free display operation 


Logic and Connection Diagrams 


OSCILLATOR 

OUTPUT 


Duat-ln-Line Package 



DIGIT 14 OUT 
0IGIT130UT 
OIGITIZOUT 
DIGIT 11 OUT 
DIGIT 10 OUT 

SOURCING 

OUTPUT 0IGIT9 0UT 



0IGIT40UT 
0IGIT5 0UT 
0IGIT6 0UT 
DIGIT 7 OUT 
DIGIT 8 OUT 


-DIGIT 11 ONE TYPICAL OUTPUT SHOWN 
-DIGIT 12 OFEACHTYPE 

SINKING 

-DIGIT 13 ^OUTPUT 

-DIGIT 14 ♦ 1 


TOP VIEW 

Order Number DS8666N 
See NS Package N24A 
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Absolute Maximum Ratings 

(Note 1 ) 

Operating Conditions 

MIN 

MAX 

UNITS 

Supply Voltage ■, 

10V 

Supply Voltage (Vcc> 

7.9 

9.5 

V 

Input Voltage 
Input Current 
Output Voltage 

Storage Temperature Range -65' 

Maximum Power Dissipation at 25° C 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 

10V 
±1.5 mA 
10V 

'C to +150°C 

2005 mW 
300° C 

Temperature (T^) 

0 

+70 

°C 


‘Derate molded package 16.04 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H Logical "1" Input Voltage 

Decoder Inputs 

Vcc = Venable = 6.7V 

l|N = 390 pA 

0.50 



V 

l|N = 1400 pA 



1.50 

V 

V|H Enable Input 

Vcc = Max, IenABLE = 140 juA 

5.0 

6.3 

7.0 

V 

l|H Logical "1" Input Current 

Decoder Inputs 

Vcc = Max, Venable = 6.7V 

390 

■ 

■ 

AiA 

l|H Enable Input 

Vcc “ Max 

140 



aia 

V|L Logical "0" Input Voltage 

Vcc = Max, Venable = 6.7V, i||_ = 25 ma 



0.30 

V 

l|L Logical "0" Input Current 

Vcc = Max, Venable = 6.7V, V|L = Max 



25 

HA 

lOH(OSC) Oscillator Output 

Vcc = Max, VOH = 10.0V, Vrc = 0.6V 



50 

HA 

IqH Digit 1—8 Outputs 

Vcc = Max, Vqh = 1-OOV, VenaBLE = 6.7V 

-7.0 

-13.0 

-20.0 

mA 

lOH Logical"! " Output Current 

Digit 9—14 Outputs 

Vcc = Max, VoH = 10.0V, VenABLE = 6.7V 

■ 

■ 

50 

fiA 

IqS Output Short-Circuit Current 

Pin R Only 

Vcc ” Max, Vrc = 0.6V 

-0.15 

-0.30 

-0.45 

mA 

VoL(OSC) Oscillator Output 

Vcc “ Min, Iql ~ 6 mA, Vrc = 1.5V 



0.50 

V 

Vql Logical "0" Output Voltage 

Digit 1—8 Outputs 
Digit 9—14 Outputs 
Pin R 

Vcc = Min, Venable = 6.7V 

Iql = 40 pA 

■ 

■ 

0.40 

V 

Iql ~ 80 mA 


0.35 

0.50 

V 

Iql = 60 pA, 
Vrc= 1.5V 

■ 

0.10 

0.20 

V 

ICC Supply Current— Enabled 

Vcc = Max, Venable = 6.7V, vqh = i.oov, 

(Sourcing Output "ON") 

■ 

26.0 

35.0 

mA 

Ice Supply Current— Disabled 

Vcc = Max, Venable = i-ov 


5.0 

7.0 

mA 

lose Oscillator Frequency 

1 

Rt = 33k ±2%, Ct = 100 pF ±5% 

Vcc = Min 
Vcc “ Max 

320 

360 

400 

kHz 

D.C. Duty Cycle (tpwH/f) 

RT = 33k +2%, Ct = 100 pF +5% 

Vcc “ Min 
Vcc ■ Max 

0.46 

0.56 

0.66 



Switching Characteristics vcc = 8.4v, ta = 25°c 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpdO or 
Ipdl 

Propagation Delay From A, 
B, C, D Inputs to Digit 
Outputs 

Rin = 8 . 2 k, Venable = lov. 

Cl = 50 pF 

■ 

■ 

500 

ns 

tpdO or 
tpdl 

Propagation Delay From 
Enable Input to Digit 
Outputs 

R|N = 8.2k, Cl = 50 pF 

■ 

■ 

500 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 


Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C for the DS8666. All typicals are given for Vcp = 8.4V and 
Ta = 25“C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 
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National 

Semiconductor 


Display Controllers/Drivers 


DS8669 2-Digit BCD to 7-Segment Decoder/Driver 


General Description 

The DS8669 is a 2-digit BCD to 7-segment decoder/ 
driver for use with common anode LED displays. The 
DS8669 drives 2 7-segment LED displays without 
multiplexing. Outputs are open-collector, and capable 
of sinking 25 mA/segment. Applications include TV 
and CB channel displays. 


Logic and Connection Diagrams 


Features 

■ Direct 7-segment drive 

■ 25 mA/segment current sink capability 

■ Low power requirement— 16 mA typ 

■ Very low input currents— 2 jitA typ 

■ Input clamp diodes to both VqC ground 

■ No multiplexing oscillator noise 


Dual-In-Line Package 
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Order Number DS8669N 
See NS Package N24A 


DS8669 







Absolute Maximum Ratings (Note 1) 

Supply Voltage 7V 

Input Current 20 mA 

Output Voltage 12V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Molded Package 2005 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

‘Derate molded package 16.04 mW/°C above 25° C. 


Operating Conditions 

MIN 

MAX 

UNITS 

Supply Voltage (Vcc> 4.5 

6.0 

V 

Temperature (T/^) 0 

+70 

°C 


Electrical Characteristics vcc = 5.2 bv, (Note 2 ) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H Logical "1 " Input Voltage 

Vcc ” 

2.0 


Vcc+0.6 

V 

V|L Logical "0 ' Input Voltage 

Vcc °° i^in 

-0.3 


0.8 

V 

Iq Logical "1 " Output 

Leakage Current 

Vcc°°l^ax» 

VoUT= 10V 



50 

(JiA 

VoL Logical "0" Output Voltage 

lOL = 25 mA, 

Vcc ” 


0.4 

0.8 

V 

l|H Logical "1" Input Current 

V|N = Vcc = Max 


2.0 

10 

IJlA 

l|L Logical "0" Input Current 

V|N = 0V, 
Vcc = Max 


-0.1 

-10 

juA 

Ice Supply Current 

AM Outputs Low, 
Vcc = Max 


16 

25 

mA 

V|c Input Clamp Voltage 

l|IM = 10 mA 



VCC+1-5V 

V 

l|N = “10 mA 



-1.5 

V 

tpdO Propagation Delay to a Logical "0" 

From Any Input to Any Output 

Rl = 400J2 
Cl = 50 pF 
Ta = 25°C 



10 

JUS 

tpdi Propagation Delay to a Logical "1" 

From Any Input to Any Output 



10 

JUS 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS8669. All typicals are given for Vcc “ 5.25V 
andT/^ = 25°C. ' 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 
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Truth Table 


INPUT LEVELS 

Dim 

C|M 

B|m 

An 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

1 

0 

0 

0 

1 

1 

0 

1 

0 

0 

0 

1 

0 

1 

0 

1 

1 

0 

0 

1 

1 

1 



'0" = Segment ON 
'1 " = Segment OFF 


SEGMENT OUTPUTS 

a1 

b1 

cl 

d1 

el 

f1 

gi 

a2 

b2 

c2 

d2 

e2 

f2 

g2 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

1 

1 

0 

0 

1 

1 

1 

1 

1 

0 

0 

1 

1 

1 

1 

0 

0 

1 

0 

0 

1 

0 

0 

0 

1 

0 

0 

1 

0 

0 

0 

0 

0 

1 

1 

0 

0 

0 

0 

0 

1 

1 

0 

1 

0 

0 

1 

1 

0 

0 

1 

0 

0 

1 

1 

0 

0 

0 

1 

0 

0 

1 

0 

0 

0 

1 

0 

0 

1 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

1 

1 

1 

1 

0 

0 

0 

1 

1 

1 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

1 

1 

0 

0 

0 

1 

1 

0 

0 

1 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

1 

0 

0 

0 

0 

1 

1 

0 

0 

1 

1 

0 

0 

0 

1 

1 

1 

0 

0 

0 

1 

0 

1 

1 

0 

0 

0 

0 

0 

1 

1 

1 

0 

0 

0 

1 

1 

1 

1 

1 

1 

0 

1 

1 

1 

1 

1 

1 

0 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


Display Segment Notation 

a a 

9 h ^1 3 h 

d d 



AC Test Circuit 


TO OUTPUT 
UNDER TEST 


Switching Time Waveforms 


INPUT 1.5V-\-tf<15ns 

ov ^ ■ 


IN-PHASE OUTPUT 
OV 


tf ^ 1 5 ns 



OUT OF PHASE OUTPUT 
OV 
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DS8692, DS8693, DS8694 


Semiconductor 


Display Controllers/Drivers 


DS8692, DS8693, DS8694 Printing Calculator Interface Set 


General Description 


Two DS8692 IC's and one each of the OS8693 and 
DS8694 provide the complete interface necessary 
between the MM5787 calculator chip and the Seiko 
Model 310 printing head. The DS8692 is an array of 
eight common emitter output transistors each capable 
of sinking 350 mA, with open collector saturating 
outputs. The DS8693 contains the interface logic for 
the color solenoid driver, motor driver, and 7-column 
character select solenoid drivers. The DS8694 contains 
the interface logic for 8-column solenoid drivers plus 
the clock oscillator and timing signal buffer. The color 
and character select solenoid latch outputs of both are 


constant current outputs supplying the base current 
for the DS8692 arrays. These outputs also feature active 
pull-down. The motor drive latch output is an open 
collector capable of sinking 20 mA. 


Features 

■ Provides complete interface package for printing 
calculators with minimum number of packages and 
minimum number of external components 

■ 350 mA sink capability 


Connection Diagrams 


Dual-ln-Line Package 


B7 C7 NC C6 BG B5 C5 E 



Dual-ln-Line Package 


COLUMN LATCH MOTOR 

/' * DRIVE MOTOR 

Vcc 0UT1 0UT2 0UT3 0UT4 OUTS 0UT6 0UT7 OUT OUT STOP- 


Cl B1 B2 C2 NC C3 B3 B4 C4 



INI IN2 IN3 IN4 INS INS IN 7 COLOR CLK PRINT GND 


Order Number DS8692N 
See NS Package N22A 


Dual-ln-Line Package 


Order Number DS8693N 
See NS Package N22A 


COLUMN LATCH 

/ • sTIMING 

Vcc OUT 1 OUT 2 OUT 3 OUT 4 OUT 6 OUT 6 OUT TOUT B IN OSC C DSC R 



INI IN 2 IN 3 IN 4 INS INS IN 7 IN 8 CLK TIMING OSC GND 
V. .. I , - - OUT OUT 

COLUMN 

TOP VIEW 

Order Number DS8694N 
See NS Package N24A 
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AbSOlutG MGXimum RstiriQS DSS692— Transistor Array (Notel) 


Collector to Base Voltage 
Collector to Emitter Voltage 
Collector to Emitter Voltage (Note 4) 
Emitter to Base Voltage 
Collector Current (Continuous) 


25V 

Power Dissipation (T/\ = 25°C) 

650 mW 

25V 

Operating Junction Temperature 

150°C max 

15V 

Operating Temperature Range 

0°C to +70° C 

6V 

Storage Temperature Range 

-65°Cto +150°C 

0.4A 

Lead Temperature (Soldering, 10 seconds) 

300° C 


Electrical Characteristics ds 8692 (Notes 2 and s) 


PARAMETER 

CONDITIONS 

VCEO 

Collector to Emitter Breakdown 
Voltage 

IC = 500 M, Ib = 0 

VCES 

Collector to Emitter Breakdown 
Voltage 

IC = 1 mA, Vbe = 0 

VCBO 

Collector to Base Breakdown 
Voltage 

IC = 1 mA, Ie = 0 

VCE(SAT) 

Collector to Emitter Saturation Voltage 

IC = 350 mA, Ib = 7.0 mA, 
(Note 7) 

VbE(SAT) 

Base to Emitter Saturation Voltage 

IC = 350 mA, Ib = 7.0 mA, 
(Note 7) 



Absolute Maximum Ratings dss 693 (Notei) Operating Conditions dss693 


Supply Voltage 12V 

Input Voltage 12V 

Output Voltage 

' All Pins Except Pin 13 12V 

Pin 13 19V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Molded Package 1897 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

‘Derate molded package 15.18 mW/°C above 25°C. 

Electrical Characteristics dss 693 (Notes 2 and 3) 


Supply Voltage (Vqq) 
Temperature (T/\) 


MIN MAX 

8.5 11.0 

0 +70 


PARAMETER 

CONDITIONS 1 

COLUMN DRIVERS 

l|N 

Input Current 

V|N = 2.7V 



V|N = 9.5V 

VOL 

Output OFF Voltage 

Vcc = Min, V|N = 2.7V, VqlOCK = 3.5V, 
l0UT= 1 mA 

lOH 

Output ON Current 

Vcc = Min, V|M = 7.0V, VcLOCK = 3.5V, 
VOUT = 10V 

'OS 

Output Short Circuit Current 

Vcc = Max, V|[s| = 2.7V, VcLOCK = 3.5V, 

vqut = ov 


MIN TYP MAX 



CLOCK INPUT 


l|N 

Input Current 

V|H 

Logical “1" Input High Voltage 

V|L 

Logical "0" Input Low Voltage 


V||M = 3.5V 


V||\| = 1.6V 



MOTOR DRIVER 


llN(PRINT) 

Input Current 

V|N = 2.3V 



V|N = 9.5V 

l|L(STOP) 

Input Low Current (Stop) 

Vcc = Min, Viim(STOP) = 0.4V, 
(Stop Switch Closed) 

V|H(STOP) 

Input High Voltage (Stop) 

Vcc = Max, I|N(ST0P) = -lOpA, 
(Stop Switch Open) 

VOL 

Output Low Voltage 

Vcc = Min, VpRiiMT = 7V, IquT = 15 mA 



DS8692, DS869% DS8694 





























































































Electrical Characteristics (continued) dss693 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

MOTOR DRIVER (Continued) 

lox 

Output Leakage Current 

Vcc = Max, VpRiNT = 2.3V, 
VsTOP = 0-8V, VouT= 18V 



100 

flA 

llH(STOP) 

Logical "1" Input High Current 




-10 

AiA 

COLOR DRIVER 

l|N 

Input Current 

V|n = 3.5V 



300 

ma 



ViN= 1.7V 

50 



/JA 

VOL 

Output OFF Voltage 

Vcc ~ Min, V|N = 1.7V, loUT " 1 



0.4 

V 

lOH 

Output ON Current 

Vcc “ Min, V|N = 3.5V, VquT ” 1 ’OV 

-8 


-18 

mA 

ICC(SB) 

Stand-by Supply Current, 
(Note 6) 

Vcc = Max, VcOLUMN IN/VpR|NT = OV, 
VCOLOR = OV, VclOCK = 3.5V 



. 55 

mA 


Absolute Maximum Ratings ossesA (Note d 

Supply Voltage 12V 

Input Voltage 

All Pins Except Pin 15 12V 

Pin 15 19V 

Output Voltage 12V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation at25°C 

Molded Package 2005 mW 

Lead Temperature (Soldering, 10 seconds) SOOT’D 

‘Derate molded package 16.04 mW/°C above 25°C. 

Electrical Characteristics ds 8694 (Notes 2 and 3) 


Operating Conditions dss694 

MIN MAX UNITS 

Supply Voltage (Vqq) 8.5 11.0 V 

Temperature (T/^) 0 +70 °C 


PARAMETER 


CONDITIONS 


MIN 


TYP 


MAX 


UNITS 


COLUMN DRIVER 


l|N 

Input Current 

ViiM = 2.7V 



50 

HA 



V|n = 9.5V 



250 

HA 

VOL 

Output OFF Voltage 

Vcc = Min, V|N = 2.7V, VcLOCK = 3.5V, 
IOUT= 1 mA 



0.4 

V 

lOH 

Output ON Current 

Vcc = Min, V|N = 7.0V, VcLOCK = 3.5V, 
VOUT=10V 

B 


-17 

mA 

lOS 

Output Short-Circuit Current 

Vcc = Max, V|N = 2.7V, VcLOCK = 3.5V, 
VouT = OV 



-1-2 

mA 


CLOCK INPUT 


l|[\| Input Current 

V|n = 3.5V 

V|N = 2.7V 

V|H Logical "1" Input High Voltage 


V|L Logical "0" Input Low Voltage 


TIMING BUFFER 

l|N Input Current 

V|n = 2V 

V|N= 17V 

Vql Output Low Voltage 

IquT = 50 pA, V|N = 10V 

VoH Output High Voltage 

'OUT = -50f/A, V|N = 7V 

OSCILLATOR 


lose 

Frequency 

Vcc = Max, R = 18k,C = 0.0015pFd, 
(Note 5) 

VOL 

Output Low Voltage 

Vcc = Min, IquT = 50 pA 

Vqh 

Output High Voltage 

'out = -50 pA 

DC 

Duty Cycle 

Vcc “ Max 

vosc 

Osc. Vcc Turn ON Voltage 


'CC(SB) 

Stand-by Supply Current 

Vcc = Max, VcOLUMN IN/ 
VpRlNT = OV, 'CLOCK = 300 pA 
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Switching Characteristics dss694 

Vcc “ 5V, Ta = 25°C (unless otherwise specified) 


PARAMETER 


COLUMN DRIVERS (DS8693, DS8694) (Figure 3) 


CLOCK OSCILLATOR (DS8694) (Figure 7) 


CONDITIONS 

MIN 

TYP 

MAX 


PWcOLUMN 

Column In Pulse Width 

PWCLOCK 

Clock Pulse Width 

td 

Delay of Column In Pulse After 
Clock Transitions to Low State 
for Output to Latch 

tPDO 

Propagation Delay to a Logical 
"0" From Clock to Column Out 
Output 

tPDI 

Propagation Delay to a Logical 
"1" From Clock to Column 
Output 

tPDO 

Propagation Delay to a Logical 
"0" From Column In to Column 
Out 

tPDI 

Propagation Delay to a Logical 
"1" From Column In to Column 
Out 

COLOR DRIVER (DS8693) (Figure 4) 

tPDO 

Propagation Delay to a Logical 
"0" From Color In to Color Out 

tPDI 

Propagation Delay to a Logical 
"1" From Color In to Color Out 

MOTOR DRIVER (DS8693) (Figure 6) 

PWpRiNT 

Print Signal Pulse Width 

PWSTOP 

Stop Signal Pulse Width 

PWcLOCK 

Clock Pulse Width 

tPDO 

Propagation Delay to a Logical 
"0" From Print to Motor Drive 
Out 

tPDI 

Propagation Delay to a Logical 
"1" From Motor Stop (High-to- 
Low Transition) to Motor Drive 
Out 

1 TIMING SIGNAL BUFFER (DS8694) fF/pi/re 5; 

PWtIMING 

Timing Signal Pulse Width 

tr 

Rise Time 

tf 

Fall Time 

tPDO 

Propagation Delay to a Logical 
"0" From Timing In to Timing 
Out 

tPDI 

Propagation Delay to a Logical 
"1" From Timing In to Timing 
Out 


fosc 

Oscillator Frequency 

DC 

Duty Cycle 


r Rise Time 

ClOAD = 70 pF 

r Fall Time 

ClOAD = 70 pF 



115 

kHz 

60 

% 

500 

ns 

500 

ns 


DS8692, DS8693, DS8694 






























































































DS8692, DS8693, DS8694 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS8692, DS8693, DS8694. All typicals are given 
f or Vcc = 1 0V and Ta = 25° C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 

All values shown as max or min on absolute basis. 

Note 4: Ratings refer to a high current point where collector-emitter voltage is lowest. 

Note 5: Oscillator frequency is determined by external R between "Osc R" and "Osc C" and external C from "Osc C" to ground. 2k > R > 20k. 
Note 6: Column outputs operate on approximately 1/16 duty cycle in normal operation. 

Note?: Measured with one output on at a time. 


System Connection Diagram 


|i In l« U2 
El E2 El E4 


Vp-nv ivdd befebencei 


FIGURE 1 


Vss = lOV (typical) 
Vp = 17V (typical) 

Vqd = gnd 



Logic and Timing Diagrams 





COLUMN 

INFORMATION 

puLse 


U-r 


Switching Time Waveforms 



FIGURE 3. DS8693, DS8694 Column Latch 



FIGURE 4. DS8693 Color Driver 



FIGURE 5. DS8694 Timing Signal Buffer 
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DS8692, DS8693, DS8694 


Logic and Timing Diagrams 



PRINT I 

M t>430mi 

p*~rwpRuiT 1 

1 [ 

1_ 

CLOCK 


i|H 



MOTOR STOP 1 1 1 

-III 

1 

1 

1 

MOTOR DRIVE OUT j 

1 1 1 1 1 
1 1 1 1 1 

Mill 1 

1 

1 

1 

Mill 
! 1 1 1 1 
L l.l LI-1 , 

1 


Switching Time Waveforms 



FIGURE 6. DS8693 Motor Drive Latch 


OSCR 
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Semiconductor 


Display Controllers/Drivers 


DS8859A, DS8869A Open Collector Hex Latch LED Drivers 


General Description 


The DS8859A, DS8869A are TTL compatible open 
collector hex latch LED drivers with programmable 
current sink outputs. The current sinks are nominally 
set at 14 mA but may be adjusted by external resistors 
for any value between 0—32 mA. Each device contains 
six latches which may be set by input data terminals. 
An active low strobe common to all six latches en- 
ables the data input terminals. The DS8859A current 
sink outputs are switched on by entering a high level 
into the latches and the DS8869A current sink outputs 
are switched on by entering a low level into the latches. 

The devices are available in either a molded or cavity 
package. In order not to damage the devices there is a 


limit placed on the power dissipation allowable for each 
package type. This information is shown in the graph 
included in this data sheet. 


Features 

■ Built-in latch 

■ Programmable output current 

■ TTL compatible inputs 

■ 32 mA output sink 


Logic Diagram 


Output Circuit 




Connection Diagram 


Truth Table 


Dual-ln-Line Package 

Vcc Iadj input 1 OUTPUT! input 2 output 2 inputs outputs 



STROBE INPUTS OUTPUTS INPUTS OUTPUTS INPUTS OUTPUTS GND 


COMMON 

STROBE 


DS8859 

DS8869 

OUTPUT 

OUTPUT 

(t+1) 

(t+1) 

OFF 

ON 

ON 

OFF 

OUTPUT (t) 

OUTPUT (t) 


Order Number DS8859AJ, DS8869AJ, 
DS8859AN or DS8869AN 
See NS Package J16A or N16A 
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Absolute Maximum Ratings (NoteD 


Supply Voltage 7V 

Input Voltage 5.5V 

Output Voltage 5.5V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

* Derate cavity package 9.55 mW/°C above 25° C; derate molded 
package 10.9 mW/°C above 25° C. 


Operating Conditions 


Supply Voltage, Vcc 
Temperature, T/^ 


MIN 

4.75 

0 


MAX 

5.25 

+70 


UNITS 

V 

°C 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 


CONDITIONS 


V|H Logical "1" Input Voltage 


Vcc = Min 


Logical "1" Input Current 


Vcc = Max, V|N =2.4V 




Logical "0" Input Voltage 


■ Min 


0.8 


Logical "0" Input Current 


Vcc = Max, V|N = 0.4V 


VcD Input Clamp Voltage 


Vcc ■ Min, l|M = -12 mA 


Iqh Logical "1" Output Current 


Vcc = Min, V,L = 0.8V, Vqh = 5.5V, V,h = 2.0V 


pA 


Vql Logical "0" Output Voltage 


Vcc = Min, V,L = 0.8V, Iql = 16 mA, 
V|H = 2V, V|adJ VcCMIN 


Ice Supply Current 


Vcc “ Max, Current Sources "OFF," 
(See Truth Table), (Note 4) 


■sink Output Current 


Vcc = 5.0V, VouT = 2.0V, . 
Ta = 25°C, (Note 4) 


Vi, 


1 = 5V 


•adj = Open 


32 


26 


Switching Characteristics = 25"c, Vec = 5v 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

fpdo Propagation Delay to a Logical "0" 

Cqut “15 pF, R|_ “ 390S^, 
(Note 5) 

Data to Output 



36 

ns 

Strobe to Output 



50 

ns 

ipdi Propagation Delay to a Logical "1" 

Data to Output 



150 

ns 

Strobe to Output 



150 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C temperature range. All typicals are given for V(;q = 5.0V and 
Ta = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: See graphs for changes in IsiNK versus changes in temperature and Vqq. 

Note 5: CquT includes device output capacitance of approximately 8.5 pF and wiring capacitance. 
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Typical Performance Characteristics 



Max Power Dissipation Curves 


i»m 

inHin 


CURVE ASSUMES ALL OUTPUTS 
BEING GNAT Ta =70‘C 


■sink vs V|adj (See Figure 1) 


VOLTS ACROSS OUTPUT 

V,AOJ (VOLTS) 

A IsiNK vs Temperature 

^ 'SINK/Vcc 


-EB -3U 0 30 60 90 120 

TEMPERATURE (”C) 



4.5 4.6 4.7 4.8 4.9 5.0 5.1 5.2 5.3 5.4 5.5 
Vcc (VOLTS) 


IsiNK Adjustment Circuit 











DS8861, DS8863, DS8963 


Semiconductor 


Display Controilers/Drivers 


DS8861 MOS-to-LED 5-Segment Driver 
DS8863 MOS-to-LED 8-Digit Driver 
DS8963 MOS-to-LED 8-Digit Driver 


General Description 

The DS8861, DS8863 and DS8963 are designed 
to be, used in conjunction with MOS integrated 
circuits and common-cathode LED's in serially 
addressed multi-digit displays. 

The DS8861 is a 5-segment driver capable of 
sinking or sourcing up to 50 mA from each driver. 

The DS8863 is an 8-digit driver. Each driver is 
capable of sinking up to 500 mA. 

the DS8963 is identical to the DS8863 except 
it is intended for operation at up to 1 8V. 


Features 

■ 50 mA source or sink capability 
per driver, DS8861 


■ 500 mA sink capability 

per driver, DS8863, DS8963 

■ MOS compatibility (low input current) 

■ Low standby power 

■ High gain Darlington Circuits 


Schematic and Connection Diagrams 


DS8863/DS8963 



(2.3.6. 8.11. 13, 15. 17) 



(1.4. 5. 7,10.12. 14.16) 


DuaMn-Line Package 

Vss £5 INS C4 E4 IN4 IN3 E3 C3 


18 17 |16 IS |14 13 12 11 10 


DuaMn-Line Package 

Vss INB OUTS IN7 0UT7 IN6 0UT6 INS OUTS 


18 117 16 IS I14 113 112 111 10 



r r r r r r r i* r 

CS Cl El INI NC IN2 E2 C2 Voo 


OUTI INI IN2 0UT2 OUH IN3 0UT4 IN4 Vp 


Order Numbers DS8861N, DS8863N or DS8963N 
See NS Package N18A 
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Absolute Maximum Ratings 


Input Voltage Range (Note 1 ) 

Collector (Output) Voltage (Note 2) 
Collector (Output)-to-lnput Voltage 
Emitter-to-Ground Voltage (V| >5V) 
Emitter-to-Input Voltage 
Voltage at Vss Terminal With Respect to 
Any Other Device Terminal 
Collector (Output) Current 
Each Collector (Output) 

All Collectors (Output) 

Continuous Total Dissipation 
Operating Temperature Range 
Storage Temperature Range 
Maximum Power Dissipation at 25°C 
Molded Package 

Lead Temperature (Soldering, 10 sec) 

*Derate molded package 11.81 mW/°C above 25°C. 
^Derate molded package 12.5 mW/°C above 25° C. 


DS8861 

-5V to Vss 
10V 
10V 
10V 
5V 


50 mA 
200 mA 
800 mW 
0°C to +70°C 
-65° C to +150°C 

1476 mW* 
300°C 


DS8863 

-5V to Vss 
10V 
10V 


500 mA 
600 mA 
800 mW 
0°C to +70°C 
-65“C to +150°C 

1563 mW'l' 
300° C 


DS8963 

--5V to Vss 
18V 
18V 


500 mA 
600 mA 
800 mW 
0°C to +70°C 
-65°Cto+150°C 

1563 mWt 
300°C 


Electrical Characteristics DS8861 (Vss ~ 10V, T/^ = 0°C to +70°C unless otherwise noted) 


PARAMETER 


Vceon "ON" State Collector Emitter Voltage 


icoFF "OFF" State Collector Current 


CONDITIONS 


Input = 8V through 1 kfi, Vg = 5V, | T,^ 25°C 

Ic = 50 mA 


Vc = 10V, Vg =0 


Input Current at Maximum Input Voltage V|m = lOV, Vg = 0, Ic = 20 mA 


Emitter Reverse Current 


Current Into Vgs Terminal 


V|M ^0,Vg =5V,lc =0 


DS8863/DS8963 (Vss 10V, T,,; = 0°C to +70°C unless otherwise noted) 


PARAMETER 


Vqu Low Level Output Voltage 


High Level Output Current 


CONDITIONS 


MIN TYP 


0.9 


IN - 40pA 


V.M =0.7V 


ViN =7V. louT = 500 mA 


VoH = 10V 


IN - 40pA 


V,M = 0.5V 


I Input Current at Maximum Input Voltage V|n = 10V, Iql = 20 mA 


;s Current Into Vgg Terminal 


'18V for the DS8963 


MIN TYP 


MAX 

UNITS 

1.2 

V 

1.5 

V 

100 

pA 

100 

/iA 

3.3 

mA 

100 

/iA 

1 

mA 


MAX 

UNITS 

1.5 

V 

1.6, 

V 

250 

pA ■ 

250 

/iA 

2 

mA 

1 

mA 


Switching Characteristics osssei (Vss = t.sv, Ta = 25°o 


PARAMETER 


tpLH Propagation Delay Time, Low-to-High Level Output (Collector) 


PHL Propagation Delay Time, High-to-Low Level Output (Collector) 


CONDITIONS 


V|H =4.5V, Vg =0 
Rl =200n,Cg = 15 pF 



DS8863/DS8963 (Vss = 7.5V, Ta = 25°C) 






PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpLH Propagation Delay Time, Low-to-High Level Output 

V|H = 8V,RL = 20n, 


300 


ns 

tppiL Propagation Delay Time, High-to-Low Level Output 

Cg = 15 pF 


30 


ns 

Note 1: The input is the only device terminal which may be negative with respect to ground. 
Note 2: Voltage values are with respect to network ground terminal unless otherwise noted. 
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DS8861, DS8863, DS8963 


AC Test Circuits and Waveforms 



7.5V 



DS8861 


DS8863 



PRR-1QQ KHz. 

NOTE 2'. Cl INCLUDES PROBE AND JIG CAPACITANCE. 
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National Display Co 

'SM Semiconductor 

DS8867 8-Segment Constant Current Driver 


Display Controllers/Drivers 


General Description 

The DS8867 is an 8-segment driver designed to be driven 
from MOS circuits operating at 8V ±10% minimum 
Vss supply and will supply 14 mA typically to an LED 
display. The output current is insensitive to V^c varia- 
tions. 


Features 

■ Internal current control— no external resistors 

■ 100% efficient, no standby power 

■ Operates in three and four cell battery systems 

■ Inputs and outputs grouped for easy PC layout 


Schematic and Connection Diagrams 


SU8ST. I I 

GMDO I I ^^OUT 


Dual*! n-Line Package 

Vcc OUT! DUT2 0UT3 0UT4 OUTS 0UT6 0UT7 0UT8 



Typical Application 


INI IN2 IN3 IN4 INS IN 6 IN7 INS GNO 
TOP VIEW 

Order Number DS8867N 
See NS Package N18A 


Typical 3 Cell Scientific Calculator Circuit 



MMS758 

SCIENTIFIC 

CALCULATOR 



NSA5101 LED DISPLAY 

Cl Cl 

u.u. 

Cl q Cl Cl Cl Cl _ Cl p 
U.lJ.U.U.Cl.U. LI LI 
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Absolute Maximum Ratings (Notei) Operating Conditions 


Supply Voltage 7V 

Input Voltage 10V 

Output Voltage 10V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation at 25°C 

Molded Package 1345 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

‘Derate molded package 10.76 mW/°C above 25° C. 



MIN 

MAX 

UNITS 

Supply Voltage, V^c 

3.3 

6.0 

V 

Temperature, T/^ 

0 

+70 

°C 


Electrical Characteristics (Note 2) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|f^ Logical "1" Input Voltage 

Vcc = Min, Vqh = 2.3V, I,h = 500mA 


4.9 

5.4 

V 

lii_ Logical "0" Input Current 

Vcc = Max, VoL = 1-8V, V,l = 2.0V 


0.1 

10 

ma 

Iqh Logical "1" Output Current 

Vcc = Min, Vqh = 2.3V, I,h = 500mA 

-8 

-14 

-18 

mA 

Iql Logical "0" Output Current 

Vcc = Max, Vql = 1-OV, V,l = 1 -3V 


-0.5 

-10 

mA 

Icc OFF Supply Current 
*CC ON 

Vcc = Max 

All Vql = 10V, V|L = 1.3V, (Standby) 


4 

50 

ma 

All VoH =2.3V, V|H =7.8V 


112 

150 

mA 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C. 
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Semiconductor 


Display Controllers/Drivers 


DS8870 Hex LED Digit Driver 


General Description 


The DS8870 is an interface circuit designed to be used in 
conjunction with MOS integrated circuits and common- 
cathode LED's in serially addressed multi-digit displays. 
The number of drivers required for this time-multiplexed 
system is minimized as a result of the segment-address- 
and-digit-scan method of LED drive. 


Features 

■ Sink capability per driver— 350 mA 

■ MOS compatibility (low input current) 

■ Low standby power 

■ High-gain Darlington circuits 


Schematic and Connection Diagrams 


DS8870 (Each Driver) 


Dual-ln-Line Package 


1A 6Y 6A 




1Y 2Y 2A GNO 3A 3Y 4Y 


Order Number OS8870J or OS8870N 
See NS Package J14A or N14A 
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DS8870 





DS8870 


Absolute Maximum Ratings 

1 

(Note 1) 

Input Voltage Range (Note 4) 

-5V to Vss 

Collector Output Voltage 

10V 

Collector Output to Input Voltage 

10V 

Voltage at Vss Terminal with Respect to 


Any Other Device Terminal 
Collector Output Current 

10V 

Each Collector Output 

350 mA 

All Collector Outputs 

600 mA 

Continuous Total Dissipation 

800 mW 

Operating Temperature Range 

0°C to +70°C 

Storage Temperature Range 
Maximum Power Dissipation at,25°C 

-65°Cto+150°C 

Cavity Package 

1308 mW 

Molded Package 

1207 mW 

Lead Temperature (Soldering, 10 seconds) 

300°C 

‘Derate cavity package 8.72 mW/°C above 25° C; derate molded package 9.66 mW/°C 
above 25°C. 

Electrical Characteristics (Vss 

= 10V) (Notes 2 and 3) 


PARAMETER 


Vql Low Level Output Voltage 


Vql Low Level Output Voltage 


OH High Level Output Current 


Iqh High Level Output Current 


Input Current at Maximum Input Voltage 


Iss Current Into Vss Terminal 


CONDITIONS 


Input = 6.5V through 1 k£2, 
Iqut “ 350 mA, T;^ = 25°C 


Input = 6.5V through 1 k£2, 
louT ~ 350 mA 


VoH= lOV, I,n = 40mA . 


VoH= 10V, V|N = 0.5V 


■V|N = 10V, loL = 20 mA 



MAX 

UNITS 

1.4 

V 

1.6 

V 

200 

HA 

200 

■ MA 

3.3 

mA 

1 

mA 


Switching Characteristics (Vss = 7 5v, t^ = 25 °o 


PARAMETER 

CONDITIONS 

tpLH Propagation Delay Time, Low-to-High Level Output 

V,H = 7.5V, Rl = 39^, 
Cl = 1 5 pF 

tpHL Propagation Delay Time, High-to-Low Level Output 

V,H = 7.5V, Rl = 39£2, 
Cl = 1 5 pF 


MIN TYP MAX UNITS 



Note 1: "Absolute Maximum Ratings" are' those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70° C temperature range. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: The input is the only device terminal which may be negative with respect to ground. 


5-142 




















































National 

Semiconductor 


Display Controllers/Drivers 


DS8871, DS8872, DS8873 Saturating LED Cathode Drivers 


General Description 

The DS8871, DS8872, and DS8873 are bipolar integrat- 
ed circuits designed to interface between MOS cal- 
culator circuits and common cathode LED displays 
operating in the multiplexed mode with a digit current 
of up to 40 mA. The DS8871 is an 8-digit driver; the 
DS8872 is a 9-digit driver; and the DS8873 is a 9-digit 
driver with a built-in battery condition indicator that 
turns on the digit 9 decimal point when the battery 
voltage drops to 6.5V (typical). In a typical calculator 
system operating on a 9V battery, the low battery 
indicator comes on as a warning that the battery should 
be replaced. But the calculator (MIV15737 or equivalent) 
will still function properly for awhile. 


Features 

■ Single saturating transistor output 

■ Low battery indicator 

■ MOS compatible inputs 

■ Inputs and outputs clustered for easy wiring 

■ Drivers consume no standby power 


Schematic Diagram 



Connection Diagrams (Dual-In-Line Packages, Top Views) 


Vcc g 



OUTPUTS 

Vcci NO- 9 8 7 6 5 4 3 2 1 

I22 I2I I20 |t 9 I1B |t 7 I16 ||5 |l 4 |l 3 I12 


5 4 3 2 t GNO 


INPUTS 

Order Number OS8871N 
See NS Package N18A 


r r r r r r r r r r r 

NC* 9 8 7 6 5 4 3 2 1 UNO 

INPUTS 

Order Number DS8872N 
See NS Package N22A 


OUTPUTS 

VCCI Vcc2 9 8 7 6 5 4 3 2 1 



INPUTS 

Order Number DS8873N 
See NS Package N22A 


DS8871, DS8872, DS8873 







DS8871, DS8872, DS8873 


Absolute Maximum Ratings 

(Notel) 

Operating Conditions 






MIN 

MAX 

UNITS 

Supply Voltage 

Vcci =11V 

Supply Voltage, Vcci 

4.0 

9.5 

V 

Supply Voltage (Note 4) 

Vcc2 = 11V 

Supply Voltage, VcC2 (Note 4) 

4.0 

9.5 

V 

Input Voltage 

11V 

0 

+70 

_ 

Output Voltage 

8V 

Temperature, T/\ 

c 

Storage Temperature Range -65° C to +150°C 





Maximum Power Dissipation at 25° C 






Molded Package (DS8871)* 

1563 mW 





Molded Package (DS8872, DS8873)1 

1771 mW 





Lead Temperature (Soldering, 10 seconds) 

300° C 






‘Derate molded package 12.5 mW/°C above 25°C. 
Derate molded package 14.17 mW/°C above 25° C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

l|L 

Logical "0" Input Current 

V|N = 0.4V 


28 

45 

HA 

l|H 

Logical "1" Input Current 

V|N = 4.5V 


1.7 

2.5 

mA 

VoL 

Logical "0" Output Voltage 

V|N = 3.2V, Iql = 40 mA 


0.35 

0.5 

V 

'OL 

Logical "0" Output Current 

V|n = 3.2V, VoL = 0-5V 



40 

mA 

'CEX 

Output Leakage Current 

VoH = 6V, l|N = 25iUA 



40 

ftA 

IDP(ON) 

Decimal Point Output Current 

VcC2 = 6.25V, Vdp = 2.5V, V|N9 = 3.2V, 
(Note 4) 

-5.0 

-7.0 

■ 

mA 

'DP(OFF) 

Decimal Point Output Current 

VcC2 = 7V, V|N9 = 3.2V, Vqp = IV, 
(Note 4) 

■ 

■ 

-100 

HA 

Icci 

Supply Current, Vcci 

Vcci = 6.5V, V|N = 0V 


1 

100 

UA 

ICC2 

Supply Current, VqC2 

( Vcc2 “ 9-5V, V|N 9 = 4.5V, (Note 4) 


0.9 

1.2 

mA 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for 
actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise 
noted. All values shown as max or min on absolute value basis. 

Note 4: Applies to DS8873 only. 


Typical Applications 



FIGURE 1.4Cell System 


FIGURE 2. 9V System 
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Display Controllers/Orivers 


DS8874 9-Digit Shift Input LED Driver 


General Description 

The DS8874 is a 9-digit LED driver which incorporates a 
shift register input decoding circuit and a low battery 
indicator. Outputs will sink 110 mA at less than 0.5V 
drop when sequentially selected. When the VqC supply 
falls below 6.5V typical, segment current will be fur- 
nished at digit 9 time to indicate a low battery condition. 
Pin 13 is generally connected to the decimal point 
segment on the display so that when a low battery 
condition exists, the left-most decimal point lights up. 
The digit driver is intended to be used with the 


MM5784N 5-function, 9-digit accumulating memory 
calculator circuit, or any other circuit which supplies 
the 9-digit information in a similar serial format. 

Features 

■ 1 10 mAdigit sink 

■ Low battery indicator 

■ Minimum number of connections 

■ MOS compatible inputs 


Connection Diagram 


Equivalent Schematic 


Dual-ln-Line Package 

LOW 

8ATT 


Vcc OUT 0UT9 0UT8 OUT 7 0UT6 QUT5 



TOP VIEW 

Order Number DS8874N 
See NS Package N14A 

Typical Application 



Typical Application of the DS8874 Digit Driver with the MM5784 5-Function 
Calculator Circuit, NSA1298 9-Digit LED Display and a 9V Battery 



TO 

KEYBOARD 


DS8874 







DS8874 


Absolute Maximum Ratings (NoteD Operating Conditions 


Supply Voltage 10V 

Input Voltage 3V 

Output Voltage 10V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation at25°C 

Molded Package 1280mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

’Derate molded package 10.24 mW/°C above 25°C. 

Eiectrical Characteristics (Notes 2 and 3) 


Supply Voltage (Vcc) 
Temperature (T^) 



PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

l|H 

Logical "V Input Current 

VcC “ V|[s) = 3V 


0.25 

0.4 

l|L 

VCCL 

VCCH 

lOH 

Logical "0" Input Current 
Decimal Point "ON" 
Decimal Point "OFF" 
Logical "1 " Output Current 

Vcc^Max, V|IM = 0.8V 

Vdp = 2.3V, Idp = -4 mA. 09 = Vql 

Vdp=lV. ldp = -10/iA. 09 = Vol 

Vqc = Max, Output Not Selected 

7.0 

0.05 

0.1 

6.0 

100 

VOL 

Logical "0" Output Voltage 

Vcc “ Output Selected, Iq! = 80 mA 

Vcc ~ Max, Output Selected, Iqi =110 mA 


0.45 

0.6 

1 

1.5 

'cc 

SupplytCurrent 

Vcc ~ Max, One Output Selected 


13 

19 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for 
actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range. All typicals are given for T/\ = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise 
noted. All values shown as max or min on absolute value basis. 

Timing Diagram (Upper Level More Positive) 

u u — 

CLOCK PULSE I [T| 3 [T] 5 |T| ? [T| 9 1 |T| 3 [7] 5 |T| 7 [T| 9 1 [T| 
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DS8877 6-Digit LED Driver 


General Description 


Features 


The DS8877 is a 6-digit LED driver designed as a pin- 
for-pin replacement for the DS75492 in applications 
where digit current is in the 5 to 50 mA range. Since the 
outputs saturate to less than 0.6V, the DS8877 will 
work on lower battery voltages than most digit drivers. 
The DS8877 draws no standby power. ' 


No standby power 

No supply connection 

Operates in 4.5V, 6V or 9V systems 

Pin-for-pin replacement for DS75492 in low current 

applications 


Logic and Connection Diagrams 


Dual-ln-Line Package 


IN, OUTg INg NC IN5 OUT5 IN, 




OUT, OUT2 INj GND IN3 OUT3 OUT, 


Order Number OS8877N 
See NS Package N14A 
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DS8877 


Absolute Maximum Ratings (Note 1) 


Supply Voltage 
Input Voltage 
Output Voltage 
Operating Temperature Range 
Storage Temperature Range 
Maximum Power Dissipation at 25°C 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 


None Required 
10V 
10V 

0°C to +70°C 
-65°Cto +150°C 


1106 mW 
300°C 


* Derate molded package 8.85 mW/°C above 25° C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V,H 

Logical "1" Input Voltage 


5.0 



V 

llH 

Logical "1" Input Current 

V|h=5.0V 



1.2 

mA 

V|L 

Logical "0" Input Voltage 




0.35 

V 

!9 

Logical "O" Input Current 

V|L = 0.35V 



20 

ma 

B 

Logical "1" Output Current 

Vc = 8.0V, 

V,N = 0.35V 



100 

IxA 

Vql 

Logical "0" Output Voltage 

Iql = 35 mA, 

V|N = 5.0V 



0.5 

V 

Iql 

Logical “0" Output Current 

VoL = 0.5V, 

V,N = 5.0V 

35 

50 


mA 


Note1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range. All typicals are given for T/^ = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 



Calculator Configuration with MM5736 6-Digit Calculator 
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DS7880/DS8880 High Voltage 7-Segment Decodei/Driver 


General Description 

The DS7880/DS8880 is custom designed to de- 
code four lines of BCD and drive a gas-filled 
seven-segment display tube. 

Each output constitutes a switchable, adjustable 
current sink which provides constant current 
to the tube segment, even with high tube anode 
supply tolerance or fluctuation. These current 
sinks have a voltage compliance from 3V to 
at least 80V; typically the output current varies 
1% for output voltage changes of 3 to 50V. Each 
bit line of the decoder switches a current sink on 
or off as prescribed by the input code. Each 
current sink is ratioed to the b-output current 
as required for even illumination of all segments. 

Output currents may be varied over the 0.2 to 1.5 
mA range for driving various tube types or 
multiplex operation. The output current is ad- 
justed by connecting an external program resistor 


(Rp) from Vqq to the Program input in accor- 
dance with the programming curve. The circuit 
design provides a one-to-one correlation between 
program input current and b-segment output 


The Blanking Input provides unconditional blank- 
ing of any output display, while the Ripple Blank- 
ing pins allow simple leading- or trailing-zero 
blanking. 


Features 

■ Current sink outputs 

■ Adjustable output current - 0,2 to 1.5 mA 

■ High output breakdown voltage — 110V typ 

■ Suitable for multiplex operation 

■ Blanking and Ripple Blanking provisions 

■ Low fan-in and low power 


Logic and Connection Diagrams 


Dual-ln-Line Package 



I I CURRENT 

REFERENCE Q— PROCRAMMINC 
CIRCUIT r- INPUT 



B C PROGRAM. BI/RBO RBI 


Order Number DS7880J or DS8880J 
Order Number DS8880N 
See NS Package J16A or N16A 
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DS7880/DS8880 


Absolute Maximum Ratings (Note d 

Operating Conditions 






MIN 

MAX 

UNITS 

Vcc 

7V 

Supply Voltage (Vcc) 




Input Voltage (Except Bl) 

6V 

DS7880 

4.5 

5.5 

V 

Input Voltage (Bl) 

Vcc 

DS8880 

4.75 

5.25 

V 

Segment Output Voltage 

80V 

Temperature (T/\) 




Power Dissipation 

600 mW 

DS7880 

-55 

M25 

" c 

Transient Segment Output Current (Note 4) 

50 mA 

DS8880 

0 

♦ 70 

c 

Storage Temperature Range 

-65°Cto+150°C 





Maximum Power Dissipation* at 25° C 






Cavity Package 

1 509 mW 





Molded Package 

1476 mW 





Lead Temperature (Soldering, 10 sec) 

300° C 





‘Derate cavity package 10.06 mW/°C above 2E 

i°C; derate molded 





package 1 1 .81 mW/°C above 25° C. 






Electrical Characteristics 

(Notes 2 and 3) 





PARAMETER I 

CONDITIONS 

1 MIN 1 

TYP 1 

MAX I 

UNITS 


ViH Logical "1" Input Voltage 


V|L Logical "0" Input Voltage 


Vqh Logical "I" Output Voltage 


Vql Logical "0" Output Voltage 


iH Logical "I" Input Current 


liL Logical “0" Input Current 


cc Power Supply Current 


Vco Input Diode Clamp Voltage 


/ lo| SEGMENT OUTPUTS 
"ON" Current Ratio 


Vcc = Min 


Vcc = Min 


V^Q — Min, Iqut ~ 200pA, RBO 


Mpc ~ Iqut ■ 8 mA, RBO 


= 2.4V 


V,M = 5.5V 


Vcc ■ Except Bl 


Vcc = Max, V|N = 0.4V 


Except Bl 


Bl 




Vcc ■ ^3x, Rp = 2.2k, All Inputs = OV 


Vcc = Max, Ta = 25'^C, I,n = -12 mA 


Outputs a, f, and g 

All Outputs = 50V, Output c 

lourb^Ref. Output d 

Output e 


b ON Output b "ON" Current 


Vcc =5V, VouTb= 50V, 
All Other Outputs > 5V, 
Ta = 25°C 


Rp = 18.1k 


Rp = 7.03k 


Rp = 3.40k 


Rp = 2.20k 


Vcc - Min, Rp = 1k+5%, Ipuyb = 2 mA, (Note 5) 


Vqut = 75V, Bl = OV, Rp = 2.2k 


louT = 250pA, Bl = OV, Rp = 2.2k 


VsAT Output Saturation Voltage 


CEx Output Leakage Current 


Vbr Output Breakdown Voltage 


tp(j Propagation Delays 

BCD Input to Segment Output 


Bl to Segment Output 


RBI to Segment Output 


RBI to RBO 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the— 55°C to +125°C temperature range for the DS7880 and across the 0°C to 
+70°C range for the DS8880. All typical values are for T/^ = 25°C and Vqc = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4; In all applications transient segment output current must be limited to 50 mA. This may be accomplished in dc applications by connecting 
a 2.2k resistor from the anode-supply filter capacitor to the display anode, or by current limiting the anode driver in multiplex applications. 

Note 5: For saturation mode the segment output currents are externally limited and ratioed. 
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b OUTPUT CURRENT (mA) 


Typical Performance Characteristics 



Typical Application 


OKOOtfl/OflrvCA 



Truth Table 



DS7880/DS8880 





DS8881 


National 
Semiconductor 

DS8881 Vacuum Fluorescent 

General Description 

The DS8881 vacuum fluorescent display driver will 
drive 16-digit grids of a vacuum fluorescent display. 
The decode inputs select one of the sixteen outputs to 
be pulled high. The device contains an oscillator for 
supplying clock signals to the MOS circuit, the filament 
bias zener and 50 kJ2 pull-down resistors for each grid. 
Outputs will source up to 7 mA. The DS8881 is designed 
for 9V operation. If the enable input is pulled low, all 
outputs are disabled. 


Display Controllers/ Drivers 
Display Driver 

Features 

■ Oscillator frequency accuracy and stability allows 
maximum system speed 

■ Interdigit blanking with the enable input provides 
ghost-free display operation 

■ 50 kQ pull-down resistors for each grid 

■ 7V filament bias zener 



Connection Diagram 

Dual-In-Line Package 


D1 02 03 04 05 06 07 OB 09 010 011 012 013 014 



28 

27 

26 

25 

24 

23 

22 

21 

20 

19 

IB 

17 

16 

15 
















n. 

OECOOER 

— 









OSCILLATOR ^ 

nv 








1 

V 

3 

4 

5 

6 

7 

n 

n 

10 

n 

12 

13 

pi 


00 Vss EN 0 



Order Number DS8881 N 
See NS Package N28A 

Truth Table All outputs not shown high are off (low) 


INPUTS 1 

DIGIT OUTPUTS 

en 

D 

C 

B 

A 

0 

1 

2 
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Absolute Maximum Ratings (Noteii 


Operating Conditions 


Supply Voltage (Vss - Vbb> 38V 

Input Current 10 mA 

Output Current -20 mA 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation at 25°C 

Molded Package 2168 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

’Derate molded package 17.35 mW/°C above 25°C. 


Supply Voltage 

Vss 

VbB 

Temperature (T/\) 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

V|H 

Logical "1" Input Voltage 

Vss ~ Max 

Enable 

l|N = 260pA 



A, B,C, D 

l|M = 1400 AiA 

<IH 

Logical "1" Input Current 

Vss ” Max 

Enable A, B, C, D 

V|L 

Logical "0" Input Voltage 

Vss “ Max 

Enable 



A, B, C, D 

l|L 

Logical "0" Input Current 

Vss = Max 

Enable 

V|N = OV 



A, B, C, D 

V|N = V|L(MAX) 

VOH 

Logical "1" Output Voltage 

Digit Output, Iqh ^ ~7 mA 

lOH 

Logical "1" Output Current 

Vss ^ Max, Osc. Output, Vrc = 0.6V, Vqh = 

lOV 

lOS 

Output Short-Circuit Current 

Vss = Min, Pin R, Vrc = 0.6V, Vr = OV 

Rout 

Output Pull-Down Resistor 

Vss “ Min, Digit Output 

VOL 

Logical "0" Output Voltage 

Vss “ Min 

Osc. 

Vrc= 1-6V 

Iql - 6 mA 



Pin R 

Iql = 60a(A 



Vss “ Max 

Digit Output 

Venable = iv 

Iql = 10/jA 

iss 

Supply Current 

Vss = 9.5V 

o 

X 

o 

Venable = 5.iv 



Venable = iv 

>BB 

Supply Current 

Vss = 9.5V, 
Vbb = -26V 

lB = 0, 

l|N = 300 /tA, 

Venable = iv 

- 








(Note 4) 

1 Venable = 5.1V 

Vb 

Filament Bias Voltage 

1 Ib = 10 mA 



- 0.8 


-3.0 



UNITS 

5.1 

V 

1.5 

V 

260 

pA 

1.0 

V 

0.3 

V 

-1.0 

HA 


AiA 


V 

50 

UA 

-450 

aA 

85 

kn 

0.5 

V 

0.2 

V 

Vbb+1-4 

V 

12.5 

mA 

9.0 

mA 

-1.5 

• mA 

-5.0 

mA 

Vbb+7-4 

V 


Switching Characteristics Ta = 25°C unless otherwise specified. 


CONDITIONS 


R|_ = 4.7 kn, Cl = 50 pF, Vbb = -23V, Vss = 8V 


V$S ■ 9-5V, R L = 6k to Vs$, Cl = 25 pF 


7V < Vss < 9-5V, Rj = 27 kn,±2 %, Rl = 1.3k, 

Ct= 100 pF ±5%, Cl = 50 pF 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C for the DS8881. All typicals are given for V^C “ 5V and 
Ta = 25°C. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4; Approximately 50% of input current on pins 4, 5, 6, 7 is shunted to Vbb- minimum Ibb 's desired, then l||\| should be minimized by 
using resistors in series with the inputs. 


PARAMETER 

tpdO 

Propagation Delay to a Logical "0" 
From Enable Input to Digit Output 

tpdO 

Propagation Delay to a Logical "0" 
A, B, C, D to Digit Output 

tpdl 

Propagation Delay to a Logical "1" 
From Enable Input to Digit Output 

tpdl 

Propagation Delay to a Logical "1" 
From A, B, C, D to Digit Output 

tPALL 

Oscillator Output Transition Time 
From 1 to 0 

fosc 

Oscillator Frequency 

dc 

Oscillator Duty Cycle 



S8881 
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DS8881 













DS8884A 


National Display Controllers/Drivers 

Semiconductor 


DS8884A High Voltage Cathode Decoder/Driver 

General Description 

The DS8884A is designed to decode four lines of 
BCD input and drive seven-segment digits of gas- 
filled readout displays. 

All outputs consist of switchable and program- 
mable current sinks which provide constant cur- 
rent to the tube cathodes, even with high tube 
anode supply tolerance. Output currents may be 
varied over the 0.2 to 1.2 mA range for multi- 
plex operation. The output current is adjusted by 
connecting an external program resistor (Rp) 
from Vcc to the program input in accordance 
with the programming curve. Unused outputs 
must be tied to Vcc- 


Features 

■ Usable with AC or DC input coupling 

■ Current sink outputs 

■ High output breakdown voltage 

■ Low input load current 

■ Intended for multiplex operation. 

■ Input pullups increase noise immunity 

■ Comma/d. pt. drive 



Logic and Connection Diagrams 



Dual-ln-Line Package 


d. pt 



TOP VIEW 

Order Number DS8884AN 
See NS Package N18A 
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Absolute Maximum Ratings (Note d 


Operating Conditions 


Vcc 7V 

Input Voltage (Note 4) ^CC 

Segment Output Voltage 80V 

Power Dissipation 600 mW 

Transient Segment Output Current (Note 5) 50 mA 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation at 25°C 

Molded Package 1714 mW 

‘Derate molded package 13.71 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3> 


Supply Voltage (Vqq) 
Temperature (T/^) 


PARAMETER 


Logical “I" Input Voltage 


Logical “O” Input Voltage 


Logical Input Current 


Logical "0” Input Current 


Power Supply Current 


Positive Input Clamp Voltage 


Negative Input Clamp Voltage 


SEGMENT OUTPUTS 
“ON" Current Ratio 


CONDITIONS 


Vcc ^ 4.75V 


Vcc = 4-75V 


Vcc = 5.25V, V|M = 2.4V 


Vcc = 5.25V, V,N = 0.4V 


Vcc ~ 5.25V, Rp = 2.8k, All Inputs = 5V 


Vcc = 4.75V, l|N = 1 mA 


Vcc = 5V, l|M =-12 mA,T^ = 25°C 


All Outputs = 50V, Iqut 5 = Ref., All Outputs 



■ 

t, ON Output b "ON" Current 


Rp = 18.1k 

0.15 

0.25 

mA 

I 


Vcc ~ 5V, Vqut h “ BOV, 

Rp = 7.03k 

0.45 

0.55 

mA 

1 


Ta = 25°C 

Rp = 3.40k 

0.90 

1.10 

mA 

1 



Rp = 2.80k 

1.08 

1.32 

mA 


Output Leakage Current 


Output Breakdown Voltage 


Propagation Delay of Any 
Input to Segment Output 


VouT = 75V 


OUT ~ 250pA 


Vcc =5 V,Ta =25“C 



Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C temperature range for the DS8884A. All typical values are for 
T/^ = 25" C and V(;c ~ 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: This limit can be higher for a current limiting voltage source. 

Note 5; In all applications transient segment output current must be limited to 50 mA. This may be accomplished in dc applications by connecting 
a 2.2k. resistor from the anode-supply filter capacitor to the display anode, or by current limiting the anode driver in multiplex applications. 


Truth Table 


Typical Application 


FUNCTION 

OFT 

COMMA 

0 

c 


A 

, 

b 

e 

d 

• 

T 

9 

DISPLAY 

0 

1 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


D 


1 

1 

0 

0 


1 

1 

0 

0 

1 

1 

1 

1 

1 

2 

1 

1 

0 

0 

1 

0 

0 

0 

1 

0 

0 

1 

0 

9 

3 

1 

1 

0 

0 

1 

I 

0 

D 

0 

0 

1 

1 

0 

3 

4 

1 

1 

0 

I 

0 

0 

t 

0 

0 

> 

1 

0 

0 

H 

5 

1 

1 

0 

1 

0 

I 

0 

1 

0 

0 

1 

0 

0 






1 

» 



1 

0 

0 

0 

0 

0 

S 


1 


0 

, 

1 

, 

0 

0 

0 


1 


1 


g 

1 


1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

a 

8 


I 

» 

0 

» 


0 

“ 




0 

0 

s 

11 

1 


1 

0 




1 

0 

c 

0 




13 

1 

1 


1 

I 

I 





! 

0 




a 

14 

1 


1 











r:, 


0 


X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 


•Commi 

0 



JL 


_2_ 


JL. 

JL 

JL 

JL 

JL 

JL 




'Decimal point and comma can be displayed with or without any numeral. 


Typical Performance Characteristics (see ds 78 so data sheet) 
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DS8885 


Display Controllers/ Drivers 


DS8885 MOS to High Voltage Cathode Buffer 

General Description 


The DS8885 interfaces MOS calculator or counter- 
latch-decoder-driver circuits directly to 7-segment, 
high-voltage, gas-filled displays. The six inputs A, 
B, D, E, F, G are decoded to drive the 7-segment 
of the tube. 

Each output constitutes a switchable, adjustable 
current source which provides constant current to 
the tube segment, even with high tube anode supply 
tolerance or fluctuation. These current sources have 
a voltage compliance from 3V to at least 80V. Each 
current source is ratioed to the b-output current 
as required for even illumination of all segments. 
Output currents may be varied over the 0.2 to 
1.5 mA range for driving various tube types or 


multiplex operation. The output current is adjusted 
by connecting a program resistor (Rp) from Vcc lo 
the program input. 

Features 

■ Current source outputs 

■ Adjustable output currents 0.2 to 1 .5 mA 

■ High output breakdown voltage 80V min 

■ Suitable for multiplex operation 

■ Low fan-in and low power 

■ Blanking via program input 

■ Also drives overrange, polarity, decimal point 
cathodes 


Connection Diagram 


Truth Tables 


Oual-ln-Line Package 



Order Number DS8885J or DS8885N 
See NS Package J16A or N16A 

Typical Applications 



A B D E P G DISPLA Y 

111110 IJ 

0 1 0 0 0 0 '/ 

111101 iP 

1110 0 1 3 

0 10 0 11 S' 

10 10 11 5 

10 1111 p 

1 1 0 0 0 0 7 

111111 IP 

1110 11 p 

0 0 1111 b 

110 0 11 P 

110 111 p 

0 10 111 ,S' 

0 1 1110 ,!./ 

0 0 0 0 0 1 - 

0 0 0 0 0 0 




1 

i * ‘}y t DS8885 INPUT 

Vm O— ♦— f— O I 

-12V 

1 

Open-Drain MOS Output 

Push-Pull MOS Output 
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Absolute Maximum Ratings (Note 1 ) 

Vcc 7V 

Input Voltage 6V 

Segment Output Voltage 80V 

Power Dissipation 600 mW 

Transient Segment Output Current (Note 4) 50 mA 

Storage Temperature Range -€5°C to +150°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1509 mW 

Molded Package ■ 1476 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

‘Derate cavity package 10.06 mW/°C above 25° C; derate molded 
package 1 1 .81 mW/°C above 25° C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 



MIN 

MAX 

UNITS 

Supply Voltage (Vcc) 

4.75 

5.25 

V 

Temperature (T^) 

0 

+70 

°C 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

1 

1 V,H 

Logical "1" Input Voltage 

Vcc = Min 

2.0 



V 

V,L 

Logical "0" Input Voltage 

~ M I n 



0.8 

V 

■Bl 

Logical "1" Input Current 

V — Max 

V,r, = 2.4V 


2 

15 

/^A 



V,M = 5.5V 


4 

400 

/tA 

H 

Logical "0" Input Current 

V^c ~ Max, V|f\j 

= 0.4V 


-300 

-600 

/uA 


Power Supply Current 

Vcc = Max, All Inputs = OV, Rp = 2.2k 


22 

31 

mA 

V, 

Input Diode Clamp Voltage 

Vcc = 5V, 1,^ = 

-12 mA, Ta = 25°C 


-0.9 

-1.5 

V 


SEGMENT OUTPUTS 
Iq "ON" Current Ratio 

All Outputs = 50V, 
Iqut b = Ref. 

Outputs a, f, and g 

0.84 

0.93 

1.02 


Output c 

1.12 

1.25 

1.38 


Output d 

0.90 

1.00 

1.10 


Output e 

0.99 

1.10 

1.21 


lb Ofv Output b "ON" Current 

Vcc =5V, VouT b = 50V, 
Ta = 25°C 

Rp = 18.1k 

0.15 

0.20 

0.25 

mA 

Rp = 7.03k 

0.45 

0.50 

0.55 

mA 

Rp = 3.40k 

0.90 

1.00 

1.10 

mA 

Rp = 2.20k 

1.35 

1.50 

1.65 

mA 

VsAT Output Saturation Voltage 

Vcc = Min, Iqut b = 2 mA, Rp = Ik ±5%, (Note 5) 


0.8 

2.5 

V 

IcEX Output Leakage Current 

VouT = 75V, V|M = 0.8V, Rp = Ik 


0.003 

3 

mA 

Vgp, Output Breakdown Voltage 

Iqut = 250a<A, V,f, = 0.8V 

80 

110 


V 

tpti Propagation Delay of Input 

to Segment Output 

Vcc = 5 V, Ta = 25°C 


0.4 

10 

AS 


Note 1 ; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS8885. All typical values are for Ta = 25°C 
and Vqq = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: In all applications transient segment output current must be limited to 50 mA. This may be accomplished in dc applications by connecting 
a 2.2k resistor from the anode-supply filter capacitor to the display anode, or by current limiting the anode drive in multiplex applications. 

Note 5: For saturation mode the segment output currents are externally limited and ratioed. 

Typical Performance Characteristics 

Output Current Programming On Currents vs Temperature Output Characteristic 




TaI C) 
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OUTPUT VOLTAGE IV) 
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DS8887, DS78/8889, DS78/8897A 



National 

Semiconductor 


Display Controllers/ Drivers 


DS8887 8-Digit High Voltage Anode Driver 
(Active-High Inputs) 

DS7889/DS8889 8-Segment High Voltage Cathode Driver 
(Active-High Inputs) 


DS7897A/DS8897A 8-Digit High Voltage Anode Driver 
(Active-Low Inputs) 


General Description 

The DS8887 and DS7897A/DS8897A are de- 
signed to drive the individual anodes of a 7-seg- 
ment (cathodes) high-voltage gas discharge panel 
in a time multiplexed fashion. 

When driven with appropriate input signals, the 
driver will switch voltage and impedance levels at 
the anode. This will allow or prevent ionization 
of gas around selected cathode in order to form a 
numeric display. This main application is to inter- 
face with MOS outputs (fully-decoded) and the 
anodes of a gas-discharge panel, since the devices 
can source up to 16 mA at a low impedance and 
can tolerate more than 55V in the "OFF" state. 


output sink current, which can be adjusted by 
external program resistor, Rp. The program cur- 
rent is half that of output "ON" current. In the 
"OFF" state the outputs can tolerate more than 
80V. The ratio of "ON" output currents is within 
±10%. Inputs have negative clamp diodes. Active 
high input logic. The main application of the 
device is to interface MOS circuits to high-voltage 
displays. Unused outputs should have correspond- 
ing inputs connected to V^^. 

Features 

■ Versatile circuits for a wide range of display 
applications 


DS7889/DS8889 is capable of driving 8 segments ■ High breakdown voltages 

of a high-voltage display tube with a constant ■ Low power dissipation 


Connection Diagrams (dual-in-line packages) 


DS8887, DS7897/DS8897 


DS7889/DS8889 


INPUTS 



OUTPUTS 


b c d e f g h Vee 



TOP VIEW 


Order Number DS7897AJ, DS8887J, 
DS8897AJ or DS8897AN 
See NS Package J18A or N18A 


Order Number DS7889J, DS8889J 
or DS8889N 

See NS Package J18A or N18A 
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Absolute Maximum Ratings (Note 1) 

Supply Voltage (V^c ~ '^BIAS^ (Note 2) 

DS8887, DS7897A, DS8897A -60V 

Input Voltage 

DS8887, DS7897A/DS8897A -20V 

DS7899/DS8889 (Note 3) 35V 

Output Voltage 

DS8887, DS7897A/DS8897A -65V 

DS7889/DS8889 85V 

Storage Temperature Range -65“C to +150°C 

DS7889/DS8889 Maximum Power Dissipation* at 25°C 

Cavity Package 1436 mW 

Molded Package 1563 mW 

DS8887, DS7897A/DS8897A Maximum Power Dissipation'^ at 
25° C 

Cavity Package 1496 mW 

Molded Package 1714 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 


Operating Conditions 

MIN 

Supply Voltage (Vcc ~ BbiaS* 

DS8887, DS7897A/DS8897A -40 

Temperature (T/\) 

DS7889, DS7897A -55 

DS8897' DS8889, DS8897A 0 


Derate cavity package 1 1 .49 mW/°C above 25°C; derate molded 
package 12.5 mW/°C above 25° C. 

't'Derate cavity package 1 1 .97 mW/°C above 25°C; derate molded 
package 13.71 mW/°C above 25°C. 


Electrical Characteristics (Notes 2, 3 and 4) 


PARAMETER 


DS8887, DS8897A, DS7897A 


Logical "1" Input Voltage 


Logical "0" Input Voltage 


Logical "1" Input Current 


Logical "0" Input Current 


Input Current 


Vqut off Output "OFF" Voltage 


OUT OFF Output "OFF" Current 


'/out ON Output "ON" Voltage 



DS7889/DS8889 


I 


Input Current 


Logical "0" Input Current 


Logical "1" Input Current 


CONDITIONS 


VouT = -1-4V, louT = -16 mA, DS8887 


VouT = -60V, louT = -lOOpA, DS8887 


VouT = -1 •'IV, louT = -16 mA, DS8897A, DS7897A 


VouT = -60V, louT = -lOOpA, DS8897A, DS7897A 


ViN =-i.ov 

DS8887 Viivj =-6.0V 

V,^,=-12V 


DS7897A, DS8897A, V|M = -12V 


OUT - lOOpA, l|M = OpA 


Vqut ~ 55V, l|M - OpA 


V|N = -2.0V, DS8887 


iM = -300pA, DS8897A, DS7897A 


V|N = -1.0V, DS8887, (Note 5) 


I IN = -300pA, DS8897A, DS7897A 
(One Driver Only) 


MAX UNITS 


OUT ~ 16 mA 


louT “ 16 mA, 
Vbias = -60V 


V| 

Input Clamp Voltage 

VOH 

Output Breakdown Voltage 


Output Leakage Current 


Prog. Input Voltage 


Logical "0" Output Current 


Output Current Ratio 


V|N = 6.0V 


OUT “ 5. OpA, Vqut “ ^6V 


OUT — 1.4 mA, I IP — 850pA, V out — 50V 


IN = “1.0 mA, Ta = 25°C 


OUT ~ lOOpA, l|N ~ OpA 


Vqut = 75V, -0.1 mA < Iin < 7.0pA 


IP — 1 50pA 


IP — 850pA 


DS7889 

I IP = 150pA 

DS8889 

VouT =-50V, DS7889 

liP=400pA 

80pA<l|N<liP DS8889 

DS7889 

I IP = 850pA 

DS8889 


OUT 6 Ref ==1.7 mA, Vqut — 50V 
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DS8887, DS78/8889, DS78/8897A 




















































































































































DS8887, DS78/8889, DS78/8897A 


Switching Characteristics 

Ta = 25°C unless otherwise specified. 





PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

DS8887 

^ON Propagation Delay from Input 

to Output. "ON" 

(See ac Test Circuit and Switching Time 
Waveforms) 


in 

5.0 

MS 

tpisE Propagation Delay from Input 
to Output "ON" 

(See ac Test Circuit and Switching Time 
Waveforms) 



1.0 

MS 


DS7889/DS8889 


^pdo Propagation Delay to a Logical 

"0" from Input to Output 

Rp = 6.0k to 6.0V, Rout = 1-Ok to 6.0V 

■ 

37 

100 

ns 

tpdi Propagation Delay to a Logical 

"1" from Input to Output 

Input Ramp Rate < 15 ns, Freq = 1.0 MHz 
dc = 50%, Amplitude = 6.0V 


92 

200 

ns 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: All voltage shown for DS8887, DS7897A/DS8897A W.R.T. V^c “ OV. All currents into device pins shown as positive, out of device 
pins as negative. All values shown as max or min on absolute basis. 

Note 3: All voltages for DS7889/DS8889 with respect to VgE = OV. 

Note 4: Unless otherwise specified min/max limits apply across the -55° C to +125°C temperature range for the DS7889 and DS7897A, and across 
the 0°C to +70°C range for the DS8887, DS8889 and DS8897A. All typicals are given for T^ = 25° C. 

Note 5: Supply currents specified for any one input = -1.0V. All other inputs = -5.5V and selected output having 16 mA load. 


Typical Application 



Note 1: Atl outputs of both cithode ind mode driver have loads as shown for output land digit 1. 
Note 2.' Use DS8887 for active-high inputs and DS8897 for active-low inputs. 


Typical Performance 
Characteristics 



-12 -10 - 8.0 - 6.0 - 4.0 - 2.0 0 

V,N (V) 


AC Test Circuit and Switching Time Waveforms 
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DS8887, DS78/8889, DS78/8897A 




DS8891A 


Semiconductor 


Display Controllers/ Drivers 


DS8891A High Voltage Anode Drivers 
(Active-Low Inputs) 


General Description 


The DS8891A is a 6 digit anode driver intended for 
use with seven segment, common anode, high voltage, 
gas discharge display panels operating in a multiplexed 
mode. The driver switches voltage and impedance levels 
at the display's anode allowing or preventing ionization 
of gas around selected cathodes, forming a numeric dis- 
play. The device acts as a buffer between MOS outputs 
(fully decoded) and the anodes of a gas-discharge panel. 


and it can source up to 16 mA at a low impedance and 
can withstand more than 55V in the off state. 

Features 

■ High breakdown voltage 

■ Low power dissipation 

■ Easy interface to clock and calculator circuits 


Schematic and Connection Diagrams 


TYPICAL DRIVER SHOWN 



Dual-ln-Line Package 

Vcc INI IN 2 INS IN 4 INS INS 



0UT1 0UT2 0UT3 0UT4 OUTS OUTS Vg 


Typicai Appiication 


pros n 




Order Number DS8891AJ 
orDS8891AN 

See NS Package J14A or N14A 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage (Vcc ~ '/bias) - 60V 

Input Voltage -20V 

Output Voltage -65V 

Storage Temperature Range -65°Cto+150 C 

Maximum Power Dissipation at25°C 

Cavity Package 1433 mW 

Molded Package 1398 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

’Derate cavity package 9.55 mW/°C above 25° C; derate molded 
package 1 1 .18 mW/°C above 25° C. 

Electrical Characteristics (Notes 2 and 3) 


Supply Voltage, Vqc - VbiaS -^5 
Temperature, Ta 0 


PARAMETER 


Input Current 


CONDITIONS 


Vbias =Min, V|N =-12V 


I|H Logical "1" Input Current Vg|,(^s = Min, Vql = “2.0V 


iL Logical "0" Input Current Vgi^s = Min, Vqut ~ ~60V, Iqut ~ “lOO^A 


OH Logical "1” Output Current Vgi^s “ Max, l|M=0pA, Vqh = “55V 


Vql Logical "0" Output Voltage Iql = “16 mA, I|h = -300pA 


Vgo Output Breakdown Voltage Vgi^s = Max, l|fg=0pA, louT~~100pA 


BIAS Supply Current (Substrate) VgiAS = Max, l|H=-300pA, loL=“16rnA, 

(One Driver Only) 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant 
to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS8891 A. 

Note 3. All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to Vqq = OV, unless other- 
wise noted. All values shown as max or min on absolute value basis. 
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DS8891A 









































DS8973, DS8975 




National 

Semiconductor 


Display Controllers/Drivers 


DS8973, DS8975 9-Digit LED Drivers 


General Description 


The DS8973 is a 9-digit driver designed to operate from 
3-cell battery supplies. Each driver will sink 100 mA 
to less than 0.7V when driven by only 0.1 mA. Each 
input is blocked by diodes so that the input can be 
driven below ground with virtually no current drain. 
This is especially important in calculator systems em- 
ploying a dc-to-dc converter on the negative side of the 
battery. If the converter were on the positive side of 
the battery, the converter would have to handle all 
of the display current, as well as the MOS calculator 
chip current. But if it is on the negative side, it only 


has to handle the MOS current. The DS8973 is designed 
for the more efficient operating mode. The DS8975 
is identical to the DS8973 but does not specify the 
low battery indicator. 

Features 

■ Nine complete digit drivers 

■ Built-in low battery indicator 

■ High current outputs— 100 m A 

■ Straight through pin out for easy board layout 


Equivalent Circuit Diagrams 


Typical Driver Circuit 
Vcci 



Typical D.P. Out Circuit 



Connection Diagrams 


Dual-ln-Line Package 


Vcci Vg 9 8 7 6 5 4 3 2 1 



LOW 9 8 

VOLT ' 

IND 


Order Number DS8973N or DS8975N 
See NS Package N22A 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 10V 

Input Voltage 10V 

Output Voltage 10V 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation at 25°C 

Molded Package 1673 mW 

Lead Temperature (Soldering, 10 seconds) SOO^C 

"Derate molded package 13.39 mW/°C above 25°C. 



MIN 

MAX 

UNITS 

Supply Voltage (Vg) 

3.0 

5.5 

V 

Supply Voltage (Vcci) 

3.0 

9.5 

V 

Temperature (T/\) 

0 

+70 

°C 


Electrical Characteristics 


PARAMETER 

CONDITIONS 

V|H 

Logical "1" Input Voltage 

Vcc “ 

<IH 

Logical "1" Input Current 

Vcc “ Max, V|H = 3.9V 

V|L 

Logical "0" Input Voltage 

Vcc “ Max 

l|L 

Logical "0" Input Current 

Vcc ~ Max, V|L = 0.5V 

vbh 

High Battery Threshold 

Vqt (Pin 1) = IV, Iot<-50juA, 
Ta = 25‘’C, V|H (Pin 2) = 3.9V 

DS8973 

vbl 

Low Battery Threshold 

Vqt (Pin 1) = 2.1V, Iot>~ 6 mA, 
Ta= 25°C, V|H (Pin 2) = 3.9V 

DS8973 

ICEX 

Logical "1" Output Current 

Vcc = Min, Vqh = 9.5V, V|l = 0.5V 

VOL 

Logical "0" Output Voltage 

Vcc ” Min, Iql ” ^99 mA, V|h = 3.9V 

'CCI 

Supply Current 

Vcc ~ Max, One Input "ON" 

IB 

Pin 21 (High Battery Supply) 

Vcc ~ Max, Vb = Max 


MIN TYP MAX UNITS 



Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply 
that the devices should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the 0”C to +70°C range. All typicals are given for T/^ = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 
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DS8973, DS8975 


Typical Applications 



ALARM 

tNDICATOR 


FIGURE 1. 6V Programmable Statistical Calculator 



FIGURE 2. Complete Calculator Schematic For 3-Cell System 
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Driving 7-Segment Gas Discharge 

Dispiay Tubes with 

Nationai Semiconductor Circuits 


INTRODUCTION 

Circuitry for driving high voltage cold cathode 
gas discharge 7-segment displays, such as Sperry 
Information Displays* and Burroughs Panaplex II, 
is greatly simplified by a complete line of mono- 
lithic integrated circuits from National Semicon- 
ductor. These products also make possible reduced 
cost of system implementation. They are: DS8880 
high voltage cathode decoder/driver; DS8884A 
high voltage cathode decoder/driver; DS8885 
MOS to high voltage cathode buffer; DS8889 
low power cathode driver; DS8887 8-digit anode 
driver; DS8980, DS8981 latch/decoder/cathode 
drivers. 

In addition to satisfying all the displays' parameter 
requirements, including high output breakdown 
voltage, these circuits have capability of pro- 
gramming segment current, and providing constant 
current sinking for the display segments. This 
feature alleviates the problem of achieving uni- 
formity of brightness with unregulated display 
anode voltage. The National circuits can drive 
the displays directly. 

Sperry Information Displays* and Burroughs Pan- 
aplex II are used principally in calculators and 
digital instruments. These 7-segment, multi-digit 
displays form characters by passing controlled 
currents through the appropriate anode/segment 
combinations. The cathode in any digit will glow 
when a voltage greater than the ionization voltage 
is applied between it (the cathode) and the anode 
for that digit. In the multiplexed mode of opera- 
tion, a digit position is selected by driving the 
anode for that digit with a positive voltage pulse. 
At the same time, the selected cathode segments 
are driven with a negative current pulse. This 
causes the potential between the anode and the 
selected cathodes to exceed the ionization level, 
causing a visible glow discharge. 

Generally, these displays exhibit the following 
characteristics: low "on" current per segment— 
from 200 mA (in DC mode) to 1.2 mA (in multiplex 
mode); high tube anode supply, voltage— 180V to 
200V; and moderate ionization voltage— 170V. 
Once the element fires, operating voltage drops 
to approximately 150V and light output becomes 
a direct function of current, which is controlled 
by current limiting or current regulating cathode 
circuits. Current regulation therefore is most 
desirable since brightness will then be constant 
for large anode voltage changes. Tube anode to 
cathode "off" voltage is approximately 100V; 
and maximum "off" cathode leakage is 3pA to 
5fjiA. 


Correspondingly, specifications for the cathode 
driver must be complimentary, approximately as 
follows: A high "off" output breakdown voltage 
aOVominimum; typical "on" output voltage of 
50V; maximum "on" output current of 1.5 mA 
per segment; and maximum "off" leakage current 
of 3pA to 5pA. 

To allow operation without anode voltage regu- 
lation, the cathode driver must be able to sink a 
constant current in each output, with the output 


(a) Cathode Driver Output Characteristic 
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"on" voltage ranging from 5V to 50V (see Figure 
1). The following is a brief description of the 
circuits now offered by National: 

DS8880 High Voltage Cathode 
Decoder/Driver 

The DS8880 offers 7-segment outputs with high 
output breakdown voltage of 80V minimum; 
constant current-sink outputs; and programmable 
output current from 0.2 mA to 1.5 mA. 


•Now called Beckman Displays 
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Application 

The circuit has a built-in BCD decoder and can 
interface directly to Sperry and Panaplex II 
displays, minimizing external components (Figure 
2). The inputs can be driven by TTL or MOS 
outputs ditectly. It is optimized for use in systems 
with 5V sufjplies. 


l•m-^oovIlCl 



FIGURE 2. DC Operation From TTL 


The DS8880 decoder/driver provides for uncondi- 
tional as well as leading and trailing zero blanking. 
It utilizes negative input voltage clamp diodes. 
Typically, output current varies only 1% for 
output voltage changes of 3V to BOV. Operating 
power supply voltage is 5V. The device can be 
used for multiplexed or DC operation. 


range of from 4.75V to 15.0V. The input fall- 
through latches are enabled by a high logic level 
at the enable input for the DS8980, and by a 
low logic level for the DS8981. 

Available in 18-pin molded dual-in-line packages, 
and guaranteed over the commercial range of 
0°C to -t-70°C. 

DS8884A High Voltage Cathode Decoder/Driver 

The DS8884A offers 9-segment outputs with high 
output breakdown voltage of 80V minimum; 
constant current-sink outputs, programmable from 
0.2 mA to 1.2 mA. It also offers input negative 
and positive voltage clamp diodes for DC restoring, 
and low input load current of -0.25 mA maximum. 

Application 

DS8884A decodes four lines of BCD input and 
drives 7-segment digits of gas-filled displays. There 
are two separate inputs and two additional outputs 
for direct control of decimal point and comma 
cathodes. The inputs can be DC coupled to TTL 
(Figure 3) or MOS outputs (Figure 4), or AC- 
coupled to TTL or MOS outputs (Figure 5) using 
only a capacitor. This means the device is useful 
in application's where level shifting is required. It 
can be used in multiplexed operation, and is 
available in an 18-pin molded DIP package. 

Other advantages of the DS8884A are; typical 
output current variation of 1% for output voltage 
changes of 3V to BOV; and operating power supply 


Available in 16-pin cavity DIP packages, the 
DS7880 is guaranteed over the full military 
operating temperature range of ~55“C to -H25''C; 
the DS8880 in molded DIP over the industrial 
range of 0°C to -f70°C. 

DS8980, DS8981 

The DS8980, DS8981 offer 7-segment and decimal 
point outputs with high output breakdown voltage 
of 80V minimum, constant current, programmable 
from 0.1 mA to 4.0 mA and independent of the 
Vec voltage, latched BCD inputs and decimal 
point input. 

Application 

The circuits have similar applications as DS8880. 
The devices will operate with a power supply 






FIGURE 4. BCD Data Interfacing Directly With MOS Output 
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FIGURE 5. Cathode BCD Data AC Coupled 
From MOS Output 

voltage of 5V. Inputs have pull-up resistors to 
increase noise immunity in AC coupled applications. 

The DS8884A is guaranteed over the 0°C to 
+70°C operating temperature range. 

DS8885 MOS to High Voltage Cathode Buffer 

The DS8885 features seven constant current-sink 
outputs; programmable output current of 0.2 mA 
to 1 .5 mA; high output breakdown voltage of 80V 
minimum; and capability for blanking through 
program current input. It operates from a +5V 
supply. 

Application 

DS8885 is best suited for interfacing 7-segment 
fully decoded MOS chips to digit displays. It is 
also useful for driving polarity, overrange, and 
decimal point segments. 

DS8885 has 6 inputs and 7 outputs. Output c is 
decoded internally; the other 6 outputs are directly 
controlled by the 6 corresponding inputs. A typical 
application of this device is interfacing between an 
MOS calculator chip with 7-segment decoded 
outputs (open-drain or push-pull) and Sperry/ 
Panaplex II displays (Figure 6). 


When the DS8885 is used to drive minus and 
plus (polarity) cathodes, overrange, and decimal 
points, output c should be tied to Vqc so it does 
not saturate (Figure 7). This leaves 6 inputs and 
6 outputs related one-to-one. The inputs can be 
driven directly from TTL or MOS outputs. 



*0utput may be paralleled for cathodes requiring more current, providing the 
corresponding inputs are also paralleled. 

FIGURE 7. Polarity, Overrange, Decimal Point Driving 

The DS8885 is available in 16-pin molded DIP 
package, and is guaranteed over the operating 
temperature range of 0°C to -t-70°C. 

DS8889 Low Power Cathode Driver 

The DS8889 requires no power supply since 
power is derived from program current. It offers 
extremely low standby power-only 1 mW inter- 
nally. Features include programmable output cur- 
rents 0.3 mA to 1.7 mA; 8 constant current-sink 
outputs; and input negative voltage clamp diodes 
for DC restoring. Outputs have 80V minimum 
breakdown voltage. 

The device is suitable for multiplexed operation 
from fully decoded chips and is capable of driving 
decimal point segments simultaneously with nu- 
meric segments. 

Application 

The DS8889 has 8 inputs and 8 outputs, and 
interfaces directly between 7-segment decoded 
MOS outputs and numeric display tubes (Figures 
8 and 9). It is optimized for use in systems with a 
limited number of power supplies. 



FIGURE 6. Fully Decoded MOS Cathode Outputs 
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The program input is characterized in terms of 
input current, therefore any supply (greater than 
5V) can provide proper operation by connecting a 
single resistor to the program pin from the supply. 

The DS8889, guaranteed for the 0°C to +70°C 
operating temperature range, is offered in the 18- 
pin molded DIP. 

DS8887 8-Digit Anode Driver 

The DS8887 interfaces directly to MOS chips 
and operates from a —40V to -80V power supply. 


The DS8887 can operate virtually any multiplex 
display system requiring more output performance 
from the MOS chip than is available (Figures 4, 6, 
8 and 9). It has low input current and voltage 
swing requirements but can drive up to 16 mA, 
and exhibits -55V minimum output breakdown 
voltage. 


The DS8887 is available in the 18-pin molded 
DIP package; and is guaranteed over the operating 
temperature range of 0°C to +70°C. 
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NOTE: Captcitive coupling between the logic and the segment drivers may be used only when 
the segment drivers are turned "OFF" during digit-to-digit tranutions. 


FIGURE 8. Decoded Cathode Data AC Coupled From MOS Output 



*100V 


FIGURE 9. Decoded Cathode Data Direct Coupled From MOS Output 
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Driving 7-Segment 
LED Displays with 
National Semiconductor 
Circuits 


National Semiconductor 
Application Note 99 
Charles Carinalli 
May 1974 


INTRODUCTION 

There are many different information display 
technologies available today, including liquid 
crystals, gas-discharge tubes, fluorescent tubes, 
incandescent lamps, and light emitting diodes 
(LEDs). Each technology has its own particular 
drive requirement. This note will focus on 7- 
segment LED display drive requirements and 
demonstrate that National Semiconductor has 
a full line of display drivers that meet the 
requirements for most any 7-segment LED drive 
application. 

WHY ARE LED DRIVERS NEEDED? 

The purpose of 7-segment LED drivers is to act 
as an interface element between data input and 
the display. This interface is necessary when either 
the input data format or circuitry current capabil- 
ities do not allow direct connection between input 
and display. To satisfy these needs. National's 
7-segment LED drivers are divided into two basic 
categories. 

1. Internally decoded (BCD to 7-segment) 
DM5446A/DM7446A 
DM5447A/DM7447A 
DM5448/DM7448 
DM7856/DM8856 
DM8857 

DM7858/DM8858 


2. Non-decoding, direct drive (MOS to 7-segment) 
DM75491 DM8864 

DM75492 DM8865 

DM8861 DM8866 

DM8863 

Thus, National has circuits that will drive 7-segment 
LEDs from either fully decoded circuits or from 
non-decoded outputs. 


CONFIGURATIONS AND CONSTRUCTION OF 
7-SEGMENT LEDs 


LEDs are segregated into two groupings with 
regard to construction, see Figure 1. 

Common anode displays are constructed on a 
common substrate which forms the anode of the 
diodes, while each of the seven cathodes are 
bonded out to separate pins. The second type, 
common cathode, has the cathode fabricated on 
a common substrate with the anodes bonded out 
to individual pins. Due to these radically different 
configurations, drive circuits are usually tailored 
in their design for one or the other type. Tailoring 
in this respect means either sinking current (active 
low) or sourcing current (active high) when ref- 
erenced to segment drive. In addition, drive 
requirements are quite variable because of LED 
light intensity requirements as well as digit size 





FIGURE 1. 7-Segment LED Construction 
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FIGURE 2. Multi-Digit 7-Segment LED 



FIGURE 3. A Typical Multiplexing Scheme 


and efficiency. Thus the system designer needs a 
degree of latitude not only with respect to the 
type of display used but also the drive current 
available. 

7-segment LEDs can be purchased in either single 
or multi-digit display packages. Single digit displays 
have individual segment and common pins while 
multi-digits have paralleled segment pins and 
separate digit pins equal to the number of digits 
in the package, see Figure 2. 

Multidigit displays, due to their configuration, 
must be driven in a multiplex mode of drive, where 
segment drivers are time shared by all the digits. 
This is contrasted to the single digit displays which 


may be driven in either the multiplex or the non- 
multiplex (direct drive) mode. The nonmultiplex 
mode uses separate segment drivers for each digit 
of the display. Multiplex operation has a decided 
cost saving advantage over nonmultiplex operation 
especially when the number of digits being driven 
is large. 

MODES OF 7-SEGMENT LED DRIVE 

In the multiplex mode of drive the LED digits 
in a multi-digit format are driven by a single set 
of segment drivers while each digit is selected by 
its own digit driver. Figure 3 shows the circuitry 
needed to implement a typical six digit multi- 
plexed display. 
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Each digit is selected individually by enabling its 
digit driver whose control is determined by a 
counter or equivalent circuitry operating at some 
clock frequency. Strobed data, by way of the 
counter and multiplex circuitry, is then displayed 
on the selected digit by the single set of segment 
drivers. If the strobe rate is high enough, from 
about 250 to 1,000 Hz depending on external 
conditions, the display will appear flicker free to 
the human eye. The BCD-to-7-segment decoder 
converts BCD data to the desired 7-segment output 
format. 


In summary, LED driver requirements for multi- 
plex or nonmultiplex drive operation require 
either segment, digit or BCD to 7-segment drivers. 
Analysis of the particular system needs with 
regard to the number of digits and relative circuit 
costs should be the determining factor for multi- 
plex or nonmultiplex operation. Circuit require- 
ments for multiplex operation will in general 
require relatively high current capabilities. 


NATIONAL'S 7-SEGMENT LED DRIVERS 


In the multiplex mode each digit has a reduced 
duty cycle and is operated at somewhat higher 
than average or typical dc operating current levels. 
The amount of current will be a function of the 
number of digits, duty cycle, and the type 
and efficiency of the display used. Since currents 
are higher than average so also will be the LED 
brightness due to the nearly linear brightness 
versus current curve for most LEDs. The human 
eye will detect the brightness peaks and through a 
partially integrating and peak detecting action will 
perceive a higher display brightness at some average 
current level in the multiplex mode than the same 
average current in the nonmultiplex (direct drive) 
mode. The result is that a multiplexed display will 
operate at a lower total power than the same 
display operated in the nonmultiplex mode with 
the same apparent brightness. 

In the nonmultiplex mode of 7-segment LED drive 
each digit has its own set of segment drivers 
thereby dropping the digit driver select require- 
ment of multiplexed operation. In this case, the 
common digit pin may be tied to the highest 
potential if common anode or the lowest if 
common cathode. It is evident that in a non- 
multiplexed display the driver package count 
would be high since each digit requires its own 
set of segment and possibly decoder drivers. 
If a large number of digits are used the segment 
driver package count would equal the number of 
digits while in the multiplex mode this count 
is equal to one. Granted, in the multiplex mode 
additional control circuitry is required. Considera- 
tion of the relative cost of this circuitry in 
comparison to the segment decoder driver circuitry 
in the nonmultiplex mode results, in general, in 
the fact that if the number of digits in the display 
equals or is more than four, total package count 
and/or cost is less in the multiplex mode of drive. 


In most MOS circuits multiplex operation is ideal 
since the counter, multiplexer, and BCD to 7- 
segment decoders or equivalent circuitry can 
usually be incorporated on the same chip along 
with calculator, clock or other function. In this 
case the only external interface components 
required would be the digit and segment drivers 
since MOS circuits are generally unable to sink 
or source the higher current required for most 
multiplex operations. 


Table I lists the 7-segment LED drivers available 
from National. Each circuits application is divided 
into groupings with respect to common anode or 
cathode, digit or segment, multiplex or nonmulti- 
plex areas. Additionally, current capabilities are 
also specified for each product. 

From the table it is evident that some of the 
circuits may be used in dual roles — both multiplex 
or nonmultiplex; common cathode or anode. In 
general, what will determine whether one drivers 
application is multiplex or nonmultiplex is that 
drivers current capability. The direction of current 
flow through the driver (source or sink) is the 
determining factor in dual application with regard 
to common anode or cathode. 


Table II lists the operating temperature range and 
package types for the 7-segment LED drivers. 


In the following sections each circuit is described 
in greater detail and typical applications are 
given. 

BCD TO 7-SEGMENT DECODER DRIVERS 

DM5446A/DM7446A, DM5447A/DM7447A, 
DM5448/DM7448 

This family of BCD to 7-segment decoder drivers 
was designed for the most general possible dis- 
play drive applications including display techno- 
logies other than LEDs. The difference between 
the circuits is in their output stage configurations. 
These differences will be discussed separately later. 


The circuits convert the standard 4-bit BCD input 
to the popular 7-segment output format. All 
input BCD codes above Bare decoded into unique 
patterns that verify operation. The circuits are 
TTL-DTL compatible and operate off of a single 
5.0V supply. 


Added features included in all circuits are a ripple 
blanking input pin as well as a lamp test pin for 
display turn on. In addition the blanking input/ 
ripple blanking output pin may be used to modu- 
late display intensity. 
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TABLE I. National 7-Segment LED Drivers 


DEVICE 

COMMON CATHODE 

1 COMMON ANODE I 

DIGIT 

SEGMENT 

INTERNAL 

CURRENT CAPABILITY 

NUMBER 

Multiplex Nonmultiplex 

Multiplex 

Nonmultiplex 

DRIVER 

DRIVER 

DECODING 

AND FEATURES 

DM5446A/DM7446A 


X 

X 


X 


Up to 40 mA Sink. Open Collector 

DM5447 A/DM7447A 






H 

High Breakdown (30/15V) 
TTL Input Compatibility 

DM5448/DM7448 

X 

X* 

X* 


X 

■ 

1.3 mA Source, Adjustable 
Externally, TTL Input 
Compatibility 

DM7856/DM8856 

X 

X* 

X* 


X 

X 

6.0 mA Typical Source, TTL 
Input Compatibility 

DM8857 

X X 




X 

X 

50 mA Typical Source, Exter- 
nally Adjustable, TTL Input 
Compatibility 

DM7858/DM8858 

X X 




X 

X 

Adjustable Source Current 0 to 
50 mA, TTL Input Compatibility 
patibility 

DM75491 

X X 

X 

■■ 

X 

X 


50 mA Source/Sink, 4 Drivers 
per Package, MOS Input Com- 
patibility 

DM75492 

X 

X 

X 

X 

X” 


250 mA Sink, 6 Drivers per 
Package. MOS Input Compatibility 

DM8861 

X X 

■ 

X 

■ 

X 


50 mA Source/Sink, 5 Drivers per 
Package, MOS Input Compatibility 

DM8863 

X 


X 

m 

X*' 


500 mA Sink, 8 Drivers per Package, 
MOS Input Compatibility 

DM8864 

X 

H 


m 

X‘* 


50 mA Sink. 9 Drivers per Package, 
MOS Input Compatibility 

DM8865 

X 

■ 

H 

m 

X** 


50 mA Sink. 8 Drivers per Package, 
MOS Input Compatibility 

DM8866 

X 

mm 

■■ 

m 

X** 


50 mA Sink. 7 Drivers per Package, 
MOS Input Compatibility 


•With the use of an external transistor/segment. 
•*For common anode LED's. 


TABLE II. Operating Temperature Range and Package Type 


DEVICE 

NUMBER 

OPERATING 
TEMPERATURE RANGE 

NUMBER OF PINS 

PACKAGE TYPE 

0°C to +70°C 

-55°Cto +125°C 

14 

16 

18 

Plastic Molded 
DIP(N) 

Ceramic 
DIP (J) 

Flat Pack 
(W) 

DM5446A, DM5447A 


X 


X 



X 

X 

DM7446A, DM7447A 

X 



X 


X 

X 

X 

DM5448 


X 


X 



X 

X 

DM7448 

X 



X 


X 

X 

X 

DM7856 


X 


X 




X 

DM8856 

X 



X 


X 


X 

DM8857 

X 



X 





DM7858 ■ 


X 


X 



X 

X 

DM8858 

X 





X 

X 

X 

DM75491 

X 


X 



X 

X 

X 

DM75492 

X 


X 



X 

X 

X 

DM8861 

X 




X 

1 

X 



DM8863 

X 




X 

X 



DM8865 

X 





X 



DM8866 

X 




Wm 

X 



DM8864 

X 


1 22 

X 
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FIGURE 4a. Output Stage 


FIGURE 4b. Output Stage 
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FIGURE 5. Nonmultiplex Application of the DM7447A 


DM5446A/DM7446A, DM5447 A/DM7447A 

These circuits feature active-low, open collector 
high current outputs (Figure 4a). Each output is 
capable of sinking up to 40 mA at a maximum 
internal drop of 0.4V. This high current capability 
makes these circuits particularly well suited for 
driving the large MAN-1 or equivalent type displays 
directly. The circuits are also applicable, with or 
without the use of external current limit resistors, 
to driving lower current displays in the multiplex 
mode of drive. 

The DM5446A and DM7446A outputs are capable 
of withstanding 30V at, a maximum leakage of 
250pA over temperature. The DM5447A and 
DM7447A have a 15V output capability at a 
maximum leakage over temperature of 250/iA. 
This standoff voltage ability makes the circuits 
applicable for direct drive to indicator lamp type 
displays. Figure 5 shows a typical application of 
the circuits with LEDs. 


Refer to Table II for the operating temperature 
range and package types for the DM5446A/ 
DM7446A and DM5447A/DM7447A. 

DM5448/DM7448 


The DM5448/DM7448 has active high passive 
pull-up outputs (Figure 4b) with a TTL fanout of 
4. The typical output source current is 2.0 mA at 
an output voltage of 0.85V. Each output is 
capable of sinking 6.4 mA with a maximum 
internal drop of 0.4V. Since the output current 
level is low the circuit can be used to drive low 
current comnhon cathode displays operating in the 
nonmultiplex mode. 


The major application of the DM5448/DM7448 
is to drive logic circuits, operate high-voltage 
loads such as electroluminescent displays through 
buffer transistors or SCR switches, or high-current 
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Rx MAY BE CALCULATED USING THE FOLLOWING EQUATION 
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Rs - PULL UP RESISTOR VALUE 


Is - CURRENT PER SEGMENT IN mA 


FIGURE 6. Nonmultiplex Application of the OM7448 


loads through buffer transistors. Figure 6 shows 
the DM7448 in a low current direct drive LED 
application. 

The operating temperature range and package 
types for the DM5448/DM7448 are given in 
Table II. 

BCD TO 7-SEGMENT LED DRIVERS 
DM7856/DM8856, DM8857, DM7858/DM8858 

This series of three circuits was designed to pro- 
vide a wide range of current capabilities in driving 
common cathode 7-segment LEDs operating in the 
multiplex or nonmultiplex mode. The circuits, 
discussed individually below, have output stages 
with varying source current capability designed 
for specific as well as general applications. 

All circuits accept 4-bit BCD and decode this input 
to the desired 7-segment output format for direct 
drive to LEDs. In addition, the circuits feature a 
lamp test pin for display turn-on check, ripple 
blanking-input pin and blanking input/ripple 
blanking output pin which may be used to 
modulate display intensity. 

The three circuits are TTL-DTL compatible and 
provide full decoding of the 16 possible input 
combinations. All parts operate off of a single 
5.0V supply. 

DM7856/DM8856 

The DM7856/DM8856 output stages, passive- 
pul lup (active high. Figure 4b), provide a typical 


source current of 6.0 mA at an output voltage of 
1.7V. This current level was designed for directly 
driving, without the use of external current limit 
resistors, the MAN-4 or equivalent type displays in 
the nonmultiplex mode of operation. 

Each output has a fan-out of 4 and is capable of 
sinking 6.4 mA with a maximum internal drop of 
0.4V making the circuit suitable for use with logic 
circuits. With the use of an external buffer tran- 
sistor per output the circuit may be used to drive 
high current common anode LED displays as well 
as high voltage electroluminescent displays. Figure 
7 shows a typical application of the DM8856. 



FIGURE 7. Nonmultiplex Application of the DM8856 



Operating temperature range and package types 
for the DM7856/DM8856 are given in Table II. 


Table II gives the operating temperature range and 
package type for the DM8857. 


DM7858/DM8858 


The output stages of the DM8857, active pull-up 
(active-high, Figure 4c), source a typical current 


The DM7858/DM8858 output stages are active 
pull-up (active-high. Figure 4d) like those of the 




FIGURE 4c. Output Stage 


FIGURE 4d. Output Stage 


of 50 mA at an output voltage of 2.3V. The 
circuit was designed to be used with MAN-4 or 
equivalent type displays operating in the multiplex 
mode of drive. With this high current capability 
the circuit can drive up to 16 such digits. 

The applications of this circuit obviously are not 
limited to justthe MAN-4 type of display. Common 
cathode displays with high dc current require- 
ments or lower multiplex current levels may be 
driven by this circuit with the use of an external 
current limit resistor per segment. Atypical appli- 
cation of the DM8857 is given in Figure 8. 


DM8857. The output stages are exactly the same 
as the DM8857 except that the internal current 
limit resistor per output has been removed. 
External current limit resistors must then be used. 
This allows the circuit to be customized for a 
particular common cathode multiplex or non- 
multiplex application. Each output stage, through 
its' own external resistor, can be programmed to 
some current from 50 mA down to 0 mA. Care 
must be taken in not shorting the outputs to 
ground because of the excessive current flow that 
would result from the Darlington upper stage. See 
Figure 9 for a typical application of the DM8858. 


A B C 0 IT RBI 61/RBO 



FOR MULTIPLEX OR NONMULTIPLEX APPLICATIONS WHERE AN EXTERNAL CURRENT 
LIMIT RESISTOR PER SEGMENT IS REQUIRED SEE THE OUTPUT CURRENT VS VOLTAGE 
CURVE FOR THE OM88S7 AND USE THE EQUATION GIVEN IN FIGURE 9 TO CALCULATE 
THE RESISTOR VALUE. 


DM8857 Output Current 
vs Voltage 



1.5 2.0 2.5 3.0 3.5 4.0 

VouT (V) 


FIGURE 8. DM8857 Typical Multiplexing Scheme 
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Maximum output source current per segment for 
the DM7858/DM8858 is 50 mA. Operating tem- 
perature range and package types are given in 
Table II. 

Special care must be taken in the use of the 
DM7858 ceramic and the DM8858 plastic DIP’S 
with regard to not exceeding the maximum operat- 
ing junction temperature of the devices. The maxi- 
mum junction temperature of the DM7858J is 
150°C and must be derated based on a thermal 
resistance of 80°C/Watt, junction to ambient. The 
maximum junction temperature for the DM8858N 
is 150°C and must be derated based on a thermal 
resistance of 140° C/Watt, junction to ambient. 


low input current, 3.3 mA maximum at 10V 
input, making them suitable for direct drive from 
MOS circuits. The circuits are used to drive the 
paralleled segments in multi-digit displays. Since 
both circuits feature accessable collectors and 
emitters they may be used as either common 
cathode or anode segment drivers. They feature a 
source or sink current capability of up to 50 mA 
with a maximum collector to emitter drop of 
1.5V over the operating temperature range. In 
addition, each output is specified to have a maxi- 
mum leakage of 100/iA at an output voltage of 
10V over temperature. Both circuits operate from 
a single supply that can have a maximum voltage 
of 10V. 


DM75491, DM8861 MOS TO LED SEGMENT 
DRIVERS 

The DM75491 and DM8861 were designed for 
MOS calculator applications. Both circuits feature 


DM75491 FOUR SEGMENT DRIVER 

The DM75491 is a four segment driver whose main 
application is with multi-digit LEDs operating in 
the multiplex mode of drive. Each package con- 
tains four separate segment drivers, each driver 


DM8858 Output Current 
vs Voltage 




3.2 3.3 3.4 3.5 3.5 3.7 


I, ■ SEGMENT CURRENT 

Vq ■ LED DIODE CROP AT CURRENT I, 


VouT ■ 0MM5E OUTPUT VOITAGE AT CURRENT U (SEE GRAPH) 


FROM GRAPH IVce - 5.0V. T, - K'C) 
VouT ■ 3.53V (AT 5.0 niAl 


THE SAME EOUATION MAY BE USED HHEN EITHER THE DM7050 OR THE DMOOOO ARE 
OPERATING IN THE MULTIPLEX MODE OF DRIVE. IF THE ADDITIONAL VOLTAGE DROP 
DUE TO THE DIGIT DRIVER IS TAKEN INTO CONSIDERATION THE NEW EQUATION WOULD 
HAVE THE FOLLOWING FORM: 


Vm ■ DIGIT DRIVEN DROP AT CURRENT I, 


FIGURE 9. DM8858 Applications 
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with free collector and emitter points, see Figure 
4e. 



FIGURE 4e. Circuit Schematic 

In the multiplex mode of drive, a six digit calculator 
needs only two DM75491's to drive the segments 
in the display, see Figure 10. The total of eight 
segment drivers allows drive to each of the indi- 
vidual seven segments plus logic control for the 
decimal point. Figure 11 shows the DM75491 
used in an 8 digit calculator application. 

Table II lists the package type and temperature 
range of the DM75491. 


DM8861 FIVE SEGMENT DRIVER 

The DM8861 is a five segment driver which like the 
DM75491 is used with multi-digit LEDs operating 
in the multiplex mode of drive. Each package 
contains five separate drivers, each driver with 
free collector and emitter points. Figure 4e. 


A typical application of the DM8861 is given in 
Figure 11 where the DM8861 is combined with 
the DM75491 to provide a total of nine inde- 
pendent sources of LED segment current from an 
MOS calculator. This allows control of the 7- 
segments plus decimal point and minus sign. This 
combination of circuits is not solely applicable to 
just the 8 digit calculator configuration shown but 
can be used with a display having as many digits 
as desired as long as the multiplexed segment 
current requirement does not exceed 50 mA. 


As with the DM75491, the DM8861 is also appli- 
cable to use with common anode displays as well 
as common cathode since each driver has its 
collector bonded out to a separate pin. 



FIGURE 10. 6-Digit Calculator 
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Refer to Table II for operating temperature range 
and package type for the DM8861. 

DM75492, DM8863 MOS TO LED 
DIGIT DRIVERS 

The DM75492 and DM8863 are digit drivers 
designed to drive multi-digit common cathode 
LEDs directly from MOS circuits. Since digit 
currents are quite high in multiplex operation 
MOS circuits usually cannot sink the required 
digit select current, therefore these circuits pro- 
vide the required current buffering. The two 
circuits have different current handling capability 
as vVell as different numbers of drivers per package, 
each will be discussed individually later. 

The circuits are totally compatible for use with 
both the DM75491 and the DM8861. The most 
common usage of the circuits is in MOS calculator 
applications where the DM75491 or the DM8861 
source the segment current and either the DM75492 
or the DM8863 sink the digit current. 

DM75492 SIX DIGIT DRIVER 

The DM75492 is a six digit LED driver designed 
to be used with common cathode multi-digit 


displays operating in the multiplex mode of drive. 

The circuit features six high gain Darlington 
connected transistors, with collectors open and 
emitters tied to ground (Figure 4f), capable of 



FIGURE 4f. Circuit Schematic 


sinking up to 250 mA with a maximum collector 
to ground drop of 1.5V over the operating 
temperature range. Low input current of 3.3 mA 
maximum at 10V makes the drivers suitable for 
direct connection to MOS circuits. Output leakage 
is 200)uA maximum at 10V over temperature. 
Maximum Vqq is 10V. 



*SE6MENT CURRENT LIMIT RESISTORS 
"‘EITHER SINGLE DIGIT. MULTI DIGIT, NSN 33. OR EQUIVALENT 
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In Figure 10 the DM75492 is shown along with 
the DM75491 in a typical six digit calculator 
application. Since the calculator circuit shown is 
operated in the multiplex mode of drive only 
one DM75492 is required, replacing at least six 
transistors and resistors for the equivalent discrete 
circuit. 

The operating temperature range and package 
type for the DM75492 is given in Table II. 


DM8863 EIGHT DIGIT DRIVER 

The DM8863 is an eight digit LED driver designed 
to be used in conjunction with either the DM75491 
and/or the DM8861 in driving eight common 
cathode LED digits operating in the multiplex 
mode of drive. 

This circuit features eight separate high gain 
Darlington connected transistor circuits, see Figure 
4f. Each Darlington transistor pair is capable of 
sinking 500 mA with a maximum collector to 
ground drop of 1.6V. Each collector can withstand 


10V at a maximum leakage of 250)uA in the off 
state. Maximum input current is 2.0 mA at 10V, 
making the circuit particularly well suited for 
direct drive from MOS circuits. 

Figure 1 1 shows the DM8863 used in a typical 
8-digit calculator application. The important 
feature of the DM8863 is the very high sink 
current capability. This allows multiplex operation 
of large digits or large riumbers of digits without 
the use of discrete high current transistors. 

Another application of the DM8863 is shown in 
Figure 12. In this case the DM8863 is used along 
with the MM431 1/MM531 1 series digital clock 
circuits in the implementation of a 6-digit clock 
display. Here the DM8863 is used as a segment 
driver for a common anode display. The use of 
the DM8863 in this manner replaces a total of 
14 resistors and 7 transistors. 

The DM8863 uses a single supply with a maximum 
voltage of 10V. Table II specifies the operating 
temperature range and package type for the 
DM8863. 



R, - ZDO. VARfABLE DEFENDING ON DESIRED DISPIAV BRIGHTNESS. 


FIGURE 12. Digital Clock Using DM8863 
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DM8864, DM8865, DM8866 MOS TO 
LED DIGIT DRIVERS 

The DM8864, DM8865, and DM8866 were de- 
signed to drive common cathode nine, eight, and 
seven digit displays respectively. The applications of 
these drivers are similar to those of the DM75492 
and DM8863 except that operating current levels 
are lower. 

All circuits feature maximum input current of 
2.0 mA at a voltage of 6.5V. Output sink capabil- 
ity is 50 mA at a maximum collector to ground 
drop of 1.5V. Output leakage is 40juA (max) at 
an output voltage of 6.0V. All circuits operate 
from a supply that can vary from 5.0V to 9.5V. 

DM8864 NINE DIGIT DRIVER 

The DM8864 is a nine digit common cathode LED 
driver. Each package contains nine separate digit 
drivers. The circuit also features a "low battery" 
indicator driver which will light a decimal point 
whenever a 9.0V battery drops below 6.5V typical. 

Figure 13 shows the DM8864 in a typical calculator 
drive application. The operating temperature range 


and package type for the DM8864 is given in 
Table 11. 

DM8865 EIGHT DIGIT DRIVER 

The DM8865 is an eight digit common cathode 
LED driver. Eight separate drivers are contained 
within each package. As with the DM8864 and 
DM8866 the DM8865 can also be used as a 
segment driver for common anode displays in the 
multiplex or nonmultiplex mode as long as the 
segment current does not exceed 50 mA. 

Table II gives the operating temperature range and 
package type for the DM8865. 

DM8866 SEVEN DIGIT DRIVER 

The DM8866 is a seven digit common cathode 
LED driver. Each package contains seven separate 
digit drivers. Logic is also provided for a "low 
battery" indicator which will detect a 9.0V battery 
drop to below 6.5V typical and drive a decimal 
point. 

Table II lists the package type and temperature 
range of the DM8866. 



FIGURE 13. A Typical Application of the DIVI8864, Showing a Complete 8-Digit, 
5 Function Calculator with Memory. 
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TEMPERATURE RANGE 


-55"Cto -f-125°C 

0“Cto -f-70°C 



DS0025C 

DS0026 

DS0026C 

DS0056 

DS0056C 

— 

DS3245 

DS1617 

DS3617 

'DS1628 

DS3628 

'DS1644 

DS3644 

'DS1674 

DS3674 

'DS1645 

DS3645 

'DS1675 

DS3675 

'DS1647 

DS3647 

DS1677 

DS3677 

'DS16147 

DS36147 

'DS16177 

DS36177 

'DS1648 

DS3648 

■DS1678 

DS3678 

'DS1649 

DS3649 

'DS1679 

DS3679 

‘DS1651 

DS3651 

‘DS1653 

DS3653 

'DS1671 

DS3671 

— 

DS3685 

‘DS16149 

DS36149 

‘DS16179 

DS36179 

'DS55325 

DS75325 

— 

DS75361 

— 

DS75362 

— 

DS75365 

— 
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DESCRIPTION 

2-Phase PMOS Clock Driver 
2-Phase PMOS Clock Driver 
2-Phase PMOS Clock Driver 
Quad MOS Clock Driver 
Bubble Memory Sense Amplifier 
Octal TRI-STATE MOS Driver 
Quad TTL-to-MOS Clock Drivers 
Quad TTL-to-MOS Clock Drivers 
Hex TRI-STATE TTL-to-MOS Latch/Drivers 
Hex TRI-STATE TTL-to-MOS Latch/Drivers 
Quad TRI-STATE I/O Registers 
Quad TRI-STATE I/O Registers 
Quad TRI-STATE I/O Registers 
Quad TRI-STATE I/O Registers 
TRI-STATE TTL-to-MOS Multiplexer/Driver 
TRI-STATE TTL-to-MOS Multiplexer/Driver 
Hex TRI-STATE TTL-to-MOS Driver 
Hex TRI-STATE TTL-to-MOS Driver 
Quad High Speed MOS Sense Amplifiers 
Quad High Speed MOS Sense Amplifiers 
Dual Bootstrapped 2-Phase Clock Driver 
Hex TRI-STATE Latch 
Hex MOS Drivers 
Hex MOS Drivers 
Memory Drivers 
Dual TTL-to-MOS Driver 
Dual TTL-to-MOS Driver 
Quad TTL-to-MOS Driver 
Applying Modern Clock Drivers to 
MOS Memories 
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4k & 16k IM-CHANNEL MOS MEMORY INTERFACE CIRCUITS 


Page No. 

Device Number and Name 

6-17 

DS3617 

Bubble Memory Sense Amplifier 

6-24 

DS3628 

Octal TRI-STATE® MOS Driver 

6-27 

DS3644, DS3674 
Quad MOS Clock Driver 

6-14 

DS3^45 

Quad MOS Clock Driver 

6-30 

DS3645, DS3675 

Hex TRI-STATE MOS Driver Latch 

6-35 

DS3647, DS3677, DS36147, DS36177 
Quad TRI-STATE MOS Memory I/O Register 

6-41 

DS3648, DS3678 

TRI-STATE MOS Multiplexer/Driver 

6-46 

DS3649, DS3679 

Hex TRI-STATE MOS Driver 

6-59 

DS3685 

Hex TRI-STATE Latch 

6-62 

DS36149, DS36179 
Hex MOS Driver 

6-66 

DS75325 
Memory Driver 

6-73 

DS75361 

Dual TTL-to-MOS Driver 

6-78 

DS75362 

Dual TTL-to-MOS Driver 

6-83 

DS75365 

Quad TTL-to-MOS Driver 

2-5 

DP8303, DP8304B, DP8307, DP8308 
8-Bit Bidirectional Transceiver 

8-11 

DP8216, DP8226 

4-Bit Bidirectional Transceiver 

2-89 

DS8T26, DS8T28 

Quad TRI-STATE Bus Driver 

8-4 

DP8212 

8-Bit Input/Output Port 


Timing 
Data & 
I/O Control 

Drivers 



P-CHANNEL MOS INTERFACE CIRCUITS 

FUNCTION 


TEMPERATURE I 

PAGE NO. 



-55°Cto-H25°C 

Clock Driver 

Dual, 30V, Drive 1000 pF @ 1 MHz 

DS0025C 


6-4 

Clock Driver 

Dual, 20V, Drive 1000 pF @ 5 MHz 

DS0026C 

DS0026 

6-7 

Clock Driver 

Same as DS0026, May Use Pull-Up Resistor 

DS0056C 

DS0056 

6-7 

Clock Driver 

Same as DS0026, May Be Bootstrapped 

DS3671 

DS1671 

6-55 

Differential Sense Amplifier 

Quad TRI-STATE ±7 mV Sensitivity 

DS3651 

DS1651 

6-49 

Differential Sense Amplifier 

Quad Open-Collector ±7 mV Sensitivity 

DS3653 

DS1653 

6-49 

Note. Refer to Application Note 76 for additional information on clock drivers. 
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DS0025C Two Phase MOS Clock Driver 


General Description 

The DS0025C is a monolithic, low cost, two phase 
MOS clock driver that is designed to be driven 
by TTL line drivers or buffers such as the DS8830 
or DM7440. Two input coupling capacitors are 
used to perform the level shift from TTL to MOS 
logic levels. Optimum performance in turn-off 
delay and fall time are obtained when the output 
pulse is logically controlled by the input. However, 
output pulse widths may be set by selection of the 
input capacitor eliminating the need for tight 
input pulse control. 


Features 

■ 8-lead TO-5 or 8-lead or 14-lead dual-in-line 
package 

■ High Output Voltage Swings-up to 30V 

■ High Output Current Drive Capability-up to 
1.5A 

■ Rep. Rate; 1 .0 MHz into > 1000 pF 

■ Driven by DS8830, DM7440 

■ "Zero” Quiescent Power 


Connection Diagrams 

Metal Can Package 


Dual-ln-Line Package 



Note: Pin 4 connecteil to case. 
TOP VIEW 



TOP VIEW 

Order Number DS0025CH Order Number DS0025CN 

See NS Package H08C or DS0025CJ-8 

Typical Application 


Dual-ln-Line Package 

V'^ NC OUTB NC INB NC NC 
|u |l3 |l2 111 |lD |b |b 


5 OUTPUTB |l |2 |3 |4 |6 |6 |7 

NC NC OUT A NC IN A NC V 
TQP VIEW 


Order Number DS0025CJ 
See NS Package J14A 



1/2 DS8830 or DM7440 j 


Timing Diagram 



A. Input pulse width 
. clock pulse 
width 



90% 

V|N 

tel ON — 

1tl 0 F F 




AC Test Circuit 


•Qi c,N 

1000 pF 


*Q1 is selected high speed NPN switching transistor. 







Absolute Maximum Ratings (Note 1 ) 

(V^ - V ) Voltage Differential 30V 

Input Current 100 mA 

Peak Output Current 1.5A 

Storage Temperature -65°C to +150°C 

Operating Temperature 0°C to +85°C 

Lead Temperature (Soldering, 10 sec) 300'"C 


Electrical Characteristics (Notes 2 and 3) See test circuit 


Maximum Power Dissipation* at 25°C 

8-Pin Cavity Package 1 150 mW 

14-Pin Cavity Package 1410 mW 

Molded Package 1080 mW 

Metal Can (TO-5) Package 670 mW 

"Derate 8-pin cavity package 7.8 mW/°C above 25°C; derate 
14-pin cavity package 9.5 mW/°C above 25° C; derate molded 
package 8.7 mW/°C above 25° C; derate metal can (TO-5) pack- 
age 4.5 mW/°C above 25°C. 


PARAMETER 


tdoN Turn-On Delay Time 


tpisE Rise Time 


tdOFF Turn-Off Delay Time 


Pulse Width (50% to 50%) 


Positive Output Voltage Swing 


Negative Output Voltage Swing 


CONDITIONS 


C|N = O.OOIaiF, R,m = on, Cl = O.OOIjuF 


C|N = O.OOlpF, R,n = on. Cl = 0.001/jF 


C|N = 0.001/uF, R,n = on. Cl = O.OOlpF 
(Note 4) 


C|N = 0.001/jF, R|m = on, ! (Note 4) 
Cl = O.OOlpF 


C|M = 0.001 /jf, R|fj = on. 

Cl =0.001/jF (Note 5) 


V|M - OV, Iqut “ 1 ^A 


i(N ~ mA, Iqut ~ 1 mA 



Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2 : Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS0025C. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Parameter values apply for clock pulse width determined by input pulse width. 

Note 5: Parameter values for input pulse width greater than output clock pulse width. 


Typical Performance 

Transient Power vs Rep. Rate 

400 t * ~t 1 ] \ 

Cl =2000 pF 1 I r irniiinr 

I I #1 Cl • 1500 pF Cl - '000 pF 


.5 1.0 1.5 2.0 

PULSE REPETITION RATE (MHz) 


PacHV' -V'I'iCl 
M aximum Load Capacitance 



0.2 0.4 0.6 0.8 t.O 1.2 1.4 1.6 1.8 2.0 
FREQUENCY (MHz) 

(Pmax)( 1 I«>-(V*- VP(DC) ^ (IpJ (t,l 

(f)(n)(V*-V)^ v*-v- 


DC Power (PqcI Duty Cycle 



10 20 30 40 50 60 70 85 


Output PW Controlled by C||\| 


200 600 1000 1400 1800 2200 

C,N (pR 

Imax “ r.iirtent delivered hy driver 
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Applications Information (Reference AN-76) 


Circuit Operation 

Input current forced into the base of Qi through the 
coupling capacitor Cum causes Qi to be driven into 
saturation, swinging the output to V“ + VcE(sat) + 

^Diode’ 

When the input current has decayed, or has been 
switched, such that turns off, Q 2 receives base 
drive through Rj, turning Q 2 on. This supplies 
current to the load and the output swings positive 
toV^-VsE- 

It may be noted that Qi must switch off before 
□2 begins to supply current, hence high internal 
transients currents from V“ to V'*' cannot occur. 



FIGURE 1. DS0025 Schematic (One-Half Circuit) 


Fan-Out Calculation 

The drive capability of the DS0025 is a function 
of system requirements, i.e. speed, ambient tem- 
perature, voltage swing, drive circuitry, and stray 
wiring capacity. 

The following equations cover the necessary cal- 


Example Calculation 

How many MM506 shift registers can be driven by 
a DS0025CN driver at 1 MHz using a clock pulse 
width of 200 ns, rise time 30-50 ns and 16V am- 
plitude over the temperature range 0-70°C? 

Power Dissipation: 

At 70°C the DS0025CN can dissipate 870 mW 
when soldered into printed circuit board. 

Transient Peak Current Limitation: 

From equation (1), it can be seen that at 16V and 
30 ns, the maximum load that can be driven is 
limited to 2800 pF. 

Average Internal Power: 

Equation (3), gives an average power of 50 mW at 
16V and a 20% duty cycle. 


eolations to enable the fan-out to be calculated 
for any system condition. 

Transient Current 

The maximum peak output current of the DS0025 
is given as 1.5A. Average transient current required 
from the driver can be calculated from: 



Typical rise times into 1000 pF load is 25 ns 
For V^ - V" = 20V, I = 0.8A. 

Transient Output Power 

The average transient power (Pgc) dissipated, is 
equal to the energy needed to charge and discharge 
the output capacitive load (Cl) multiplied by the 
frequency of operation (f). 

Pac = Cl X (V^ - V")^ X f (2) 

For V^ - V" = 20V, f = 1.0 MHz, Cl = 1000 pF, 
Pac = 400 mW. 

Internal Power 

"0" State Negligible «3TnW) 

"1" State 

i\j* _ y-f 

Pint = ^ ^ X Duty Cycle (3) 

= 80 mW for V" - V = 20V, DC = 20% 
Package Power Dissipation 

Total average power = transient output power - 1 - 
internal power 


For one-half of the DS0025C, 870 mW -r 2 can be 
dissipated. 

435 mW = 50 mW + transient output power 
385 mW = transient output power 

Using equation (2) at 16V, 1 MHz and 350 mW, 
each half of the DS0025CN can drive a 1367 pF 
load. This is less than the load imposed by the 
transient current limitation of equation (1) and 
so a maximum load of 1367 pF would prevail. 


From the data sheet for the MM506, the average 
clock pulse load is 80 pF. Therefore the number 
of devices driven is 1367/80 or 17 registers. 
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aM Semiconductor 

DS0026, DS0056 5 MHz Two Phase MOS Clock Drivers 

General Description 


DS0026/DS0056 are low cost monolithic high speed 
two phase MOS clock drivers and interface circuits. 
Unique circuit design provides both very high speed 
operation and the ability to drive large capacitive loads. 
The device accepts standard TTL outputs and con- 
verts them to MOS logic levels. They may be driven 
from standard 54/74 series and 54S/74S series gates 
and flip-flops or from drivers such as the DS8830 or 
DM7440. The DS0026 and DS0056 are intended for 
applications in which the output pulse width is logically 
controlled; i.e., the output pulse width is equal to the 
input pulse width. 

The DS0026/DS0056 are designed to fulfill a wide 
variety of MOS interface requirements. As a MOS clock 
driver for long silicon-gate shift registers, a single device 
can drive over 10k bits at 5 MHz. Six devices provide 
input address and precharge drive for a 8k by 16-bit 
1103 RAM memory system. Information on the correct 
usage of the DS0026 in these as well as other systems is 
included in the application note AN-76. 

The DS0026 and DS0056 are identical except each 
driver in the DS0056 is provided with a Vqb connection 
to supply a higher voltage to the output stage. This aids 


in pulling up the output when it is in the high state. An 
external resistor tied between these extra pins and a 
supply higher than V*" will cause the output to pull up 
to (V'*' - 0.1 V) in the off state. 

For DS0056 applications, it is required that an external 
resistor be used to prevent damage to the device when 
the driver switches low. A typical Vgg connection is 
shown on the next page. 

These devices are available in 8-lead TO-5, one watt 
copper lead frame 8-pin mini-DIP, and one and a half 
watt ceramic DIP, and TO-8 packages. 

Features 

■ Fast rise and fall times— 20 ns with 1000 pF load 

■ High output swing-20V 

■ High output current drive— ±1.5 amps 

■ TTL compatible inputs 

■ High rep rate— 5 to 10 MHz depending on power 
dissipation 

■ Low power consumption in MOS "0” state— 2 mW 

■ Drives to 0.4V of GND for RAM address drive 


Connection Diagrams (Top Views) 


TO-5 Package 



□ ual-ln-Line Package 

NC OUT A V* OUTB 



TO-8 Package 




© ^ © V’ 


\ 0 ©© 


Order Number DS0026H Order Number DS0026CJ-8, Order Number DS0026G 
or DS0026CH DS0026CN or DS0026J-8 or DS0026CG 

See NS Package H08C See NS Package J08A or N08A See NS Package G12C 


DuaMn-Line Package 

NC OUTB NC INB NC NC 



NC NC OUTA NC INA NC V~ 


Order Number DS0026J 
or DS0026CJ 
See NS Package J14A 


TO-5 Package 



Order Number DS0056H 
or OS0056CH 
See NS Package H08C 


DuaMn-Line Package 

OUTA Vbbb OUTB 


DuaMn*Line Package 



Vb8a V INB 


Order Number DS0056J-8, 
DS0056CJ-8 or DS0056CN 
See NS Package J08A or N08A 


OUTB NC INB NC NC 



NC Vbba OUTA NC INA NC 
TOP VIEW 

Order Number DS0056J 
or OS0056CJ 
See NS Package J14A 
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Absolute Maximum Ratings ( Note 1) 

\/^-\/~ Differential Voltage 22V 

Input Current 100 mA 

Input Voltage (V|n-V) 5.5V 

Peak Output Current 1.5A 

Maximum Power Dissipation* at 25°C 

Cavity Package (8-Pin) 1 1 50 mW 

Cavity Package (14-Pin) 1380 mW 

Molded Package 1040 mW 

Metal Can (TO-5) Package 660 mW 


Operating Temperature Range 

DS0026, DS0056 -55°C to +^ 25°C 

DS0026C, DS0056C 0°C to -^70°C 

Storage Temperature Range -65°C to -H50°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

•Derate 8-pin cavity package 7.7 mW/°C above 25°C; derate 
14-pin cavity package 9.3 mW/°C above 25° C; derate molded 
package 8.4 mW/°C above 25°C; derate metal can (TO-5) pack- 
age 4.4 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 


Logic "1" Input Voltage 


Logic "1” Input Current 


Logic "0" Input Voltage 


Logic "0" Input Current 


Logic Output Voltage 


Logic "0" Output Voltage 


"ON" Supply Current 
(one side on) 


"OFF" Supply Current 


CONDITIONS 



V"-V- = 20V 

ViN -v- = ov 


Switching Characteristics (Ta = 25 °o (Notes 5 and?) 


PARAMETER 


topF Turn-off Delay 


CONDITIONS 



(Figure 1) 


(Figure 2) 


(Figure 1) 


(Figure 2) 


(Figure 1), 
(Note 5) 


(Figure 2), 
(Note 5) 


(Figure 1). 
(Note 5) 


(Figure 2), 
(Note 5) 



Note 1; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: These specifications apply for V^ - V = 10V to 20V, C|_ = 1000 pF, over the temperature range of -55°C to -H25°C for the DS0026, 
DS0056 and 0°C to -t-70°C for the DS0026C, DS0056C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: All typical values for the Ta = 25°C. 

Note 5: Rise and fall time are given for MOS logic levels; i.e., rise time is transition from logic "0" to logic "1" which is voltage fall. 

Note 6: I gg for DS0056 is approximately (Vgg-V~)/1 kfl (for one side) when output is low. 

Note 7; The high current transient (as high as 1.5A) through the resistance of the external interconnecting V~ lead during the output transition 
from the high state to the low state can appear as negative feedback to the input. If the external interconnecting lead from the driving circuit to 
V is electrically long, or has significant dc resistance, it can subtract from the switching response. 
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Typical Vbb Connection 



Typical Performance Characteristics 


Input Current vs Input Voltage 



-1.0 -0.5 0 0.5 1.0 1.5 2.0 2.5 

INPUT VOLTAGE (V) 


Supply Current vs Temperature 


DUTY CYCLE 
’ 1= 1 MHr 

= 20V. _ 

1 

— 

Cl 

= Q 

' 










V‘ = 

20V 




























V*- 

V' = 

17V 




_rj_ 


-75 -50 -25 0 25 50 75 100 125 

TEMPERATURE (°C) 


Turn-On and Turn-Off Delay 
vs Temperature 










*ON 

















Vcc=20V 

^IN “ l-L * 1000 pF 

54S00 ON INPUT - 

(FIGURE 2) 

L_J 1 - J 1 

-50 -25 0 25 50 75 100 125 

TEMPERATURE (°C) 


Rise Time vs Load 
Capacitance 


FalPTime vs Load 
Capacitance 


[AC TEST CIRCUIT 
(FIGURE 2) 1 


r^AC TEST CIRCUIT 
(FIGURE 2) 


AC TEST CIRCUIT 
(FIGURE 1) 


.AC TEST CIRCUIT. 
(FIGURE 1) 


0 200 400 600 600 1000 1200 

LOAD CAPACITANCE (pF) 


0 200 400 600 800 1000 1200 

LOAD CAPACITANCE (pF) 


Recommended Input Coupling 
Capacitance 



[ PULSE (FIGURE 2) 





— 7 


y 



^ 

'to 

+5V 


100 200 300 400 500 600 700 800 
OUTPUT PULSE WIDTH (ns) 


DC Power (Pdc^ 
Duty Cycle 

400 r- 

Ta = 25°C 

260 Cl = 0 

320 — -J 1 5^ 

V’ - V = 20V — 

_ V* -V'=17Vv^p^ ' 

I 240 V*-V-=12V^^^ 


0 10 20 30 40 50 60 70 80 

DUTY CYCLE (%) 
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Schematic Diagrams 



1/2 DS0026 


1/2 DS0056 
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AC Test Circuits and Switching Time Waveforms 





— i— |No-J — C,^ 

^ ■/‘^lOOO pF 

I .. 





Typical Applications 


AC Coupled MOS Clock Driver 


DC Coupled RAM Memory Address or Precharge 
Driver (Positive Supply Only) 


t=o — I 
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Application Hints 

DRIVING THE MM5262 WITH THE 
DS0056 CLOCK DRIVER 

The clock signals for the MM5262 have three require- 
ments which have the potential of generating problems 
for the user. These requirements, high speed, large 
voltage swing and large capacitive loads, combine to 
provide ample opportunity for inductive ringing on clock 
lines, coupling clock signals to other clocks and/or 
inputs and outputs and generating noise on the power 
supplies. All of these problems have the potential of 
causing the memory system to malfunction. Recognizing 
the source and potential of these problems early in the 
design of a memory systerh is the most critical step. 
The object here is to point out the source of these 
problems and give a quantitative feel for their magnitude. 

Line ringing comes from the fact that at a high enough 
frequency any line must be considered as a transmission 
line with distributed inductance and capacitance. To 
see how much ringing can be tolerated we must examine 
the clock voltage specification. Figure 6 shows the clock 



FIGURE 6. Clock Waveform 


specification, in diagram form, with idealized ringing 
sketched in. The ringing of the clock about the Vss level 
is particularly critical. If the Vss “ 1 Vqh 's not main- 
tained, at all times, the information stored in the memory 
could be altered. Referring to Figure 1 , if the threshold 
voltage of a transistor were -1.3V, the clock going to 
Vss “ 1 would mean that all the devices, whose gates 
are tied to that clock, would be only 300 mV from 
turning on. The internal circuitry needs this noise 
margin and from the functional description of the RAM 
it is easy to see that turning a clock on at the wrong 
time can have disastrous results. 

Controlling the clock ringing is particulary difficult 
because of the relative magnitude of the allowable 
ringing, compared to the magnitude of the transition. 
In this case it is IV out of 20V or only 5%. Ringing 
can be controlled by damping the clock driver and 
minimizing the line inductance. 

Damping the clock driver by placing a resistance in 
series with its output is effective, but there is a limit 
since it also slows down the rise and fall time of the 
clock signal. Because the typical clock driver can be 
much faster than the worst case driver, the damping 
resistor serves the useful function of limiting the 
minimum rise and fall time. This is very importaht 
because the faster the rise and fall times, the worse the 
ringing problem becomes. The size of the damping 
resistor varies because it is dependent on the details of 
the actual application. It must be determined empirically. 
In practice a resistance of 10 ohms to 20 ohms is usually 
optimum. 


Limiting the inductance of the clock lines can be 
accomplished by minimizing their length and by laying 
out the lines such that the return current is closely 
coupled to the clock lines. When minimizing the length 
of clock lines it is important to minimize the distance 
from the clock driver output to the furthest point 
being driven. Because of this, memory boards are 
usually designed with clock drivers in the center of 
the memory array, rather than on one side, reducing the 
maximum distance by a factor of 2. 

Using multilayer printed circuit boards with clock lines 
sandwiched between the Vq^ and Vss power plains 
minimizes the inductance of the clock lines. It also 
serves the function of preventing the clocks from coupling 
noise into input and output lines. Unfortunately multi- 
layer printed circuit boards are more expensive than 
two sided boards. The user must make the decision as 
to the necessity of multilayer boards. Suffice it to say 
here, that reliable memory boards can be designed using 
two sided printed circuit boards. 

The recommended clock driver for use with the MM4262/ 
MM5262 is the DS0056/DS0056C dual clock driver. 
This device is designed specifically for use with dynamic 
circuits using a substrate, Vqb, supply. Typically it will 
drive a 1000 pF load with 20 ns rise and fall times. 
Figure 7 shows a schematic of a single driver. 



In the case of the MM5262, V^ is a -rBV and Vgg is 
-tB.BV. Vbb should be connected to the Vbb pin 
shown in Figure 7 through a 1 kf2 resistor. This allows 
transistor Q4 to saturate, pulling the output to within a 
Vce(sat) of the V'^ supply. This is critical because as 
was shown before, the Vss ~ f -0^ clock level must not 
be exceeded at any time. Without the Vbb puH up on 
the base of Q4 the output at best will be 0.6V below 
the V*" supply and can be IV below the V*" supply 
reducing the noise margin or this line to zero. 
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Application Hints (Continued) 


Because of the amount of current that the clock driver 
must supply to its capacitive load, the distribution of 
power to the clock driver must be considered. Figure 8 
gives the idealized voltage and current waveforms for a 
clock driver driving a 1000 pF capacitor with 20 ns 
rise and fall time. 


inductance, L, is also shown. Let us assume, for the sake 
of argument, that Cc is 1 pF and that the rise time of 
the clock is high enough to completely isolate the clock 
tranisent from the 7404 because of the inductance, L. 





FIGURE 8. Clock Waveforms (Voltage and Current) 


As can be seen the current is significant. This current 
flows in the VpQ and Vss power lines. Any significant 
inductance in the lines will produce large voltage 
transients on the power supplies, A bypass capacitor, 
as close as possible to the clock driver, is helpful in 
minimizing this problem. This bypass is most effective 
when connected between the Vss Vpp supplies. A 
bypass capacitor for each DS0056 is recommended. 
The size of the bypass capacitor depends on the amount 
of capacitance being driven. Using a low inductance 
capacitor, such as a ceramic or silver mica, is most 
effective. Another helpful technique is to run the Vpp 
and Vss lines, to the clock driver, adjacent to each 
other. This tends to reduce the lines inductance and 
therefore the magnitude of the voltage transients. 

While discussing the clock driver, it should be pointed 
out that the DS0056 is a relatively low input impedance 
device. It is possible to couple current noise into the 
input without seeing a significant voltage. . Since this 
noise is difficult to detect with an oscilloscope it is 
often overlooked. 

Lastly, the clock lines must be considered as noise 
generators. Figure 9 shows a clock coupled through a 
parasitic coupling capacitor, Cp, to eight data input 
lines being driven by a 7404. A parasitic lumped line 



FIGURE 9. Clock Coupling 


With a clock transition of 20V the magnitude of the 
voltage generated across Cp is; 


(—\ = 0 .; 

\56+1/ 


This has been a hypothetical example to emphasize 
that with 20V low rise/fall time transitions, parasitic 
elements can not be neglected. In this example, 1 pF 
of parasitic capacitance could cause system malfunction, 
because a 7404 without a pull up resistor has typically 
only 0.3V of noise margin in the "1" state at 25°C. 
Of course it is stretching things to assume that the, 
inductance, L, completely isolates the clock transient 
from the 7404. However, it does point out the need 
to minimize inductance in input/output as well as 
clock lines. 


The output is current, so it is more meaningful to 
examine the current that is coupled through a 1 pF 
parasitic capacitance. The current would be: 

AV 1x10’^^x20 

I = Cp X = — = 1 mA 

At 20x10'^ 

This exceeds the total output current swing so it is 
obviously significant. 

Clock coupling to inputs and outputs can be minimized 
by using multilayer printed circuit boards, as mentioned 
previously, physically isolating clock lines and/or run- 
ning clock lines at right angles to input/output lines. 
All of these techniques tend to minimize parasitic 
coupling capacitance from the clocks to the signals in 
question. 

In considering clock coupling it is also important to 
havea detailed knowledge of the functional characteristics 
of the device being used. As an example, for the MM5262, 
coupling noise from the 02 clock to the address lines 
is of no particular consequence. On the other hand the 
address inputs will be sensitive to noise coupled from 
01 clock. 
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Memory Support 


DS3245 Quad MOS Clock Driver 

General Description Features 


The DS3245 is a quad bipolar-to-MOS clock driver with, 
TTL compatible inputs. It is designed to provide high 
output current and voltage capabilities necessary for 
optimum driving of high capacitance N-channel MOS 
memory systems. 

Only 2 supplies, 5 Vqq and 12 Vdc» ^re required with- 
out compromising the usual high Vqh specification 
obtained by circuits using a third supply. 

The device features 2 common enable inputs, a refresh 
input, and a clock control input for simplified system 
designs. The circuit was designed for driving highly 
capacitive loads at high speeds and uses Schottky- 
clamped transistors. PNP transistors are used on all 
inputs, thereby minimizing input loading. 


■ TTL compatible inputs 

■ Operates from 2 standard supplies: 5 Vqc, 1 2 Vdc 

■ Internal bootstrap circuit eliminates need for external 
PNP's 

■ PNP inputs minimize loading 

■ High voltage/current outputs 

■ Input and output clamping diodes 

■ Control logic optimized for use with MOS memory 
systems 

■ Pin and function equivalent to Intel 3245 
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Absolute Maximum Ratings (Note 1) 


Temperature Under Bias 
Storage Temperature 
Supply Voltage, Vcc 
Supply Voltage, Vqq 
A ll Input Voltages 
Outputs for Clock Driver 
Maximum Power Dissipation at 25°C 
Cavity Package 
Molded Package 


-10 C to +85 C 
-65°Cto +150°C 
-0.5to+7V 
-0.5 to +14V 
-1.0 to Vdd 
- 1.0 to Vdq +1V 

1509 mW 
1476 mW 


Derate cavity package 10.1 mW/°C above 25° C; derate molded package 11 .8 mW/°C 
above 25° C. 


Electrical Characteristics ta = o°c to +75°c, vcc = bv ±5%, vdd = i 2 v ±5% 


conditions 


Vf = 0.45V 


Vf = 0.45V 


Vr = 5V 


Vr = 5V 


Iql ~ B mA, V|H = 2V 


Iql “ ~B mA 


•oh = V|L = 0.8V VpD-0.50 


IQH = B mA 


PARAMETER 

• fd 

Select Input Load Current 

•fe 

Enable Input Load Current 

Ird 

Select Input Leakage Current 

Ire 

Enable Input Leakage Current 

vql 

Output Low Voltage 

vqh 

Output High Voltage 

V|L 

Input Low Voltage, All Inputs 

V|H 

Input High Voltage, All Inputs 

VCLAMP 

Input Clamp Voltage 



Vcc ~ l|N “12 mA 



Power Supply Current Drain 


PARAMETER 

CONDITIONS 

•cc 

Current from Vqc 
O utput in High State 

Vcc = 5.25V, 

Vdd = 12.6V 

•dd 

Current from Vpp 
Output in High State 

Vcc = 5.25V, 
Vdd = 12.6V 

•cc 

Current from Vqc 
O utput in Low State 

Vcc = 5.25V, 

Vdd = 12.6V 

•dd 

Current from Vqq 
O utput in Low State 

Vcc = 5.25V, 
Vdd = 12.6V 



TYP 

MAX 

UNITS 

26 

' 34 

mA 

23 

30 

mA 

29 

39 

mA 

13 

19 

mA 


Note 1 : Stresses above those listed under "Absolute Maximum Ratings" may cause permanent damage to the device. This is a stress rating only 
and functional operation of the device at these or any other conditions above those indicated in the operational sections of this specification is not 
implied. Exposure to absolute maximum rating conditions for extended periods may affect device reliability. ^ 
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Switching Characteristics ta = o°c to +75° c. vcc = 5v ±5 %, vdd = 1 2v ±5% 


PARAMETER 

CONDITIONS 

t_+ 

Input to Output Delay 

Rseries = o 

^DR 

Delay Plus Rise Time 

Rseries = 0 

t+- 

Input to Output Delay 

Rseries = 0 

tDF 

Delay Plus Fall Time 

Rseries = o 

tT 

Output T ransition Time 

RSERIES= 20n 

tDR 

Delay Plus Rise Time 

Rseries = 20n 

tDF 

Delay Plus Fall Time 

Rseries = 2on 


MIN TYP MAX 

(Note 3) (Notes 4, 6) (Note 5) 



Capacitance ta = 25°c (Note ?) 



PARAMETER 

C|N 

Input Capacitance, li, I 2 , I 3 , I 4 

C|N 

Input Capacitance, R, C, El, E2 


CONDITIONS 



TYP 

MAX 

UNITS 

5 

8 

pF 

8 

12 

pF 


Note 3: C|_ = 150 pF 

Note 4: Cl = 200 pF ' These values represent a range of total stray plus clock capacitance for nine 4k RAMs. 

Note 5: Cl = 250 pF 

Note 6: Typical values are measured at 25°C. 

Note 7: This parameter is periodically sampled and is not 100% tested. Condition of measurement is f = 1 MHz, Vqi/^S = 2V, Vcc “ OV, and 
Ta = 25°C. 


AC Test Circuit and Switching Time Waveforms 

I 1 ^SERIES 


Input pulse amplitudes: 3V 
Input pulse rise and fall times: 

5 ns between IV and 2V 
Measurement points: see waveforms 
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1^ National Meir 

Semiconductor 

DS1617/DS3617 Bubble Memory Sense Amplifier 

General Description Features 


Memory Support 


The DS1617 and the DS3617 are bubble memory sense 
amplifiers that convert low level signals from magneto-re- 
sistiye detectors of the bubble mernory into TTL compat- 
ible output levels. Internal functions consist of an input 
bias circuit, an internally AC coupled amplifier, a high 
speed precision comparator, two flip-flops, a TRI-STATE"' 
output stage and a power fail detector. 

TTL compatible control inputs allow either average-to- 
peak or the conventional clamp and strobe (peak-to-peak) 
sensing of the input signal. The threshold voltage and the 
input bias voltage are externally adjustable allowing com- 
patibility with different types of bubble memories. 

Although specifically designed for bubble memory inter- 
facing, they are easily adaptable for any application re- 
quiring detection of mV level signals in the 25 kHz to 4 MHz 
range. Typical application areas include fiber optic 
receivers, plated wire memory sense amplifiers and pulse 
discriminators. 


■ Single 12V or 12V/5V operation 

■ On-chip adjustable detector bias circuit 

■ Choice of average-to-peak or clamp and strobe sensing 

■ Guaranteed tight threshold limits over the specified 
temperature and supply voltage range 

■ Threshold externally adjustable over 0 mV to 20 mV 
range (typical) 

■ On-chip reference for a 3.2 mV threshold (typical) 

■ TRI-STATE output 

■ No offset nulling requirement due to on-chip AC cou- 
pling at the input 

■ Power fail detector with adjustable trip level senses 
both supplies 

■ Compatible with a wide range of bubble memories 

■ Standard 16-pin dual-in-line package 
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DS1617/DS3617 


Connection Diagram 


Oual-ln-Line Package 



TOP VIEW 

Order Number DS1617J, 

DS3617J or DS3617N 
See NS Package J16A or N16A 

Functional Pin Description 

ANALOG INPUTS 

Differential Analog Inputs (IN'*' andIN”): These are high 
impedance inputs for bubble memory detectors. They also 
provide the bias current to the detectors at a constant DC 
voltage. The sense-amp threshold is positive with respect 
to the IN'*" input. 

Bias Voltage Input (Vq): When an external DC voltage (be- 
tween 4V and 8V) is applied to this input, the internal error 
amplifier will adjust the bias current sources to maintain 
the average common-mode voltage of IN"^ and IN“ in- 
puts at this value. This input can be connected to V^pto 
obtain an internally set bias voltage of 7V typical. This 
voltage is derived on-chip from a resistor divider con- 
nected across the Vqd supply. 

Threshold Adjust Input (Vj): An externally applied DC 
voltage in the range of OV to 10V at this input will set the 
threshold of the sense-amplifier in the 0 mV to 20 mV 
range. The threshold is linearly related to this voltage. 

Power Fail Adjust Input (PFA): The trip voltage of 5V and 
12V supplies can be set to a fraction of their nominal 
values by applying an external reference voltage to this in- 
put (see graph). When precise power fail detection is not 
required this input may be grounded to obtain a trip 
voltage between 35% and 65% of the nominal supply 
levels (i.e., 5V and 12V). 

ANALOG OUTPUTS 

Buffered Bubble Signal Output (BUF-f); This is the 
preamplifier output which is in phase with the IN input. 


It provides an amplified version of the input differential 
signal (X25) at a low impedance for monitoring purposes. 

Internal Reference for Vj (Vref); This output, when con- 
nected to Vj input, provides a threshold of 3.2 mV typical. 
This voltage is derived on the chip from a potential divider 
connected across the Vdd supply. When Vr is also derived 
in the same fashion, the threshold will track the amplitude 
variations of the bubble signal resulting from the Vrd sup- 
ply variations. 

DIGITAL INPUTS \ 

Unclamp Input (UC): A logic low level on this input causes 
clamping of the differential inputs of the comparator to a 
common voltage. When a logic high level 1s applied, the in- 
puts are undamped within a few nanoseconds (5 ns typ). 
The capacitive coupling of the preamplifier outputs to the 
inputs of the comparator enables referencing of the 
threshold to any point on the input waveform by using this 
input. This pin is shorted to Vqc or Vqd when the average- 
to-peak sensing method is used. 

Strobe Input (ST): A high-to-low transition of this input 
causes the transfer of data from an internal latch to the 
output flip-flop. As long as this input is low the internal 
latch cannot be set by the comparator. For clamp and 
strobe sensing, this input can be tied to the unclamp input 
and used as a single UC/ST control line. 

Output Disable (OD): A logic high level at this input 
causes the data output to go into the high impedance 
state (TRI-STATE). 

Standby Input (SB): When the sense-amp is not in use this 
input can be used to reduce power consumption. A logic 
high level applied to this input puts the sense-amp in 
standby mode and TRI-STATEs the data output pin. The 
power fail detector circuit is not affected by this input. 

DIGITAL OUTPUTS 

Data Output (OUT): This output is high for signals cross- 
ing the threshold and low for those below the threshold. 
The data on this pin is valid a short time after the negative 
transition of the strobe signal and will remain valid until 
the next negative transition of the strobe signal. 

Power Fail Detect Output (NPF): This output goes low 
when either one or both of the supplies fall below the trip 
voltage. It will remain low until both of the supplies fall 
below a minimum level which is 4V for Vqq and 2.8V for 
Vqq. It is an open collector output with an internal pull-up 
of 5 kS7 (typical). The circuit is insensitive to transients on 
the supplies and will typically reject a 500 ns pulse that 
goes IV below the trip voltage. 

POWER SUPPLIES 

Analog Supply (Vqq): 12V. 

Digital Supply (Vqc): 5V to 12V. This supply is internaliy 
regulated to 4.5V and hence can be tied to Vqq for single 
supply operation, but a standard 5V logic supply reduces 
power consumption and also permits power fail detection 
of the 5V supply. 
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Absolute Maximum Ratings (Note i) Recommended Operating Conditions 


Supply Voltages (Vqq.Vcc) 

14V 


Min 

Max 

Units 

Input Voltages 


Vqd Supply Voltage 




Sense lnputs(IN ,IN ) 

14V 

DS1617 

10.8 ' 

13 2 

V 

Vj input 

14V 

DS3617 

11.4 

12.6 

V 

VeiASlrrpuUVB) 

14V 

Vcc Supply Voltage 




Control lnputs(UN,ST,OD,SB) 

14V 

DS1617 

4.5 

13.2 

V 

PFA Input 

5.5V 

DS3617 

4.75 

12.6 

V 

Output Voltage 

5.5V 

Temperature (T/^) 




Storage Temperature 

-65°Cto -h150"C 

DS1617 

-55 

125 

“C 

Maximum Power Dissipation' at 25°C 


DS3617 

0 

70 

°c 

Cavity Package 

1635 mW 

PFA Input Voltage 

0 

1.5 

V 

Molded Package 

1687 mW 

VbiAS Ihput Voltage (Vq) 

0 

13.2 

V 

Lead Temperature (Soldering, 10 seconds) 

300"C 

Vx Input Voltage (Vj) 

-0.25 

10 

V 


(Threshold Adjust) 

‘Derate cavity package 10.9 mW/»C above 25°C; derate molded pack- Sense Input Common-Mode 4 8 V 

age 13.5 mW/“C above 25'’C. Voltage (Vcm) 


Input Bias Current (|0) 0.1 10 mA 

(Into IN ‘ and IN " Inputs) 

DC Electrical Characteristics (Notes 2 and 3) 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

ANALOG INPUTS AND OUTPUTS 

V|B Input Bias Voltage 

(at IN‘ and IN" Inputs) 

Internal (Note 4) Ib in mA 

Typ -0.15 

0.588 VoD-t- 
0.01 Ib 

Typ +0.15 

V 

External (Note 5) Ib in mA 

I 

p 

Vb -1-0.01 Ib 

Typ +0.1 

AViB(temp) Input Bias Voltage 

Variation with Temperature 
(IN‘ and IN" Inputs) 

Ib = 5 mA 





-55°C<Ta<125°C (DS1617) 


±10 


mV 

0°C<Ta<70°C (DS3617) 


±5 


mV 

IvT Input Current for Vx Input 

Vx = 0 V to 5 V 


-1 

-10 

mA 

IvB Input Current for Vb Input 

Vb = 4V to 8V 


-2 

-10 

pA 

Vref Internal Reference Voltage 


0.98 Typ 

0.125 Vdd 

1.02 Typ 

V 

AVxP(temp) Temperature Variation of 
(Vcc. Vdd) Power Fail Threshold 

Set by VpFA (See Graphs) 





-55°C<Ta<125°C(DS1617) 




% 

0°C<Ta<70°C (DS3617) 




% 


DIGITAL OUTPUTS (OUT, NPF) 


Vqh 

Logical “1” Output Voltage 

OUT 

OD = 0.8V, SB = 0.8V, 
Iqh - - 400 ^lA 

2.4 



NPF 

Iqh = — 100 pA 

2.4 

VoL 

Logical “0” Output Voltage 

OUT 

OD = 0.8V, SB = 0.8V, loL = 10 mA 




NPF 

Vcc = 4V, Vdd = 10V, VpFA = 1-5V, 
loL = 5mA 


Iqs 

Output Short Circuit Current 


Vo = OV, Vcc = Vdd = 




OUT 

OD = 0.8V, SB = 0.8V 

- 10 



NPF 

VpFA = OV 

-0.5 

loD 

TRI-STATE Output Current 

OUT Only 

OD = 2.0V, SB = 0.8V or 

Vo = 0.4V 




OD = 0.8V, SB = 2.0V 

Vo = 4.0 V 


Ips 

Output Sink Current on NPF 
Output During Power Fail 


Vo = 0.5V, VpFA=1-5V 

> > 
O 

11 il 
o o 

O Q 
> > 

1 




Vcc = 2.8V 
Vdd=0V 

1 

CONTROL INPUTS (UC, ST, OD, SB) 

V|H 

Logical “1” Input Voltage 



2 


V|L Logical “0” Input Voltage 


2.8 

'Is 






IH Logical “1” Input Current 

r< 

z 

1 < 

1 

IL Logical “0” Input Current 

V|n = 0.4V 


I 



POWER SUPPLY CURRENTS 


•dda 

Active Vdd Supply Current 

SB = 0.8V 


25 

45 

•cCA 

Active Vcc Supply Current 

SB = 0.8V 


10 

20 

'dds 

Standby Vdd Supply Current 

SB = 2.0V 


12 

25 

Ices 

Standby Vcc Supply Current 

SB = 2.0V 


2 

4 
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DS1617/DS3617 


AC Electrical Characteristics (Note 2) 


Parameter 


SENSE INPUT CHARACTERISTICS 


Vth 

Differential Input 
Threshold Voltage 

Vtr 

Threshold Adjustment 
Range 

^BW 

Preamp Bandwidth 

R|N 

Differential Input 
Resistance 

C|N 

Differential Input 
Capacitance 

^VjH(temp) 

Threshold Variation with 
Temperature 

Tpc 

Effective Time Constant 
of Preamp AC Couplings 

Tcl 

Clamp Circuit Time 
Constant 


TIMING REQUIREMENTS 


SWITCHING CHARACTERISTICS 


tp ST Input Low to Valid 

Data at the Output 


TRI STATE DELAYS FROM OD TO OUT 


Vb = 7V 

See Figure 5 for Test Waveforms 



0.97 X Typ 0.00213 x Vt 
-0.0005 


0to8 -0.5 to 20 


-0.5 to 20 


:3dB, Vb = 7V. -55'’C<Ta<125'’C 


:0.1 dB, Vq = 7V, -55'’C<Ta<125°C 



Vdd = 12V 


-55°C<T<125°C (DS1617) 


0°C<T<70‘'C(DS3617) 


(From Sense Input to Comparator 
Inputs) UC = 3V 


(Time Constant Associated with the 
Comparator Inputs when UC = 3V) 


*d 

Delay Time, UC or ST 
Input High to Sense Input 
High 


Data Set-Up Time, Sense 
Input High to UC or ST 
Input Low 

^pwi 

Minimum Input Pulse 
Width at Threshoid 

Vws 

Minimum Strobe Pulse 
Width 

<ON 

Power-Up Time from SB 
Low to Full Operation 

toFF 

Power-Down Time from 
SB High to Reduced 
Power 



Figure 2 





Figures 1 and 3, OD = 0.8V, 
Cl = 30pF, R1=5k, R2 = 1k 


tl2 

Output Low to TRI-STATE 


Ih2 

Output High to TRI- 



STATE 

Figures 1 and 4 

tzL 

Output TRI-STATE to 

Cl = 15pF, R1 = 1k, 


Active Low 

R2 = 1k 

tzH 

Output TRI-STATE to 
Active High 



Max Units 


1.03 X Typ 
+ 0.0005 




30 

50 

ns 


15 

35 

ns 

15 

35 

ns 

15 

40 

ns 

15 

40 

ns 


Note 1: "Absolute maximum ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
devices should be operated at these limits. The tables of "Electrical Characteristics" and "Recommended Operating Conditions” provide conditions for ac- 
tuai device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the supply and temperature range listed in the table of "Recommended Operating Condi- 
tions”. All typical values are for V^c = 12V, Vcc = 5V and T^ = 25°C unless otherwise specified. 

Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless otherwise specified. 
Note 4: Vg pin tied to Vd[). 

Note 5: Vb pin connected to the external bias voltage. 
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Example Threshold Calculations 


1. Find external voltage Vj to be applied foraS mV typical 
threshold. What is this tolerance of this threshold? 

VjH(typ) = 0.00213 X Vj= 0.005V 
Therefore, Vj = 0.005/0.00213 = 2.347V 
VjH (min) = 0.97 x 0.005 -0.0005 = 4.35 mV 
VjH (max) = 1.03 x 0.005 + 0.0005 = 5.65 mV 
Hence, Vjh = 5 ± 0.65 mV 
and Tolerance = ± 0.65 mV 

2. Find Vjh and its tolerance for Vdd = 12V when internal 
reference (Vref) is used for Vt. 

VT(typ) = VREp(typ) = 0.125 X Vdd = 1.5V 
Vj (min) = Vref (min) = 0.98 x 1.5 = 1.47V 


VT(max) = VREF (max) = 1.02 x 1.5 = 1.53V 

ViH(tyP) = 0.00213 X Vx(typ) = 3.20mV 

VxH(min) = 0.97 x 0.00213 x Vj(min) - 0.0005 = 2.54 mV 

VxH(max) = 1.03 x 0.00213 x VT(max) + 0.0005 = 3.86 mV 

Hence, Vjh = 3.20 ± 0.66 mV 


Note. Since Vref is directly related to Vdd, the Vjh will 
follow the supply variations. But as long as the Input bias 
voltage Vg is also derived in the same way (i.e., using a 
potential divider across Vdd), the threshold will track the 
amplitude changes in the bubble detector signal resulting 
from the Vdd supply variations. 


Performance Characteristics 


Threshold Transfer Function 
at Various Temperatures 



-1 0123456789 10 
Vt-INPUT voltage (V) 


Threshold Transfer Function 
at Various Supply Voltages 



-1 0123456789 10 
Vt-INPUT voltage (V) 


Power Fail Trip Voltage 
Transfer Function for Vqq 


;ir 3“ 
£ 


1.0 1.1 1.2 1.3 1.4 

PFA INPUT VOLTAGE (V) 


Power Fail Trip Voltage 
Transfer Function for Vcc 



100 


95 



lU 

90 

ss 


o " 

85 



cc *- 

h- 

80 

CJ 


> 

75 


70 




1.0 1.1 1.2 1.3 1.4 1.5 

PFA INPUT VOLTAGE (V) 
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DS1617/DS3617 


AC Test Circuit and Switching Time Waveforms 


'tTo-AWrJ 


I > ^ ALL DIODES 

Cl INCLUDES I <R1 ▼lN916 0R 

PROBE AND JIG T “P 1N3064 

CAPACITANCE I I J- 


3's2'^>-^ 


DIFFERENTIAL 

INPUT 

(IN+-IN-) 


UNCLAMP 

INPUT 1.5 V 

(UC) „„ / 


STROBE 
INPUT 
(ST) OV 




FIGURE 1. Output Load Circuit 


lr = lf<10 ns, 10% to90% 

FIGURE 2. Delay, Set-Up and Hold Times 


OUTPUT $1 AND S2 CLOSED 1.5Vj 


If » tf ^ 10 nj 
lOVaTO 90% 


FIGURE 3. Propagation Delay from 
Strobe Input to Output 


3V— -V 

uuirui 

DISABLE ^ 

INPUT 

‘f V- 

/ 


«ZL 

'LZ- 

WAVEFORM 1 


^15V SI CLOSED 

(SEE NOTE) 


S2 OPEN 


•ZHl 


WAVEFORM 2 


/ SI OPEN 

(SEE NOTE) 


^1.5V . S2 CLOSED 



«HZ- 


t,'tf<10ns 
10% TO 90'/. 

Note. Waveform 1 shows the output with internal conditions such that the output is 
low except when disabled by the output disable input. Waveform 2 shows the output 
with internal conditions such that the output is high except when disabled by the 
output disable input. 

FIGURE 4. Propagation Delay from Output Disable to Output 


DIFFERENTIAL '^IN ' 
INPUT 
(IN* -IN-) 


-(SEE NOTE) y 



tr = tfs10 ns, 10% to 90% 

Note. To determine the sense amplifier threshold, the input signal amplitude, V|fg, is 
varied around the set threshold value, Vjh, while monitoring the OUT pin on a scope. 
When V|fg is close to the threshold, the output will switch between Logic 0 and 
Logic 1 due to the noise on the input signal. The mid value of the threshold can be 
determined by adjusting V|n to obtain equal brightness of high (Vqh) and low (Vql) 
level output traces on the scope. In the above set-up, the signal is strobed after a 
300 ns delay to allow for any overshoot or transients to settle. This method results in 
accurate threshold measurement that is relatively independent of input signal rise 
time. But due to AC coupling of the preamp, with an effective time constant of 6 iis, 
the signal at the input of the comparator droops by 5% In 300 ns, which has to be ac- 
counted for. Hence, V^n = V(n x 0.95. 


FIGURE 5. Sense Input Threshold Measurement 
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Typical Applications 


Bubble Memory Sense Amplifier with Adjustable Threshold and Bias Voltage 

niiDPic ''do ''DC 

BUBBLE (,2V) (5V) 

MEMORY O n 

rizzmi _i ^ 


, > DETECTOR > | 
1 > RESISTORS S I 

lL .U 


" ‘ 0.01 Ilf 

T VdoI12VI 

IQOk L 
THRESHOLD^ 
ADJUST? 


VOD 

(12V) 

Vcc 

(5V) 


ll 

T 


1 T 0.1 jiF 1 0.1 (/F 





Voo 

Vcc 

PFA 

- 1N+ 


SB 

. IN- 

DS1617/DS3G17 

OUT 

- Vb 


00 

Vt 

UC ST GND 

MPF 


. POWER FAIL 
. TRIP VOLTAGE 
• ADJUST 


SB M— STANDBY 
.1 ^ DATA 


— — O.OlpF 6 

"~] UNCLAMP/STROBE 


1 L.SIGNAL 
I I WINOOW 


Note. The control inputs are set up for clamp-strobe or peak-to-peak sensing 
'Optional band limiting capacitor 


Bubble Memory Sense Amplifier with Internally Set 
Threshold (3 mV typ) and Input Bias Voltage (7V typ) 


A General Purpose Precision Sense Amplifier with the 
Threshold Controlled by an External Reference 


BUBBLE , 

MEMORY ' 

I in 


I < DETECTOR < | 
I > RESISTORS < I 

LL JJ 


Vdd('2V)0 — ^Vb 


VOD 

Vcc 

SB 

IN'*' 


OUT 

IN- 

DS1E17/DS3B17 


Vb 


00 

Vt 

VreF UC ST 

GND 


VoD ''CC Vb 


„ ^ DATA 

DDT| ► OUTPUT 


DS1617/DS3617 qqL OUTPUT 

““n DISABLE 


NPF^ ►power fail 

Vt PFA GND UC ST 


. O.OIjiF STROBE 


Note. The control inputs are set up for average-to-peak sensing 
'Optional band limiting capacitor 


CLAMP AND 
STROBE 

0.01 mf sensing 


LMIZB A ^,7k 

I I THRESHOLD 

I I ADJUSTMENT 


I I SIGNAL 
y WINDOW 
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DS1628/DS3628 


National 

Semiconductor 


Memory Support 


0S1628/DS3628 Octal TRI-STATE® MOS Orivete 

General Description Features 


The DS1628/DS3628 are octal Schottky memory drivers 
with TRI-STATE® outputs designed to drive high 
capacitive loads associated with MOS memory systems. 
The drivers' output (Vqh) is specified at 3.4 V to 
provide additional noise immunity required by MOS 
inputs. A PNP input structure is employed to minimize 
input currents. The circuit employs Schottky-clamped 
transistors for high speed. A NOp gate of two inputs, 
DIS1 and DIS2, controls the TRI-STATE mode. 


Features 

■ High speed capabilities 

— typ 5 ns driving 50 pF & 8 ns driving 500 pF 

■ TRI-STATE outputs 

■ High Vqh (3.4 V min) 

■ High density 

— eight drivers and two disable controls for TRI- 
STATE in a 20-pin package 

• PNP inputs reduce DC loading on bus lines 

■ Glitch-free power up/down 
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Absolute Maximum Ratings (Note 1 1 


Supply Voltage 7.0V 

Logical "1" Input Voltage 7.0V 

Logical "0" Input Voltage —1.5V 

Storage Temperature Range —65 C to +150 C 

Maximum Power Dissipation* at 25 C 

Cavity Package 1667 mW 

Molded Package 1832 mW 

Lead Temperature (Soldering, 10 seconds) 300 C 

‘Derate cavity package 11.1 mW/°C above 25°C; derate molded 
package 14.7 mW/ C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 


Supply Voltage (Vcc) 
Temperature (T/\) 
DS1628 
DS3628 


MAX UNITS 


PARAMETER 


V|N(1) 

Logical "1" Input Voltage 

V|N(0) 

Logical "0" Input Voltage 

llN(l) 

Logical "1" Input Current 

'IN(O) 

Logical "0” Input Current 

VCLAMP 

Input Clamp Voltage 

VOH 

Logical "I” Output Voltage 
(No Load) 

VOL 

Logical "0" Output Voltage 
(No Load) 

VOH 

Logical "1" Output Voltage 
(With Load) 

VOL 

Logical "0" Output Voltage 
(With Load) 

l|D 

Logical "1" Drive Current 

'OD 

Logical "0" Drive Current 

Hi-Z 

TRI-STATE Output Current 

'cc 

Power Supply Current 


CONDITIONS 


Vcc “ 5.5V V|M - 5.5V 


Vcc = 5.5 V V|n=0.5V 


Vcc " “^'^V l|[\|=-18mA 


\ 

Vcc = 4.5V 


Vcc ^ 4.5V Iql = lOpA 


Vcc ~ 4.5V Iq|-| = -1.0mA 


Vcc = 4.5V Iql = 20mA 


Vcc = 4.5V VquT = 0V (Note 6) 


Vcc “ 4.5V VquT " 4.5V (Note 6) 


VouT = 0-4V to 2.4 V DIS1 or DIS2 = 2.0V 


One DIS Input = 3.0V 
All other Inputs = X, Outputs at Hi-Z 
Vcc = 5.5V DISI, DIS2 = OV, others = 3V 
Outputs on 

All Inputs = OV, Outputs off 



Switching Characteristics (vcc = 5v, ta = 25°o (Note 6) 


PARAMETER 


t5 + _ Storage Delay Negative Edge 


ts-+ Storage Delay Positive Edge 



Delay from Disable Input to Logical "0" 
Level (from High Impedance State) 


Delay from Disable Input to Logical "1" 
Level (from High Impedance State) 


Delay from Disable Input to High Impedance 
State (from Logical "0” Level) 


Delay from Disable Input to High Impedance 
State (from Logical "1" Level) 


CONDITIONS 


Cl = 50pF 


Cl = 500pF 


Cl = 50pF 


Cl = 500pF 

(Figure 1 ) 

Cl = 50pF 

Cl= 500pF 

(Figure 1 ) 

Cl = 50pF 

Cl = 500pF 

Cl = 50pF 
to GND 

RL 2kJ2 to Vqq 
(F igure 2) 

Cl = 50pF 
to GND 

RL = 2kn to GND 
(Figure 2) 

Cl = 50pF 
to GND 

Rl 400n to Vqq 
(F igure 3) 

Cl = 50pF 
to GND 

RL = 400n to GND 
(Figure 3) 


0.25 

0.4 

0.25 

0.35 




— 

90 

120 

mA 

70 

100 

mA 

25 

50 

mA 



MAX 

UNITS 

5.0 

1 ns 

8.0 

ns 

5.0 

ns 

8.0 

ns 

6.0 

ns 

22 

ns 

7.0 

ns 

24 

ns 

25 

ns 

20 

ns 

25 

ns 

15 

ns 


DS1628/DS3628 



































































































































AC Test Circuits and Switching Time Waveforms 


ts + -. ts-+, tf, tf 


PULSE 

GENERATOR 
(NOTE 4) 


T-- 





Note 1 ; "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified, m in/max limits apply across the -55° C to +1 25°C temperature range for the DS1 628 and across the 0°C to 
-*70°C range for the DS3628. All typical values are for T/^ = 25°C and Vcc = 5 V. 

Note 3: All currents into device pins shown as positive; all currents out of device pins shown as negative; all voltages references to ground unless 
otherwise noted. All values shown as max or min on absolute value basis. 

Note 4: The pulse generator has the following characteristics; Zqut- = 50 n and PRR < 1 MHz. Rise and fall times between 10% and 90% points 
< 5 ns. 

Note 5: Cl includes probe and jig capacitance. 

Note 6: When measuring output drive current and switching response for the DS1 628 and DS3628 a 1 5 n resistor should be placed in series with 
each output. 
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National Memory Support 

Semiconductor 

DS1644/DS3644 DS1674/DS3674 Quad TTL to MOS 
Clock Drivers 

General Description 

The DS1644/DS3644 and DS1674/DS3674 are quad 
bipolar-lo-MOS clock drivers with TTL compatible 
inputs. They are designed to provide high output current 
and voltage capabilities necessary for optimum driving 
of high capacitance N-channel MOS memory systems. 

The device features two common enable inputs, a 
refresh input, and a clock control input for simplified 
system designs. The circuit was designed for driving 
highly capacitive loads at high speeds and uses Schottky- 
clamped transistors. PNP transistors are used on all 
inputs thereby minimizing input loading. 

The circuit may be connected to provide a 12V clock 
output amplitude as required by 4k RAMs or a 5V clock 
output amplitude as required by 16k RAMs. 

The DS1644/DS3644 contains a 10^2 resistor in series 
with each output to dampen the transients caused by 
the fast-switching output, while the DS1674/DS3674 


has a direct, low impedance output for use with or 
without an external damping resistor. 

Features 

■ TTL compatible inputs 

■ 12V clock or 5V clock driver 

■ Operates from standard bipolar and MOS supplies 

■ PNP inputs minimize loading 

■ High voltage/current outputs 

■ Input and output clamping diodes 

■ Control logic optimized for use with MOS memory 
systems 

■ Pin and function compatible with MC3460 and 
3235 

■ Built-in damping resistors (DS1 644/DS3644) 



DS1644/DS3644, DS1674/DS3674 






DS1644/DS3644, DS1674/DS3674 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage Supply Voltage 

^CCI 7V Vcci 

VcC2 13.5V DS1644, DS1674 4.5 5.5 V 

VcC3 16V DS3644, DS3674 4.75 5.25 V 

Input Voltage -1 ,0V to +7 V Vqc2 

Output Voltage -1.0Vto+16V DS1644, DS1674 4.5 13.2 V 

Storage Temperature Range -65°C to +150°C DS3644, DS3674 4.75 12.6 V 

Maximum Power Dissipation* at 25°C ^CC3 

Cavity Package 1509 mW DS1644, DS1674 Vcc2 16.5 V 

Molded Package 1476 mW DS3644, DS3674 VcC2 16.75 V 

Lead Temperature (Soldering, 10 seconds) 300°C Temperature, T/\ 

*Derate cavity package 10.1 mW/°C above 25° C; derate molded DS1644, DS1674 -55 +125 °C 

package 11.8 mW/°C above 25° C. DS3644, DS3674 0 +70 °C 

Electrical Characteristics 

5V operation, (Vcci = VCC2 = 5V, VcC3 = 12V); 12V operation, (Vqqi = 5V, VcC2 = 12V, VcC3 = VcC2 + (3V ±10%)); 
DS1644, DS1674, ±10% power supply tolerances; DS3644, DS3674, ±5% power supply tolerances, unless otherwise noted. 
(Notes 2, 3 and 4). 


CONDITIONS 


Supply Voltage 

Vcci 

DS1644, DS1674 
DS3644, DS3674 
VCC2 

DS1644, DS1674 
DS3644, DS3674 
VCC3 

DS1644, DS1674 
DS3644, DS3674 
Temperature, T/\ 
DS1644, DS1674 
DS3644, DS3674 


MIN 

MAX 

4.5 

5.5 

4.75 

5.25 

4.5 

13.2 

4.75 

12.6 

VCC2 

16.5 

VCC2 

15.75 

-55 

+125 

0 

+70 


PARAMETER 

V|H 

Logical "1" Input Voltage 

V|L 

Logical "0" Input Voltage 

l|H 

Logical "1" Input Current 


Logical "0" Input Current 


VCD 

Input Clamp Voltage 

l| = -12mA 

VOH 

Logical "1“ Output Voltage 

lOH = -1 fTiA, V|L = 

0.8V 

VOL 

Logical "0" Output Voltage 

IOL = 5mA, V|h = 2.0V 

voc 

Output Clamp Voltage 

lOC" 5 mA, Vil = 0.8V 

ICCH 

Supply Current Output High 




icci 


Vcci = Max 

•CC2 

All Inputs V|[\| = OV 

12V Operation 

ICC3 

Outputs Open 

ICC2 


5V Operation 

ICC3 


•CCL 

Supply Currents Outputs Low 




Icci 

All Inputs V||vj = 5V 
Outputs Open 

Vcci = 5.25V 

ICC2 

VcC2= 12.6V 

ICC3 

VCC3= 15.75V 



V|N = 5.5V 


ViN = 0.4V 


- 0.8 


VCC2-0.5 VCC2-0.2 



Switching Characteristics Ta = 25°C unless otherwise noted, (Note 4), (Figures 1, 2, 3 and 4) 


PARAMETER 


ts+_ Storage Delay Negative Edge 


Storage Delay Positive Edge 



Propagation Delay to a 
Logical "0" 


Propagation Delay to a 
Logical "1" 


CONDITIONS 

rd = ion 

Cl= 100 pF 

Cl = 400 pF 

rd = ion 

Cl= 100 pF 

Cl = 400pF 

rd = ion 

Cl= 100 pF 

Cl = 400pF 

rq = 10 n 

Cl= 100 pF 

Cl = 400pF 

rq = ion 

Cl = 100 pF 

Cl = 400 pF 

Ro = ion 

Cl= 100 pF 

Cl = 400pF 


TYP 

MAX 

UNITS 

8 

11 

ns 

12 

16 

ns 

10 

13 

ns 

13 

16 

ns 

9 

16 

ns 

17 

24 

ns 

8 

12 

ns 

13 

19 

ns 

17 

27 

ns 

29 

40 

ns 

18 

25 

ns 

26 

35 

ns 



























































































































































Notes 

Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125“C temperature range for the DS1644, DS1674 and across the 
0°C to +70°C range for the DS3644, DS3674. All typicals are given for T/\ = 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: For AC measurements, a lOfl resistor must be placed in series with the output of the DS1674/DS3674. This resistor is internal to the 
DS1644/DS3644 and need not be added. 

AC Test Circuits and Switching Time Waveforms 


PULSE SELECT 
GENERATOR 
(NOTED 


Vcci Vcc2 Vcc3 
N OUT 


(INTERNAL ON 
1“ 0S1644/0S3644) 


REFRESH INPUT = 2.4V 
ALL OTHER INPUTS = 0V 


FIGURE 1. 12V Operation 


■n'f p 

H 'pdo r»- 

FIGURE 2. 12V Operation 


PUI-SE SELECT 
GENERATOR 
(NOTE D 


^CCI Vcc2 VcC3 

OUT 


(INTERNAL ON 
0S1644/DS3644) 


REFRESH INPUT = 2.4V 
ALL OTHER INPUTS = 0V 


FIGURE 3. 5V Operation 


'pdo r— r 

FIGURE 4. 5V Operation 


Note 1 : The pulse generator has the following characteristics. PPR = 1 MHz, tp < 10 ns, Zqut = 500. 
Note 2; C|_ includes probe and jig capacitance. 


Truth Table 


INPUT 


ENABLE 

1 

ENABLE 

2 

SELECT 

INPUT 

CLOCK 

INPUT 

REFRESH 

INPUT 

OUTPUT 

1 

X 

X 

X 

X 

0 

X 

1 

X 

X 

X 

0 

X 

X 

X 

1 

X 

0 

X 

X 

1 

X 

1 

0 

0 

0 

0 

b 

X 

1 

0 

0 

X 

0 

0 

1 
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DS1645/DS3645, DS1675/DS3675 


Semiconductor 


Memory Support 


DS1645/DS3645, DS1675/DS3675 Hex TRI-STATF> TTL to 
MOS Latches/Drivers 


General Description 


The DS1645/DS3645 and DS1675/DS3675 are hex 
MOS latches/drivers with outputs designed to drive large 
capacitive loads up to 500 pF associated with MOS 
memory systems. PNP input transistors are used to 
reduce input currents, allowing the large fan-out to 
these drivers needed in memory systems. The circuit 
has Schottky-clamped transistor logic for minimum 
propagation delay, and TRI-STATE® outputs which 
allow bus operation. 

The DS1645/DS3645 has a 15 fi resistor in series 
with the outputs to dampen transients caused by the 
fast switching output circuit. The DS1675/DS3675 
has a direct, low impedance output for use with or 
without an external resistor. 


The circuit employs a fall-through-latch which captures 
the data in parallel with the output, thereby eliminating 
the delay normally encountered in other latch circuits. 
The DS1645/DS3645 and DS1675/DS3675 may be 
used for input address lines or input/output data lines 
of a MOS memory system. 

Features 

■ TTL compatible inputs 

■ PNP inputs minimize loading 

■ Capacitance-driving outputs 

■ TRI-STATE outputs 

■ Built-in damping resistor (DS1645/DS3645) 


Logic and Connection Diagrams 


L_. 

DATA B 

DATA C o-c: 
DATA D o-c: 
DATAE cHz; 
DATA F 


ooc 

~~ T — ~0 5 e 
3-0 Of 


Dual-In-Line Package 

OUT ^ - * 

VCC DSBL DATA F “F DATA E DATA D Od 



DATAC &c GMD 


Order Number DS1645J, DS1675J, DS3645J, 
OS3675J, DS3645N or DS3675N 
See NS Package J16A or N16A 


Truth Table 


INPUT 

ENABLE 

OUTPUT 

DISABLE 

DATA 

OUTPUT 

OPERATION 

1 

0 

1 

0 

Data Feed-Through 

1 

0 

0 

1 

Data Feed-Through 

0 

0 

X 

Q 

Latched to Data Present 
when Enable Went Low 

X 

1 

X 

Hi-Z 

High Impedance Output 


X = Don't care 

Hi-Z = TRI-STATE mode 
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Absolute Maximum Ratings 


Operating Conditions 


Supply Voltage, Vqq 7V 

Logical "1" Input Voltage 7V 

Logical "0" Input Voltage —1.5V 

Storage Temperature Range —65 C to +150 C 

Maximum Power Dissipation* at 25 C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

Lead Temperature (Soldering, 10 seconds)- 300 C 

‘Derate cavity package 9.6 mW/'^C above 25°C; derate molded 
package 10.9 mW/°C above 25°C. 


Eiectrical Characteristics (Notes 2 and 3) 


Supply Voltage (Vcc) 

Temperature (T/^) 
DS1645, DS1675 
DS3645, DS3675 


PARAMETER 

V|N(1) 

Logical "1" Input Voltage 

V|N(0) 

Logical "0" Input Voltage 

l|N(1) 

Logical "1” Input Current 

l|N(0) 

Logical "0" Input Current 

VCLAMP 

Input Clamp Voltage 

vqh 

Logical "1" Output Voltage 
(No Load) 

vql 

Logical "0" Output Voltage 
(No Load) 

Vqh 

Logical Output Voltage 

(With Load) 

Vql 

Logical "0" Output Voltage 
(With Load) 

l|D 

Logical"! " Drive Current 

iqd 

Logical "0" Drive Current 

Ihz 

TRI-STATE Output Current 

Ice 

Power Supply Current 


CONDITIONS 


V|N = 0.5V Enable Inputs 
Vcc ^ 5.5V Data Inputs 


Vcc “ 4.5V, l|i\] = —18 mA 


Vcc = 4.5V, IQH = -10 /jA 


Vcc = 4.5V, IQL = 10 



Vcc “ 4.5V, Iqh “ —1.0 mA 


Vcc “ 4.5V, iQL ^ 20 mA 


DS1645 


DS1675 


DS3645 


DS3675 


Vcc = 4.5V, VquT = OV, (Note 4) 


Vcc “ 4.5V, VquT “ 4.5V, (Note 4) 


Vcc = 5.5V 


Output Disable = 3V 
All Other Inputs = OV 


Input Enable = 3V 
All Other Inputs = OV 


Notel: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS1645 and DS1675 and 
across the 0°C to +70°C range for the DS3645 and DS3675. All typical values are for T/^ = 25°C and Vqc ” 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: When measuring output drive current and switching response for the DS1675 and DS3675 a 15 ohm resistor should be placed in series 
with each output. This resistor is internal to the DS1645/DS3645, and need not be added. 
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DS1645/DS3645, DS1675/DS3675 























































































































DS1645/DS3645, DS1675/DS3675 


Switching Characteristics Vcc ~ 5V, T/\ = 25°C, unless otherwise noted. (Note 4) 


PARAMETER 

ts+- 

Storage Delay Negative Edge 

tS-H- 

Storage Delay Positive Edge 

tF 

Fall Time 

tR 

Rise Time 

tSET-UP 

Set-Up Time on Data Input 
Before Input Enables Goes 
Low 

tHOLD 

Hold Time on Data Input 
After Input Enable Goes 
Low 

tw 

Minimum Width of 
Enable Pulse to 
Latch Data 

^ZL 

Delay from Disable Input to 
Logical "0" Level (from High 
Impedance State) 

tZH 

Delay from Disable Input to 
Logical "1" Level (from High 
Impedance State) 

tLZ 

Delay from Disable Input to 
High Impedance State (from 
Logical "0" Level) 

tHZ 

Delay from Disable Input to 
High Impedance State (from 
Logical "1" Level) 


(Figure 1) 


(Figure 1) 


(Figure 1) 


(Figure 1) 


CONDITIONS 


Cl = 50 pF 


Cl= BOOpF 


Cl=50pF 


CL=500pF 


Cl = 50 pF 


Cl = 500 pF 


Cl= 50pF 


Cl = 500 pF 


MIN TYP MAX UNITS 



Schematic Diagram 


EQUIVALENT INPUT 


EQUIVALENT OUTPUT 



DS1645/DS3645only 
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AC Test Circuits and Switching Time Waveforms 

ts+_, ts-+, tR, tp 



Note 1: The pulse generator has the following characteristics: Zquy ~ 50 and PRR < 1 MHz. Rise 
and fall times between 10% and 90% points < 5 ns. 

Note 2: C|_ includes probe and jig capacitance. 

FIGURE 1 


»2H 



*lnternal on DS1645 and DS3645 


FIGURE 2 
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DS1645/DS3645, DS1675/DS3675 





AC Test Circuits and Switching Time Waveforms (Continued) 


tHZ 

0.1 nF 




Operating Waveforms 


Internal on DS1645 and DS3645 
FIGURES 


Using TRI-STATE 
- 1 - INPUT DATA VALID 


TRI-STATE Disabled 

1— -4-input data valid 


1.5V/ Vl,5V 

— L tw 


l_ OUTPUT OUTPUT 

r TRI-STATE n ACTIVE I^jatE^ 


When the Input Enable makes a positive transition the output will be indeterminate for a short duration. 
The positive transition of the Input Enable normally occurs during a don't-care timing state at the output. 



Typical Applications 


The DS3645 and DS3675 latch/driver has TRI-STATE 
outputs, which allows the outputs to be tied with those 
of another TRI-STATE driver, such as the DS3646 and 


DS3676 refresh counter. The DS3645 and DS3675 can 
be disabled while the alternate driver controls the address 
lines into the memory system. 


MDSNIEKIDRY 
' SYSTEM 


U DS3646/ 
DS3676 
OUTPUT REFRESH 
ENABLE COUNTER 
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Nahonal 

Semiconductor 


Memory Support 


DS1647/DS3647, DS16777DS3677, DS161477DS36147, 
DS161777DS36177 Quad TRI-STATE® MOS Memory 
I/O Registers 

General Description 


The DS1647/DS3647 series are 4-bit I/O buffer registers 
intended for use in MOS memory systems. The circuits 
employ a fall-through latch for data storage. This method 
of latching captures the data in parallel with the output, 
thus eliminating the delays encountered in other designs. 
The circuits use Schottky-clamped transistor logic for 
minimum propagation delay and employ PNP input 
transistors'so that input currents are low, allowing large 
fan-out to these circuits needed in a memory system. 

Two pins per bit are provided, and data transfer is bi- 
directional so that the register can handle both input and 
output data. The direction of data flow is controlled 
through the input enables. The latch control, when 
taken low, will cause the register to hold the data present 
at that time and display it at the outputs. Data can be 
latched into the register independent of the output 
disables or EXPANSION input. Either or both of the 
outputs may be taken to the high-impedance state with 
the output disables. The EXPANSION pin disables both 
outputs to facilitate multiplexing with other I/O regis- 
ters on the same data lines. 

The "B" port outputs in the DS16147/DS36147 and 
DS16177/DS36177 are open collectors, and in the 


DS1647/DS3647 and DS1677/DS3677 they are TRI- 
STATE. The "B" port outputs are also designed for use 
in bus organized data transmission systems and can sink 
80 mA and source —5.2 mA. The "A" port outputs in 
all four types are TRI-STATE. 

Data going from port "A" to port "B" is inverted in the 
DS1647/DS3647 and DS16147/DS36147 and is not 
inverted in the DS1677/DS3677 and DS161 77/DS36177. 
Data going from port "B" to port "A" is inverted in 
all four types. 


Features 

■ PNP inputs minimize loading 

■ Fall-through latch design 

■ Propagation delay of only 15 ns 

■ TRI-STATE outputs 

■ EXPANSION control 

■ Bi-directional data flow 

■ TTL compatible 

■ Transmission line driver output 


Logic and Connection Diagrams 


1 


zzzzmiz zzzzzz 3— ° 
zzzzzzz zzzzzz 3 — ° B3 

ZZZZZZZ zzzzzz 3 — ° b4 


Dual-In-Line Package 



Order Number DS1647D, DS3647D, DS1677D, 
DS3677D, DS16147D, DS36147D, DS16177D, 
DS36177D, DS3647N, DS3677N, DS36147N 
or DS36177N 

See NS Package D16A or N16A 


Inverting DS1647/DS3647 and DS16147/DS36147 only 
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DS1647/DS3647, DS1677/DS3677, 
DS161477DS36147, DS16177fDS36177 







DS1647/DS3647, DS1677/DS3677, 
DS16147fDS36147, DS16177fDS3ei77 


Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 7 

Input Voltage -1 ,5V to +7 

Storage Temperature Range — 65°C to +150' 

Maximum Power Dissipation at25°C 

Cavity Package 1509 m 

Molded Package 1476 m 

Lead Temperature (Soldering, 10 seconds) 300' 

"Derate cavity package 10.1 mW/'’C above 25° C; derate molded 
package 1 1 .8 mW/°C above 25° C. 


7V 

Supply Voltage (Vqc) 

4.5 

5.5 

-1 .5V to +7V 
-65°Cto+150°C 

Temperature (T/\) 

DS1647, DS1677, DS16147, 

-55 

+125 


DS16177 



1509 mW 
1476 mW 
300° C 

DS3647, DS3677, DS36147, 
DS36177 

0 

+70 


Electrical Characteristics 


(Notes 2 and 3) 


PARAMETER 

VlN(1) 

Logic "1" Input Voltage 

V|N(0) 

Logic "0" Input Voltage 

l|N(1) 

Logic "1" Input Current 

l|N(0) 

Logic "0" Input Current 

VCLAMP 

Input Clamp Voltage 

VqL(A) 

Logic "0" Output Voltage 
A Ports 

VOL(B) 

Logic "0" Output Voltage 
B Ports 

VOH(A) 

Logic "1" Output Voltage 
A Ports 

VOH(B) 

Logic "1" Output Voltage 
B Ports 

'OS(A) 

Output Short-Circuit Current 
A Port 

'OS(B) 

Output Short-Circuit Current 
B Port 

icc 

Power Supply Current 


CONDITIONS 


Vcc = 5.5V, V|N = 5.5V 


Vcc = 5.5V, ViN = 0.5V 


Vcc ” 4.5V, l|N = —18 mA 


Vcc " 4.5V, Iql = 20 mA 


Vcc = 4.5V 


Iqh = -1 TiA 


Iqh ■ ~5.2 mA, (Note 4) 


Latch, Disable Inputs 


Expansion 


A Ports, B Ports 


Enable Inputs 


Latch, Disable Inputs 


Expansion 


A Ports, B Ports ^ 


Enable, Inputs 


lOL “ 30 mA 


Iql " 50 mA 


Vcc = 5V 


Vcc = 4.5V 


Vcc = 5V 


Vcc = 4.5V 


Vcc ” 4.5V to 5.5V, VquT ~ OV, (Note 5) 


Vcc ' 4.5V to 5.5V, VoUT “ OV, (Notes 4 and 5) 


Exp = 3V, A Ports = OV, 

B Ports Open, All Other Pins = OV 


Enable A, Latch = 3V, A Ports = 
OV, B Ports Open, All Other 
Pins = OV 


Exp = 3V, APorts = 0V, 

B Ports Open, All Other Pins = OV 


Enable A, Latch, A Ports = 3V, 

B Ports Open, All Other Pins = OV 


DS1647, DS16147 


DS3647, DS36147 


DS1647, DS16147 


DS3647, DS36147 


DS1677, DS16177 


DS3677, DS36177 


DS1677, DS16177 


DS3677, DS36177 



Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS1647, DS1677, DS16147, 
DS16177 and across the 0°C to +70°C range for the DS3647, DS3677, DS36147, DS36177. All typicals are given for Vcc “ 5V and T/\ = 25°C. 
Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
Note 4: Not applicable to DS16147/DS36147 or DS16177/DS36177. 

Note 5: Only one output at a time should be shorted. 
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Switching Characteristics (vcc = bv, ta = 25°o 

PARAMETER | CONDITIONS | MIN | TYP I MAX I UNITS 

DATA TRANSFER B PORT TO A PORT, ALL DEVICES 

'pdO Propagation Delay to a Logic "0" 

Cl = 50pF, R|_ = 280J2, 
(Figures 1 and 4) 


7.5 

15 

ns 

tpdl Propagation Delay to a Logic "1" 

Cl = 50 pF, Rl = 280 L2, 
(Figures 1 and 4) 


6.0 

12 

ns 

A PORT CONTROL FROM OUTPUT DISABLE A INPUT. ALL DEVICES 

t\_Z Delay to High Impedance from 

Logic "0" 

(Figures 1 and 5) 


13 

20 

ns 

tHZ Delay to High Impedance from 

Logic " 

(Figures 1 and 6) 


14 

20 

ns 

tZL Delay to Logic "0" from High 

Impedance 

(Figures 1 and 7) 


10 

15 

ns 

tZH Delay to Logic "1" from High 

Impedance 

(Figures 1 and 8) 


25 

35 

ns 

DATA TRANSFER A PORT TO B PORT, DS1647/DS3647 

tpdO Propagation Delay to a Logic "0" 

Cl = 50 pF, Rl= 100 L2, 
(Figures 2 and 4) 


6.5 

12 

ns 

tpdl Propagation Delay to a Logic "1" 

Cl = 50pF, Rl= 100 J2, 
(Figures 2 and 4) 


8.0 

15 

ns 


DATA TRANSFER A PORT TO B PORT, DS1677/DS3677 


tpdO Propagation Delay to a Logic "0" 

CL = 50pF, Rl= 100 n, 
(Figures 2 and 4) 

tpdl Propagation Delay to a Logic “I" 

Cl = 50pF, Rl= 100 n, 
(Figures 2 and 4) 


DATA TRANSFER A PORT TO B PORT DS16147/DS36147 


tpdO Propagation Delay to a Logic "0" 

Cl = 50 pF, (Figures 3 and 4! 

tpdl Propagation Delay to a Logic "1" 

Cl = 50 pF, (Figures 3 and 4) 


DATA TRANSFER A PORT TO B PORT, DS16177/DS36177 


tpdO Propagation Delay to a Logic “0" 

C L = 50 pF , (Figures 3 and 4) 

tpdl Propagation Delay to a Logic "1" 

Cl = 50 pF, (Figures 3 and 4) 



12.5 

20 

ns 

8.5 

15 

ns 


18 

25 

ns 

7.0 

15 

ns 


B PORT CONTROL FROM OUTPUT DISABLE B INPUT, DS1647/DS3647, DS1677/DS3677 


13.5 

21 

ns 

18 

25 

ns 


tLZ Delay to High Impedance from 

Logic "0" 

(Figures 2 and 5) 

tHZ Delay to High Impedance from 

Logic “1" 

( Figures 2 and 6) 

tZL Delay to Logic "0" from High 

Impedance 

(Figures 2 and 7) 

tZH Delay to Logic “1 " from High 

Impedance 

(Figures 2 and 8) 



15 

25 

ns 

14 

20 

ns 

10 

16 

ns 

25 

35 

ns 


B PORT CONTROL FROM OUTPUT DISABLE B INPUT, DS16147/DS36147, DS16177/DS36177 


tLZ Delay to High Impedance from 

Logic "0" 

(Figures 3 and 5) 

tZL Delay to Logic "0" from High 

Impedance 

(Figures 3 and 7) 


15 

25 

ns 

11 

17 

ns 


LATCH SET-UP AND HOLD TIMES, ALL DEVICES 


tSET-UP Set-Up Time of Data Input Before 
Latch Goes Low 


tHOLD Hold Time of Data Input After 
Latch Goes Low 




DS1647/DS3647, DS1677fDS3677, 
DSiei477DS3ei47, DS161777DS36177 

























































































































Product Description 


DEVICE NUMBER 


B PORT TO A PORT A PORT TO B PORT 


A PORT OUTPUTS B PORT OUTPUTS 


DS1647/DS3647 

DS1677/DS3677 

DS16147/DS36147 

DS16177/DS36177 


Inverting 

Non-Inverting 

Inverting 

Non-Inverting 


TRI-STATE 
TRI-STATE 
Open-Collector 
Open -Collector 


Truth Table 



Both A and B in Hi-Z state, 
Data In on A, may be latched 


Both A and B in Hi-Z state, 
Data In on B, may be latched 


Both A and B in Hi-Z state 


AC Test Circuits 


50 dF ?1I< 

(NOTED < 


' 50 nF < Ik 

(NOTED^^ < 


FIGURE 1. A Port Load, All Circuits 


FIGURE 2. B Port Load, DS3647, DS3677 


50 dF > 200 

(NOTED < 


FIGURE 3. B Port Load, DS36147, DS36177 


Note 1 : Cl includes probe and jig capacitance. 
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Operating Waveforms 


Using TRI-STATE'^ 

-< — INPUT DATA VALID ^ 

/ ^ / 


TRI-STATE® Disabled 
U INPUT DATA VALID - 




NA.VX\X\1 JJJUJJ 

L data I 

r LATCHED 




I DATA I DATA 

r FEED-THROUGH^n"" LATCHEI 


When the Input Enable makes a negative transition, the output will be indeterminate for a short duration. The negative transition of 
the Input Enable normally occurs during a don't-care timing state at the output. 


Switching Time Waveforms 


tpdo anti tpdl 


3V 

^Iv 

OV—^ 

wo I- 


OUTPUT 

(INVERTED) 


OUTPUT 

(NONTNVERTEO) 



Input Characteristics: f = 1 MHz, tpi = tp < 5 ns (10% to 90% points), duty cycle = 50%, ZquT = 50 n 

FIGURE 4 
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DS1647/DS3647, DS16777DS3677, 
DS161477DS36147, DS161777DS36177 





DS1647/DS3647, DS1677/DS3677, 
DSiei47fDS36147, DS161777DS36177 


Schematic Diagram 


Typical Application 



The diagram below shows how the DS3677 can be used 
as a register capable of multiplexing data lines. 




/ 
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National 

Semiconductor 


Memory Support 


DS1648/DS364^ DS1678/DS3678 TRI-STATE® TTL to MOS 
Multiplexers/Drivers 

General Description 


The DS1648/DS3648 and DS1678/DS3678 are quad 
2-input multiplexers with TRI-STATE outputs designed 
to drive the large capacitive loads (up to 500 pF) 
associated with MOS memory systems. A PNP input 
structure is employed to minimize input currents so that 
driver loading in large memory systems is reduced. The 
circuit employs Schottky-clamped transistors for high 
speed and TRI-STATE outputs for bus operation. 

The DS1648/DS3648 has a 15 12 resistor in series with 
the outputs to dampen transients caused by the fast- 
switching output. The DS1678/DS3678 has a direct. 


Logic and Connection Diagrams 



low impedance output for use with or without an 
external resistor. 

Features 

■ TRI-STATE outputs interface directly with system 
bus 

■ Schottky-clamped for better ac performance 

■ PNP inputs to minimize input loading 

■ TTL compatible 

■ High-speed capacitive load drivers 

■ Built-in damping resistor (DS1648/DS3648 only) 


Dual-In-Line Package 


INPUTS INPUTS 

OUTPUT , OUTPUT . , OUTPUT 

VCC CONTROL A4 B4 ¥4 A3 B3 ¥3 



Order Number DS1648J, DS3648J, DS1678J, 
DS3678J, DS3648N or DS3678N 
See NS Package J16A or N16A 


Schematic Diagram 



•DS1648/DS3648only 
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DS1648/DS3648, DS1678/DS3678 







DS1648/DS3648, DS1678/DS3678 


Absolute Maximum Ratings (Note d Operating Conditions 





MIN 

MAX 

UNITS 

Supply Voltage 

7V 

Supply Voltage (Vcq) 

4.5 

5.5 

V 

Logical "1" Input Voltage 

7V 

Temperature (Ta) 




Logical "0" Input Voltage 

-1.5V 

DS1648, DS1678 

-65 

H25 

"C 

Storage Temperature Range 

-65°Cto +150°C 

DS3648, DS3678 

0 

+70 

°C 

Maximum Power Dissipation at 25°C 






Cavity Package 

1433 mW 





Molded Package 

1362 mW 





Lead Temperature (Soldering, 10 seconds) 

300° C 






Derate cavity package 9.6 mW/°C above 25°C; derate molded 
package 10.9 mW/°C above 25° C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|N(1) Logical "1" Input Voltage 


2.0 

B 


V 

V|N(0) Logical "0" Input Voltage 



B 

0.8 

V 

l|N( 1 ) Logical "1" Input Current 

Vcc= 5-5V, V|N = 5.5V 


0.1 

40 

MA 

'lN(O) Logical "0" Input Current 

Vec = 5.5V, ViiM = 0.5V 


-50 

-250 

pA . 

'^CLAMP Input Clamp Voltage 

^CC ” 4.5V, l|[\| = —18 mA 

s 

-0.75 

-1.2 

• V 

Vqh Logical "1 " Output Voltage 

(No Load) 

VeC = 4-5V, IqH = -10 pA 

DS1648/DS1678 


3.6 


V 

DS3648/DS3678 

2.8 

3.6 


V 

VqL Logical "0" Output Voltage 

(No Load) 

VcC = 4.5V, IqL= 10 MA 

DS1648/DS1678 


0.25 

0.4 

V 

DS3648/DS3678 


0.25 

0.35 

V 

■ Vqh Logical "1" Output Voltage 

(With Load) 

VeC “ 4.5V, IqH " —1-0 mA 

DS1648 

mm 

3.5 


V 

DS1678 

2.5 

3.5 


V 

DS3648 

2.6 

3.5 


V 

DS3678 

msM 

3.5 


V 

VoL Logical"0" Output Voltage 

(With Load) 

Vcc = 4.5V, IqL = 20 mA 

DS1648 


0.6 

1.1 

V 

DS1678 


0,4 

0.5 

V 

DS3648 


0.6 

1,0 

V 

DS3678 



0,5 

V 

I 1 Q Logical "1" Drive Current 

VeC = 4.5V, VoUT = OV, (Note 4) 


-250 1 


mA 

Iqd Logical "0" Drive Current 

Vec ” 4.5V, VouT “ 4.5V, (Note 4) 


150 

1 

1 

mA 

1|-1|.2 TRI-STATE Output Current 

VqUT " 0.4V to 2.4V, Output Control = 2,0V 

-40 


40 

pA 

Ice Power Supply Current 

VcC = 5.5V 

Output Control = 3V 
All Other Inputs at OV 

■ 

42 

60 

mA 

All Inputs at OV 


20 

32 

mA 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55°C to +125°C temperature range for the DS1648 and DS1678 and across 
the 0°C to +70°C range for the DS3648 and DS3678. All typical values are for = 25°C and V^C “ 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: When measuring output drive current and switching response for the DS1678 and DS3678 a 15 £7 resistor should be placed in series with 
each output. This resistor is internal to the DS1648/DS3648 and need not be added. 
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Switching Characteristics (vcc = sv, ta = 25"o (Note 4> 


PARAMETER 


ts— -I- Storage Delay Positive Edge 


tf-' Fall Tina: 


tR R ise Time 

t2L Delay from Output Control Input to Logical “0" 
Level (from High Impedance State) 


t2H Delay from Output Control Input to Logical "1" 
Level (from High Impedance State.) 


tLZ Delay from Output Control Input to High Impedance 
State (from Logical "0" Level) 


tHZ Delay from Output Control Input to High Impedance 
State (from Logical "1" Level) 


ts+— Propagation Delay to Logical "0" Transition When 
Select Selects A 


ts_+ Piopagation Delay to Logical "1" Transition When 
Select Selects A 


ts+_ Propagation Delay to Logical "0" Transition When 
Select Selects B 


tS— + Propagation Delay to Logical "1" Transition When 

Select Selects B 


AC Test Circuits and Switching Time Waveforms 

ts+-, ts_+,tR,tF 

Vcc 




CONDITIONS 

(Figure 1) 

Cl - 50 pF 

Cl - 500 pF 

(Figure 1) 

Cl = 50pF 

Cl = 500 pF 

(Figure 1) 1 

1 

Cl = 50 pF 

Cl = 500 pF 

i 

(Figure 1) 

Cl = 50 pF 

Cl = 500 pF 

Cl = 50 pF 
(Figure 2) 

, RL = 2 k'2 to Vcc. 

Cl - 50 pF 
(Figure 2) 

, Rl = 2 k!,2 to Gnd, 

Cl = 50pF 
(Figure 3) 

, Rl = 400 22 to Vcc. 

Cl = 50 pF 
(Figure 3) 

, Rl - 400 22 to Gnd, 

Cl = 50 pF 

, (Figure 1) 

Cl = 50 pF, (Figure 1) 

Cl = 50pF 

, (Figure 7) 

Cl - 50 pF 

, (Figure 7) 


INPUT 


PULSE Rq 

CENERAtOR t IN 0Ut|-^WV — » OVQUr 

(NOTE II 


MIN TYP MAX UNITS 


12 ns 

8 ns 


13 ns 


5 8 ns 


22 35 ns 



35 ns 


10 15 ns 


15 ns 


15 25 ns 


10 25 ns 


12 15 ns 

14 17 ns 


16 20 ns 


14 20 ns 



- 90 % 

\l0% 10% 2 


Note 1: The pulse generator has the following characteristics; ZquT “ ^nd PRR < 1 MHz. Rise and fall times between 10% and 90% points 
< 5 ns. 

Note 2; Cl includes probe and jig capacitance. 


PULSE 

GENERATOR 
(NOTE 1) 


PULSE 

I Vqut generator 

(NOTE 1) 





INPUT -\-l.5V 



Internal on DS1648and DS3648 
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DS1648/DS3648^ DS1678/DS3678 


AC Test Circuits and Switching Time Waveforms (Continued) 


"HZ 

'^£5 0.1 


PULSE 

GENERATOR 
(NOTE 1) 


PULSE 

»VQyT GENERATOR 
(NOTE 1) 


50pF >400 


J 400 - Vgy 

OUTPUT 

•— O Vqut 



Internal on DS1648 and DS3648 


Tmth Table 


fUlTPlIT 

INPUTS 

OUTPUTS 

CONTROL 

SELECT 

A B 

H 

X 

X X 

Hi-Z 

L 

L 

L X 

H 

L 

L 

H X 

L 

L 

H 

X L 

H 

L 

H 

X H 

L 


H = High level 

L = Low level 

X = Don't care 

Hi-Z = TRI-STATE mode 


Typical Applications 


Addressing 16k RAM 
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Typical Applications (Continued) 


Refreshing Using TRI-STATE Counter 



2:1 Multiplexing of RAM Outputs 


71 


I -j 


"I AT 

At 

|a8 

|A5 


*A4 



m 




I AO 


J 



4 MDS OUTPUTS 
(INVERTED) 
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DS1649/DS3649, DS1679/DS3679 


National Memory Support 

^Semiconductor 

DS1649/DS3649, DS1679/DS3679 Hex TRI-STATE® TTL to 
MOS Drivers 

General Description 

The DS1649/DS3649 and DS1679/DS3679 are Hex impedance output for use with or without an external 

TRI-STATE MOS drivers with outputs designed to drive resistor. 

large capacitive loads up to 500 pF associated with MOS 

memory systems. PNP input transistors are employed to 

reduce input currents allowing the large fan-out to these i GatUr0S 

drivers needed in memory systems. The circuit has , High speed capabilities 

Schottky-clamped transistor logic for minimum propaga- , j g driving 50 pF 

tion delay, and TRI-STATE outputs for bus operation. . -r -n nc ririwmn snn nP 


The DS1649/DS3649 has a 15 resistor in series with 
the outputs to dampen transients caused by the fast- 
switching output. The DS1679/DS3679 has a direct low 


Features 

■ High speed capabilities 

• Typ 9 ns driving 50 pF 

• Typ 30 ns driving 500 pF 

■ TRI-STATE outputs for data bussing 

■ Built-in 15 damping resistor (DS1649/DS3649) 

■ Same pin-out as DM8096 and DM74366 


Schematic Diagram 

EQUIVALENT INPUT 


Truth Table 


EQUIVALENT OUTPUT ''CC 


DISABLE INPUT 



DIS 1 

DIS 2 

INPUT 


0 

0 

0 

1 

0 

0 

1 

0 

0 

1 

X 

Hi-Z 

1 

0 

X 

Hi-Z 

1 

1 

X 

Hi-Z 


X = Don’t care 

Hi-Z = TRI-STATE mode 


L _ J 


DS1649/DS3649only 


Connection Diagram 


Typical Application 


Dual-ln>Line Package 

Vrn DIS2 IN 6 0UT6 INS OUTS IN 4 0UT4 



DIS1 INI 0UT1 IN2 0UT2 IN 3 QUT3 GNQ 
TOP VIEW 

Order Number DS1649J, DS3649J, 
DS1679J, DS3679J, DS3649N or DS3679N 
See NS Package J16A or N16A 
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Absolute Maximum Ratings (Note d 

Supply Voltage 7.0V 

Logical "1" Input Voltage 7.0V 

Logical "0" Input Voltage -1 .5V 

Storage Temperature Range -65° C to +1 50°C 

Maximum Power Dissipation at 25°C 

Cavity Package 1371 mW 

Molded Package 1280mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

Electrical Characteristics (Note 2 and 3) 


Operating Conditions 

MIN MAX UNI 
Supply Voltage (Vqc) 4.5 5.5 \ 

Temperature (T/^) 

DS1649, DS1679 -55 +125 °C 

DS3649, DS3679 0 +70 °( 

"Derate cavity package 9.1 mW/°C above 25°C; derate molded 
package 10.2 mW/°C above 25° C. 


PARAMETER 

V|N(1) 

Logical "1" Input Voltage 

V|N(0) 

Logical "0" Input Voltage 

l|N(1) 

Logical "1" Input Current 

l|N(0) 

Logical "0" Input Current 

VCLAMP 

Input Clamp Voltage 

VOH 

Logical “1 " Output Voltage 
(No Load) 

Vql 

Logical "0" Output Voltage 
(No Load) 

VOH 

Logical "1" Output Voltage 
(With Load) 

Vql 

Logical "0" Output Voltage. 
(With Load) 

l|D 

Logical "1 " Drive Current 

lOD 

Logical "0" Drive Current 

Hi-Z 

TRI-STATE Output 
Current 

•cc 

Power Supply Current 


CONDITIONS 


Vcc = 5.5V V|fvj = 5.5V 


Vcc = 5.5V V|n = 0.5V 


Vcc “ 4.5V l|N = — 18 mA 


Vcc = 4.5V Ioh = -10/jA 


Vcc 4.5V Iql = IOatA 


DS1649/DS1679 


DS3649/DS3679 


DS1649/DS1679 


DS3649/DS3679 


DS1649 



Vcc ■ 4.5V Iql “20 mA 


Vcc = 4.5V 


Vcc = 4.5V 


VOUT=OV 
(Note 4) 


VqUT ° 4.5V 
(Note 4) 


VqUT = 0.4V to 2.4V 
DIS1 or DIS2 = 2.0V 



One DIS Input = 3.1 
All Other Inputs = ; 


All Inputs = OV 


Switching Characteristics (vcc = 5v, ta = 25°o (Note 4) 


CONDITIONS 


PARAMETER 

ts+- 

Storage Delay Negative Edge 

ts-+ 

Storage Delay Position Edge 

tF 

Fall Time 

tR 

Rise Time 

tZL 

Delay from Disable Input to Logical "0" 
Level (from High Impedance State) 

tZH 

Delay from Disable Input to Logical "1" 
Level (from High Impedance State) 

tLZ 

Delay from Disable Input to High Impedance 
State (from Logical "0" Level) 

tHZ 

Delay from Disable Input to High Impedance 
State (from Logical "1" Level) 


(Figure 1) 


(Figure 1) 


Cl = 50 pF 
to Gnd 


Cl = 50 pF 
to Gnd 


Cl = 50pF 
to Gnd 


Cl = 50pF 
to Gnd 



Cl = 500 pF 


Cl = 50 pF 


Cl = 500 pF 


Cl = 50 pF 


Cl = 500 pF 


Cl = 50 pF 


Cl = 500 pF 


Rl = 2 kH to Vcc 
(Figure 2) 


RL = 2 kS2 to Gnd 
(Figure 2) 


RL = 400 f2 to Vcc 
(Figure 3) 


RL = 400 n to Gnd 
(Figure 3) 



5 

8 

8 

13 

5 

8 

22 

35 

6 

9 

21 

35 

10 

15 

8 

15 

15 

25 

10 

25 
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Notes 

Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to +125°C temperature range for the DS1649 and DS1679 and across 
the 0°C to +70°C range for the DS3649 and DS3679. All typical values are for T^ = 25°C and V/qc = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: When measuring output drive current and switching response for the DS1679 and DS3679 a 15 fl resistor should be placed in series with 
each output. This resistor is internal to the DS1649/DS3649 and need not be added. 

AC Test Circuits and Switching Time Waveforms 


ts+_, ts_+, tR, tp 

Vcc 



— 'S*- --| I— <s-t 

90% Vs0% 

^ ^10% 10%/ 

— 'F — I -^’R 


FULSE Rd 

GENERATOR ♦ IN OUtI— WV 
(NOTED 


POISE II "0 I 

GENERATOR | i - IlN OUtU-AA/V— f— O Vqijt 
(NOTED I I 


—A— EOpF 

(NOTEtl 


: ^ 

^ISV 

t2H — 


'ZL — 




IHZ 




Vcc 




V|N 

P 





PULSE 1 

GENERATOR —4— 
(NOTE 1) 

IN OUT 

*Ro 

J— OVOUT 

. PULSE 
GENERATOR - 
(NOTE 1) 


- I 50 pF 

(NOTE 2) 



Internal on DS1649 and DS3649 

Note 1: The pulse generator has the following characteristics: Zqut = 50 and PRR < 1 MHz. Rise and fall times between 10% and 90% points 
< 5 ns. 

Note 2: Cl includes probe and jig capacitance. 
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National Memor 

Semiconductor 

DS1651/DS3651, DS1653/DS3653 Quad High Speed 
MOS Sense Amplifiers 

General Description Features 


Memory Support 


The DS1651/DS3651 and DS1653/DS3653 are TTL 
compatible high speed circuits intended for sensing in a 
broad range of MOS memory system applications. 
Switching speeds have been enhanced over conventional 
sense amplifiers by application of Schottky technology, 
and TRI-STATE® strobing is incorporated, offering a 
high impedance output state for bused organization. 

The DS1651/DS3651 has active pull-up outputs, and the 
DS1653/DS3653 offers open collector outputs providing 
implied “AND" operations. 


Features 

■ High speed 

■ TTL compatible 

■ Input sensitivity — ±7 mV 

■ TRI-STATE outputs for high speed buses 

■ Standard supply voltages - ±5V 

■ Pin and function compatible with MC3430 and 
MC3432 


Connection Diagram 

Dual-In-Line Package 


Truth Table 


-INB -»INB OUTB gUTO «IN 0 -IN 0 



INPUT 

STROBE 

ViD>7mV 

L 

Ta = 0°C to +70°C 

H 

-7 mV<V|D<+7 mV 

L 

TA = 0°Cto+70°C 

H 

ViD < — 7 mV 

L 

Ta = 0°C to +70°C 

H 


OUTPUT 


DS3651 



-IN A *INA OUT A STB OUTC -^IN C -INC END 
TOP VIEW 

Order Number DS1651J, DS1653J, DS3651J, 
DS3653J, DS3651N or DS3653N 
See NS Package J16A or N16A 


L = Low logic state 
H = High logic state 
Open =TR I -ST ATE 
X = Indeterminate state 


Typical Applications 


A Typical MOS Memory Sensing Application for a 4k word by 4-bit 
memory arrangement employing 1103 type memory devices 


1 DATA BIT 3 


Note. Only 4 devices are required for a 4k word by 16-bit memory system. 
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DS1651/DS3651, DS1653/DS3653 


Absolute Maximum Ratings 

(Note 1) 


Power Supply Voltages 

Vcc 

Vee 

Differential-Mode Input Signal Voltage 
Range, V|dr 

Common-Mode Input Voltage Range, V|cr 
S trobe Input Voltage, V|(s) 

Storage Temperature Range 
Maximum Power Dissipation* at 25°C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 
‘Derate cavity package 10.1 mW/“C above 25°C; 
package 1 1 .8 mW/°C above 25'’ C. 


±6 Vqc 
±5Vdc 
5.5 Vdc 

-65° C to -1-1 50° C 

1509 mW 
1476 mW 
300°C 

derate molded 


Operating Conditions 


Supply Voltage IVqq) 
DS1651, DS1653 
DS3651, DS3653 
Supply Voltage (V^e) 
DS1651, DS1653 
DS3651, DS3653 
Operating Temperature (T/\) 
DS1651, DS1653 
DS3651, DS3653 
Output Load Current, (Iql) 
Differential-Mode Input 
Voltage Range, V|dr 
C ommon-Mode Input 
Voltage Range (V|qr) 
Input Voltage Range (Any 
Input to GND) , (V|r) 


MIN 

MAX 

UHITS 

4.5 

5.5 

Vdc 

4.75 

5.25 

Vdc 

-4.5 

-5.5 

Vdc 

-4.75 

-5.25 

Vdc 

-55 

-H25 

°c 

0 

-H70 

°c 


16 

mA 

-5.0 

-1-5.0 

Vdc 

-3.0 

-1-3.0 

Vdc 

-5.0 

+3.0 

Vdc 


Electrical Characteristics 

Vcc “ 5 Voc- \/EE = — 5 Vqc, Min < T/\ < Max, unless otherwise noted (Notes 2 and 3) 


PARAMETER 

V|s Input Sensitivity, (Note 5) 

(Common-Mode Voltage Range ■ 
-3 V<V|n<3V) 

V|o Input Offset Voltage 

l(B Input Bias Current 

l|0 Input Offset Current 

V|L4S) Strobe Input Voltage (Low State) 

M|H(S) Strobe Input Voltage (High State) 

l|L(S) Strobe Current (Low State) 

l|H(S) Strobe Current (High State) 


Vqh Output Voltage (High State) 

Vql Output Voltage (Low State) 

ICEX Output Leakage Current 

Iqs Output Current Short Circuit 

lOFF Output Disable Leakage Current 

ICC High Logic Level Supply Current 

IEE High Logic Level Supply Current 


CONDITIONS 


MIN TYP MAX UNITS 


Min < Vcc < Max 
Min > Vee > Max 


Vcc “ Max, Vee “ Max 


Vcc “ Max, 

Vcc “ Max, 
Vee “ Max 

Vcc ~ Min, 
Vee ~ Min 

Vcc “ Min, 
Vee ^ Min 
Vcc Min, 
Vee = Min 

Vcc “ Max, 
(Note 4) 

Vcc “ Max, 

Vcc “ Max, 
Vcc “ Max, 



vee = 

Max, V||\ 

VlN 

= 2.4V 

V|N 

= Vcc 

V|N 

= 2.4V 

V|N 

= Vcc 

•o = 

-400 pA 

'0 = 

16 mA 

Vo = 

Max 

vee = 

Max, 

vee = 

Max 

vee = 

Max 

vee = 

Max 
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DS1651, DS1653 


DS3651, DS3653 


DS1651, DS1653 
























































Switching Characteristics 

VCC = 5 Vqq, = — 5 Vqc, T/\ = 25°C unless otherwise noted. 



PARAMETER 

CONDITIONS 



High-to-Low Logic Level Propagation 


DS1651/ 

DS3651 

tPHL(D) 

Delay Time (Differential Inputs) 


DS1653/ 

DS3653 


Low-to-High Logic Level Propagation 


DS1651/ 

DS3651 

^PLH(D) 

Delay Time (Differential Inputs) 


DS1653/ 

DS3653 

tPOH(S) 

TRI-STATE to High Logic Level 
Propagation Delay Time (Strobe) 

(Figure 1) 

DS1651/ 

DS3651 

tPHO(S) 

High Logic Level to TRI-STATE 
Propagation Delay Time (Strobe) 

(Figure 1) 

DS1651/ 

DS3651 

tPOL(S) 

TRI-STATE to Low Logic Level 
Propagation Delay Time (Strobe) 

(Figure 1) 

DS1651/ 

DS3651 

tPLO(S) 

Low Logic Level to TRI-STATE 
Propagation Delay Time (Strobe) 

(Figure 1) 

DS1651/ 

DS3651 

tPHL(S) 

High-to-Low Logic Level 
Propagation Delay Time (Strobe) 

(Figure 2) 

DS1653/ 

DS3653 

tPLH(S) 

Low-to-High Logic Level 
Propagation Delay Time (Strobe) 

(Figure 2) 

DS1653/ 

DS3653 




TYP 

MAX 

UNITS 

23 

45 

ns 

22 

50 

ns 

22 

55 

ns 

24 

65 

ns 

16 

21 . 

ns 

■ 

18 

ns 

19 

27 

ns 

14 

29 

ns 

16 

25 

ns 

13 

25 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits, The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DS3651 , DS3653 and across the -55“ C to +1 25“ C 
range for the DS1651 , DS1653. All typical values are for T/^ = 25° C, Vqq = 5V and VgE = — 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: A parameter which is of primary concern when designing with sense amplifiers is, what is the minimum differential input voltage required 
at the sense amplifier input terminals to guarantee a given output logic state. This parameter is commonly referred to as threshold voltage. It is 
well known that design considerations of threshold voltage are plagued by input offset currents, bias currents, network source resistances, and 
voltage gain. As a design convenience, the DS1 651 , DS1653 and DS3651, DS3653 are specified to a parameter called input sensitivity (V|s)- This 
parameter takes into consideration input offset currents and bias currents, and guarantees a minimum input differential voltage to cause a given 
output logic state with respect to a maximum source impedance of 200fi at each input. 
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DS1651/DS3651, DS1653/DS3653 
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Schematic Diagrams 
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DS1651/DS3651, DS1653/DS3653 


Typical Applications (Continued) 


4-Bit Parallel A/D Converter 



Level Detector with Hysteresis 



Transfer Characteristics and Equations 
for Level Detector with Hysteresis 



V|N (VOLTS) 


(A -t- B) (C + D) ^ + F) (H + J) (i< + L) (M + N) (?+ R) (S) 
^=(B + D) (F+JML + N) (R) 

(D + J) (N) 

23=7 

Conversion time s 50 ns 


VrIGH = Vref + 
VlOW = Vref + 


P‘2 [Vq(max) - VrefJ 
R 1 + R 2 

[VqIMIN) - VrEF) 


R 1 + R 2 


Hysteresis Loop (Vr) 

Vr = Vrigh - Vlow^ 


[Vo(MAX) - Vo(MIN)) 
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National 

Semiconductor 


Memory Support 


DS1671/DS3671 Bootstrapped Two Phase MOS Clock Driver 


General Description 

The DS1671/DS3671 is a high speed dual MOS clock 
driver and interface circuit. Unique circuit design pro- 
vides both very high speed operation and the ability 
to drive large capacitive loads. The device accepts 
standard TTL outputs and converts them to MOS logic 
levels. It may be driven from standard 54/74 and 54S/ 
74S series gates and flip-flops or from drivers such as 
the DS8830 or DM7440. The circuit can be used in 
both P-channel and N-channel MOS memory system 
drive applications. 

The DS1671/DS3671 is intended to fulfill a wide 
variety of MOS interface requirements. As a MOS clock 
driver for long silicon gate shift registers, a single device 
can drive over 10k bits at 5 MHz. Six devices provide 
input address and precharge drive for an 8k by 16-bit 
1 103 RAM memory system. 


Each driver uses output bootstrapping to provide a 
higher voltage to the output stage, thus eliminating the 
need for an additional Vqd supply. The bootstrapping 
function is accomplished by connecting a small value 
capacitor (typically 200 pF) from each output to each 
drivers bootstrap node. 

Features 

■ Fast rise and fall times— 20 ns with 1000 pF load 

■ High output swing— 20V 

■ High output current drive— ±1.5A 

■ TTL compatible inputs 

■ High rep rate— 5 to 10 MHz depending on power 
dissipation 

■ Low power consumption in MOS "0" state— 2 mW 

■ Swings to 0.4V of GND for RAM address drive 


Connection Diagrams 

Metal Can Package 



DuaMn-Line Package 

0UT1 V* B2 0UT2 



B1 INI V' IN 2 


TOP VIEW 

Order Number DS1671H or DS3671H Order Number DS1671J-8, DS3671J-8 


See NS Package H08C 

Typical Applications 


or DS3671N 

See NS Package J08A or N08A 


Dual-l'n-Line Package 



Order Number DS1671J 
or DS3671J 
See NS Package J14A 



-SEE GRAPH FOR VALUE 

DS3671 Operating with Extra Supply Bootstrap Clock Driver Driven from a TTL Gate 

to Inhance Output Voltage Level 


6-55 


DS1671/DS3671 






DS1671/DS3671 


Absolute Maximum Ratings (Note d 


— V” Differential . 

Vb — V” Differential 
Vb — V*" Differential 
Input Voltage (V|fg — V~) 

Input Current 
Peak Output Current 
Storage Temperature Range 
Lead Temperature (Soldering, 10 seconds) 
Maximum Power Dissipation* at 25°C 
Cavity Package (8-Pin) 

Cavity Package (14-Pin) 

, Molded Package 
Metal Can (TO-5) Package 

Electrical Characteristics 


PARAMETER 


V|n Logical "1" Input Voltage 


iH Logical "1" Input Current 


V|L Logical "0” Input Voltage 


ii_ Logical "0" Input Current 


Vqh Logical "1" Output Voltage 


Vql Logical "O” Output Voltage 


Bootstrap Control Resistor 


•cc(ON) Supply Current One Side 
"ON" 


cc(OFF) Supply Current "OFF" 


22V 
40V 
20V 
5.5V 
100 mA 
1.5A 

-65°Cto-H50°C 
300° C 

1150 mW 
1380 mW 
1040 mW 
660 mW 

(Notes 2 and 3) 


CONDITIONS 


V“ = 0V , 


V|n-V' = 2.4V 


V = 0V 


V|^j - V = OV 


Vb > + 1 .OV, V|N - V s 0.4V, 

Iq = 0 mA 


V|M - V = 2.4V, lo = 0 mA 


- V = 20V, V|M - V = 2.4V, 
Vb = V" 


V^-V' = 20V, V,M-V = 0V 


Operating Conditions 

MIN MAX UNITS 

Supply Voltage 

V*" — V Differential . 20 V 

Vb — V Differential 40 V 

Vb — V^ Differential 20 V 

Operating Temperature Range 

DS3671 0 -F70 °C 

DS1671 ' -55 -H25 °C 

‘Derate 8-pin cavity package 7.7 mW/°C above 25°C,' derate 
14-pin cavity package 9.3 mW/°C above 25°C; derate molded 
package 8.4 mW/°C above 25°C; derate metal can (TO-5) pack- 
age 4.4 mW/°C above 25°C. 



Switching Characteristics = 25°c, = 2ov, v~ 


PARAMETER 


CONDITIONS 


tpdo Propagation Delay to a Rq = lOfl, Ct_ = 1000pF 

Logical "0" 


tpcn Propagation Delay to a Rq ~ C^ = 1000 pF 

Logical "1" 


Rd = ion 


Rd = ion 




MAX 

UNITS 

15 

ns 

15 

ns 

35 

ns 

40 

ns 

40 

ns 

50 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -55°C to -•■125°C temperature range for the DS1671 and across the 
0°C to +70°C range for the DS3671. All typicals at 25°C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


Typical Performance Characteristics 


Input Current vs 
Input Voltage 



-I.0 -0.5 0 0.5 1.0 1.5 2.0 2.5 

(ViN - V) - INPUT VOLTAGE (V) 


Turn-On and Turn-Off Time 
vs Temperature 
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Fall Time vs Load Capacitance 
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Typical Performance Characteristics (Continued) 


Output Pulse Width When 
Controlled Only by Input 

Rise Time vs Load Capacitance Coupling Capacitor 



LOAD CAPACITANCE (pF) C,n - INPUT CAPACITANCE (pF) 


AC Test Circuit and Switching Time Waveforms 


♦2QV 



FREQUENCY 


Node Voltage Waveforms 


Typical Applications (Continued) 


BOOTSTRAP 




DS3671 Connected as DS0026 
with Equivalent Characteristics 


Note 1: The fall time hasan exponential decay with the following time constant'. 1 b - Ce Rs- 
The range of values for Rg (resistor tolerance, and temperature coefficient included) can be 
found in the table of electrical characteristics. 

Note2‘. The high current transient (as high as 1.5 A) through the resistance of the external 
interconnecting V~ lead during the output transition from the high state to the low state can 
appear as negative feedback to the input. If the external interconnecting lead from the driving 
circuit to V~ is electrically long, or has significant DC resistance, it can subtract from the 
switching response. 



Typical Bootstrap 
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DS1671/DS3671 
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National 

Semiconductor 


Memory Support 

PRELIMINARY 


DS3685 Hex TRI-STATE® Latch 


General Description 

The DS3685 is a hex latch. PNP input transistors are used 
to reduce input currents, allowing large fan-out to these driv- 
ers. The circuit has Schottky-clamped transistor logic for 
minimum propagation delay, and TRI-STATE outputs which 
allow bus operation. 

The circuit employs a fall-through latch which captures the 
data in parallel with the output, thereby eliminating the delay 
normally encountered in other latch circuits. 

TRI-STATE* is a registered trademark of National Semiconductor Corp. 


Logic and Connection Diagrams 


Features 

■ TTL/LS compatible inputs 

■ PNP inputs minimize loading 

■ TRI-STATE outputs 

■ Fall-through latch design 

■ Minimum skew 



Dual-ln-Line Package 


1 OUT 

I Vcc DSBL DATA F Qf DATA E 3e 




iD-of 


IN DATA A 
ENBL 


Order Number DS3685J or DS3685N 
See NS Package J16A or N16A 


Truth Table 


Input 

Enable 

Output 

Disable 

Data 

Output 

Operation 

1 

0 

1 

0 

Data Feed-Through 

1 

0 

0 

1 

Data Feed-Through 

0 

0 

X 

Q 

Latched to Data Present 
when Enable Went Low 

X 

1 

X 

Hi-Z 

High Impedance Output 


X = don't care 

Hi-Z = TRI-STATE mode 
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DS3685 


Absolute Maximum Ratings (Note d 

Supply Voltage, Vcc 7V 

Logical “1” Input Voltage 7V 

Logical “0” Input Voltage -1.5V 

Storage T emperature Range - 65°C to 1 50°C 

Lead Temperature (Soldering, 1 0 seconds) 300°C 

Maximum Power Dissipation* at 25°C 

Cavity Package 1433 mW 

Molded Package 1362 mW 

•Derate cavity package 9.6 mW/°C above 25°C; derate 
molded package 10.9 mW/°C above 25“C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 

Min 

Supply Voltage (Vcc) 4.5 

Temperature (Ta) 0 


Parameter 

V|n(1) 

Logical "1” Input Voltage 

V|n(0) 

Logical "0” Input Voltage 

Iin(1) 

Logical "1” Input Current 

||n(0) 

Logical "0" Input Current 

VcLAMP 

Input Clamp Voltage 

•os 

Output Short-Circuit Current 

VOH 

Logical "1” Output Voltage 

VoL 

Logical "0" Output Voltage 

Ihz 

TRI-STATE Output Current 

Icc 

Power Supply Current 


Min I Typ | Max Units 


V|N = 0.5V, Vcc = Max 



Vcc “ Min, liN = —18 mA 


Vcc = Max, VouT = OV, (Note 4) 


Iqh = —1 fiiA 

Vcc — Min 

Ioh=-10)xA 


Iql = 20 mA 


lOL = 10 fiA 


VouT = 0.4V to 2.4V, Output Disable = 2V 


Vcc = Max. All Inputs = 3V = OV, Enable = 3V 


Switching Characteristics Vcc = 5V, Ta = 25°C, unless otherwise noted. 


Parameter 

IPHL 

Propagation Delay Time 
Low-to-High Level Output 

tPLH 

Propagation Delay Time, \ 

High-to-Low Level Output 

IPHL 

Propagation Delay Time, 
Low-to-High Level Output 

tpLH 

Propagation Delay Time, 
High-to-Low Level Output 

‘set-up 

Set-Up Time on Data Input 
Before Input Enable Goes Low 

‘hold 

Hold Time on Data Input 
After Input Enable Goes Low 

‘ZL 

Delay from Disable Input to 
Logical “0” Level (from High 
Impedance State) 

‘ZH 

Delay from Disable Input to 
Logical "1" Level (from High 
Impedance State) 

‘LZ 

Delay from Disable Input to 
High Impedance State (from 
Logical "0" Level) 

‘hz 

Delay from Disable Input to 
High Impedance State (from 
Logical "1” Level) 


Conditions 


Cl = 15 pF, Rl = 280n, (Figures land 2) 


Cl = 15 pF, Rl = 280n, (Figures 1 and 2) 


Cl = 50 pF, Rl = 280ft, (Figures 1 and 2) 


Cl = 50 pF, Rl = 280ft, (Figures 1 and 2) 



Cl = 15 pF. (Figures 1 and 3) 


Cl = 15 pF. (Figures 1 and 3) 


Cl = 15 pF, (Figures 1 and 4) 


Cl = 15 pF, (Figures 1 and 4) 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature Range" 
they are not meant to Imply that the devices should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual device 
operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70“C range for the DS3685. All typical values are for Ta = 25°C and Vcc = 5V. 
Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values shown 
as max or min on absolute value basis. 

Note 4: Only one output should be shorted at one time. 
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AC Test Circuit and Switching Time Waveforms 





TL/F/5220-6 


Input characteristics: PRR ^ 1 MHz. Zqut = 50n, tr s 2.5 ns, tf ^ 2.5 ns. 

FIGURES FIGURE 4 


Operating Waveforms 



•When the Input Enable makes a positive transition the output will be indeterminate for a short duration. 
The positive transition of the Input Enable normally occurs during a don't-care timing state at the output. 
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DS16149/DS36149, DS16179/DS36179 


Semiconductor 


Memory Support 


DS16149/DS36149, DS16179/DS36179 Hex MOS Driveie 


General Description 


The DS16149/DS36149 and DS16179/DS36179 are 
Hex MOS drivers with outputs designed to drive large 
capacitive loads up to 500 pF associated with MOS 
memory systems. PNP input transistors are employed to 
reduce input currents allowing the large fan-out to these 
drivers needed in memory systems. The circuit has 
Schottky-clamped transistor logic for minimum propaga- 
tion delay, and a disable control that places the outputs 
in the logic "1" state (see truth table). This is especially 
useful in MOS RAM applications where a set of address 
lines has to be in the logic "1" state during refresh. 

The DS16149/DS36149 has a 15 12 resistor in series with 
the outputs to dampen transients caused by the fast- 


switching output. The DS16179/DS36179 has a direct 
low impedance output for use with or without an 
external resistor. 


Features 

■ High speed capabilities 

• Typ 9 ns driving 50 pF 

• Typ 29 ns driving 500 pF 

■ Built-in 15 12 damping resistor (DS16149/DS36149) 

■ Same pin-out as DM8096 and DM74366 


Schematic Diagram 



DS16149/DS36149 only. 


Connection Diagram 


Dual-ln-Line Package 


Truth Table 



DIS1 INI 0UT1 IN 2 OUT 2 IN 3 OUT 3 GND 
TOP VIEW 

Order Number DS16149J, DS36149J, DS16179J, 
DS36179J, DS36149N or DS36179N 
See NS Package J16A or N16A 


DISABLE INPUT j 

INPUT 

DIS 1 

DIS 2 

0 

0 

0 

0 

0 

1 

0 

1 

X 

1 

0 

X 

1 

1 

X 


X = Don't care 
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Absolute Maximum Ratings (Note 1) 


Operating Conditions 


Supply Voltage 7.0V 

Logical "1" Input Voltage 7.0V 

Logical "0” Input Voltage —1.5V 

Storage Temperature Range —65 C to +150 C 

Maximum Power Dissipation* at 25 C 

Cavity Package 1371 mW 

Molded Package 1 280 mW 

Lead Temperature (Soldering, 10 seconds) 300 C 

•Derate cavity package 9.1 mW/ C above 25 C; derate molded 
package 10.2 mW/°C above 25°C. 

DC Electrical Characteristics (Notes 2 and 3) 


Supply Voltage (V^c) 

Temperature (T^) 
DS16149, DS16179 
DS36149, DS36179 


PARAMETER 

V|N(1) 

Logical "1" Input Voltage 

V|N(0) 

Logical “0" Input Voltage 

l|N(1) 

Logical "1" Input Current 

'IN(O) 

Logical "0" Input Current 

VCLAMP 

Input Clamp Voltage 

VOH 

Logical "1" Output Voltage 
(No Load) 

VOL 

Logical "0" Output Voltage 
(No Load) 

VOH 

Logical "1" Output Voltage 
(With Load) 

VOL 

Logical "0“ Output Voltage 
(With Load) 

l|D 

Logical "1" Drive Current 

IQD 

Logical "0" Drive Current 

'cc 

Power Supply Current 


CONDITIONS 



VcC=5.5V V||\j = 5.5V 


VcC^S.SV V||\|=0.5V 


Vcc “ 4.5V l|i\|=-18mA 


Vcc = 4.5V 


Vcc = 4.5V 


IqH = -10M 


Iql= 10/tA 


Vcc “ 4.5V IoH““1-0'tiA 


Vcc = 4.5V IOL = 20mA 


DS16149/DS16179 


DS36149/DS36179 


DS16149/DS16179 


DS36149/DS36179 


DS16149 


DS16179 


DS36149 


DS36179 


DS16149 


DS16179 


DS36149 


DS36179 


Vcc “ 4.5V VquT " O'/. (Note 4) 


'/CC “ 4.5V VouT = 4.5V, (Note 4) 


Disable Inputs = OV 
All Other Inputs - 3V 


All Inputs = OV 


Vcc = 5.5V 



Switching Characteristics (vcc = 5v,ta = 25°o (Note 4) 


PARAMETER 


ts+— Storage Delay Negative Edge 


ts— + Storage Delay Positive Edge 


Cl = 50 pF 


Cl = 500 pF 


Cl = 50 pF 


Cl = 500 pF 


Cl = 50 pF 


Cl = 500 pF 


tLH Delay from Disable Input RL = 2 kf2 to Gnd, Cl = 50 pF, /T/^u/-e2y 

to Logical “1" 


t|HL Delay from Disable Input RL = 2 kf2 to Vcc. Ol = 50 pF, ^f/g'iyre 2,1 

to Logical "0" 


(Figure 1) 


(Figure 1) 


(Figure 1) 


(Figure 1) 


CONDITIONS 


Cl = 50 pF 


Cl = 500 pF 
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Notes 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2 : Unless otherwise specified min/max limits'apply across the -55°C to +125°C temperature range for the DS16149 and DS16179 and 
across the 0°C to +70°C range for the DS36149 and DS36179. All typical values are for T^ = 25°C and Vcc = 5V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 

Note 4: When measuring output drive current and switching response for the DS16179 and DS36179 a 15 n resistor should be placed in series 
with each output. This resistor is internal to the DS16149/DS36149 and need not be added. 


AC Test Circuits and Switching Time Waveforms 


ts+— ^S-+- *R< 



FIGURE 2 

*HL 



FIGURE 3 

*lnternal on DS16149and DS36149 

Note 1: The pulse generator has the following characteristics: ZquT ~ SOfland PRR < 1 MHz. Rise and fall times between 10% and 90% points 
< 5 ns. 

Note 2: C[_ includes probe and jig capacitance. 
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Typical Application 
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DS55325/DS75325 


National 

Semiconductor 


Memory Support 


DS55325/DS75325 Memory 

General Description 

The DS55325 and DS75325 are monolithic mem- 
ory drivers which feature high current outputs as 
well as internal decoding of logic inputs. These cir- 
cuits are designed for use with magnetic memories. 

The circuit contains two 600 mA sink-switch 
pairs and two 600 mA source-switch pairs. Inputs 
A and B determine source selection while the 
source strobe (S, ) allows the selected source turn 
on. In the same manner, inputs C and D determine 
sink selection while the sink strobe (S 2 ) allows the 
selected sink turn on. 

Sink-output collectors feature an internal pull-up 
resistor in parallel with a clamping diode connected 
to This protects the outputs from voltage 

surges associated with switching inductive loads. 

The source stage features Node R which allows 
extreme flexibility in soufce current selection by 
controlling the amount of base drive to each source 
transistor. This method of setting the base drive 
brings the power associated with the resistor out- 
side the package thereby allowing the circuit to 


Drivers 


operate at higher source currents for a given 
junction temperature. If this method of source 
current setting is not desired, then Nodes R and 
Rimt can be shorted externally activating an 
internal resistor connected from Vcc 2 Node R. 
This provides adequate base drive for source 
currents up to 375 mA with Vcc 2 “ 15V or 
600 mA with M cc 2 ~ 24V. 

The DS55325 operates over the fully military 
temperature range of -55°C to h- 125°C, while the 
DS5325 operates from 0°C to -t-70°C. 

Features 

■ 600 mA output capability 

■ 24V output capability 

■ Dual sink and dual source outputs 

■ Fast switching times 

■ Source base drive externally adjustable 

■ Input clamping diodes 

■ TTL compatible 


Schematic and Connection Diagrams 


Dual-In-Line Package 




Order Number DS55325J, DS75325J, 
or DS75325N 

See NS Package J14A or N14A 


Truth Table 


ADDRESS INPUTS STROBE INPUTS 



OFF OFF OFF ON 
OFF OFF OFF OFF 
OFF OFF OFF OFF 


H = high level, L = low level, X = irrelevant 

NOTE: Not more than one output is to be on at any one time. 
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Absolute Maximum Ratings (Noteu Operating Conditions 


Supply Voltage (Note 5) 

7V 

Temperature (T;^) 

MIN 

MAX 

UNITS 

Supply Voltage Vqq 2 (Note 5) 

25V 

DS55325 

-55 

-H25 

°C 

Input Voltage (Any Address or Strobe Input) 
Storage Temperature Range 
Maximum Power Dissipation* at 25 C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 

5.5V 

-65°C to +150°C 

1 509 mW 
1476 mW 
300°C 

DS75325 

0 

-H70 

°c 


'Derate cavity package 10.1 mW/ C above 25 C; derate molded 
package 1 1 .8 mW/°C above 25°C. 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

mmm 

UNITS 

V|H High Level Input Voltage 

(Figures 1 and 2) 

2 



V 

V|L Low Level Input Voltage 

(Figures 3 and 4) 



0.8 

V 

V| Input Clamp Voltage 

^cci “ 4.5V, QQ2 “ 24V, l|(sj - —12 mA, 
Ta “ 25°C, (Figured) 


-1.3 

-1.7 

V 

Iqff Source Collectors Terminal 

"OFF" State Current 

^cci “ 4.5V, Vqc 2 “ 24V, i 
(Figure 1} 

Full Range 

1 

DS55325 



500 

mA 

DS75325 



200 

ma 


DS55325 


3 

150 

mA 

DS75325 


3 

200 

juA 

^OH High Level Sink Output Voltage 

Vcci ” 4.5V , V QQ 2 ~ 24V , Iqut “ (Figure 2} 

19 

23 


V 

VsAT Saturation Voltage Source 

Outputs 

Vcci =4.5V, Vcc2 = 15V, 
Ru = 24n, 

(source “600 mA, 
(Figure 3), (Notes 4 and 6) 

Full Range 



0.9 

V 


DS55325 


0.43 

0.7 

V 

DS75325 


0.43 

0.75 

V 

ys/\j Saturation Voltage Sink Outputs 

Vcci =4.5V, Vcc2 = 15V, 
Rl = 24n, 

(sink ~ 600 mA, (Figure4), 
(Notes 4 and 6) 

Full Range 



0.9 

V 


DS55325 


0.43 

0.7 

V 

DS75325 


0.43 

0.75 

V 

li Input Current at Maximum 

Input Voltage 

Vcci = 5.5V, Vcc2 = 24V, 
V| = 5.5V, (Figures) 

Address Inputs 



1 

mA 

Strobe Inputs 



2 

mA 

liH High Level Input Current 

Vcci = 5.5V, Vcc2 = 24V, 
V| = 2.4V, (Figures) 

Address Inputs 


3 

40 

pA 

Strobe Inputs 


6 

80 

ma 

liL Low Level Input Current 

Vcci = 5.5V, Vcc2= 24V, 
V| =0.4V, (Figures) 

Address Inputs 


-1 

-1.6 

mA 

Strobe Inputs 


-2 

-3.2 

mA 

^cc OFF Supply Current, All Sources and 

Sinks "OFF" 

Vcci = 5.5V, Vcc2 = 24V, 
Ta = 25°C, (Figured) 

Vcci 


14 

22 

mA 

VcC2 


7.5 

20 

mA 

Icci Supply Current From V^-ci , 

Either Sink "ON" 

Vcci ~ 5.5V, Vcc2 “ 24V, Isink ~ 
Ta = 25°C, (Figure?) 


55 

70 

mA 

Icc 2 Supply Current From 

Either Source "ON" 

Vcci “ 5.5V, Vcc 2 ~ 24V, (source ” ~50 mA, 
Ta = 25°C, (Figured) 


32 

50 

mA 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the — 55”C to +125°C temperature range for the DS55325 and across the 0°C to 
+70°C range for the DS75325. All typical values are at T/^ = 25° C. 

Note 3; All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5:Voltage values are with respect to network ground terminal. 

Note 6: These parameters must be measured using pulse techniques, tyy = 200ms, duty cycle < 2%. 
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Switching Characteristics (Vcd = 5v, = 25°o 


PARAMETER 

1 CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

tpLH Propagation Delay Time, Low-to-High 

Level Output 

Vcc 2 = 15V, Rl = 24n, 
Cl = 25 pF, (Figure 9) 

Source Collectors 


25 

50 

ns 

Sink Outputs 


20 

45 

ns 

tpHL Propagation Delay Time, High-to-Low 

Level Output 

Vcc2 = 15V, Rl = 240, 
Cl = 25 pF, (Figure 9) 

Source Collectors 


25 

50 

ns 

Sink Outputs 


20 

45 

ns 

'tlh Transition Time, Low-to-High 

Level Output 

Cl =25pF 

Source Outputs, Vcc 2 ~ 20V, 
Rl = 1 kO, (Figure 10) 


55 


ns 

Sink Outputs, Vcc 2 “ 15V, 
Rl =240, (Figure 9) 


B 

15 

ns 

Vhl Transition Time, High-to-Low 
Level Output 

Cl =25 pF 

iSBBEBSB 


B 


ns 

Sink Outputs, Vcc 2 ~ 15V, 
Rl = 240, (Figure 9) 


9 

20 

ns 

ts Storage Time, Sink Outputs 

Vcc 2 = 15V, Rl = 240, Cl = 25 pF, (Figure 9) 


15 

30 

ns 



























































DC Test Circuits (Continued) 





Note 1 : Figures 3 and 4 parameters must be measured using pulse techniques, tw = 200sjS, duty cycle 2%. 

TEST TABLE TEST TAI 


B SI W 




FIGURE 3. vn_ and Source VsaT 


S2 

mm 

z 

0.8V 

Rl 

OPEN 


FIGURE 4. V|L and Sink Vg/^i- 




APPLY V| = 5.5V 
MEASURE l| 
APPLY V| = 2.4V 
MEASURE l|H 
A 

51 

B 

C 

52 

D 


GROUND APPLY 5.5V 


B. C, S2, D 
C, S2, D 
A, C, S2, D 
A, SI. B, D 
A, SI, B 
A. SI, B, C 


APPLY V| = 0.4V, 
MEASURE III. 
APPLY I, = -10 mA, 
MEASURE V| 


SI, B, C, S2, D 
A, B,C, S2, D 
A, SI, C, S27d 
A, SI, B, S2, D 
A, SI, B, C, D 
A,S1,B, C,S2 


FIGURES. V|, l|, l|H, and In 
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PARAMETER 

OUTPUT UNDER TEST 

INPUT 

CONNECT TO 5V 

tjLH and tTHL 

Source output W 

A and SI 

B, C, D, and S2 

Source output X 

B and SI 

A, C, D, and S2 


FIGURE 10. Transition Times of Source Outputs 
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Applications 

External Resistor Calculation 

Atypical magnetic-memory word drive requirement 
is shown in Figure 11. A source-output transistor 
of one DS75325 delivers load current (II). The 
sink-output transistor of another DS75325 sinks 
this current. 

The value of the external pull-up resistor (Rext) 
for a particular memory application may be de- 
termined using the following equation: 


16 [Vc 


Vc-2.2] 


Il- 1-6 [VcC2(min)-Vs-2.9] 


( 1 ) 


where: Re^t is in kf2, 

Vcc 2 (min) is the lowest expected value of 
Vcc 2 i'^ volts, Vs is the source output volt- 
age in volts with respect to ground, II is in 
mA. 

The power dissipated in resistor Rext during the 
load current pulse duration is calculated using 
Equation 2. 


f^CC2(min) 2] (2) 

16 


where: Ppext 's in mW. 


After solving for Rext- f^e magnitude of the source 
collector current dcs) is determined from Equa- 
tion 3. 


Ics ^0-94 II 

where: l^s is in mA. 


(3) 


As an example, let Vcc 2 (min) = 20V and Vi_ = 3V 
while II of 500 mA flows. Using Equation 1 : 


16 (20-3-2.2) 

Rext “ 

500- 1.6(20-3-2.9) 

and from Equation 2: 

500 


= 0.5 kJ2 


16 


[20-3-2] «,470 mW 


The amount of the memory system current source 
(Ics) from Equation 3 is: 

Ics ==0.94 (500) == 470 mA 

In this example the regulated source-output tran- 
sistor base current through the external pull-up 
resistor (Rext) and thesource gate is approximately 
30 mA. This current and Ics comprise II- 


VCC2 



Note 1 : For clority, partial logic diagrams of two DS5532S's are shown. 
Note 2: Source and sink shown are in different packages. 

FIGURE 11. Typical Application Data 
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Semiconductor 


Memory Support 


DS75361 Dual TTL-to-MOS Driver 


General Description 


The DS75361 is a monolithic integrated dual TTL-to- 
MOS driver interface circuit. The device accepts standard 
TTL input signals and provides high-current and high- 
voltage output levels for driving MOS circuits. It is used 
to drive address, control, and timing inputs for several 
types of MOS RAMs including the 1103 and MM5270 
and MM5280. 

The DS75361 operates from standard TTL 5V supplies 
and the MOS Vss supply in many applications. The 
device has been optimized for operation with \/cc 2 
supply voltage from 16V to 20V; however, it is designed 
for use over a much wider range of Vcc 2 - 


Features 

■ Capable of driving high-capacitance loads 

■ Compatible with many popular MOS RAMs 

■ Vcc 2 supply voltage variable over wide range to 24V 

■ Diode-clamped inputs 

■ TTL compatible 

■ Operates from standard bipolar and MOS supplies 

■ High-speed switching 

■ Transient overdrive minimizes power dissipation 

■ Low standby power dissipation 


Connection Diagram 


Dual-In-Line Package 



Order Number DS75361J-8 or DS75361N 
See NS Package J08A or N08A 
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Absolute Maximum Ratings (Note d 


Supply Voltage Range of VqcI (Note 1) -0.5V to 7V 

Supply Voltage Range of Vcc2 —0.5V to 25V 

Input Voltage 5.5V 

Inter-Input Voltage (Note 4) 5.5V 

Storage Temperature Range -65° C to -H50°C 

Maximum Power Dissipation* at 25°C 

Molded Package 1022 mW 

Lead Temperature 1/16 Inch from Case for 

60 Seconds: J Package 300°C 

Lead Temperature 1/16 Inch from Case for 

10 Seconds: N or P Package 200°C 

*Derate molded package 8.2 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 



MIN 

MAX 

UNITS 

Supply Voltage (Vcci> 

4.75 

5.25 

V 

Supply Voltage (Vcc2) 

4.75 

24 

V 

Operating Temperature (T^l 

0 

+70 

°c 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H High-Level Input Voltage 


2 



V 

V,L Low-Level Input Voltage 




o:8 

V 

V, Input Clamp Voltage 

I| = “12 mA 



-1.5 

V 

Vqh High-Level Output Voltage 

V,L = 0.8V, loH = -50pA 

VcC2 — 1 

Vcc2— 0.7 


V 

V|L = 0.8V, loH = -10 mA 




V 

Vqi Low-Level Output Voltage 

V|H = 2V, lot = 10 mA 


0.15 

0.3 

V 

Vcc 2 = 15V to 24V, V|H = 2V, 
Iql “ 'lO mA 


0.25 

0.5 

V 

Vq Output Clamp Voltage 

V, = OV, loH = 20 mA 



Vcc2"^ 1 

V 

li Input Current at Maximum Input Voltage 

V, = 5.5V 



1 

mA 

liH High-Level Input Current 

V| = 2.4V 

A Inputs 



40 

mA 

E Input 



80 

AiA 

liL Low-Level Input Current 


A Inputs 


-1 

-1.6 

mA 

E Input 


-2 

-3.2 

mA 

(ccKH) Supply Current from V^ci, Both 

Outputs High 

Vcci = 5.25V, Vcc2 = 24V, 
All Inputs at OV, No Load 


2 

4 

mA 

(cc 2 iHi Supply Current from Vcc 2 , Both 

Outputs High 



0.5 

mA 

(ccKLi Supply Current from '^cc\ • Both 

Outputs Low 

Vcci = 5.25V, Vcc2 = 24V, 
All Inputs at 5V, No Load 


16 

24 

mA 

Icc 2 (u Supply Current from Vcc 2 - Both 

Outputs Low 


7 

1 1 

mA 

(cc 2 (S) Supply Current from Vcc 2 ’ 

Stand-by Condition 

Vcci “ OV, Vcc2 ~ 24V, 

All Inputs at 5V, No Load 



0.5 

mA 


Switching Characteristics (Vcd = 5v, Vcc2 = 2 ov, = 25°o 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

IpLH Delay Time, Low-to-High Level Output 

Cl = 390 pF, 
Rd = 10S2 
(Figure 1) 


11 

20 

ns 

tpHL Delay Time, High-to-Low Level Output 


10 

18 

ns 

IjLH Transition Time, Low-to-High Level Output 


25 

40 

ns 

Ithl Transition Time, High-to-Low Level Output 


21 

35 

ns 

tpLH Propagation Delay Time, Low-to-High Level Output 

10 

36 

55 

ns 

tpHL Propagation Delay Time, High-to-Low Level Output 

10 

31 

47 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond, which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to -t70°C range for the DS75361. All typical values are for T/\ = 25°C 
and Vqqi = 5V and Vqq2 “ 20V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: This rating applies between the A input of either driver and the common E input. 

__ 








































































































Typical Performance Characteristics 


High-Level Output Voltage vs 
Output Current 



Low-Level Output Voltage vs 
Output Current 



Q 20 40 60 80 100 

LOW IEVEL OUTPUT CURRENT (mA) 


Voltage Transfer Characteristics 



■ 

■ 

■ 

■ 
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H 
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■ 

■ 

■ 

■ 

■ 

■ 



■ 

■ 

■ 



■ 

■ 

■ 


■ 

■ 

■ 


0.5 1 1.5 2 

INPUT VOLTAGE (V) 


Total Dissipation (Both Drivers) 
vs Frequency 


Propagation Delay Time, 
Low-to-High Level Output 
vs Ambient Temperature 


Propagation Delay Time, 
High-to-Low Level Output 
vs Ambient Temperature 



FREQUENCY (MHr) 


AMBIENT TEMPERATURE (°C) 


Propagation Delay Time, 
Low-to-High Level Output 
vs Vcc2 Supply Voltage 
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SUPPLY VOLTAGE (V) 


a- o 



Propagation Delay Time, 
High-to-Low Level Output 
vs Vqc 2 Supply Voltage 
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Propagation Delay Time, 
Low-to-High Level Output 
vs Load Capacitance 
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Propagation Delay Time, 
High-to-Low Level Output 
vs Load Capacitance 
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Schematic Diagram (1/2 shown) 


Vcci Vcc 



AC Test Circuit and Switching Time Waveforms 




Note 1 : The pulse peneritor hts the following characteristics: PRR ■ 1 MHz, Zqut ^ SDH. 
Note 2: Ct includes probe and fig capacitance. 


FIGURE 1. Switching Times, Each Driver 
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Typical Applications 

The fast switching speeds of this device may produce 
undesirable output transient overshoot because of load 
or wiring inductance. A small series damping resistor 
may be used to reduce or eliminate this output transient 


overshoot. The optimum value of the damping resistor 
to use depends on the specific load characteristics and 
switching speed. A typical value would be between 10^2 
and 30S2 (Figure 3). 



FIGURE 2. Interconnection of DS75361 Devices with 1103 RAM 


I DS75361 I I MOS I 
* I SYSTEM 

I 1 lLtj 

Note: Rp % lOtMo SOtMOpttonel). 


FIGURE 3. Use of Damping Resistor to Reduce 
or Eliminate Output Transient Overshoot in 
Certain DS75361 Applications 


Thermal Information 

POWER DISSIPATION PRECAUTIONS 
Significant power may be dissipated in the DS75361 
driver when charging and discharging high-capacitance 
loads over a wide voltage range at high frequencies. 
The total dissipation curve shows the power dissipated in 
a typical DS75361 as a function of load capacitance and 
frequency. Average power dissipated by this driver can 
be broken into three components: 

Pt(AV) “ PoC(AV) Pc(AV) + Ps(AV) 

where Pqciav) is the steady-state power dissipation with 
the output high or low, Pc(av) 'S the power level during 
charging or discharging of the load capacitance, and 
Ps(av) is the power dissipation during switching between 
the low and high levels. None of these include energy 
transferred to the load and all are averaged over a full 
cycle. 

The power components per driver channel are: 

PttL+PHtH 
PdC(AV) - J 

Pc(AV) ~ C f 

„ PUHtuH+PHutHL 

f^S(AV) “ j 

where the times are as defined in Figure 4. 

Pl» Ph. Plh- 3Pd Phl ^re the respective instantaneous 
levels of power dissipation and C is load capacitance. 

The DS75361 is so designed that Pg is a negligible por- 
tion of P-r in most applications. Except at very high 
frequencies, tL + tn » tLH + tnc so that Ps can be 


neglected. The total dissipation curve for no load demon- 
strates this point. The power dissipation contributions 
from both channels are then added together to obtain 
total device power. 

The following example illustrates this power calculation 
technique. Assume both channels are operating identi- 
cally with C = 200 pF, f = 2 MHz, Vcci = 5V, Vcc 2 = 
20V, and duty cycle = 60% outputs high (tn/T = 0.6). 
Also, assume Vqh = 19.3V, Vql = 0.1V, Ps is negligible, 
and that the current from Vcc 2 'S negligible when the 
output is high. 


On a per-channel basis using data sheet values: 


Pdc(av) “ 1 

[(5V) 

m 

+ (20V) 

(°2l 


[(5V) j 

'16 mA> 

\ + (20V) 

(^) 


^ 2 t 

1 

\ 2 /j 


Pdc(av) ~ 47 mW per channel 
Pc(AV) ^ (200 pF) (19.2V)2 (2 MHz) 

Pc(Av) 148 mW per channel. 

For the total device dissipation of the two channels: 
Pt(av) (47 + 148) 

Pt(av) 390 mW typical for total package. 
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National 
Semiconductor 

DS75362 Dual TTL-to-MOS Driver 



Memory Support 


General Description 

The DS75362 is a dual monolithic integrated TTL-to- 
MOS driver and interface circuit that accepts standard 
TTL input signals and provides high-current and high- 
voltage output levels suitable for driving MOS circuits. 
It is used to drive address, control, and timing inputs 
for several types of MOS R AMs including the 1 1 03. 

The DS75362 operates from the TTL 5V supply and the 
MOS Vss and Vee supplies in many applications. This 
device has been optimized for operation with V^cz 
supply voltage from 16V to 20V, and with nominal 
Vcc 3 supply voltage from 3V to 4V higher than Vccz- 
However, it is designed so as to be usable over a much 
wider range of V^cz and Vcca- In some applications the 
Vcc 3 power supply can be eliminated by connecting the 
Vcc3 pin to the Vccz Pin. 


Features 

■ Dual positive-logic NAND TTL-to-MOS driver 

■ Versatile interface circuit for use between TTL and 
high-current, high-voltage systems 

■ Capable of driving high-capacitance loads 

■ Compatible with many popular MOS RAMs 

■ Vqc 2 supply voltage variable over wide range to 24V 
maximum 

■ Vcc 3 supply voltage pin available 

■ Vcc 3 pin can be connected to Vqcz Pin in some 
applications 

■ TTL compatible diode-clamped inputs 

■ Operates from standard bipolar and MOS supply 
voltages 

■ High-speed switching 

■ Transient overdrive minimizes power dissipation 

■ Low standby power dissipation 


Schematic and Connection Diagrams 



Dual-In-Line Package 



Order Number DS75362J-8 or DS75362N 
See NS Package J08A or N08A 
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Absolute Maximum Ratings (Note d 

Supply Voltage Range of Vcci —0.5V to 7V 

Supply Voltage Range of Vcc2 —0.5V to 25V 

Supply Voltage Range of Vcc 3 —0.5V to 30V 

Input Voltage 5.5V 

Inter-Input Voltage (Note 4) 5.5V 

Storage Temperature Range — 65°C to -H50°C 

Maximum Power Dissipation* at 25 C 

Molded Package 1022 mW 

Lead Temperature (Soldering, 10 seconds) 300 C 

•Derate molded package 8.2 mW/°C above 25°C. 


Operating Conditions 

MIN 

MAX 

UNITS 

Supply Voltage (Vcci> 

4.75 

5.25 

V 

Supply Voltage (Vqq2) 

4.75 

24 

V 

Supply Voltage (Vcc3> 

'/CC2 

28 

V 

Voltage Difference Between 
Supply Voltages: '^CC3~^CC2 

0 

10 

V 

Operating Ambient Temperature 
Range (T/\) 

0 

70 

°c 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|H 

High-Level Input Voltage 


2 



V 

V,L 

Low-Level Input Voltage 




0.8 

V 

V| 

Input Clamp Voltage 

l, = -12mA 



-1.5 

V 

VoH 

High-Level Output Voltage 

^CC3 “ Vqc2'*'3^» ViL = 0.8V, Iqh “ “lOO^A 

Vcc2“0.3 

Vcc2“0.1 


V 



Vcc3 “ Vcc2’*'3V, V|l = 0.8V, Iqh ~ ~ 10 mA 

Vcc2“1.2 

Vcc2-0.9 


V 



Vcc3 ~ Vcc2> V|L “ 0.8V, Iqh ~ ~50/iA 

Vcc2“1 

Vcc2-0.7 


V 



Vcc3 “ Vcc2> V|L = 0.8V, Iqh “ “10 ttiA 


^CC2~^ .5 


V 

VoL 

Low-Level Output Voltage 

V|H = 2V, loL = 10 mA 


0.15 

0.3 

V 



Vcc 3 = 1 5V to 28V, V,H = 2V, Iql = 40 mA 


0.25 

0.5 

V 

Vo 

Output Clamp Voltage 

V| =0V, Iqh = 20 mA 



VcC2'**^ 

V 

li Input Current at Maximum 

Input Voltage 

V| = 5.5V 



1 

mA 


High-Level Input Current 

V| = 2.4V 



40 

ma 

EB 

Low-Level Input Current 

V| = 0.4V 


-1 

-1.6 

mA 

•cCKH) 

Supply Current from Vqq^, 
All Outputs High 



2 

4 

mA 

ICC2(H) 

Supply Current from Vrr?. 

Vcci = 5.25V, Vcc2 = 24V, 


-1.1 

+0.25 

mA 


All Outputs High 

Vcc 3 = 28V, All Inputs at OV, No Load 


-1.1 

-1.6 

mA 

'CC3(H) 

Supply Current from Vcc 3 . 
All Outputs High 



1.1 

1.8 

mA 

•CCKU 

Supply Current from Vcci, 
All Outputs Low 



15 

23.5 

mA 

•CC2(L) 

Supply Current from Vcc 2 , 
All Outputs Low 

Vcci = 5.25V, Vcc2 = 24V, 

Vcc 3 = 28V, All Inputs at 5V, No Load 



1.5 

mA 

ICC3(L) 

Supply Current from Vcc 3 , 
All Outputs Low 



8 

12.5 

mA 

•cC2(H) 

Supply Current from Vcc 2 < 
All Outputs High 

Vcci = 5.25V, Vcc2 = 24V, 



0.25 

mA 

•cC3(H) 

Supply Current from Vccs, 
All Outputs High 

Vcc 3 = 24V, All Inputs at OV, No Load 



0.5 

mA 

lcC2(S) 

Supply Current from Vcc 2 < 
Stand-by Condition 

Vcci = OV, Vcc 2 = 24V, 



0.25 

mA 

•CC3(S) 

Supply Current from Vcc 3 , 
Stand-by Condition 

Vcc 3 = 24V, All Inputs at 5V, No Load 



0.5 

mA 


Notel: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 


Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70“C range for the DS75362. All typical values are for T/\ =25°C 
and Vq( 3 i = 5V and '^CC2 ~ 20V and Vqq 3 = 24V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise iloted. All 
values shown as max or min on absolute value basis. 

Note 4: This rating applies between any two inputs of any one of the gates. 
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Switching Characteristics (Vcd = 5 v, Vcc2 = 2ov. Vcca = 24 v, = 25 °o 


PARAMETER 

toLH 

Delay Time, Low-to-High Level Output 

toHL 

Delay Time, High-to-Low Level Output 

■ 

TLH 

Transition Time, Low-to-High Level Output 

1 

THL 

Transition Time, High-to-Low Level Output 

■ 

PLH 

Propagation Delay Time, Low-to-High Level Output 

2pHL 

Propagation Delay Time, High-to-Low Level Output 


CONDITIONS 


Cl = 200 pF, 
Rd = 2412, 
(Figure 1) 



TYP 

MAX 

UNITS 

11 ' 

20 

ns 

10 

18 

ns 

20 

33 

ns 

20 

33 

ns 

31 

48 - 

ns 

30 

46 

ns 


AC Test Circuit and Switching Time Waveforms 


PULSE 

L 

\\ 

(NOTED 

rin 


INPUT 5V 24V 20V 
I jVcci VcC3 Vcc7| 


I GND I ^^N(N0TE2) 

±“ 1 


^90% 90%1 


INPUT /1.5V 


Vcc2-2V^ 


Note 1: The pulse generator has the following characteristics: PRR - 1 MHz, Zqut 
Note 2: C|. includes probe and jig capKitance. 

FIGURE 1. Switching Times, Each Driver 


Typical Performance Characteristics 


High-Level Output Voltage vs 
Output Current 


■lifillllllllll 
■llllli 



- 0.01 - 0.1 -1 -10 -100 
HIGH-LEVEL OUTPUT CURRENT (mA| 


High-Level Output Voltage vs 
Output Current 


■ll■llll■llll■lll 
B25I 



- 0.01 - 0.1 -1 -10 -100 
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Low-Level Output Voltage 
Output Current 

0.5 1 

Vcci = 5V 

Vcc2 = 20V 

0.4 Vcc3 = 24V 

Vi “'EV T. =+7n°r 


20 40 60 80 100 

LOW-LEVEL OUTPUT CURRENT (mA) 
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Typical Performance Characteristics (Continued) 


Voltage Transfer Characteristics 
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Propagation Delay Time, 
Low-to-High Level Output vs 
Vcc2 Supply Voltage 


Propagation Delay Time, 
High-to-Low Level Output vs 
Vcc2 Supply Voltage 
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Propagation Delay Time, 
Low-to-High Level Output vs 
Load Capacitance 
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Typical Application 


The fast switching speeds of this device may produce 
undesirable output transient overshoot because of load 
or wiring inductance. A small series damping resistor 
may be used to reduce or eliminate this output transient 
overshoot. The optimum value of the damping resistor 
depends on the specific load characteristics and switching 
speed. A typical value would be between lOfl and 30H 
(Figure 2). 


r OS75362 I [~ MOS ”~1 

I • CVCTCM * 


1 ^^ r 11 

I I I 

Note: Rq ^ 10l2to 3Q^U0ptional). 


FIGURE 2. Use of Damping Resistor to Reduce or 
Eliminate Output Transient Overshoot In Certain 
DS75362 Applications. 


Thermal Information 


POWER DISSIPATION PRECAUTIONS 

Significant power may be dissipated in the DS75362 
driver when charging and discharging high-capacitance 
loads over a wide voltage range at high frequencies. 
The total dissipation curve shows the power dissipated in 
a typical DS75362 as a function of load capacitance and 
frequency. Average power dissipation by this driver 
can be broken into three components: 


where Pdc(av) is the steady-state power dissipation with 
the output high or low, Pc(av) 's the power level during 
charging or discharging of the load capacitance, and 
Ps(AV) is the power dissipation during switching between 
the low and high levels. None of these include energy 
transferred to the load and all are averaged over a full 
cycle. 

The power components per driver channel are; 

„ PctL+PhtH 

t^DC(AV) “ j 

i’c(AV) ^ C f 

PLHtLH+PHUtHL 



FIGURE 3. Output Voltage Waveform 

Pl, Ph. Plh. and Phl are the respective instantaneous 
levels of power dissipation and C is load capacitance. 

The DS75362 is so designed that Ps is a negligible por- 
tion of Pj in most applications. Except at very high 
frequencies, ti_ + tn » ti_H + tnL so that Ps can be 
neglected. The total dissipation curve for no load 
demonstrates this point. The power dissipation contri- 
butions from two channels are then added together 
to obtain total device power. 

The following example illustrates this power calculation 
technique. Assume two channels are operating identi- 
cally with C = 100 pF, f = 2 MHz, Vcci = 5V, Vcc 2 = 
20V, Vcc 3 = 24V and duty cycle = 60% outputs high 
(tn/T = 0.6). Also, assume Vqh = 20V, Vql = 0.1V, 
Ps is negligible, and that the current from Vcc 2 's 
negligible when the output is low. 

On a per-channel basis using data sheet values: 


(5V + (20V) (24V) 

(20V) -f (24V) (0.4) 


Pdc(av) ~ 58 mW per channel 


Pc,AV)'«(100pF) (19.9V)2 (2 MHz) 


Pc(Av) 79 mW per channel. 


For the total device dissipation of the two channels 
P-T(AV) 2 (58 + 79) 


where the times are as defined in Figure 3. 


Pt(av) 274 mW typical for total package. 
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DS75365 Quad TTL-to-MOS Driver 


General Description 


The DS75365 is a quad monolithic integrated TTL-to- 
MOS driver and interface circuit that accepts standard 
TTL input signals and provides high-current and high- 
voltage output levels suitable for driving MOS circuits. 
It is used to drive address, control, and timing inputs 
for several types of MOS RAMs including the 1 103. 


Capable of driving high-capacitance loads 
Compatible with many popular MOS RAMs 
Interchangeable with Intel 3207 
Vcc 2 supply voltage variable over wide range to 24V 


The DS75365 operates from the TTL 5V supply and the 
MOS Vss and Vg^ supplies in many applications. This 
device has been optimized for operation with Vcc 2 
supply voltage from 16V to 20V, and with nominal 
Vcc 3 supply voltage from 3V to 4V higher than \Jcc 2 - 
However, it is designed so as to be usable over a much 
wider range of V^cs V^ca- In some applications the 
Vcc 3 power supply can be eliminated by connecting the 

Vcc3 pin to the Vcc 2 pin. 


Features 

■ Quad positive-logic NAND TTL-to-MOS driver 

■ Versatile interface circuit for use between TTL and 
high-current, high-voltage systems 


Vcc 3 supply voltage pin available 

Vcc 3 pin can be connected to V^ca Pin in some 
applications 

TTL compatible diode-clamped inputs 

Operates from standard bipolar and MOS supply 
voltages 

Two common enable inputs per gate-pair 
High-speed switching 

Transient overdrive minimizes power dissipation 
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Absolute Maximum Ratings (Note 1) 

Supply Voltage Range of Vcci -0.5V to 7V 

Supply Voltage Range of Vcc2 -0.5V to 25V 

Supply Voltage Range of V^CS -0.5V to 30V 

Input Voltage 5.5V 

Inter-Input Voltage (Note 4) 5.5V 

Storage Temperature Range -65°C to -H50°C 

Maximum Power Dissipation at 25°C 

Cavity Package 1509 mW 

Molded Package 1476 mW 

Lead Temperature (Soldering, 10 seconds) 300°C 

*Derate cavity package 10.1 mW/°C above 25°C; derate molded 
package 1 1 .8 mW/°C above 25°C. 

Electrical Characteristics (Notes 2 and I 


Operating Conditions 



MIN 

MAX 

Supply Voltage (Vcci) 

4.75 

5.25 

Supply Voltage (Vcc2) 

4.75 

24 

Supply Voltage (Vcca) 

VCC2 

28 

Voltage Difference Between 
Supply Voltages: Vcc3~VcC2 

0 

10 

Operating Ambient Temperature 
. Range (T^) 

0 

70 


PARAMETER 

V,H 

High-Level Input Voltage 

V.L 

Low-Level Input Voltage 

V, 

Input Clamp Voltage 

VoH . 

High-Level Output Voltage 

< 

O 

r 

Low-Level Output Voltage 

Vo 

Output Clamp Voltage 

l| Input Current at Maximum 

Input Voltage 


(Notes 2 and 3) 


CONDITIONS 


I 


High-Level Input Current 


Low-Level Input Current 


Supply Current from 
All Outputs High 


•cC2(H) 

Supply Current from '>^cc 2 - 
All Outputs High 

•CC3(H) 

Supply Current from V^ca, 
All Outputs High 

•cCKL) 

Supply Current from V^ci, 
All Outputs Low 

)cC2(L) 

Supply Current from Vcc 2 . 
All Outputs Low 

•cC3(L) 

Supply Current from Vcc 3 . 
All Outputs Low 

•CC2(H) 

Supply Current from Vcc 2 . 
All Outputs High 

•cC3(H) 

Supply Current from V^ca, 
All Outputs High 

•CC2(S) 

Supply Current from Vcc 2 . 
Stand-by Condition 

•cC3(S) 

Supply Current from V^cp, 
Stand-by Condition 



Vcct = 5.25V, Vcc2 = 24V, 

Vcc 3 = 28V, All Inputs at OV, No Load 


Vcci = 5.25V, Vcc2 = 24V, 

Vcc 3 = 28V, All Inputs at 5V, No Load 


Vcci = 5.25V, Vcc2 = 24V, 

Vcc 3 = 24V, All Inputs at OV, No Load 


Vcci = OV, Vcc 2 = 24V, 

Vcc 3 = 24V, All Inputs at 5V, No Load 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to -t-70°C range for the DS75365. All typical values are for T/\ = 25°C 
and Vqci “ 5V and Vq (;;2 = 20V and Vcc3 ~ 24V. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 

Note 4: This rating applies between any two inputs of any one of the gates. 
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HIGH-LEVEL OUTPUT VOLTAGE (V) 


Switching Characteristics (Vcd = 5v, Vcc2 = 2 ov, Vcca = 24v, Ta = 25°o 


PARAMETER 


tpLH Delay Time, Low-to-High Level Output 


toHL Delay Time, High-to-Low Level Output 


XLH Transition Time, Low-to-High Level Output 


tjHL Transition Time, High-to-Low Level Output 


tpLH Propagation Delay Time, Low-to-High Level Output 


tpHL Propagation Delay Time, High-to-Low Level Output 


CONDITIONS 


Cl = 200 pF, 
Rd = 24J2, 
(Figure 1) 



AC Test Circuit and Switching Time Waveforms 


PULSE 

GENERATOR 
(NOTE 1) 


INPUT SV 24V 20V 

I .-'-‘-•-I 

[Vcci Vcc3 Vcc7| 


I GND I 

JT 


*’'^{N0TE2) 





Note 1 : The pulse generator has the following characteristics: PRR 1 MHz. Zqut ^ 
Note 2: Ct includes probe and ]ig capacitance. 

FIGURE 1. Switching Times, Each Driver 


Typical Performance Characteristics 


High-Level Output Voltage vs 
Output Current 


■IBIIIIIIIIII 

miiiii 

■lll■lll 

■lll■lli■ll■i 



-0.01 -0.1 -1 -10 -100 
HIGH-LEVEL OUTPUT CURRENT (mA) 


High-Level Output Voltage vs 
Output Current 


1 

II 

111 

III 

Hi 

HI 

■ 

!!l 

ill 


III 

Hi 

i 

■ 

■III 

in 

in 

:■! 

lEPraiii 



■inii 


- 0.01 - 0.1 -1 -10 -100 
HIGH-LEVEL OUTPUT CURRENT (mA) 


Low-Level Output Voltage 
Output Current 




20 40 60 80 100 

LOW-LEVEL OUTPUT CURRENT (mA) 
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Typical Performance Characteristics (Continued) 


Voltage Transfer Characteristics 


,Vcct"5V 
Vccj = 20V 
Vcc3>24V, 
T*-25"C ■ 
NO LOAD 


0.5 1 1.5 2 

INPUT VOLTAGE (V) 


Total Dissipation (All Four 
Drivers) vs Frequency 




MVl\[\ 



0.1 0.2 0.4 0.7 1 2 

FREQUENCY (MHz) 


Propagation Deiay Time, 
Low-to-High Level Output vs 
Ambient Temperature 



~1 

1 




Cl * 200 p 

F 







1 1 

_Cl = 50pF_ 

““ 

















Vcc,=5V ■ 

Vccz = 20V 

Vcc3 ' 24V 

Ro*24Si - 

(FIGURE 1) 

10 20 30 40 50 60 70 80 

AMBIENT TEMPERATURE (°C) 


Propagation Delay Time, 
High-to-Low Level Output vs 
Ambient Temperature 


Vcc 3 = 24V 

Ro = 24Si - 

(FIGURE 1) 

10 20 30 40 SO 60 70 80 

AMBIENT TEMPERATURE (°C) 


Propagation Delay Time, 
Low-to-High Level Output vs 
Vcc2 Supply Voltage 


Vcci = 5V 

Vcc3 * Vcc2 + 4V 

' Ro * 25n 

Ta = 25°C 

(FIGURED 

8 12 16 20 24 

SUPPLY VOLTAGE (V) 


Propagation Deiay Time, 
High-to-Low Level Output vs 
Vcc2 Supply Voltage 


^^AOOOpF- 

I I 


4 8 12 16 20 24 

SUPPLY VOLTAGE (V) 




n 





Cl 



= 200 






■ — ' 











Propagation Delay Time. 
Low-to-High Level Output vs 
Load Capacitance 



SO 100 ISO 200 250 300 350 400 
LOAD CAPACITANCE (pF) 



60 


50 

> 3 
< O 

40 

Q S 

Z UJ 

o — ' 
PS 

30 

< o 

< o 

il 

X 

20 

ID 


Propagation Deiay Time, 
High-to-Low Level Output vs 
Load Capacitance 

Vcci - 5V 

Vcc2 ' 20V 

Vcc3'24V 

Ta-25°C _ ^ 


50 100 150 200 250 300 350 400 
LOAD CAPACITANCE (pF) 


Typical Applications 


The fast switching speeds of this device may produce 
undesirable output transient overshoot because of toad 
or wiring inductance. A small series damping resistor 
may be used to reduce or eliminate this output transient 


overshoot. The optimum value of the damping resistor 
depends on the specific load characteristics and switching 
speed. A typical value would be between 10J2 and 30J2 
(Figure 3). 
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Typical Applications (Continued) 


19.SV 16V 



r" DS75365 "n r" MOS 

* ! SYSTEM 

I I lL^j 

Nota: Rq % lOii to 30tt (Optional). 


FIGURE 2. Interconnection of DS75365 Devices 
With 1103-Type Silicon-Gate MOS RAM 


Thermal Information 

POWER DISSIPATION PRECAUTIONS 

Significant power may be dissipated in the DS75365 
driver when charging and discharging high-capacitance 
loads over a wide voltage range at high frequencies. 
The total dissipation curve shows the power dissipated in 
a typical DS75365 as a function of load capacitance and 
frequency. Average power dissipation by this driver 
can be broken into three components: 


where Pqc(av) steady-state power dissipation with 
the output high or low, Pc(av) 's the power level during 
charging or discharging of the load capacitance, and 
Ps(Av) is fhe power dissipation during switching between 
the low and high levels. None of these include energy 
transferred to the load and all are averaged over a full 
cycle. 

The power components per driver channel are; 

„ Pl^l+Ph^h 

'^DC(AV) “ j 
Pc(AV) ^ f 

„ PLH^LH+PHLfHL 


where the times are as defined in Figure 4. 

Pl, Ph. Plh« and Phl are the respective instantaneous 
levels of power dissipation and C is load capacitance. 

The DS75365 is so designed that Ps is a negligible por- 
tion of Pj in most applications. Except at very high 
frequencies, t(_ + tH » ^lh ^hl s° ^^at Ps can be 


FIGURE 3. Use of Damping Resistor to Reduce or 
Eliminate Dutput Transient Overshoot In Certain 
DS75365 Applications 


neglected. The total dissipation curve for no load 
demonstrates this point. The power dissipation contri- 
butions from all four channels are then added together 
to obtain total device power. 

The following example illustrates this power calculation 
technique. Assume all four channels are operatirvg identi- 
cally with C = 100 pF, f = 2 MHz, Vcci = 5V, Vcc 2 = 
20V, Vcc 3 = 24V and duty cycle = 60% outputs high 
(Ih/T = 0.6). Also, assume Vqh = 20V, Vql = 0.1V, 
Ps is negligible, and that the current from Vcc 2 'S 
negligible when the output is low. 

On a per-channel basis using data sheet values: 

Pdc(av) = |(5V + (20V) (24V) 

(^^)] (0.6)+[(5V)(^) + 

(20V) + (24V) (0.4) 

Pqc(av) = 58 mW per channel 
Pc(AV) (100 pF) (19.9V)2 (2 mHz) 

Pc(AV) 79 mW per channel. 

For the total device dissipation of the four channels: 
Pt(av) 4 (58 + 79) 

Pt(av) 548 mW typical for total package. 



FIGURE 4. Output Voltage Waveform 
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Applying Modem Clock 
Drivers to MOS Memories 


National Semiconductor 
Application Note 76 
B. Siegel 
M. Scott 
October 1975 


INTRODUCTION 

MOS memories present unique system and circuit 
challenges to the engineer since they require precise 
timing of input wave forms. Since these inputs present 
large capacitive loads to drive circuits, it is often that 
timing problems are not discovered until an entire 
system is constructed. This paper covers the practical 
aspects of using modern clock drivers in MOS memory 
systems. Information includes selection of packages and 
heat sinks, power dissipation, rise and fall time consid- 
erations, power supply decoupling, system clock line 
ringing and crosstalk, input coupling techniques, and 
example calculations. Applications covered include 
driving various types shift registers and RAM's (Random 
Access Memories) using logical control as well as other 
techniques to assure correct non-overlap of timing wave- 
forms. 

Although the information given is generally applicable 
to any type of driver, monolithic integrated circuit 
drivers, the DS0025, DS0026 and DS0056 are selected 
as examples because of their low cost. 

The DS0025 was the first monolithic clock driver. 
It is intended for applications up to one megacycle 
where low cost is of prime concern. Table I illustrates 
its performance while Appendix I describes its circuit 
operation. Its monolithic, rather than hybrid or module 
construction, was made possible by a new high voltage- 
gold doped process utilizing a collector sinker to mini- 
mize VcE SAT. 


The DS0026 is a high speed, low cost, monolithic clock 
driver intended for applications above one megacycle. 
Table II illustrates its performance characteristics while 
its unique circuit design is presented in Appendix II. 
The DS0056 is a variation of the DS0026 circuit which 
allows the system designer to modify the output per- 
formance of the circuit. The DS0056 can be connected 
(using a second power supply) to increase the positive 
output voltage level and reduce the effect of cross 
coupling capacitance between the clock lines in the 
system. Of course the above are just examples of the 
many different types that are commercially available. 
Other National Semiconductor MOS interface circuits 
arelistedin Appendix III. 

The following section will hopefully allow the design 
engineer to select and apply the best circuit to his parti- 
cular application while avoiding common system pro- 
blems. 

PRACTICAL ASPECTS OF USING 
MOS CLOCK DRIVERS 

Package and Heat Sink Selection 

Package type should be selected on power handling 
capability, standard size, ease of handling, availability 
of sockets, ease or type of heat sinking required, relia- 
bility and cost. Power handling capability for various 
packages is illustrated in Table III. The following guide- 
lines are recommended: 


TABLE I. DS0025 Characteristics 


parameter 

CONDITIONS (V^ - V) = 17V 

VALUE 

UNITS 

toN 


15 

ns 

*OFF 

c,N =o.oo22pF, Rin = on 

30 

ns 


Cl = O.OOOlpF. RO = 50n 

25 

ns 

tf 


150 

ns 

Positive Output Voltage Swing 

V,N -V = OV. lour = -1mA 

- 0.7 

V 

Negative Output Voltage Swing 

l(M ~ 10mA, Iqut ~ 1mA 

V -F 1.0 

V 

On Supply Current (V'*') 

1 (M ~ 10 mA 

17 

mA 


TABLE II. DS0026 Characteristics 


PARAMETER 

CONDITIONS (V* - V) = 17V 

VALUE 

UNITS 

Ion 


7.5 

ns 

*OFF 

C|^ ~ 0.001/iF, R|m ~ 0S7 

7.5 

ns 

tr' 

RO = 50n. Cl = 1000 pF 

25 

ns 

t, 


25 

ns 

Positive Output Voltage Swing 

V,N -V- = 0V, louT =-1mA ' 

- 0.7 

V 

Negative Output Voltage Swing 

I|(^ ~ 10mA, Iqut ~ 1mA 

V + 0.5 

V 

On Supply Current (V^) 

liN = 10 mA 

28 

mA 




The TO-5 ("H") package is rated at 750 mW still air 
(derate at 200°C/W above 25°C) soldered to PC board. 
This popular cavity package is recommended for small 
systems. Low cost (about 10 cents) clip-on heat sink 
increases driving capability by 50%. 

The 8-pin ("N") molded mini-DlP is rated at 600 mW 
still air (derate at OO^CAW above 25°C) soldered to PC 
board (derate at 1.39W). Constructed with a special cop- 
per lead frame, this package is recommended for 
medium size commercial systems particularly where 
automatic insertion is used. (Please note for prototype 
work, that this package is only rated at 600 mW when 
mounted in a socket and not one watt until it is soldered 
down.) 

To TO-8 ("G") package is rated at 1.5W still air (derate 
at 100°C/W above 25°C) and 2.3W with clip-on heat 
sink (Wakefield type 215-1.9 or equivalent-derate at 
15 mW/°C). Selected for its power handling capability 
and moderate cost, this hermetic package will drive very 
large systems at the lowest cost per bit. 

Additional information is given in the section of this 
data book on Maximum Power Dissipation (page 2). 

Power Dissipation Considerations 

The amount of registers that can be driven by a given 
clock driver is usually limited first by internal power 
dissipation. There are four factors: 

1 . Package and heat sink selection 

2. Average dc power, Ppc 

3. Average ac power, P/vc 

4. Numbers of drivers per package, n 

From the package heat sink, and maximum ambient 
temperature one can determine Pmax. which is the 
maximum internal power a device can handle and still 
operate reliably. The total average power dissipated in a 
driver is the sum of dc power and ac power in each 
driver times the number of drivers. The total of which 
must be less than the package power rating. 


where: 

- V~ = Total voltage across the driver 

Req = Equivalent device resistance in the 

"ON" state 

= V‘^-V“/ls(oN) (3) 

DC = Duty Cycle 

"ON" Time 

"ON" Time + "OFF" Time 


For the DS0025, Req is typically 1 kfi while Req is 
typically 600J2 for the DS0026. Graphical solutions for 
Pdc appear in Figure 1. For example if = ^-5\/, 
V“ = -12V, Req = 500 fi, and DC = 25%, then Pqc = 
145 mW. However, if the duty cycle was only 5%, 
Pqc = 29 mW. Thus to maximize the number of regis- 
ters that can be driven by a given clock driver as well as 
minimizing average system power, the minimum allow- 
able clock pulse width should be used for the particular 
type of MOS register. 


225 

_ 200 
s 

1 175 

2 150 
§ 125 
a 100 

GC 

g 75 
a 

“■ 50 

25 
0 

0 10 20 30 40 50 60 70 

DUTY CYCLE (%) 

FIGURE 1. Pqc vs Duty Cycle 



Pdiss “ ^ (Pac f*Dc) ^ Pmax 


Average dc power has three components: input power, 
power in the "OFF" state (MOS logic "0") and power 
in the "ON" state (MOS logic "1"). 


Pdc “ P|N Pqff Pqn (2) 


For most types of clock drivers, the first two terms are 
negligible (less than 10 mW) and may be ignored. 

Thus; 

Pqc — Pqn - — r ^ (DC) 

Req 


In addition to Pqc- the power driving a capacitive load 
is given approximately by: 


Pac = (V^-V )2 xf xCl (4) 

where: 

f = Operating frequency 
Cl = Load capacitance 

Graphical solutions for P^c s'"® illustrated in Figure 2. 
Thus, any type of clock driver will dissipate internally 
290 mW per MHz per thousand pF of load. At 5 MHz, 
this would be 1.5W for a 1000 pF load. For long shift 
register applications, the driver with the highest package 
power rating will drive the largest number of bits. 
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Combining equations (1), (2), (3) and (4) yields a criter- 
ion for the maximum load capacitance which can be 
driven by a given driver: 


T. 


7^ 




1 

LJ 


t 


1 

= ioaop 
1 

F_ 




y 






500 

pF 



1 


P 



1 

250 pF- 

1 



v+ - V 

~=1 

73 


0 0.5 1.0 1.5 2.0 2.5 

PULSE REPETITION FREQUENCY (MHz) 

FIGURE 2. Pag vsPRF 


1 P MAX 

Cl< - — 

f n (V^- V f 


As an example, the DS0025CN can dissipate 890 mW at 
= 70°C when soldered to a printed circuit board. 
Req is approximately equal to Ik. For = 5V, V~ = 
-12V, f = 1 MHz, and dc = 20%, Cl is: 


1 1(890x 10" 


lO'’ (2)(17)^ 


Cl < 1340 pF (each driver) 


A typical application might involve driving an MM5013 
triple 64-bit shift register with the DS0025. Using the 
conditions above and the clock line capacitance of the 
MM5013 of 60 pF, a single DS0025 can drive 1340 pF/ 
60pF,or 00MM5013's. 

In summary, the maximum capacitive load that any 
clock driver can drive is determined by package type and 
rating, heat sink technique, maximum system ambient 
temperature, ac power (which depends on frequency, 
voltage across the device, and capacitive load) and dc 
power (which is principally determined by duty cycle). 

Rise and Fall Time Considerations 


In general rise and fall times are determined by (a) clock 
driver design, (b) reflected effects of heavy external 
load, and (C) peak transient current available. Details of 
these are included in Appendixes I and \l. Figures AI-3, 
A!-4, AU-2 and AIII-3 illustrate performance under 
various operating conditions. Under light loads, per- 
formance is determined by internal design of the driver; 
for moderate loads, by load being reflected (usually 
as Cl//j) into the driver, and for large loads by peak 
output current where: 


AV _ Iqut peak 

AT ^ 

Logic rise and fall times must be known in order to 
assure non-overlap of system timing. 

Note the definition of rise and fall times in this appli- 
cation note follow the convention that rise time is the 
transition from logic "0" to logic "1" levels and vice 
versa for fall times. Since MOS logic is inverted from 
normal TTL, "rise time" as used in this note is "voltage 
fall" and "fall time" is "voltage rise." 

Power Supply Decoupling 

Although power supply decoupling is a wide spread ancf 
accepted practice, the question often arises as to how 
much and how often. Our own experience indicates 
that each clock driver should have at least O.ljuF de- 
coupling to ground at the and V supply leads. 
Capacitors should be located as close as is physically 
possible to each driver. Capacitors should be non-induc- 
tive ceramic discs. This decoupling is necessary because 
currents in the order of 0.5 to 1.5 amperes flow during 
logic transitions. 

There is a high current transient (as high as 1.5A) 
during the output transition from high to low through 
the V~" lead. If the external interconnecting wire from 
the driving circuit to the V~ lead is electrically long, or 
has significant dc resistance the current transient will 
appear as negative feedback and subtract from the 
switching response. To minimize this effect, short inter- 
connecting wires are necessary and high frequency 
power supply decoupling capacitors are required if V~" is 
different from the ground of the driving circuit. 

Clock Line Overshoot and Cross Talk 

Overshoot: The output waveform of a clock driver can, 
and often does, overshoot. It is particularly evident on 
faster drivers. The overshoot is due to the finite induc- 
tance of the clock lines. Since most MOS registers require 
that clock signals not exceed \Zss> some method must be 
found in large systems to eliminate overshoot. A straight- 
forward approach is shown in Figure 3. In this instance. 


V*'6V 



-12V 


FIGURE 3. Use of Damping Resistor to Eliminate 
Clock Overshoot 
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a small damping resistor is inserted between the output 
of the clock driver and the load. The critical value for 
Rs is given by: 



In practice, analytical determination of the value for 
Rs is rather difficult. However, Rs is readily deter- 
mined empirically, and typical values range in value 
between 10 and 500. 

Use of the damping resistor has the added benefit of 
essentially unloading the clock driver; hence a greater 
number of loads may often be driven by a given driver. 
In the limit, however, the maximum value that may be 
used for Rs will be determined by the maximum allow- 
able rise and fall time needed to assure proper operation 
of the MOS register. In short: 

^r(MAX) " ^f(MAX) ^ 2.2 RsCl (7) 

One last word of caution with regard to use of a damp- 
ing resistor should be mentioned. The power dissipated 
in Rs can approach (V^ — and accordingly 

the resistor wattage rating may be in excess of IW. 
There are, obviously, applications where degradation of 
t,. and tf by use of damping resistors cannot be tolerated. 
Figure 4 shows a practical circuit which will limit over- 
shoot to a diode drop. The clamp network should 
physically be located in the center of the distributed 
load in order to minimize inductance between the 
clamp and registers. 



FIGURE 4. Use of High Speed Clamp to Limit 
Clock Overshoot 


Cross Talk: Voltage spikes from 0i may be transmitted 
to 02 (srid vice versa) during the transition of 0i to MOS 
logic "1." The spike is due to mutual capacitance 
between clock lines and is, in general, aggravated by long 
clock lines when numerous registers are being driven. 
F/gyre 5 illustrates the problem. 


♦6V 



-12V 


FIGURE 5. Clock Line Cross Talk 

The negative going transition of 0i (to MOS logic "1") 
is capacitively coupled via C|vi to 02. Obviously, the 
larger is, the larger the spike. Prior to 0i's transi- 
tion, Q1 is "OFF" since only juA are drawn from the 
device. 

The DS0056 connected as shown in Figure 6 will mini- 
mize the effect of cross talk. The external resistors to 
the higher power supply pull the base of a Q1 up to a 
higher level and forward bias the collector base junction 
of Q1. In this bias condition the output impedance of 
the DS0056 is very low and will reduce the amplitude 
of the spikes. 


+5V +8V <8V 



■12V 


FIGURE 6. Use of DS0056 to Minimize 
Clock Line Cross Talk 


Input Capacitive Coupling 

Generally, MOS shift registers are powered from +5V 
and -12V supplies. A level shift from the TTL levels 
(■f5V) to MOS levels (-12V) is therefore required. The 
level shift could be made utilizing a PNP transistor or 
zener diode. The disadvantage to dc level shifting is the 
increased power dissipation and propagation delay in the 
level shifting device. Both the DS0025, DS0026 and 
DS0056 utilize input capacitors when level shifting from 


6 
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TTL to negative MOS capacitors. Not only do the 
capacitors perform the level shift function without 
inherent delay and power dissipation, but as will be 
shown later, the capacitors also enhance the performance 
of these circuits. 

CONCLUSION 

The practical aspects of driving MOS memories with low 
cost clock drivers has been discussed in detail. When the 
design guide lines set forth in this paper are followed and 
reasonable care is taken in circuit layout, the DS0025, 
DS0026 and DS0056 provide superior performance for 
most MOS input interface applications. 
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APPENDIX I 

DS0025 Circuit Operation 

The schematic diagram of the DS0025 is shown in 
Figure AI-1. With the TTL driver in the logic "0" state 
Q1 is "OFF" and Q2 is "ON" and the output is at 
approximately one Vbe below the V'*’ supply. 



When the output of the TTL driver goes high, current is 
supplied to the baseof 01, through C|n, turning it "ON." 
As the collector of Q1 goes negative, 02 turns "OFF." 
Diode CR2 assures turn-on of 01 prior to 02's turn-off 
minimizing current spiking on the V'*’ line, as well as 
providing a low impedance path around 02's base emit- 
ter junction. 

The negative voltage transition (to MOS logic "1") will 
be quite linear since the capacitive load will force 01 
into its linear region until the load is discharged and 01 
saturates. Turn-off begins when the input current de- 
cays to zero or the output of the TTL driver goes low. 
01 turns "OFF" and 02 turns "ON" charging the load 
to within a Vbe of the supply. 

Rise Time Considerations 

The logic rise time (voltage fall) of the DS0025 is pri- 
marily a function of the ac load, Ci_, the available input 
current and total voltage swing. As shown in Figure AI-2, 



FIGURE AI-2. Rise Time Model for the DS0025 

the input current must charge the Milier capacitance of 
01, Cjc. as well as supply sufficient base drive to 01 
to discharge Cl rapidly. By inspection: 


l|Ni “ Im Ib Iri (AI-1) 

l|N — Im + Ib» ^or Im » Iri & Ib Iri 

AV 

Ib “ l|N *^TC ~ (AI-2) 


If the current through R2 is ignored, 


Ic “ Ib tipEQ! “ II Im 


where: 


II ~ Cl 


AV 

At 


(Ai-3) 


FIGURE AM. DS0025 Schematic (One-Half Circuit) 


Combining equations AM, AI-2, AI-3 yields: 




• [Cl + Cjc (hpEQi + 1)] = hpEQI *1 


voltage rise and optimistic values at the end. Figure 
AI-5 shows tf as function of Cl- 


[Cl + (hpEQi + 1)C-[-c] AV 


Equation (AI-5) may be used to predict t^ as a function 
of Cl and AV. Values for Cjc and hpE are 10 pF and 
25 respectively. For example, if a DM7440 with peak 
output current of 50 mA were used to drive a DS0025 
loaded with 1000 pF, rise times of: 

(1000 pF + 250 pF) (17V) 

(50 mA) (20) 

or 21 ns may’be expected for V^ = 5.0V, V“ = -12V, 
Figure AI-3 gives rise time for various values of Cl- 
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FIGURE AI-3. Rise Time vsC|_ for the DS0025 


Fall Time Considerations 

The MOS logic fall time (voltage rise) of the DS0025 is 
dictated by the load. Cl, and the output capacitance of 
Q1. The fall time equivalent circuit of DS0025 may be 
approximated with the .circuit of Figure Ai-4. In actual 

V* Cjcoi = OUTPUT CAPACITANCE OF Q1 


hFEQ2 ° CURRENT GAIN OF 02 


'avg = Avs CURRENT THROUGH Rz 
Cl ^ V*-V 

Pfeqe'^I 2R2 


Ctcqi 10 pF 




FIGURE AI-4. Fall Time Equivalent Circuit 

practice, the base drive to Q2 drops as the output volt- 
tage rises toward V^. A rounding of the waveform occurs 
as the output voltage reaches to within a volt of V^. The 
result is that equation (AI-7) predicts conservative values 
of tf for the output voltage at the beginning of the 
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FIGURE AI-5. DS0025 Fall Time vs Cl 


Assuming hpE 2 is a constant of the total transition; 


AV _ /V"^-V \ 
At \ 2R2 / 


Ctcqi "^CL/hp^Qf+f 


tf — 2R2 I C-pQQf + 


DS0025 Input Drive Requirements 

Since the DS0025 is generally capacitively coupled at 
the input, the device is sensitive to current not input 
voltage. The current required by the input is in the 50— 
60 mA region. It is therefore a good idea to drive the 
DS0025 from TTL Iine drivers, such as the DM7440 or 
DM8830. It is possible to drive the DS0025 from stan- 
dard 54/74 series gates or flip-flops but toN and tr will 
be somewhat degraded. 

Input Capacitor Selection 

The DS0025 may be operated in either the logically 
controlled mode (pulse width out = pulse width in) 
or C|M may be used to set the output pulse width. In 
the latter mode a long pulse is supplied to the DS0025. 



FIGURE AI-6. DS0025 Input Current Waveform 
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The input current is of the general shape as shown in 
Figure AI-6. Imax is fhs peak current delivered by the 
TTL driver into a short circuit (typically 50—60 mA). 
Q1 will begin to turn-off when l||>g decays below Mbb/ 
R1 or about 2.5 mA. In general: 


l|N “ Imax e 


The logic "1" output impedance of the DM7440 is 
approximately 65J2 and the peak current (Imax) is 
about 50 mA. The pulse width for C|m = 2,200 pF is: 


25 ns + 150 ns 


+ (65J2)(2200pF) In 


RO = Output impedance of the TTL driver 
C|N = Input coupling capacitor 


Substituting l||.j = Imin “ and solving for t-| yields: 

R 1 


A plot of pulse width for various types of drivers is 
shown in Figure Ai-7. For applications in which the 
output pulse width is logically controlled, C|n should 
be chosen 2 to 3 times larger than the maximum pulse 
width dictated by equation (AMO). 


t-| “ R0C|f^ In 


DC Coupled Operation 


The total pulse width must include rise and fall time 
considerations. Therefore, the total expression for 
pulse width becomes: 


The DS0025 may be direct-coupled in applications 
when level shifting to a positive value only. For exam- 
ple, the MM1103 RAM typically operates between 
ground and -(-20V. The DS0025 is shown in Figure 
Ai-8 driving the addres or precharge line in the logically 
controlled mode. 


If DC operation to a negative level is desired, a level 
translator such as the DS7800 or DH0034 may be 
employed as shown in Figure Ai-9. Finally, the level 
shift may be accomplished using PNP transistors are 
shown in Figure Ai-W. 


OUTPUT PUl$6 WIDTH VS. C,m FOR LONG 
110Q IRFUTFULSES. 

FOR INPUT PULSE ^IS * ROC.n In 
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FIGURE AI-7. Output PW Controlled by C|n 


FIGURE AI-8. DC Coupled DS0025 Driving 1103 RAM 
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FIGURE AI-9. DC Coupled Clock Driver Using DH0034 


FIGURE AI-10. Transistor Coupled DS0025 Clock Driver 
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APPENDIX II 


Rise Time Considerations 


DS0026 Circuit Operation 

The schematic of the DS0026 is shown in Figure At 1-1 . 
The device is typically ac coupled on the input and 
responds to input current as does the DS0025. Inter- 
nal current gain allows the device to be driven by stan- 
dard TTL gates and flip-flops. 

With the TTL input in the low state Q1, Q2, Q5, Q6 and 
Q7 are "OFF" allowing Q3 and Q4 to come "ON." R6 
assures that the output will pull up to within a Vqe of 
volts. When the TTL input starts toward logic "1," 
current is supplied via C|M to the bases of Q1 and Q2 
turning them "ON." Simultaneously, Q3 and Q4 are 
snapped "OFF." As the input voltage rises (to about 
1.2V), 05 and 06 turn-on. Multiple emitter transistor 
05 provides additional base drive to 01 and 02 assur- 
ing their complete and rapid turn-on. Since 03 and 
04 were rapidly turned "OFF" minimal power supply 
current spiking will occur when 07 comes "ON." 



Predicting the MOS logic rise time (voltage fall) of the 
DS0026 is considerably ■ involved, but a reasonable 
approximation may be made by utilizing equation 
(AI-5), which reduces to: 

tfS [Cl + 250X 10"’^] AV (All-1) 

For Cl = 1000 pF, = 5.0V, V“ = -12V, tr s 21 ns. 
Figure A! 1-2 shows DS0026 rise times vs Cl. 




iiRgmiir 

21111111 ^ 
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FIGURE All-2. Rise Time vs Load Capacitance 
Fall Time Considerations 

The MOS logic fall time of the DS0026 is determined 
primarily by the capacitance Miller capacitance of Q5 
and Q1 and R5. The fall time may be predicted by: 


tf s(2.2)(R5) 




= (4.4 X 10^) 


Cs = Capacitance to ground seen at the base of Q3 
= 2pF 


FIGURE AIM. DS0026 Schematic (One-Half Circuit) 

Q6 now provides sufficient base drive to Q7 to turn it 
"ON." The load capacitance is then rapidly discharged 
toward V“. Diode D4 affords a low impedance tiath to 
Q6's collector which provides additional drive to the 
load through current gain of 07. Diodes D1 and D2 pre- 
vent avalanching Q3's and Q4's base-emitter junction as 
the collectors of 01 and 02 go negative. The output of 
the DS0026 continues negative stopping about 0.5V 
more positive than V~. 

When the TTL input returns to logic "0," the input 
voltage to the DS0026 goes negative by an amount 
proportional to the charge on Cjn. Transistors 08 and 
09 turn-on, pulling stored base charge out of 07 and 02 
assuring their rapid turn-off. With 01, 02, 06 and 07 
"OFF," Darlington connected 03 and 04 turn-on and 
rapidly charge the load to within a Vbe of V"*^. 


For the values given and Cl = 1000 pF, tf = 17.5 ns. 
Figure All-3 gives tf for various values of Cl. 
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FIGURE All-3. Fall Time vs Load Capacitance 
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DS0026 Input Drive Requirements 


5.0 


The DS0026 was designed to be driven by standard 
54/74 elements. The device's input characteristics are 
shown in Figure All-4. There is breakpoint at V|m = 
0.6V which corresponds to turn-on of Q1 and Q2. The 
input current then rises with a slope of about 600J2 
(R2 II R3) until a second breakpoint at approximately 
1.2V is encountered, corresponding to the turn-on of Q5 
and Q6. The slope at this point is about 150J2 (R1 II 
R2IIR3IIR4). 
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FIGURE All-4. Input Current vs Input Voltage 


The current demanded by the input is in the 5—10 mA 
region. A standard 54/74 gate can source currents in 
excess of 20 mA into 1.2V. Obviously, the minimum 
"1" output voltage of 2.5V under these conditions can- 
not be maintained. This means that a 54/74 element 
must be dedicated to driving 1/2 of a DS0026. As far as 
the DS0026 is concerned, the current is the determining 
turn-on mechanism not the voltage output level of the 
54/74 gate. 


Input Capacitor Selection 


A major difference between the DS0025 and DS0026 is 
that the DS0026 requires that the output pulse width 
be logically controlled. In short, the input pulse width = 
output pulse width. Selection of C|n boils down to 
choosing a capacitor small enough to assure the capacitor 
takes on nearly full charge, but large enough so that the 
input current does not drop below a minimum level to 
keep the DS0026 "ON." As before; 


ti 


or 


R0C|[sj In 


Imax 

'min 


C|N 


ti 


ROIn 


Imax 

Imin 


(All-3) 

(All-4) 


In this case RO equals the sum of the TTL gate output 
impedance plus the input impedance of the DS0026 
(about 150f2). Imin from Figure All-5 is about 1 mA. 
A standard 54/74 series gate has a high state output 
impedance of about 150f2 in the logic "1" state and an 
output (short circuit) current of about 20 mA into 1 .2V. 
For an output pulse width of 500 ns. 


500x 10“^ 

C|N ~ 



FIGURE All-5. Logical "1" Output Voltage 
vs Source Current 


In actual practice it's a good idea to use values of about 
twice those predicted by equation (All-4) in order to 
account for manufacturing tolerances in the gate, DS0026 
and temperature variations. 

A plot of optimum value for C|n vs desired output pulse 
width is shown in Figure A! 1-6. 
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FIGURE Al 1-6. Suggested Input Capacitance 
vs Output Pulse Width 


DC Coupled Applications 


The DS0026 may be applied in direct coupled applica- 
tions. Figure All-7 shows the device driving address or 
pre-charge lines on an MM 1103 RAM. 


+17V 



20 mA 

(150n-l- 150n)ln 

1 mA 


= 560 pF 


FIGURE All-7. DC Coupled RAM Memory Address or 
Precharge Driver (Positive Supply Only) 




For applications requiring a dc level shift, the circuit of 
Figure All-8 or All-9 are recommended. 




FIGURE All-8. Transistor Coupled MOS Clock Driver 


FIGURE All-9. DC Coupled MOS Clock Driver 


APPENDIX III 


MOS Interface Circuits 


MOS Clock Drivers 


DS0025C 

DS0026C 

DS3671 

DS3674 

DS75361 

DS75365 


Direct coupled, single phase, TTL 
compatible clock driver. 

Two phase, direct or ac coupled 
clock driver. 

10 MHz, single phase direct coupled 
clock driver. 

Two phase, ac coupled clock driver. 
Low cost, two phase clock driver. 
Low cost, two phase, high speed 
clock driver. 

Dual bootstrapped MOS driver. 
Quad MOS clock driver. 

Dual TTL-to-MOS driver. 

Quad TTL-to-MOS driver. 


MOS RAM Memory Address and Precharge Drivers 

DS0025C Dual address and precharge driver. 

DS0026C Dual high speed address and pre- 

charge driver. 


TTL to MOS Interface 


Dual high speed TTL to negative 
level converter. 


DS8810/DS8812/ 

DS8819 


DS3645/DS3675 

DS3647/DS3677 

DS3648/DS3678 

DS3649/DS3679 

DS36149/DS36179 


Dual TTL to negative level con- 
verter. 

Open collector TTL to positive 
high level MOS converter gates. 
Active pull-up TTL to positive high 
level MOS converter gates. 

Hex TRI-STATE® MOS driver. 
Quad TRI-STATE MOS driver I/O 
register. 

TRI-STATE MOS driver multi- 
plexer. 

Hex TRI-STATE MOS driver. 

Hex TRI-STATE MOS driver. 


MOS to TTL Converters and Sense Amps 


DS75107, 

DS75207 


Dual sense amp for MM1103 Ik 
MOS RAM memory. 


Voltage Regulators for MOS Systems 

LM309, LM340 Positive regulators. 

Series 

LM320 Series Negative regulators. 

LM325 Series Dual +/- regulators. 
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The DP8400 Family of 
Memory Interface Circuits 


INTRODUCTION 


TABLE I. DP8400 FAMILY MEMBERS 


FULL FUNCTION DRAM CONTROLLER 


The heart of any DRAM array design is the controller func- 
tion. Previous LSI controllers supplied a minimum func- 
tion of address multiplexing with an on-board refresh 
counter. This required externai delay line timing and logic 
to control memory access, additional logic to perform 
memory refresh, and external drivers to drive the capaci- 
tive memory array. The complete solution results in signifi- 
cant access delay in relation to DRAM speeds and skews 
in output sequencing, as well as a large component count. 


A previous LSI solution brought much of this logic on-chip. 
However, it is limited in application to certain microproc- 
essors and has the disadvantage of aii access timing orig- 
inating from an externai clock, whose phase uncertainty 
generates a delay in actually knowing vyhen an access has 
started. 


National Semiconductor 
Application Note 302 
Charles Carinalli 
Mike Evans 
March 1983 


The rapid deveiopment in dynamic random access mem- 
ory (DRAM) chip storage capability, coupled with signifi- 
cant component cost reductions, has allowed designers 
to build large memory arrays with high performance speci- 
fications. However, the development of memory arrays 
continues to have a common set of problems generated by 
the complex timing and refresh requirements of DRAMs. 
These include: how to quickly drive the memories to take 
advantage of their speed, minimization of board space re- 
quired by the support circuitry and the need for error 
detection and correction. Unfortunately, these problems 
must be addressed with each new system design. Full sys- 
tem solutions will vary greatly, depending on the DRAM ar- 
ray size, memory speed, and the processor. 

This application note introduces a complete family of 
DRAM support circuits that provides a straightforward 
solution to the above problems while allowing a high 
degree of flexibility in application with little or no perform- 
ance penalty. The DP8400 family (Table I) includes DRAM 
controllers, an expandable error detection/correction cir- 
cuit, octal address buffers and system control circuits. 
The LSI blocks are designed with flexible interfaces, mak- 
ing appiication possible with ail existing DRAMs includ- 
ing the recently announced 256Ks. Additionally, interface 
is easy to all popular microprocessors with memory word 
widths possible from 8 to 80 bits. 


DP8400 

Expandable Error 
Checker/Corrector 

DP8408, DP8409 

DRAM Controllers 

DP84240, DP84244 

DRAM Buffer Drivers 

DP84300 Series 

Microprocessor 
Interface Circuits 


The DP8409 multi-mode dynamic RAM controller/driver is 
the first controller to resolve all of these problems. This 
Schottky bipolar device provides the flexibility of external 
access control, along with automatic access timing gen- 
eration, without the need for an externai timing generator 
clock. In addition, on-board capacitive drivers allow direct 
drive forover88 DRAMs. With the simple addition of refresh 
clocks, the circuit can perform hidden refresh automati- 
cally. But possibly one of the DP8409’s most important ad- 
vantages is its upgradability for use with 256K DRAMs. 


All Control On-Chip 


Figure 7 is a block diagram of the DP8409. The ADS input 
strobes the parallel memory address into the row latches 
RO-8, the column latches CO-8, and bank select BO and 
B1. The nine output drivers may be multiplexed between 
the row or column input l atch es, or the 9-bit on-chip 
refresh counter. One of four RAS outputs is selected dur- 
ing an acce ss cy cle by setting the bank select Inputs BO or 
B1. All four RAS outputs are active during refresh. Either 
exter nal or automatic control Is available on-chip for the 
CAS output, while an on-chip buffer is provided to mini- 
mize skew associated with WE output generation. 

All DRAM address and control outputs on the DP8409 can 
directly drive in excess of 500 pF, or the equivalent of 88 
DRAMs (4 banks of 22 DRAMs). All output drivers are 
closely matched, significantly reducing output skew. 
Each output stage has symmetrical high and low logic 
level drive capability, insuring matched rise and fall time 
characteristics. 


Flexibility and Upgradability to 256K 


m 


The 9 multiplexed address outputs and 9-bit internal re- 
fresh counter of the DP8409 not only guarantee its use 
with all current DRAMs (16K and 64Ks), but also enable 
direct addressing capability for the forthcoming 256K 
DRAMs. Careful design of memory boards, using the cur- 
rent 64K DRAMs with the DP8409, will insure direct up- 
gradability to 256K DRAMs. This can be done by simply 
allowing for board address extension by two bits and 
designing the ninth address trace (Q8) of the DP8409 to 
connect to pin 1 of the DRAMs (A8). This is, in general, a 
nonconnected pin in 64Ks and the ninth address in 256Ks. 
All that need be done is to remove the 64Ks and replace 
them with 256Ks, thereby increasing the memory on the 
same board by a 4 to 1 ratio. The resulting development 
cost saving can be significant. 


Three mode pins (MO, Ml and M2) offer externally select- 
able modes of operation, a key reason for the DP8409’s ap- 
plication flexibility (Table II). The operational modes are 
divided between external and automatic memory control. 
Modes 0, 3b, and 4 provide full oontrol of access and 
refresh for systems with external memory controllers or 
for special purpose applications. Here all timing can be 
directly controlled by the external system as shown in 
Figure 2. 
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RO-8 


ROW ADDRESS 
INPUT LATCH 


CO-8 


CS 
RASlN 
R/C (RFCK) 
CTiM(RGCK) 

WIN 



' Indicates that there 
is a 3 kD puil-up 
resistor on these 
outputs when they 
are disabled. 


RFI/0 M2(RFSH) Ml MO 
FIGURE 1. DP8409 Block Diagram 

TABLE II. DP8409 MODE SELECT OPTIONS 


Mode 

(RFSH) 

M2 

M1 

MO 

Mode of Operation 

Conditions 

0 

0 

0 

0 

Externally Controlled Refresh 

RF l/0 = E0C 

1 

0 

0 

1 

Auto Refresh— -Forced 

RF I/O = Refresh Request (RFRQ) 

2 

0 

1 

0 

Internal Auto Burst Refresh 

RFI/0 = E0C 

3a 

0 

1 

1 

All R^ Auto Write 

RFI/0 = E0C 

3b 

0 

1 

1 

Externally Controlled All RAS Access 

All RAS Active 

4 

1 

0 

0 

Externally Controlled Access 


5 

1 

0 

1 

Auto Access, Slow tp^H. Hidden Refresh 


6 

1 

1 

0 

Auto Access, Fast tpAH 


7 

1 

1 

1 

Set End of Count 



Modes 1, 5 and 6 provide on-chip automatic access se- 
quencing with hidden refresh capability. A graphic ex- 
ample of the automatic access modes of the DP8409 is 
shown in Figures. All DRAM ac cess tim ing and control is 
generated from one input strobe, RASlN; no external clock 
is required. On-chip delays insure proper address and con- 
trol sequencing once the valid parallel address is pre- 
sented to the fa ll-through input latches of the DP 8409. 
When the RASlN transitions high-to-low, the decoded RAS 
output transitions low, strobing the row address into the 
DRAM array. An on-chip delay automatically generates a 
guaranteed selectable (mode 5 or 6) row address hold 
time. At this point, the DP8409 switches the address out- 
puts from the row latch to the column latch. Then another 
on-chip delay generates a guaranteed column address 


set-up time before CAS, so that the CAS output automati- 
cally strobes the column address into the DRAM array. 
Read or write cycles are controlled by the system through 
independent control of the WE buffer that is provided on- 
chip to minimize delay skewing. The automatic access 
mode makes the dynarnic RAM appear static wi th resp ect 
to access timing. In this mode, only one signal, RASlN, is 
needed after valid parallel addresses are presented to the 
DP 8409 to init iate p roper access sequencing. Access tim- 
ing (RASlN to CAS), with full output loading of 88 DRAMs 
in the auto access mode, is determined by the dash num- 
ber given on the DP8409 data sheet. All performance char- 
acteristics are specified over the full operating 
temperature and supply ranges. 
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FIGURE 2. Typical Application of DP8409 Using External Control and Refresh in Modes 0 and 4 



MULTIPLEXED 

ADDRESS 




FIGURE 3. This figure demonstrates the automatic accessing capability of the DP8409. Only one strobing edge, RASIN, 
is required for generation of all DRAM access timing signals. This is accomplished with on-chip delay generators, 
eliminating the need for external delay lines. No access timing clock is necessary. 
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Refreshing 

The DP8409 also provides hidden refresh capability while 
in one of the automatic access modes (Figure 4). In this 
mode, it wiii automaticaiiy perform a refresh without the 
system being interrupted. To do this, the DP8409 requires 
two clock signals, refresh clock (RF CK) w hich defines the 
refresh period (usually 16 ns), and RAS generator clock 
(RGCK), which is typically the microprocessor clock. 

Highest priority is given to hidden refreshing through use 
of level sensing of RFCK. A refresh cycle begins when 
RFCK transitions to a high level. If during the time RFCK is 
high the DP8409 is deselected in the high state) and 
the processor is accessing another portion of the system 
such as another memory segment, or ROM, or a periph- 
eral, then a hidden refresh is performed. W hen a re ad or 
write cycle is initiated by the processor, the RASIN input 
on the DP8409 transitions low. With CS high, this causes 
the present state of the internal refresh counter t o be 
placed on the address outputs, followed by the four RAS 
outputs transitioning low, strobing the r efresh a ddress 
into the DRAM array. W hen t he cycle ends, RASIN will ter- 
minate, thus forcing the RAS outputs back to their inactive 
state and ending the hidden refresh. The refresh counter is 
then incremented and another microprocessor cycle can 
begin immediately. However, to save power, the DP8409 
will allow only one hidden refresh to occur during a given 
RFCK cycle. 

In the event that a hidden refresh does not occur, the 
DP8409 must force a refresh before the RFCK’s next posi- 
tive-going transition. The system is notified after the 


negative-going RFCK transition that a hidden refresh has 
not occurred, via the refresh request output (RF I/O pin). 
The system acknowledges the request for a forced refresh 
by setting M2 (refresh) low on the DP8409 and preventing 
further access to the DP8409.The DP8409 then uses RGCK 
to generate an automatic forced refresh. The refresh re- 
quest pin then returns to the inactive state, and the 
DP8409 allows the processor to take full system control 
after the forced refresh has been completed. 

OCTAL MEMORY DRIVERS 

When the memory array becomes large and the 88-DRAM 
drive capability of the DP8409 becomes insufficient, addi- 
tional address and control buffers are required. However, 
like any other element in a DRAM system, selection of the 
improper driver can have significant impact on system 
performance. 

In the past, this function has been performed using 
Schottky logic family circuits such as the DM74S240 octal 
inverter or the DM74S244 octal buffer. The output stages 
of these devices have good drive capability, but their per- 
formance with heavy capacitive loads is not ideal for 
DRAM arrays. The key disadvantage of these devices is 
their nonsymmetrical rise and fall time characteristics 
and their long propagation delays with heavy load capaci- 
tance. The former is a result of impedance mismatch in 
the upper and lower output stages. The latter stems from 
process capability and circuit design techniques not 
tailored to the DRAM application. The combined result of 
all these factors is increased output skew in address and 
control lines when these devices are used as buffers. 
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Two new devices are now available for this application. 
The DP84240 is pin and function compatible with the 
DM74S240. The DP84244 is likewise compatible with the 
DM74S244. However, this is where trie similarity between 
the devices ends. Both the DP84240 and the DP84244 have 
been designed specifically to drive DRAM arrays. Figure 5 
shows a typical application of the DP84244, used in con- 
junction with the DP8409, to drive a very large memory 
array. 

Figures 6a, 6b show some typical performance curves 
for these circuits. Note that, at over 500 pF, the propaga- 
tion delay through these drivers is on the order of 15 ns. 
This delay includes propagation delay and rise or fall 
time. Even with this high speed, chip power dissipation 


is still maintained at a reasonable level as demonstrated 
by the graphs shown in Figures 7a, 7b of power versus 
frequency. 

The DP84240 and the DP84244 are fabricated on a high 
performance oxide-isolated Schottky bipolar process. 
Special circuit techniques have been used to minimize in- 
ternal delays and skews. Additionally, both rise and fall 
time characteristics track closely as a function of load ca- 
pacitance. This has been accomplished through imped- 
ance matching of the upper and lower output stages. The 
result of these characteristics is a substantial reduction 
of skew in both the address and control lines to the DRAM 
array. 


‘Resistor required depends on DRAM load. See AN-305 
"Precautions to Take When Driving Memories." 
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FIGURE 5. The DP84244 Used as a Buffer In a Large Memory Array (greater than 88 DRAMs) Controlled by the DP8409 
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FIGURE 6a. tpi.^ Measured to 2.7V on Output vs. Cl 


FIGURE 6b. tpHL Measured to 0.8V on Output vs. Cl 
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0 1.0 2.0 3.0 4.0 5.0 

1-FREQUENCY (MHz) 


FIGURE 7a. Typical Power Dissipation for DP84240 
at Mqc = 5.5V (All 8 drivers switching 
simultaneously) 



0 1.0 2.0 3.0 4.0 5.0 

f-FREQUENCY(MHz) 


FIGURE 7b. Typical Power Dissipation for DP84244 
at Vcc = 5.5V (All 8 drivers switching 
simultaneously) 


The output stages of the DP84240 and the DP84244, 
although well matched, are relatively low Impedance. Out- 
put impedance is under 10Q. Some DRAM arrays will re- 
quire the addition of damping resistors in series with the 
outputs of the drivers. These damping resistors are used 
to minimize undershoot which may have a harmful effect 
on the DRAMs if allowed to become large. This under- 
shoot is caused by the high transient currents from the 
drivers necessary to drive the capacitive loads. These high 
currents pass through a distributed inductive/capacitive 
circuit created by the board traces and the DRAM load, 
causing the undershoot. 

The damping resistor has specifically not been placed on- 
chip because its value is dependent on the DRAM array 
size and board layout. In fact, address lines will quite often 
require a different resistor value from the DRAM control 
lines. The resistor must be tuned for a particular board 
layout since too high a resistor will produce an exces- 
sively slow edge and too low a resistor will not remove the 
undershoot. Values for damping resistors may vary from 
15n to 1500, depending on the application. Placing any 
value of damping resistor on-chip, other than a value less 
than the minimum, severely restricts the application of 
these high performance circuits. 

Another key advantage of both the DP84240 and the 
DP84244 is their low input capacitance. Previous address 
buffer/drivers (such as the DM74S240/244) have high input 
capacitance. Fast edges at the inputs of these drivers 
become slower and distorted due to this dynamic input 


capacitance. This problem must be factored as an addi- 
tional delay through these drivers— a delay not shown by 
the data sheet specifications. Additionally, the problem 
becomes increasingly severe as multiple driver inputs are 
used in parallel for bus expansion applications. 

Both the DP84240 and the DP84244 are designed to signifi- 
cantly reduce both static and dynamic input capacitance. 
When these devices are driven with standard logic cir- 
cuits, no appreciable overhead delay need be added to the 
basic device delay specifications due to input pulse 
distortion. 

ERROR CORRECTION 

The determination of whether a DRAM system requires 
error correction must be resolved early in the system 
design. A positive answer to this question may have far- 
reaching impact on board development time and compo- 
nent cost. It is clear, however, that such a decision cannot 
be taken lightly. 

The type and origin of errors in DRAM systems are many 
and can result from a numberof sources (Table III). Current 
estimates of soft error rates due to alpha particles in 64K 
RAMs indicate some hope that these error rates will be 
similar or possibly better than those found in 16K 
DRAMS— but the facts are still somewhat unclear. How- 
ever, it is clear that the introduction in the near future of 
256K DRAMs with even smaller memory cells and greater 
chip densities will place a significant challenge on DRAM 
chip designers to keep these rates down. It is believed by 
some that error correction may become mandatory in 
future DRAM system designs. Currently, the decision to 
add error correction is not so straightforward. It depends 
on many factors, not the least of which is the end user’s 
perception of its value to system uptime and reliability. 


TABLE III. THE SOURCES AND TYPES OF 
MEMORY ERRORS 


Error 

Type 

Sources 

System Action 

Soft 

• Alpha particles 

• System noise 

• Chip patterns 

• Power glitches 

Temporary system error- 
may be overwritten with a 
iow probability of 
repetition 

Hard 

• Stuck memory bit 

• Memory chip interface 

• interface circuit failure 

Permanent failure— may 
act as logic 1 or 0 


Generally, error correction will always be found in highly 
reliable systems using DRAMs, such as process control 
equipment, banking terminals, and military systems where 
high data integrity and minimum downtime are priorities. 
However, the importance of error correction has grown 
substantially, to the point that it is now used as a selling 
feature in the vast majority of large memory-based sys- 
tems. In fact, some major computer houses have adopted 
guidelines for use by their designers in the development of 
DRAM arrays. A somewhat common set has been found— 
if the memory array is on the order of 1/4 million bytes, 
then word parity should be used. This permits the detec- 
tion of single bit errors but does not allow error correction. 
When the total memory approaches 1/2 million bytes, then 
double bit error detection and single bit error correction 
should be added. 

The decision to add error correction to a system is costly, 
both in memory overhead and control hardware. Table IV 
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TABLE IV. CHECK BIT OVERHEAD FOR MULTIPLE BIT 
ERROR DETECTION AND SINGLE BIT ERROR 
CORRECTION 


to 80-bit data words. It is a 16-bit chip that is easiiy expand- 
able with the simple addition of more DP8400s for each 
16-bit word increment. 


Number of Bits 

Number of 

Percentage 

in Memory 

Check Bits 

of Excess 

Data Word 

Required 

Memory 

8 

5 

63% 

16 

6 

38% 

24 

6 (7) 

25% (29%) 

32 

7 

22% 

48 

7(8) 

15% (17%) 

64 

8 

13% 


Note: The number stated assumes the use of the DP8400; the number in 
parentheses is required by other error correction circuits. 


lists the number of additional memory chips required to 
support single bit error correction and double bit error 
detection as a function of the memory data word width. 

This table also shows the percentage of DRAM overhead 
required to implement this function. Adding error correc- 
tion also increases the memory access delay, since the in- 
formation contained in the overhead chips must be ana- 
lyzed in each read and generated in each write operation. 

DP8400 Expandable Error Correction Chip 

The DP8400 expandable error checker/corrector is shown 
in block diagram form in Figure 8. This circuit offers a high 
degree of flexibility in applications which range from 8-bit 


Figures 9a, 9b and 9c demonstrate its basic operation in 
the write and read memory access cycles. Figure 9a 
shows the normal write cycle, where system data is used 
by the DP8400 to generate parity bits, called check bits, 
based on certain combinations of the data bits. This com- 
bination is defined by the DP8400’s matrix shown in 
Figure 10. Whenever a ‘1’ occurs in any row, the corre- 
sponding input data bit at the top of the column helps 
determine the parity for that check bit labeled at the end of 
the row. These check bits are written along with the data at 
the same memory address. Also, during a memory write 
cycle the DP8400 checks system byte parity. This is parity 
associated with the data bytes transmitted between the 
processor and the memory card. This is an optional fea- 
ture that may prove very valuable in multiple board 
memory systems. 

Sometime later a read will occur at this same memory 
address. The reading of memory data may be performed in 
two ways, as shown in Figures 9b and 9c. In the read cycle, 
the DP8400 uses the data read from memory and internally 
regenerates check bits using the same matrix. These 
newly generated check bits are then compared (using X-OR 
gates) with the check bits read from memory to detect 
errors. The result of this comparison is called a syndrome 
word. Any differences in the generated versus read check 
bits will result in at least one syndrome bit true. This indi- 
cates an error in either the read data or check bit field or 
both. 


BYTE 

PARITY 

I/O 


DATA 

BUS 


MODE CONTROL OUTPUTS 
(MO, M1, M2j 

FIGURE 8. DP8400 Simplified Block Diagram 
7^9 


(OES) 



DATA 
OUTPUT 
■ ENABLE. 
BYTEO 
(OBO) 


OUTPUT ENABLE, 
•BYTE1 (OBI) 
ENCODER 
. 3 ERROR FLAGS 
(AE, EO, E1) 


CHECK BIT 


(CG0-CG7) 

OUTPUT 

.LATCH 

ENABLE 

(OLE) 
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FIGURE 9a. Normal Write Mode with DP8400 



FIGURE 9b. Normal Read Mode Using the 
Error Monitoring Method with the DP8400 



FIGURE 9c. Normal Read Mode Using the 
Always Correct Method with the DP8400 



HEXADECIMAL EQUIVALENT 
OF SYNDROME BITS 

* C2, C3 generate odd parity FIGURE 10. DP8400 Matrix 
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A key advantage of the DP8400 is that it has three error 
fiags detailing the type of error occurrence. These are 
generated using the syndrome word in the manner shown 
in Figure 11. The resuiting error type identifications are 
shown in Table V. The three error flags allow complete 
error type identification, plus the unique determination of 
doubie bit errors, which wili be key during the discussion 
of double bit error correction. Also, on a memory read, the 
DP8400 generates byte parity bits for transmission to the, 
processor along with the data. 


SG, SG ANY SYNDROME BIT 



INTERNAL 

SYNDROME 

BUS 

FIGURE 11. The DP8400 Error Encoder 
Generating 3 Error Flags 


TABLE V. ERROR FLAGS AFTER NORMAL READ 


AE 

El 

EO 

Error Type 

0 

0 

0 

No error 

1 

1 

0 

Single check bit error 

1 

1 

1 

Single data error 

1 

0 

0 

Double-bit error 

All Others 

Invalid conditions 


There are two basic memory read methods that may be 
used with the DP8400. The first is shown in Figure 9b and 
is called the error monitoring method. Here, the read data 
is assumed to be correct and the processor immediately 
acts on the data. If the DP8400 detects an error, the proc- 
essor is interrupted using the any error flag (AE). Using 
this method, there is no detection delay in most memory 
reads since errors seldom occur, but when an error does 
occur, the processor must be capable of accepting an in- 
terrupt and a read cycle extension to obtain the corrected 
data from the DP8400. 

A second approach is called the always correct method, 
Figure 9c. In this case, the data is always assumed to be in 


error and the processor always waits for the DP8400 to 
analyze whether an error exists. Then the corrected or un- 
changed data is read from the DP8400. Although this 
method results in longer memory read time, every memory 
read will always be of the same delay except when a dou- 
ble error occurs. The selection of which method to use 
depends on many factors, including the processor, system 
structure, and performance. 


Double Bit Error Correct 


The probability of double bit errors in DRAM systems is 
relatively low, but as memory array sizes grow, the occur- 
rence of these error types must be considered. Adopting 
certain practices, such as rewriting a memory location 
whenever an error is detected, or using “memory scrub- 
bing” techniques, can significantly reduce the probability 
of a double soft error occurrence. Memory scrubbing is 
when the system, during low usage, actually accesses 
memory solely for the purpose of identifying and correct- 
ing single soft errors. This is an important technique if 
there are segments of the memory that are not always be- 
ing accessed so that soft error occurrences would not be 
quickly found. 

The occurrence of a double error comprising one soft and 
one hard must now be considered. This type of error has a 
higher probability than two soft errors. The hard error may 
be due to a catastrophic chip failure, and a subsequent 
soft error will create two errors. This can be a source of 
concern since most error correction chips cannot handle 
double errors of this type. Therefore, most systems will 
“crash” when a catastrophic chip failure is coupled with a 
soft error in the same memory address. 

The DP8400 has been designed to handle just such an oc- 
currence. It can correct any double bit error, as long as at 
least one of the errors is a hard error. The DP8400 does this 
without the need for extra hardware required for the basic 
double bit detect/single bit correct system implementa- 
tion. This method is called the double complement correct 
technique and is demonstrated in Figure 12 using a 4-bit 
data word for simplicity. In this example, a single hard 
error is located in the most significant bit of a particuiar 
memory location and a soft error occurs at the next bit. 
The position of the errors is not important since the errors 
may be distributed in either the data or check bit field or 
both. First, the data word and corresponding check bits 
are written to this memory location. When a later read of 
this location occurs, step A, two errors are directiy re- 
ported by the DP8400 error flags. The system detects this, 
disables memory, and places the DP8400 in the comple- 
ment write mode. This causes the previously read data 
and check bits to be complemented in the DP8400 and 
written back to the same memory address, step B, writing 
over the previous soft error. Obviousiy this does not 
modify the cell where the hard error exists. The system 
then reads from the same address again, but this time it 
places the DP8400 in the complement read mode, step C. 
The DP8400 again complements the memory data and 
check bits and generates new check bits based on the new 
data word. At this point, the chip detects a single bit error 
in the bit position where the soft error occurred, and using 
the conventional single error correction procedure, 
returns corrected data to the system, step D. 

In the second read, the complement read, the hard error 
repeats since this bit iocation again receives a bit which is 
complemented with respect to itself. But the soft error has 
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been ovenwritten and does not repeat. Effectively, the 
memory has complemented the hard bit error position 
twice and the soft bit error position only once, while the 
DP8400 complements both positions twice. Therefore, 
after the second read, there is only one error left, the soft 
error. Since this is now a single error it can be directly 
corrected. 

After the complement correct cycle, the memory must be 
rewritten with the corrected data since the address now 
contains data that is complemented. Full error reporting is 
available from the DP8400 after the second read, the com- 
plement read, of memory. This is shown in Table VI. 

This method is a very effective tool to avoid system crash 
due to memory chip failure, and can do much to reduce un- 
scheduled field service calls. The only time the system will 


see a double error that is not directly correctable is when a 
double soft error occurs. The probability of this is very low 
if the previously discussed techniques are used. The extra 
time taken to do an additional read and write of memory is 
insignificant when .the alternative is a system that has a 
catastrophic failure that requires immediate field service. 
Using this technique, software may be provided in the sys- 
tem to warn the operator that the system is in a degraded 
operational mode and that field service should occur 
shortly. In the meantime, the system will continue to 
operate properly. The key to the effectiveness of the 
DP8400 in this application is its three error flags which 
allow complete error reporting— including a unique 
double error indication. 



FIGURE 12. Double Error Correct Complement Hard Error Method— 
1 Hard Error and 1 Soft Error in Data Bits 


TABLE VI. DP8400 ERROR FLAGS AFTER A COMPLEMENT READ 


m 

□ 

m 

Error Type 

p 

□ 

D 

Two hard errors 

P 

D 

a 

One hard error, one soft check bit error 

■■ 

D 

n 

One hard error, one soft data bit error 

n 

D 

El 

Two soft errors, not corrected 
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MICROPROCESSOR INTERFACE CIRCUITS 

The major 8-bit and 16-bit microprocessors have different 
controi signai timing. There are aiso a number of speed op- 
tions. The DP8400 famiiy was designed, not for a specific 
microprocessor, but rather, significant control flexibility 
has been provided on both the DP8409 and the DP8400 for 
easy interface to any microprocessor. However, a certain 
amount of “glue” is necessary to interface to these LSI cir- 
cuits, usually in the form of a number of MSI/SSI logic cir- 
cuits,. Not only can this be costly in board space utiliza- 
tion, but it is usually the one place where the most design 
related problems occur in system development. 

Figures 13 and 14 show the DP8400 family solution to this 
problem— the DP84300 series of microprocessor inter- 
face circuits. Figure 13 shows how the DP84300 refresh 
timer and the DP843X2 microprocessor interface circuit 
connect to the DP8409 and various microprocesssors. 
Figure 14 shows the DP8409 and the DP8400 together in a 
microprocessor-based memory system using DRAMs, 
with double bit error detect and single bit error correct 
capability. In addition, it shows that with the simple addi- 
tion of some standard data buffers, how the system can 
implement byte writing to the DRAM array. 


This system structure requires the insertion of few or no 
wait states during a memory access cycle, thus maximiz- 
ing throughput. The DP84300 circuits have been designed 
to work with the DP8409 to control refreshing so that 
system throughput is affected only when absolutely 
necessary. First, in any refresh clock period of 16 /ts, hid- 
den refreshing is given maximum opportunity. This can be 
helped with the optional DP84300 refresh interval gener- 
ator which offers maximum high-to-low ratioing of RFCK. 
Second, when a hidden refresh does not occur in a par- 
ticular RFCK cycle, a forced refresh may still not affect a 
slow access cycle. The worst-case is when an access is 
pending during a forced refresh, in which case a three wait 
state delay is usually the maximum penalty. 

Usually two DP84300 type chips would be required to in- 
terface between any microprocessor and the DP8400/ 
DP8409 combined system. These chips would handle 
the read/write control as well as error detection and cor- 
rection control. Table VII shows the individual DP84300 
circuits that would be used in systems with no error 
correction, thus requiring only the DP8409 DRAM 
controller. 


16-GIT MICROPROCESSOR DATA BUS 
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The DP8400 DRAM interface family provides complete 
solutions to memory support. This begins with the LSI 
functions such as the DP8400 expandable error checker/ 
corrector and the DP8409 DRAM controller/driver. It con- 
tinues with the DP84240 and the DP84244 high perform- 
ance buffer/drivers. Finally, it concludes with easy inter- 
face to popular microprocessors with the use of the 
DP84300 series. It is the first family of DRAM support cir- 


cuits designed for universal applications with multiple 
microprocessors. 

Data sheets and more detailed application information 
are available for all the members of the DP8400 family. 
Contact your local National Semiconductor representa- 
tive or National Semiconductor directly. 



FIGURE 14. Flexible application of the DP8409 and DP8400. This figure shows an appiication with 
a 16-bit microprocessor. 


TABLE Vii. THE DP84300 SERIES OF INTERFACE 
CIRCUITS FOR VARIOUS 16-BIT MICROPROCESSORS 


16-Bit 

Microprocessor 

System Using 
Only DP8409 

National 

DP84312 

16032 


Motorola 

DP84322 

68000 


Intel 

DP84332 

8086/8 


Zilog 

(2) 74S64 

8000 

(1) 74S04 
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Semiconductor 


Dynamic Memory Support 


DP84240/DP84244 Octal TRI-STATE® MOS Drivers 


General Description 


The DP84240 and DP84244 are octal TRI-STATE drivers 
which are designed for heavy capacitive load applications 
such as fast data buffers or as memory address drivers. 
The DP84240 is an inverting driver which is pin-compat- 
ible with both the 74S240 and AM2965. The DP84244 is a 
non-inverting driver which is pin-compatible with the 
74S244 and AM2966. These parts are fabricated using 
an oxide isolation process, for much faster speeds, and 
are designed for load capacitances of 250pF or greater. 


Features 

■ tpd specified with 250pF and SOOpF loads 

■ Output specified from 0.8V to 2.7V 

■ Designed for symmetric rise and fall times at 
SOOpF 

■ Outputs glitch free at power up and power down 

■ PNP inputs reduce DC loading on bus lines 

■ Low static and dynamic input capacitance 

■ Low skew times between edges and pins 

■ AC parameters specified with all outputs switching 
simultaneously 


TRI-STATE® Is a registered trademark of National Semiconductor Corporation 


Connection Diagrams 


Truth Tables 


DP84240 



Inputs 
G A 

Outputs 

Y 

H X 

Z 

L L 

H 

L H 

L 


H = High Level 
L = Low Level 
X= Don’t Care 
Z = High Impedance 


DP84244 



Inputs 
G A 

Outputs 

Y 

H X 

Z 

L L 

L 

L H 

H 


Order Number DP84240J, DP84244J, 
DP84240N or DP84244N 
See NS Package J20A or N20A 
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DP84240/DP84244 


Operating Conditions 


Absoiute Maximum Ratings (Note i) 

Supply Voltage, Vcc 7.0V 

Logical “1” Input Voltage 7.0V- Vcc Supply Voltage 

Logical “0” Input Voltage -1.5V Ambient Temperature 

Storage Temperature Range -65°C to +150°C 

Maximum Power Dissipation* at 25“C 
Cavity package 1667mW 

Molded Package 1832mW 

Lead Temperature (soldering, 10 seconds) 300°C 


•Derate cavity package 11.1mW/°C above 25°C; derate molded 
package 14.7mW/”C above 25°C. 


Electricai Characteristics vcc = sv ± io%, o < ta < to^c. see Notes 2 and 3 . 


Min 

4.5 

0 


Max 

5.5 

+70 


Units 

V 

°c 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|N(1) 

Logical “1” Input Voltage 


2.0 



V 

V|N(0) 

Logical “0” Input Voltage 




0.8 

V 

m 

Logical “1’ Input Current 

V,n = 2.7V 


0.1 

20 

mA 

V|n = 7.0V 



100 

pA 


ESi 

Logical “0” Input Current 

0<V(n<0.4V 


-50 

-200 

pA 

VCLAMP 

Input Clamp Voltage 

I|N = — 18mA 


-1 

-1.2 

V 

VOH 

Logical “1” Output Voltage 

loH =”100f^A 

loH =~1 rnA 

Vcc -1.15 
Vcc “ 1-5 

4.3 

3.9 


V 

VoL 

Logical "0” Output Voltage 

Iol = 10mA 
lot = 12mA 




V 

•id 

Logical “1” Drive Current 

Vout = 1.5V 

-75 

-250 


mA 

Iqd 

Logical “0” Drive Current 

II 

on 

< 

+100 

+150 


mA 

Hi-Z 

TRI-STATE Output Current 

0.4 V <VouT< 2.7 V 

-100 


+100 

mA 

Icc 

Supply Current 

All Outputs Open 






DP84240 

All Outputs High 


16 

50 




All Outputs Low 


74 

125 




All Outputs Hi-Z 


80 

125 

mA 


DP84244 

All Outputs High 


40 




All Outputs Low 

■ 

100 





All Outputs Hi-Z 


115 
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Switching Characteristics Vcc = 5V±10%, 0 <Ta<70°C, all outputs loaded with specified load capacitance 

and all eight outputs switching simultaneously. (See Note 3.) 


Symbol 

Parameter 

Conditions 





tpLH 

Propagation Delay from 


Cl = 250pF 

9 

16 

27 

ns 

LOW-to-HIGH Output 

Figures 1 & 3 

Cl = 500pF 

10 

20 

33 


Propagation Delay from 

Cl = 250pF 

9 

16 

25 

ns 

IPHL 

HIGH-to-LOW Output 


Cl = 500pF 

12 

20 

31 

tpLZ 

Output Disable Time from LOW 

Figures 2 & 4, 

S = 1, Cl = 50pF 


11 

24 

ns 

tpHZ 

Output Disable Time from HiGH 

Figures 2 & 4, 

S = 2, Cl = 50pF 


12 

24 

ns 

tpZL 

Output Enable Time to LOW 

Figures 2 & 4, 

S = 1, Cl = 500pF 


30 

45 

ns 

tpZH 

Output Enable Time to HiGH 

Figures 2 & 4, 

S = 2, Cl = 500pF 


23 

35 

ns 

tsKEW 

Output-to-Output Skew 
See Note 4. 




3 


ns 


Capacitance 

Ta = 25°C, f = 1MHz, Vcc = 5V±10%. See Note 3. 


Parameter 

Conditions 



C|N 

Aii other inputs tied low 

6 

pF 

Gout 

Output in TRI-STATE 

20 

PF 


Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature 
Range” they are not meant to imply that the devices shouid be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: All currents into device pins shown as positive; all currents out of device pins shown as negative; all voltages referenced to ground unless otherwise 
noted. All values shown as max. or min. are on an absolute value basis. 

Note 3: Typical characteristics are taken at Vcc = 5.0V and T/i, = 25°C. 

Note 4; The output-to-output skew is primarily a function of the number of outputs switching and the capacitive loading on those outputs. See Figures 5 and 6 
for the switching time variations. 
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DP84240/DP84244 


Switching Test Circuits 



Cl* > R 

> 2kQ 


*cl includes probe and jig capacitances 

TUF5219 

FIGURE 1. Capacitive Load Switching 


FIGURE 2. Three-State Enable/Dlsable 


Typical Switching Characteristics 


Voltage Waveforms 



tr=l|=2.5ns 

f=2.5MHz 

lpw~2C0ns 


-0-8V _ VOL 

ov 


1 


0.5 V 


I 



V' 

/ 




— IPZL 


tr=tf=2.5ns 

Ipw— CCOns 


FIGURE 3. Output Drive Levels 

Typical Performance Curves 


FIGURE 4. Three-State Control Levels 


Ta = 25”C 
-Vcc=5.0V 


'~1 

— 

r- 



/ 

/ 




/ 

/ 




1 1 






1 1 1 

ALL OUTPUTS 
-SWITCHING 
SIMULTANEOUSLY 








_ 




10 20 30 

tPLH (NS) 


Ta = 25°C 
-VCC = 5.0V 


ONE 

■ OUTPUT 
SWITCHING 




7 



/ 





/ 

j 




1 

/ 




9 

1 i I 

ALL OUTPUTS 
-SWITCHING 
SIMULTANEOUSLY 













10 20 30 40 

tPHL (NS) 


FIGURE 5. tpLH Measured to 2.7V on Output vs. Cl 


FIGURE 6. tpHL Measured to'O.SV on Output vs. Cl 
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Typical Performance Curves (Continued) 



0 1.0 2.0 3.0 4.0 5.0 

f-FREQUENCY(MHz) 


FIGURE 7. Typical Power Dissipation for DP84240 at 
Vcc = 5.5V (All 8 drivers switching 
simultaneously) 



0 1.0 2.0 3.0 4.0 5.0 


l-FREQUENCY (MHz) 

TUFJ21# 

FIGURE 8. Typical Power Dissipation for DP84244 at 
Vcc = 5.5V (All 8 drivers switching 
simultaneously) 


Typical Application 


•Flesistor required depends on DRAM load. See AN-305 
"Precautions to Take When Driving Memories.” 



RAS 3 


RAS 2 


RAS 1 


RAS 0 

DP8408/9 

WE 

DYNAMIC 


RAM 

CAS 

CONTROLLER 

AO-7 





-WVA 



DP84244 






WsA 


•These outputs may need resistors. 

See App. Note "Precautions to Take When Driving Memories.” 


0P84244 



UP TO 72 
BIT 

DATA BUS 


DP84244 used as a buffer In a large memory array (greater than 88 dynamic RAMs) 
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Single-Chip Controllers 
Cover All RAMs from 16k to 256k 


>A family of single-chip dynamic RAM controllers provides the access-timing 
and refreshing capability for any chip made, or projected. 


Single-chip controllers cover 
all ^Ms from 16-k to 256-k 


While the high performance and low cost of MOS 
dynamic RAMs make them the most widely used 
digital semiconductor devices, operating them is 
more difficult than most other memory chips. De- 
mands are growing for both the automatic sequenc- 
ing of RAM-access timing and the automatic control 
of refreshing. National Semiconductor’s response is 
the DP8400 family of memory-interface circuits. The 
first two members, the DP8408 and the DP8409, are 
powerful single-chip dynamic-RAM controllers 
housed in 48-pin dual-in-line packages and, more 
important, designed to drive the entire range of 
dynamic RAMs. 

The DP8408’s eight address outputs drive all cur- 
rent 16-k and 64-k dynamic RAMs. The DP8409, with 
nine address outputs, not only handles the same 
RAMs as the 8408, but can control the coming 
generation of 256-k memory chips. Both devices are 
pin-compatible, which means a system designed with 
the DP8408 to control 64-k chips can be directly 
upgraded to the DP8409 when 256-k RAMs appear 
on the market. Another benefit for designers is 
alternate-sourcing— the first DP8400 devices are 
available from MonolithicMemories(Sunnyvale,CA). 

The DP8408, a subset of the DP8409, fits into 
applications that do not require automatic 
refreshing. But it does have automatic access modes. 
The DP8409 is designed for any type of dynamic 
RAM system, from small microprocessor-based 
systems to large memory boards. An automatic- 
accessing mode makes it desirable in mainframes, 
since it reduces skew time tb that of just one chip, 
while offering tracking of the RAM input controls. 
This faster accessing permits the use of slower 
RAMs. With 64-k RAMs, for example, the cost 


Mike Evans, Applications Manager, Logic Group 
Charles Carinalll, Design Manager, Interface Circuits 


savings between 200-ns and 150-ns devices is signifi- 
cant when large quantities are involved. 

Microprocessor users will prefer the DP8409 to 
other controllers because a single chip performs all 
the basic automatic access sequencing and automatic 
refreshing control. (If desired, external refreshing 
can be used with either controller.) Fast automatic 
accessing eliminates the need for the wait states that 
are normally required in faster microprocessors. 
Automatic refreshing eliminates complicated re- 
fresh-arbitration control circuitry while offering a 



1 . with a 9-blt output bus suitable for interfacing with the 
largest dynamic RAMs (256 k), National Semiconductor's 
DP8409RAM controller drives every RAM available. Features 
Include automatic accessing, automatic refreshing, andhlgh- 
Impedance outputs when not selected. An 8-blt version, the 
DP8408, operates with RAMs up to 64 kbits, and Is used In 
applications that do not require automatic refreshing. 


Published in Electronic Design, February 4, 1982. 
Reprinted by permission. 
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hidden refresh feature to increase the system 
throughput. The DP8409 offers full control, includ- 
ing byte writing, of the 68000, 8086, and Z8000 
microprocessors, and National Semiconductor’s new 
16032 16-bit microprocessor. 

Controlling a dynamic RAM is no simple task (see 
“Dynamic RAM Operation— from RAS to CAS”). 
Three timing delays are required for an access, and 
refreshing must be performed continually. With the 
arrival of powerful 16-blt processors and their large, 
direct memories, a single-chip controller becomes 
necessary for efficient system design. Propagation 
timing delays through the controller must be in the 
tens of nanoseconds to minimize total access time. 
Moreover, to eliminate the propagation delays 
caused by additional memory drivers, a controller 
should be capable of directly driving a large number 
of RAMs. The controller must also reduce component 
cost and conserve PC-board area. 

To fulfill these requirements,- the DP8408 and 8409 
are fabricated in bipolar technology rather than 
MOS. LSI capability exists in bipolar technology, and 
bipolar dynamic-RAM controllers are already 
available. Two such controllers, Intel’s 8202 and 
AMD’s 2964 (AMZ8164), represented early attempts 
to bring timing delays under system control. 

In the Intel device, the clock is independent of the 


access-request signal, causing excessive synchroniz- 
ing delays before the appearance of the output 
signals. This leads to long system access times, and 
for most 16-bit microprocessors requires the inser- 
tion of wait states. The AMD controller is an address 
multiplexer with an on-board refresh counter and 
bank selection for up to four banks of RAMs. While 
this device drives a small number of RAMs, AMD 
offers octal memory drivers that can be' placed 
between the 2964 and the RAMs. Delays become 
progressively longer as timing signals proceed 
through the delay timer, the 2964, and the additional 
drivers. And external components are needed to 
initiate timing delays. Quite simply, the DP8408 and 
DP8409 go well beyond the access-time and func- 
tional capabilities of the 8202 and 2964. 

On board the RAM controllers 

A functional block diagram of the DP8409 is shown 
in Fig. 1. The DP8408 is similar, except for its 8- 
bit-wide multiplexed address-bus and the fact that 
its R/C and CASIN inputs do not provide dual func- 
tions asRFCK andRGCK inputs, as they do in the 8409. 

The multiplexed address outputs of both con- 
trollers can be selected from the row or column input 
latches, or from the refresh counter. A high level 
on input signal ADS enables input row-addresses, Ro 



2. The Interface of the DP6409 RAM controller to a 16-bit microprocessor looks ahead to the 
day when 256-kblt dynamic RAMs are available. By designing-ln the controller now, no 
modifications to printed-circult boards will be necessary when 256-k devices are developed. 
Simply exchanging controller chips will allow the memory -control capability of a 
microprocessortoincreaseby four times. 
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through Rs, input column-addresses Co through Cg, 
and bank-select inputs Bo and Bi into their respective 
input latches. ADS also latches these signals on its 
low-going edge. In a normal RAM access, Bo and Bi 
are decoded to determine which bank is selected. By 
enabling one of the four RAS outputs (when RASIN 
goes low), the contents of the row-address latch are 
strobed into the selected RAMs. 

Now the control logic causes the row addresses to 
be replaced with the column addresses, and CAS goes 
low as determined by the control logic. This causes 
the contents of the column-address latch to be 
strobed into the selected RAMs. 

On a write cycle, WE must be low as CAS goes low; 
on a read cycle. We must be high. For a read-m odif y- 
write cycle, WE must go low some time after CAS — 
this is specified in RA M data sheets. To simplify 
control, WE follows WIN unconditionally 20 ns later, 
typically. Three mode pins— Mo, Mi, and M2 (M2 is 
refresh mode)— offer externally selected operating 
modes. For example, mode 5— automatic access- 
identified by code 101, can be changed to mode 1— 
forced refresh— identified by code 100, when M 2 is 
driven low. These modes include automatic and 
external control of accesses, and various refreshing 
modes. 

Input pin selects or deselects the controller to 
allow for multiaddressing of memory. For accesses, 
C5 is normally low, but to access a second DP8409 
sharing the same memory, CS of the first 8409 must 
go high. This puts the three-state address outputs 
in a high-impedance high-state through an external 
5-kS2 pull-up resistor, and sets the control signals to 
a high impedance to prevent them from drifting low; 
a low level can result in a false access. Switching 
between chips takes about 30 ns, providing fast 
multiaddressing. Refreshing must be performed us- 
ing only one chip. As CS goes high in mode 5, 
deselection is overridden and, provided RFCK is 
already high, hidden refreshing can occur. 

Input/output pin RF I/O can be used to clear the 
refresh counter when it has been set low by an 
external open-collector gate. It also sends out an end- 
of-count signal — a low level — when the refresh 
counter has filled (counts are selectable to 127, 255, 
or 511). This is a useful feature for burst refreshing. 
In the automatic-refresh mode, RF I/O becomes the 
signal Refresh Request. 

No problems with capacitive loads 

One important asset of the DP8408 and 8409 is their 
ability to drive high-capacitance loads. RAM inputs 
are generally specified as having a maximum input 
capacitance of 10 pF/pin, but in large RAM systems, 
the worst-case input capacitance is usually on the 
order of 2.5 pF per input. However, one or two devices 



3. The DP8408/8409’s automatic-accessing capability uses 
on-chIp delay paths to provide faster access while saving on 
external delay-timing circuitry. On-chIp Schottky inverters 
track extremely well with temperature and voltage, keeping 
access-times stable. 

in a system can go up to 10 pF, especially at high 
temperature. On the other hand, RAM input currents 
carry specifications of around 10 ^lk maximum, but 
actual input currents seldom exceed 3 juA per input 
in large systems. Of the two parameters— 
capacitance and input current — high capacitance 
always causes more system problems. 

In addition to a RAM’s input capacitance, designers 
must consider the capacitance of the PC-board 
traces. The value of capacitance depends on trace 
length, nearness to other traces, board thickness, etc. 
Generally, this amounts to about 3.2 pF per input, 
giving a total worst-case input capacitance of 5.7 
pF/input. 

The output stages of the DP8408/8409 can drive 
up to 88 RAMs, or 500 pF of capacitive loading. 
Looking at it another way, the controllers can drive 
four banks each of 16-data bits plus 6 associated 
check bits for error correction; two banks of 32 data 
bits with 7 check bits; one bank of 64 data bits with 
8 check bits; or any smaller combination. Output rise 
and fall times are proportional to the capacitive 
loading, and more than 500 pF increases transition 
time. Similarly, less than 500 pF decreases propaga- 
tion delays. 

The output-driver stages of the DP8409/8409 are 
matched. Each stage has symmetrical high and low 
drive capability, which require that the high and low 
on-resistances be the same. High output currents are 
needed to quickly charge or discharge the effective 
RAM load capacitance on each output. In most 
applications, a series damping resistor is required 
between each output and the RAM to minimize 
undershoot. Undershoot occurs at RAM inputs hav- 
ing both inductive board traces and high capacitive 
loads on high-to-low transitions. 


7-22 



The value of the series damping resistor depends 
heavily on the board layout. Address lines usually 
use a value different from control lines, but both are 
functions of layout and input loading. The resistor 
is almost tuned to a specific board since too high a 
value yields an excessively slow edge, while too low 
a value does not remove the undershoot. In any case, 
damping-resistor values vary from 15 to 100 12. 

Control over all RAMs 

The DP8408 and 8409 are designed to control all 
multiplexed-address dynamic RAMs. The DP8408, 
with eight multiplexed address outputs and an 8-bit 
refresh counter, controls 16-k dynamic RAMs (-f-5 
V or three-power-supply types) and both configura- 
tions of 64-k RAMs (128 rows by 512 columns or 256 
rows by 256 columns). Memory users can specify 
either of the two 64-k RAM configurations provided 
the refresh counter on the DP8408 is used. This 
replaces on-the-RAM refresh counters offered by 
some RAM manufacturers. 

The DP8409’s nine address pins and 9-bit refresh 
counter allow it to gontrol 16-k, 64-k, and 256-k 
RAMs. Designers can take advantage of the 8409’s 
256-k capability by building current memory boards 
using the device. No modifications will be needed 
when the 256-k RAMs are available. By simply 
providing for two new input address lines and 
connecting Qs (the ninth multiplexed address output) 
to As (pin 1) of the RAMs, the memory size can be 
increased instantly by a factor of four. Figure 2 
shows how the connections are made. 

Automatic accessing capability is provided by the 
8408 and 8409 using on-chip delay paths to generate 
the correct timing sequence (Fig. 3). These delays 
are initiated from only one input signal, RASIN. This 
generates all the access-sequencing required by most 
RAMs. Automatic accessing operates in the follow- 
ing manner: First, RASIN is used to generate the 
selected RAS output as decoded from bank-select 
signals B| and Bo. RASIN is also fed to the first series 
of Schottky inverters to produce the necessary delay 
before rows can be switched to columns. This guaran- 
tees exceeding the row-address hold time (tRAn) of 
most RAMs. For 64-k RAMs, tRAu varies from 20 
to 25 ns, so the minimum specification for the 8408 
and 8409, 30 ns, is on the safe side. If the address 
outputs are driving 500-pF loads, switching from row 
addresses to valid column addresses takes 10 ns. The 
second series of inverters setCAS low 12 ns (typically) 
after the columns are valid. 

The inverters track with temperature and Vcc, as 
do the output driver stages. Tracking of the output 
paths holds over the specified temperature and Vcc 
ranges. Since Schottky-logic parameters do not vary 
significantly with temperature or Vcc, the absolute 


times are not affected by more than 25% over the 
0 to 70°C range. At the end of an access-cycle, RASIN 
goes high and the sequence repeats at a higher speed 
to terminate the cycle. 

An automatic-access mode offers two important 
advantages: First, there is no need for external 
timing delay circuitry — this saves cost, memory- 
board area, and the timing skews that external 
circuitry introduces. Second, this sequence is much 
faster than a clocked sequencing approach — that is, 
the delay from RASIN input to CAS output is much 
shorter. Benefits include a faster system access time, 
the possibility of eliminating a wait state in a 
microprocessor memory-access cycle, or the ability 
to choose slower RAMs (a lower-cost solution) 
without affecting access time. And since both chips 
need no external memory drivers, the timing skews 
are confined to just one chip. 

If automatic timing is not desired, another mode 
allows all timing to be under the control of the 
relevant external control signals. RASIN initiates the 
selected RAS output, R/C selects either the row or 
column address, and CASIN controls CAS. 


The DP8408 performs refresh operations only un- 
der external control. The microprocessor system 
decides when a refresh is needed by setting M 2 
(REFRESH) low to place the refresh counter contents 
on the address outputs. Then the system sets RASIN 
low to allow all four RAS outputs to low-stroke the 
refresh address into the rows of all four banks of 
RAMs. CAS is inhibited, preventing a false write, and 
the RAM data outputs remain in a high-impedance 
state. 

A refresh cycle ends when RASIN goes high and the 
refresh counter increments, ready for the next 
refresh cycle. Most RAMs require that all 128 rows 
be refreshed in 2 ms, or 256 rows in 4 ms. This can 
be accomplished by either guaranteeing a refresh on 
one row every 16 ^s, or performing a burst refresh 
of 128 rows at the start of each 2-ms period, until 
RFI/O indicates end-of-count. Most system designers 
prefer one refresh every 16 /xs. But this can involve 
inhibiting normal memory accessing, and requires 
refresh arbitration. 

The end-of-count indication on RF I/O can be set 
under external system control to either 127 or 255 
for burst-refresh applications. Actually, the internal 
address counter still counts to its maximum value, 
independent of the end-of-count value— the RF I/O 
value is a result of counter decode and does not reset 
the counter. This simplifies the RAM interface since 
the higher-order address bit-count is ignored by 
RAMs with 128 rows. 

In addition to providing the external-control 


Refreshing comes in many forms 
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refresh mode of the 8408, the 8409 performs hidden 
refreshing in one of the automatic-access modes. To 
attain maximum throughput, it is obviously advan- 
tageous to perform refreshes without interrupting 
the system. The DP8409 can do this by monitoring 
the CS input to see if it is high. If CS is high, the 
RAMs are not being accessed. If CS is high for one 
cycle, the 8409 performs a hidden refresh during this 
cycle, and stops in time for the system to start 
another access. But if a hidden refresh does not occur 


in a specific 16-^s time slot, a refresh must be forced, 
possibly by stopping the system. 

To perform auto-refreshing, the DP8409 must 
receive two clock signals: the 16-^s refresh-period 
clock, RFCK, andRGCK, the RAS-generator clock; RGCK 
can be the microprocessor clock. To keep the number 
of pins at 48, RFCK andRGCK share pins with other 
signals. In the automatic-access mode (mode 5), 
neither R/C nor CASIN are used, so these duplicate 
as RFCK and RGCK in modes 1 and 5. To stop the 


Dynamic RAM operation— -from RAS to CAS 


The operation of a dynamic 
RAM (see figure) is, in a word, 
complex: Not only do its multi- 
plexed address inputs require de- 
layed timing signals, but it must 
be refreshed continually. 

During an access to a RAM, the 
first step requires that a row ad- 
dress be presented to the multi- 
plexed address inputs. As the row- 
address signal (RA^) goes low, the 
address is latched into the row 
latch, and decoded to the memory 
array. There, the outputs from the 
selected row are presented to the 
sense amplifiers. Row addresses 
must be held on the address inputs 
for a predetermined time— tgAiL. 
or r ow-address hold-time— after 
RAS switches low. 

At this time, the row address 
can be replaced by a column-ad- 
dress. When a column address is 
valid, the column-address strobe 
(CAS) goes low to latch the address 
into the column latch. Column- 
addresses are decoded to allow a 
selected sense amplifier to send 
data to the output data-latch (dur- 
ing a read cycle). In a write cycle, 
with the Write Enable signal 
(WE) already low, a low-going CAS 


signal causes the selected cell to be 
set to the value at the data input. 

The RAM block diagram shows 
the chip’s operation, including the 
internal gating of the control 
signals. One key feature is that 
RAS internally controls CAS. Thus, 
if RAS is already low when CASgoes 
low, a normal read or write cycle 
follows, and the chip consumes its 
full operating current. On the 
other hand, if CAS goes low while 
RAS is high, CAS iNT is inhibited 
along with RAS, and the RAM con- 
sumes only the current required 
for standby. In this case, the chip 
is deactivated. Similarly, WE iNTis 
controlled by both RAS and CA& 

This simplifies bank selection 
by using different RAS outputs to 
select the banks. CAS and WE can 
be common to all the RAM-banks, 
along with the multiplexed ad- 
dressing. For example, in a four- 
bank system, only one ras goes 
low in any access-cycle. This ac- 
tivates all the RAMs in a selected 
bank, but does not activate RAMs 
in the other three banks. These 
latter RAMs remain in the 
standby mode. The common data 
bus accesses only the selected 


bank, whether reading or writing. 

Besides a complex sequencing 
arrangement, dynamic RAMs 
must be refreshed to prevent the 
capacitor in each cell from losing 
its charge, which represents in- 
formation. If any row is not ac- 
cessed for too long a period of time 
—the refresh period— capacitors 
will discharge, causing the voltage 
to drop below the sense-amplifier 
threshold. Then, when the row is 
finally accessed, its outputs will 
appear as all zeros or all ones, 
depending on which side of the 
sense amplifier is accessed. 

Most RAMs have 2-ms mini- 
mum refresh times, but 64-k 
dynamic RAMs are typically much 
higher. When accessing a row for 
refresh, RAS is needed for a strobe, 
but CAS is not necessary. The 
simplest approach to refreshing is 
to access a refresh counter that 
increments at the end of each 
refresh RAS. For some RAMs, 128 
rows must be refreshed in 2 ms, 
while others require refreshing 
256 rows in 4 ms. With distributed 
refreshing, one row must be 
refreshed every 16 |ts for proper 
operation. 
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system, the DP8409 gives preference to hidden 
refreshing using RFCK as a level reference. The 16- 
ms cycle commences as RFCK goes high; ifCS goes high 
while RFCK is high, the refresh counter is enabled 
on the address outputs, overriding the internal three- 
state signals (Fig. 4a). All four RAS outputs follow 
RASIN, so to perform a refresh, ftASiN must be set 
low. In smaller systems, RASik is set low every time 
a microprocessor performs a read or write cycle. 
Each time the processor accesses something other 
than RAM— a peripheral or ROM or another memory 
segment— a hidden refresh is performed. 

The DP8409 detects that Cs is high when the 
processor accesses another section of the system and 
places the present state of the refresh counter 
outputs on the multiplexed address bus to memory. 
When the Read or Write output of the 
microprocessor is activated, RASIN follows. This 
causes all four RAS outputs to low-strobe the refresh 
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4. Automatic refreshing can be performed In three different 
ways with the DP8409 controller. A hidden refresh (a) occurs 
while the microprocessor Is reading or writing elsewhere In 
the system. Although undesirable, forced refreshing (b) can 
be performed by stopping the microprocessor. A better 
technique for forced refreshing (c) Is to Insert wait states Into 
the processor timing cycle. 


address into the RAMs. Whe n the cycle ends, RASIN 
ends, forcing the four RaS outputs back to their 
inactive states. This ends the hidden refresh. 

At this time, the refresh counter increments, and 
another microprocessor cycle can begin immediately. 
This cycle can be a memory access; therefore, the 
previous refresh cycle has been completely hidden 
from the microprocessor. The DP8409 allows only 
one such hidden refresh cycle to occur within a clock 
cycle of RFCK to minimize power dissipation. 

If a hidden refresh does not occur, the DP8409 must 
force a refresh before RFCK begins a new cycle on 
a low-to-high transition. Therefore, as RFCK goes low 
(and a hidden refresh has not occurred), RF I/O 
(Refresh Request) goes low requesting that a refresh 
be performed. When the system acknowledges the 
request, it sets Mg (refresh) low, and prevents further 
accesses to the DP8409. The 8409 then sends out the 
refresh-counter contents and interrogates RGCK— In 
most applications, RGCK is 100 to 150 ns. The 8409 
waits one full cycle of RGCK before setting all four 
RAS outputs low. This guarantees that the minimum 
RAS precharge time of the RAMs is exceeded. Then 
RF I/O goes high, allowing the system to recognize 
that holding is about to end. Most microprocessors 
allow enough time so that as refresh finishes, they 
are almost ready to begin again. The kAS outputs 
remain low for the next two clock periods to exceed 
the minimum Iras time for refreshing— 200 ns is 
about the right time. When all kAS outputs go high, 
the refresh counter increments. 

A minimum component-count solution to forced 
refreshing is to connect RF I/O to the Hold or Bus- 
Request input of a microprocessor, and the Hold 
Acknowledge or Bus Grant output to Mg (Fig. 4b). 
For some microprocessors, it may be preferable to 
continue operation without going into hold, and with 
additional circuitry, the approach can be easily 
implemented as shown in Fig. 4c. Using this tech- 
nique of forced refreshing, the control circuit 
monitors the refresh-request output. When this 
output switches low, the control circuit waits for a 
new microprocessor cycle to begin. If the next cycle 
is for the segment of memory controlled by the 
DP8409,c5 and the control circuitry will be set low. 
The control circuitry issues a Wait signal to the 
microprocessor, which is removed when refreshing 
has ended. If re is set high, the refresh cycle begins 
and ends without affecting other system cycles. In 
effect, this is still a hidden refresh. □ 
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DP8408 Dynamic RAM Controller/ Driver 


General Description 


Operational Features 


Dynamic memory system designs, which formeriy re- 
quired severai support chips to drive the memory array, 
can now be impiemented with a singie 1C. . .the DP8408 
Dynamic RAM Controiier/Driver. The DP8408 is capable 
of driving ail 16k and 64k Dynamic RAMs (DRAMs). 
Since the DP8408 is a one-chip solution (including 
capacitive-load drivers), it minimizes propagation delay 
skews, the major performance disadvantage of multiple- 
chip memory drive and control. 

The DP8408’s 6 modes of operation offer a wide selection 
of DRAM control capabilities. Memory access may be 
controlled externally or on-chip automatically; an on- 
chip refresh counter makes refreshing less complicated. 

The DP8408 is a 48-pin DRAM Controller/Driver with 8 
multiplexed address outputs and control signals. It 
consists of two 8-bit address latches, an 8-bit refresh 
counter, and control logic. All output drivers are capable 
of driving 500pF loads with propagation delays of 25ns. 
The DP8408 timing parameters are specified driving the 
typical load capacitance of 88 DRAMs, including trace 
capacitance. 

The DP8408 has 3 mo de-control p ins: M2, Ml, and MO, 
where M2 is in general REFRESH. These 3 pins select 6 
modes of operation. Inputs B1 and BO in the memory 
access mod es (M 2 = 1), are select inputs which select 
one of four RAS outputs. During normal access, the 8 
address outputs can be selected from the Row Address 
Latch or the Column Address Latch. During refresh, the 
8-bit on-chip refresh cou nter is enabled onto the address 
bus and in this mode all RAS outputs are selected, while 
CAS is inhibited. 

The DP8408 can drive up to 4 banks of DRAMs, with 
each ba nk c o mpri sed of 16k’s, or 64k’s. Control signal 
outputs RAS, CAS, an d WE are provided with the same 
drive capability. Each RAS o utput drives one bank of 
DRAMs so that the four R AS outputs are used to select 
the banks, while CAS, WE, and the multiplexed addresses 
can be connected to all of the banks of DRAMs. This 
leaves the non-selected banks in the standby mode (less 
than one tenth of the operating power) with the data out- 
puts in TRI-STATE®. Only the bank with its associated 
RAS low will be written to or read from. 


■ All DRAM drive functions on one chip -- minimizes 
skew on outputs, maximizes AC performance 

■ On-chip capacitive-load drives (specified to drive up 
to 88 DRAMs) 

■ Drives directly all 16k and 64k DRAMs 

■ Capable of addressing 64k and 256k words 

■ Propagation delays of 25ns typical at 500pF load 

■ CAS goes low automatically after column addresses 
are valid if desired 

■ Auto Acces s mo de provides RAS, Row to Column, 
select, then CAS automatically and fast 

■ WE follows WIN unconditionally— offering READ, 
WRITE or READ-MODIFY-WRITE cycles 

■ On-chip 8-bit refresh counter with selectable End-of- 
Count (127 or 255) 

■ End-of-Count indicated by RF I/O pin going low at 
127 or 255 

■ Low input on RF I/O resets 8-bit refresh counter 

■ CAS inhibited during refresh cycle 

■ Fall-through latches on address inputs controlled by 
ADS 

■ TRI-STATE outputs allow multi-controller addressing 
of memory 

■ Control output signals go high-impedance logic “1” 
when disabled for memory sharing 

■ Power-up: counter reset, control signals high, address 
outputs TRI-STATE, and End-of-Count set to 127 

Mode Features 

■ 6 modes of operation: 3 access, 1 refresh, and 2 set-up 

■ 2 externally controlled modes: 1 access (Mode 4) and 
1 refresh (Modes 0, 1, 2) 

■ 2 auto-access modes RAS -*■ R/C -*-.CAS automatic, 
with tpAH = 20 or 30ns minimum (Modes 5, 6) 

■ Externally controlled All-RAS Access modes for 
memory initialization (Mode 3) 

■ End-of-Count value of Refresh Counter set by B1 and 
BO (Mode 7) 


SYSTEM 


SYSTEM RAM 



SYSTEM RAM 

address address 


MEMORY 


16k OR 64k 
DYNAMIC 
RAM BANKS 


DP8408 Interface Between System & DRAM Banks 


TRI STATE* Is a registered trademark of National Semiconductor Corp. 
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Block Diagram 



Table 1. DP8408 Mode Select Options 


Mode 

(RFSH) 

M2 

Ml 

MO 

Mode of Operation 

Conditions 

0 

0 

0 

0 

Externally Controlled Refresh 

RFI/0 = E0C 

1 

0 

0 

1 
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Pin Definitions 

Vcci GND, GND — Vcc = 5V ± 5%. The three supply pins 
have been assigned to the center of the package to 
reduce voltage drops, both DC and AC. There are also 
two ground pins to reduce the iow level noise. The 
second ground pin is located two pins from Vcci so that 
decoupling capacitors can be inserted directly next to 
these pins. It is important to adequately decouple this 
device, due to the high switching currents that will 
occur when all 8 address bits change in the same direc- 
tion simultaneously. A recommended solution would be 
a 1/iF multilayer ceramic capacitor in parallel with a low- 
voltage tantalum capacitor, both connected as close as 
possible to pins 36 and 38 to reduce iead inductance. 
See Figure below. 

Vcc (PIN 36) O 

•MULTILAYER 
CERAMIC 

GND (PINS 38, 13) O— 

‘Capacitor values should be chosen depending on the 
particular application. 


“T — ^ 


•TANTALUM 


-4 


R0-R7: Row Address Inputs. 

C0-C7: Column Address Inputs. 

Q0-Q7: Multiplexed Address Outputs — Selected from 
the Row Address Input Latch, the Column Address Input 
Latch, or the Refresh Counter.* 

RAS IN: Row Address Strobe Input — Ena bles selected 
RASp output when M2 (RFSH) is high, or all RASp outputs 
when RFSH is low. 

R/C: Row/Column Select Input — Selects either the row 
or column address input latch onto the output bus. 

CASIN: Column Address Strobe Input — Inhibits CAS 
output when hig h in M odes 4 and 3. In Mode 6 it can be 
used to proiong CAS output. 

ADS: Address (Latch) Strobe Input — Row Address, Col- 
umn Address, and Bank Select Latches are fall-through 
with ADS high; Latches on high-to-low transition. 

CS: Chip Select Input — TRI-STATE’s the Address Out- 
puts and puts the control signal into a high-impedance 
logic "1” state when high (except in Mode 0); enables all 
outputs when low. 

MO, Ml, M2: Mode Control Inputs — These 3 control pins 
determine the 6 ma|or modes of operation of the DP8408 
as depicted in Table 1. 

RF I/O — The I/O pin functions as a Reset Counter Input 
when set low from an external open-collector gate, or as 
a flag output. The flag goes active-low when M2 = 0 and 
the End-of-Count output is at 127 or 255 (see Table 3). 


WIN: Write Enable Input. 

WE: Write Enable Output — Buffered output from WIN.* 

CA S: Co lumn Address Strobe Output — In Modes 5 and 
6, CAS goes low following valid column ^ddress. In 
Modes 3 and 4, It transitions low after R/C go es lo w, 
or follows CASIN going low if R/C is already low. CAS is 
high during refresh.* 

RAS 0-3: Row Address Strobe Outputs — Selects a 
memo ry bank de coded from B1 and BO (see Table 2), if 
RFSH is high. If RFSH is low, all banks are selected.* 

BO, B1: Bank Select Inputs — Strobed by ADS. Decoded 
to enable one of the RAS outputs when RASIN goes low. 
Also used to define End-of-Count in Mode 7 (Table 3). 

‘These outputs may need damping resistors to prevent overshoot, 
undershoot. See AN-305 “Precautions to Take When Driving 
Memories,” 


Table 2. Memory Bank Decode 


Bank Select 
(Strobed by ADS) 

Enabled RASn 

B1 

BO 

0 

0 

RASo 

0 

1 

R^1 

1 

0 

R^2 

1 

1 

RMa 


Connection Diagram 



NC = N0 CONNECTION 


Order Number DP8408N, DP8408N-2 
DP8408N-3, DP8408D, DP8408D-2 or 
DP8408D-3 

See NS Package N48A or D48A 
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Conditions for ail Modes 

Input Addressing 

The address block consists of a row-address latch, a 
column-address latch, and a resettable refresh counter. 
The address latches are fall-through when ADS is high 
and latch when ADS goes low. If the address bus con- 
tains valid addresses until after the valid address time, 
ADS can be permanently high. Otherwise ADS must go 
low while the addresses are still valid. 

In normal memory access operation, RASIN and R/Care 
initialiy high. When the address inputs are enabied into 
the address latches, the row addresses appear on the Q 
outputs. The address strobe also inputs the bank-select 
address, (BO ^d B1). If CS is low, all outputs are en- 
abled. When CS is transitioned high, the address out- 
puts go TRI-STATE and the control outputs first go high 
through a low impedance, and then are held by an on- 
chip high impedance. This ailows output paralleiing 
with other DP8408s for muiti-addressing. Ail outputs go 
active about 50ns after the chip is selected again, if CS 
is high, and a refresh cycle begins, aii the outputs 
become active untii the end of the refresh cycle. 

Drive Capability 

The DP8408 has timing parameters that are specified 
with up to eOOpF ioads. In atypical memory system this 
is equivaient to about 88, 5V-oniy DRAMs, with trace 
lengths kept to a minimum. Therefore, the chip can drive 
four banks each of 16 or 22 bits, or two banks of 32 or 39 
bits, or one bank of 64 or 72 bits. 

Less loading will slightly reduce the timing parameters, 
and more loading will increase the timing parameters, 
according to the graph of Figure 6. The AC performance 
parameters are specified with the typical load capaci- 
tance of 88 DRAMs. This graph can be used to extrapo- 
late the variations expected with other loading. . 

Because of distributed trace capacitance and induc- 
tance and DRAM input capacitance, current spikes can 
be created, causing overshoots and undershoots at the 
DRAM inputs that can change the contents of the 
DRAMs or even destroy them. To remove these spikes, a 
damping resistor (low inductance, carbon) can be in- 
serted between the DP8408 driver outputs and the 
DRAMs, as close as possible to the DP8408. The values 
of the damping resisto rs m ay diffe r between the dif- 
ferent control outputs; RAS’s CAS, Q’s and WE. The 
damping resistors should be determined by the first 
prototypes (not wire-wrapped due to larger distributed 
capacitance and inductance). The best values for the 
damping resistors are the critical values giving a 
critically damped transition on the control outputs. 
Typical values for the damping resistors will be between 
15n and lOOf], the lower the loading the higher the value. 
(For more information, see AN-305 “Precautions to Take 
When Driving Memories.”) 


DP8408 Driving any 16k or 64k DRAMs 

The DP8408 can drive any 16k or 64k DRAMs. All 16k 
DRAMs are basically the same configuration, including 
the newer 5V-only version. Hence, in most applications, 
different manufacturers’ DRAMs are interchangeable 
(for the same supply-rail chips), and the DP8408 can 
drive all 16k DRAMs (see Figure la). 

There are three basic configurations for the 5V-only 64k 
DRAMs: a 128-row by 512-column array with an on-RAM 
refresh counter, a 128-row by 512-column array with no 
on-RAM refresh counter, and a 256-row by 256-column 
array with no on-RAM refresh counter. The DP8408 can 
drive all three configurations, and at the same time 
allows them all, to be interchangeable (as shown in 
Figures 1b and 1c), providing maximum flexibility in the 
choice of DRAMs. Since the 8-bit on-chip refresh counter 
can be used as a 7-bit refresh counter for the 128-row 
configuration, or as an 8-bit refresh counter for the 
256-row configuration, the on-RAM refresh counter (if 
present) is never used. As long as 128 rows are 
refreshed every 2ms (i.e. 256 rows in 4ms) all DRAM 
types are correctly refreshed. 

When the DP8408 is in a refresh mode, the RF I/O pin 
indicates that the on-chip refresh counter has reached 
its end-of-count. This end-of-count is selectable as 127 
or 255 to accommodate 16k or 64k DRAMs, respectively. 
Although the end-of-count may be chosen to be either of 
these values, the counter is not reset and always counts 
to 255 before rolling over to zero. 

Read, Write, and Read-Modify-Write Cycles 

The output signal, WE, determines what type of memory 
acces s cyc le the memory will perform. If WE is kept high 
while C AS g oes low, a read cycle occurs. If WE" goes low 
before CAS goes low, a write cycle occurs and data at 
Dl (DRAM input data) is written into the DRA M as CAS 
goes low. If WE goes low later than tcwo after CAS goes 
low, first a read occurs and DO (DRAM output data) 
becomes valid; then data D l is written into the same 
address in the DRAM when WE goes low. In this read- 
modify-write case, Dl and DO cannot be linked together. 
The typ e of cycle is therefore controlled by WE, which 
follows WIN. 



Power-Up Initialize 

When Vcc is first applied to the DP8408, an initialize 
pulse clears the refresh counter, the internal control 
flip-flops, and sets the End-of-Count of the refresh 
counter to 127 (which may be changed via Mode 7). As 
Vcc increases to about 2.3 volts, it holds the output 
control signals at a level of one Schottky diode-drop 
below Vcc. and the output address to TRI-STATE. As Vcc 
increases above 2.3 volts, control of these outputs is 
granted to the system. 
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DP8408 Driving any 16k or 64k Dynamic RAMs 
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■•-12V or -fSV 16K DYNAMIC RAMS 


FiGURE la. DP8408 with any 16k DRAMS 


128 ROWS 
IN 2 MS 



ONLY LS 7 BITS OF REFRESH COUNTER USED FOR THE 7 ROW ADORESSES. 
MSB NOT USED BUT CAN TOGGLE 


FIGURE 1b. DP8408 with 128 Row x 512 Column 64k DRAM 


128 ROWS 
IN 2MS 
(OR 256 ROWS 
IN AMS) 



ALL 8 BITS OF REFRESH COUNTER USED 


FIGURE 1c. DP8408 with 256 x 256 Column 64k DRAM 
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DP8408 Functional Mode 
Descriptions 

Note: All delay parameters stated In text refer to the DP8408. Substitute 
the respective delay numbers for the DP8408-2 or DP8408-3 when using 
these devices. 

Modes 0,1,2 — Externally Controlled Refresh 

In this mode, the input address latches are disabled from 
the address outputs and the refresh counter is enabled. 
When RAS occurs, the enabled row in the DRAM is re- 
freshed. In the Externally Controlle d Refre sh m ode, all 
RAS outputs are enabled following RASIN, and CAS is 
inhibited. This refreshes the same row in all four banks. 
The re fresh counter increments when either RASifJ or 
RFSH goes low-to-high after a refresh. RF I/O goes low 
when the count is 127 or 255, as se t by End-of-Count 
(see Table 3), with RASIN and RFSH low. To reset the 
counter to all zeroes, RF I/O is set low through an exter- 
nal open-collector driver. 

During refresh, RASIN and RFSH must be skewed tran- 
sitioning iow such that the refresh address is vaii d on 
the address outputs of the controlier before the RAS 
outputs go iow. The amount of time that RFSH shouid 


go low before RASIN does d epen ds on the capacitive 
loading of the address and RAS iines. For the load 
specified in the switching characteristics of this data 
sheet, 10ns is sufficient. Refer to Figure 2. 

To perform externaliy controlied burst refresh, RASIN is 
toggled while R FSH is heid low. The refresh counter in- 
crements with RASIN going iow to high, s o that the 
DRAM rows are refreshed in succession by RASIN go- 
ing high to low. 


Mode 3 — Externally Controlled All-RAS Write 

This mode is usefui at system initiaiization. The mem- 
ory address is provided by the pr ocess or, which also 
perform s the incrementing. All four RAS outputs follow 
RASIN (supplied by the processor), strobing the row ad- 
dress into the DRAMs. R/ C ca n now go low, while CASIN 
may be used to control CAS ( as In the Externally Con- 
trolled Access mode), so that CAS strobes the column 
address contents into the DRAMs. At this time WE shouid 
be low, causing the data to be written into all four banks 
of DRAMs. At the end of the write cycle, the input ad- 
dress is incremented and iatched by the DP8408 for the 
next write cycle. 


• INDICATES DYNAMIC RAM PARAMETERS 




FIGURE 2. External Control Refresh Cycle (MODES 0,1,2) 
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Mode 4 — Externally Controlled Access 

This mode facilitates externally controlling all access- 
timing parameters associated with the DRAMs. The 
application of modes 0 and 4 are shown in Figure 3. 

Output Address Selection 

Refer to Figure 4a. With M2 (RFSH) and R/C high, the 
row address latch contents are transferred to ^ multi- 
plexed address bus output Q0-Q7, provided CS is set 
low. The column address latch contents are output after 
R/C goes low. RASIN can go low after the row address- 
es ha ve been set up on Q0-Q7. This selects one of the 
RAS outputs, strobing the row address on the Q outputs 
into the desired bank of memory. After the row-address 
hold-time of the DRAMs, R/C can go low so that about 
40ns later column addresses appear on the Q outputs. 

Automatic CAS Generation 

In a normal memory access cycle CAS can be derived 
from inputs CAS IN or R/C. If CASIN is high, then R/C 


going low switch es the address output driver s fro m 
rows to columns. CASIN then going low c ause s CAS to 
go low approximately 40 ns later, allowing CAS to occur 
at a predictable, time (see Figure 4b). If CASIN is low 
when R/C goes low, CAS will be automatically gener- 
ated, following the row to column transition by about 20 
ns (see Figure 4a). Mos t DRAMs have a column address 
set-up time before CAS (tAsc) of 0 ns or - 10 ns. In other 
words, a t^sc greater than 0 ns is safe. This feature re- 
duces timing-skew problems, thereby improving access 
time of the system. 

Fast Memory Access 

AC parameters tpipi, toiFz may be use d to de termine the 
minimu m delays required between RASIN, R/C, and 
CASIN (see Application Brief 9; “Fastest DRAM Access 
Mode’’). 


INPUT CAS 
ALE 

AO-15. 17 

INPUT US 
ROW/COLUMN SEL 

Write 

REFRESH 

DATA 



FIGURE 3. Typical Application of DP8408 Using Externally Controlled Access and Refresh in Modes 0 and 4 
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PARAMETERS 
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Mode 5 — Automatic Access 


The Auto Access mode has two advantages over the 
Externally Controlled Access mode, due to the fact that 
all outputs excep t WE ar e Initiated from RASIN. First, 
inputs R/C and CASIN are unnecessary. Secondiy, 
because the output control signals are derived internaiiy 
from one input signal (RASIN), timing-skew problems are 
reduced, thereby reducing memory access time substan- 
tially or allowing use of slower DRAMs. The automatic 
access features of Mode 5 (and Mode 6) of the DP8408 
make DRAM accessing appear essentially “static”. 

Automatic Access Control 

The major disadvantage of DRAMs compare d to s tatic 
RAMs is the complex timing involved. First, a RAS must 
occur with the row address previously set up on the 
multiplexed address bus. After the row address has been 


held for tpAH. (the Row-Address hold-ti me o f the DRAM), 
the column address is set up and then CAS occurs. This 
Is all performed automatically by the DP8408 in this 
mode. 

Provided the input address is valid as ADS goes low, 
RASIN can g o low any time after ADS. This is because 
the selected RAS occurs typically 27ns later, by which 
time the row address is already valid on the address 
output of the DP8408. The Address Set-Up time (tASR)> is 
0ns on most DRAMs. The DP8408 in this mode (with ADS 
and RASIN edges simultaneously applied) produces a 
minimum tAsn of 0 ns. This is true provided the input ad- 
dress was valid tASA before ADS went low (see Figure 5a). 

Next, the row address is disabled after tRAH (30ns mini- 
mum); in most DRAMs, tpAH minimum is less than 3 0ns. 
The column address Is then set up and tAsc later, CAS 



’INDICATES DYNAMIC RAM PARAMETERS 


FIGURE 5a. Modes 5, 6 Timing (CASIN High in Mode 6 
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occurs. The only other contr ol Inp ut required Is WIN. 
When a write cycl e Is required, WIN must go low at least 
30 ns before CAS is output low. 

Th is gives a total ty pical delay from: input address valid 
to RASIN (15ns): to RAS ( 27ns ); to rows held (50ns); to 
columns val id (25n s); to CAS (23ns) = 140ns (that is, 
125ns from RASIN). All of these typical figures are for 
heavy capacitive loading, of approximately 88 DRAMs. 
This mode is therefore extremely fast. The external timing 
is greatly simplified for the memory system designer: 
the only system signal required is RASIN. 

Mode 6 — Fast Automatic Access 

The Fast Access mode is similar to Mode 5, but has a 
faster tpAH of 20ns, minimum. It therefore can only be 


used with fast 16k or 64k DRAMs (which have a Irah of 
10ns to 15ns) in applications requiring fast access times; 
RASIN to CAS is typically 105ns. 

In this mode, the R/C pin Is no t used, but C ASIN is used 
to allow an extended CAS after RAS has already 
terminated. Refer to Fi gure 5b. This is desirable with 
fast cycle-times where RAS has to b e terminated as 
soon as possible before the next RAS begins (to meet 
the p recharge time, or tpp, re quireme nts of the DRAM). 
CAS may then be held low by CASIN to extend the data 
output valid tim e from the DRAM to allow the system to 
read the data. CASI N su bsequently goi ng hig h ends 
CAS. If this extended CAS is not required, CASIN should 
be set high In Mode 6. 




FIGURE 5b. Mode 6 Timing, Extended CAS 
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Mode 7 — Set End-of-Count 

The End-of-Count can be externally selected in Mode 7, 
using ADS to strobe in the respective value of B1 and BO 
(see Table 3). With B1 and BO the same EOC is 127; with 
B1=0 and B0 = 1, EOC is 255; and with B1=1 and 
B0 = 0, EOC is 127. This selected value of EOC will be 
used until the next Mode 7 selection. At power-up the 
EOC is automatically set to 127 (B1 and BO set to 11). 


Table 3. Mode 7 


Bank Select 
(Strobed by ADS) 

End of Count 

B1 

BO 

Selected 

0 

0 

127 

0 

1 

255 

1 

0 

127 

1 

1 

127 



0 200 400 600 800 1000 


CpF 

FIGURE 6. Change in Propagation Delay vs. Loading Capacitance 
Relative to a 500pF Load 
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Absolute Maximum Ratings (Note 1 ) Maximum Power Dissipation* at 25°C 

^ Cavity Package 3542mW 

Suppiy Voltage, Vcc 7.0V Molded Package 2833mW 

Storage Temperature Range -65°C to +150°C 

Input Voltage 5.5V Operating Conditions 

Output Current 150 mA 

Lead Temperature (Soldering, 10 seconds) 300°C Max Units 

Vcc Supply Voltage 4.75 5.25 V 

•Derate cavity package 23.6mW/'C above 25 “C; derate molded Xa Ambient Temperature 0 +70 °C 

package 22.7mW/°C above 25°C. 

Electrical Characteristics Vcc = S.OV ± 5 %, 0 °C < Ta < 70°C unless otherwise noted (Notes 2 , 6) 

Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Vc 

Input Clamp Voltage 

VcQ = Min., Ic = ~12 m A 


-0.8 

-1.2 

V 

— 

Input High Current for ADS, R/C only 

V,n = 2.5V 


2.0 

100 

mA 

H 

Input High Current for All Cther Inputs* 

V|n = 2.5V 


1.0 

50 

/-A 

l| RSI 

Cutput Load Current for RF I/C 

V|N =0.5V, Cutput High 


-1.5 

-2.5 

mA 

l| CTL 

Cutput Load Current for RAS, CAS, WE 

V|n= 0.5V, Chip Deselect 


-1.5 

-2.5 

mA 

n 

Input Low Current for ADS, R/C only 

V|n=0.5V 


-0.1 

-1.0 

mA 

M 

Input Low Current for All Cther Inputs* 

V|n=0.5V 


-0.05 

-0.5 

mA 

V|L 

Input Low Threshold 




0.8 

V 

^^1 

Input High Threshold 


2.0 



V 

V 0 LI 

Cutput Low Voltage* 

loL = 20mA 


0.3 

0.5 

V 

VqL2 

Cutput Low Voltage for RF I/C 

Iql = 


0.3 

0.5 

V 

Vqhi 

Cutput High Voltage* 

0 

1 

II 

3 

> 

El 

IBBI 


V 

VqH2 

Cutput High Voitage for RF I/C 

Iqh = — lOOfiA 

El 

IEEI 


V 


Cutput High Drive Current* 

Vout = 0-8V (Note 3) 


-200 


mA 


Cutput Low Drive Current* 

VouT = 2.7V(Note3) 


200 


mA 


TRI-STATE Cutput Current 
(Address Cutputs) 

0.4V < VouT < 2.7V, 
CS = 2.0V, Mode 4 

-50 

1.0 

50 

mA 

•cc 

Supply Current 

Vcc = Max. 


210 

285 

mA 

•Except RF I/O Output. 

Switching Characteristics: DP8408/DP8408-3 Vcc =5.ov± 5 %, o°c<Ta< 7o°c unless other 

wise noted (Notes 2, 4, 5). The output load capacitance is typical for 4 banks of 22 DRAMs each or 88 DRAMs includ- 
ing trace capacitance. These values are: Q0-Q7, Cl = 500pF; RAS0-RAS3, Cl = 150pF; WE, Cl = 500pF; CAS, 

Cl = 600pF, unless otherwise noted. See Figure 7 for test load. Switches SI and S2 are closed unless otherwise noted, 
and R1 and R2 are 4.7kQ unless otherwise noted. Maximum propagation delays are specified with all outputs switching. 

Symbol 

Access Parameter 

Conditions 

8408 

8408 - 3 

Units 

Min 

Typ 

Max 


PH 

Max 

tpiCL 

RASIN to CAS Cutput Delay (Mode 5) 

Figure 5a 



160 



185 

ns 

tRICL 

RASIN to CAS Cutput Delay (Mode 6) 

Figures 5a, 5b 

M 


140 

E 


160 

ns 

tRICH 

RASIN to CAS Cutput Delay (Mode 5) 

Figure 5a 

■a 

■a 

60 

B 


m 

ns 

tRICH 

RASIN to CAS Cutput Delay (Mode 6) 

Figures 5a, 5b 



80 


E3cl 


ns 

tRCDL 

RAS to CAS Cutput Delay (Mode 5) 

Figure 5a 



125 

■ 

B 

145 

ns 

tRCDL 

RAS to CAS Cutput Delay (Mode 6) 

Figures 5a, 5b 


m 

105 


B 

120 

ns 

tRCDH 

RAS to CAS Cutput Delay (Mode 5) 

Figure 5a 


ra 

40 


B 

40 

ns 

tRCDH 

RAS to CAS Cutput Delay (Mode 6) 

Figure 5a 


■a 

65 


B 

65 

ns 

fcCDH 

CASIN to CAS Cutput Delay (Mode 6) 

Figure 5b 

El 

El 

70 

B 

B 

80 

ns 

tRAH 

Row Address Hold Time (Mode 5) 

Figure 5a 







ns 

tpAH 

Row Address Hold Time (Mode 6) 

Figures 5a, 5b 

|Q[ 



B 

m 


ns 

Use 

Column Address Setup Time (Mode 5) 

Figure 5a 

8 



■ 



ns 

Use 

Column Address Setup Time (Mode 6) 

Figures 5a, 5b 

6 



6 



ns 

Uev 

RASIN to Column Address Valid 
(Mode 5) 

Figure 5a 


90 

120 


90 

140 

ns 
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Switching Characteristics (cont d) 

Symbol 

Access Parameter 

■ 

Conditions 

8408 

8408-3 

Units 


Typ 

Max 


PH 

Max 

tpcv 

RASIN to Column Address Valid (Mode 6) 

Figures 5a, 5b 


75 

105 



m 

120 

ns 

tpPDL 

RASIN to RAS Delay 

Figures 4a, 4b, 5a, 5b 

El 

27 

35 

El 


40 

ns 

tRPDH 

RASIN to RAS Delay 

Figures 4a, 4b, 5a, 5b 

la 

23 

32 

aa 


■a 

ns 

Updl 

Address Input to Output Low Delay 

Figures 4a, 4b, 5a, 5b 


25 

40 


m 


EH 

tAPDH 

Address Input to Output High Delay 

Figures 4a, 4b, 5a, 5b 


25 

40 


m 

46 

ns 

'SPDL 

Address Strobe to Address Output Low 

Figures 4a, 4b 


40 

60 


aia 

70 

ns 

tSPDH 

Address Strobe to Address Output High 

Figures 4a, 4b 


40 

60 


■a 

70 

ns 

tASA 

Address Setup Time to ADS 

Figures 4a, 4b, 5a, 5b 

la 



aa 



ns 

Uha 

Address Hold Time from ADS 

Figures 4a, 4b, 5a, 5b 

aa 



aa 



ns 

Uds 

Address Strobe Pulse Width 

Figures 4a, 4b, 5a, 5b 

El 

■ 





ns 

twPDL 

WIN to WE Output Delay 

Figure 4b 

aa 

25 

30 

aa 

m 

35 

ns 

twPDH 

WIN to WE Output Delay 

Figure 4b 

aa 

30 

60 

aa 

IE 

70 

ns 

tCRS 

CASIN Setup Time to RASIN High (Mode 6) 

Figure 5b 




la 



ns 

tcPDL 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 4b 


41 

68 

IE 

■a 

77 

ns 

tcPDH 

CASIN to CAS Delay 

Figure 4b 

m 

39 

50 



60 

ns 

tpcc 

Column Select to Column Address Valid 

Figure 4a 


40 

58 


■a 

67 

ns 

tpCR 

Row Select to Row Address Valid 

Figures 4a, 4b 


40 

58 


■a 

67 

ns 

tRHA 

Row Address Held from Column Select 

Figure 4a 

aa 



aa 



ns 

tcCAS 

R/C Low to CAS Low (Mode 4 Auto CAS) 

Figure 7a 


65 

90 




ns 

mm 

Maximum (tppDL- tpHA) 

See Mode 4 
description 

a 

■ 

13 

1 

■ 

18 

ns 

B 

Maximum (tRcc-tcPDi) 

See Mode 4 
description 

■ 

■ 

13 

a 

■ 

18 

ns 

Refresh Parameter 

tpc 

Refresh Cycle Period 

Figure 2 

100 



100 



ns 

tRASINUH 

Pulse Width of RASIN during Refresh 

Figure 2 







ns 

fRFPDL 

RASIn to RAS Delay during Refresh 

Figure 2 


50 

70 



80 

ns 

tpFPDH 

RASIN to RAS Delay during Refresh 

Figure 2 


40 

55 

El 

■a 

65 

ns 

tpFLCT 

RFSH Low to Counter Address Valid 

^=X, Figure 2 


47 

60 


■a 

70 

ns 

tpFHPV 

RFSH High to Row Address Valid 

Figure 2 


■a 

60 


aa 

70 

ns 

tpOHNC 

RAS High to New Count Valid 

Figure 2 



55 



■55 

ns 

tpLEOC 

RASIN Low to End-of-Count Low 

Cl = 50pF, Figure 2 



80 



80 

ns 

tpHEOC 

RASIN High to End-of-Count High 

Cl = 50pF, Figure 2 



80 



80 

ns 

tpST 

Counter Reset Pulse Width 

Figure 2 

El 



m 



ns 

tCTL 

RF I/O Low to Counter Outputs All Low 

Figure 2 



100 



100 

ns 

TRI-STATE Parameter 

tZH 

CS Low to Address Output High from Hi-Z 

Figure 8 

R1=3.5k, R2 = 1.5k 


35 

60 


35 

60 

ns 

tpz 

CS High to Address Output Hi-Z from High 

Cl = 15pF, 

Figure 8 

R2 = 1k, S1 open 

1 

20 

40 

1 

20 

40 

ns 

tzL 

CS Low to Address Output Low from Hi-Z 

Figure 8 

R1=3.5k, R2 = 1.5k 


35 

60 


35 

60 

ns 

tiz 

CS High to Address Output Hi-Z from Low 

Cl = 15pF, 

Figure 8, 

R1 = 1 k, S2 open 

1 

25 

50 

1 

25 
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Switching Characteristics (cont d) 


Symbol 



TRI-STATE Parameter 

Conditions 

C5 Low to Control Output High from 
Hi-Z High 

Figure 8 

R2 = 750Q, SI open 

CS High to Control Output Hi-Z High 
from High 

Cl = 15pF, 

Figure 8 

R2 = 750Q, SI open 

CS Low to Control Output Low from 
Hi-Z High 

Figure 8 
S1, S2 open 

CS High to Control Output Hi-Z High 
from Low 

Cl = 15pF, 

Figure 8, 

R2 = 750Q, S1 open 


8408 

8408 - 

3 


Typ 

Max 


Max 

Units 

50 

80 


50 

80 

ns 

40 

75 

■ 

40 

75 

ns 

45 

75 


45 

75 

ns 

50 

80 

■ 

50 

80 

ns 


Switching Characteristics: DP8408-2 vcc = 5 .ov ± 5%, o°c<Ta< 7 o°c unless otherwise noted 

(Notes 2, 4, 5, 7). The output load capacitance Is ty pica l f or 4 banks of 22 DRAMs each or 88 DRA Ms including trace 
capacitance. These values are: Q0-Q7, Cl = 500pF; RAS0-RAS3, Cl = 150pF; WE, Cl = 500pF; CAS, Cl=600pF, unless 
otherwise noted. See Figure 7 for test load. Switches SI and S2 are closed unless otherwise noted, and R1 and R2 are 
4.7kn unless otherwise noted. Maximum propagation delays are specified with all outputs switching. 


Symbol 

Access Parameter 

Conditions 

tpiCL 

RASIN to CAS Output Delay (Mode 5) 

Figure 5a 

Iricl 

RASIN to CAS Output Delay (Mode 6) 

Figures 5a, 5b 

tpiCH 

RASIN to CAS Output Delay (Mode 5) 

Figure 5a 

tpiCH 

RASIN to CAS Output Delay (Mode 6) 

Figures 5a, 8b 

tpCDL 

RAS to CAS Output Delay (Mode 5) 

Figure 5a 

tpCDL 

RAS to CAS Output Delay (Mode 6) 

Figures 5a, 5b 

tpCDH 

RAS to CAS Output Delay (Mode 5) 

Figure 5a 

tpCDH 

RAS to CAS Output Delay (Mode 6) 

Figure 5a 

tcCDH 

CASIN to CAS Output Delay (Mode 6) 

Figure 5b 

tpAH 

Row Address Hold Time (Mode 5) (Note 7) 

Figure 5a 

tpAH 

Row Address Hold Time (Mode 6) (Note 7) 

Figures 5a, 5b 

Use 

Column Address Setup Time (Mode 5) 

Figure 5a 

Use 

Column Address Setup Time (Mode 6) 

Figures 5a, 8b 

fpev 

RASIN to Column Address Valid (Mode 5) 

Figure 5a 

Uev 

RASIN to Column Address Valid (Mode 6) 

Figures 5a, 5b 

Updl 

RASIN to RAS Delay 

Figures 4a, 4b, 5a, 5b 

Upon 

RASIN to RAS Delay 

Figures 4a, 4b, 5a, 5b 

Updl 

Address Input to Output Low Delay 

Figures 4a, 4b, 5a, 5b 

Updh 

Address Input to Output High Delay 

Figures 4a, 4b, 5a, 5b 

tsPDL 

Address Strobe to Address Output Low 

Figures 4a, 4b 

Updh 

Address Strobe to Address Output High 

Figures 4a, 4b 

USA 

Address Set-up Time to ADS 

Figures 4a, 4b, 5a, 5b 

Uha 

Address Hold Time from ADS 

Figures 4a, 4b, 5a, 5b 

Uds 

Address Strobe Pulse Width 

Figures 4a, 4b, 5a, 5b 

twPDL 

WIN to WE Output Delay 

Figure 4b 

twPDH 

WIN to WE Output Delay 

Figure 4b 

Ups 

CASIN Set-up Time to RASIN High (Mode 6) 

Figure 5b 

foPDL 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 4b 


8408 - 2 

Min 

IDll 

Max 

75 

100 

130 

65 

1^ 

115 

4Q 

urn 

60 

50 

irai 

80 
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Switching Characteristics (cont d) 

Symbol 

Access Parameter 

Conditions 

8408-2 


Units 

Min 

Typ 

Max 


PH 

QIQI 

tCPDH 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 4b 

O 


50 




ns 

tpcc 

Column Select to Column Address Valid 

Figure 4a 


la 

58 




ns 

tRCR 

Row Select to Row Address Valid 

Figures 4a, 4b 


la 

58 




ns 

tRHA 

Row Address Held from Column Select 

Figure 4a 

10 






ns 

tcCAS 

R/C Low to CAS Low (Mode 4 Auto CAS) 

Figure 7a 

■ 


75 




ns 

toiFI 

Maximum (tppoL-tRHA) 

See Mode 4 
description 

■ 

■ 

13 

■ 

■ 

■ 

ns 

^DIF2 

Maxirnum (tpcc-tcpoL) 

See Mode 4 
description 



13 




ns 

Refresh Parameter 

tRC 

Refresh Cycle Period 

Figure 2 







ns 

tRASINL,H 

Pulse Width of RASIN during Refresh 

Figure 2 







ns 

tRFPDU 

RASIN to RAS Delay during Refresh 

Figure 2 

35 


70 




ns 

tRFPDH 

RASIN to RAS Delay during Refresh 

Figure 2 

30 

■a 

55 




ns 

tRFLCT 

RFSH Low to Counter Address Valid 

CS = X, Figure 2 


■a 

60 




ns 

tRFHRV 

RFSH High to Row Address Valid 

Figure 2 


la 

60 




ns 

tROHNC 

RAS High to New Count Valid 

Figure 2 



55 




ns 

tRLEOC 

RASIN Low to End-of-Count Low 

Cl = 50pF, Figure 2 



80 




ns 

^RHEOC 

RASIN High to End-of-Count High 

Cu = 50pF, Figure 2 



80 




ns 

tpST 

Counter Reset Pulse Width 

Figure 2 







ns 

tCTL 

RF I/O Low to Counter Outputs All Low 

Figure 2 



100 




ns 

TRI-STATE Parameter 

tZH 

CS Low to Address Output High from Hi-2 

Figures 9, 12 
R1=3.5k, R2 = 1.5k 


35 

60 




ns 

thz 

CS High to Address Output Hi-Z from High 

Cl = 15pF, 
Figures 9, 12 
R2 = 1 k, SI open 

1 

20 

40 

1 

1 

1 

ns 

tZL 

CS Low to Address Output Low from Hi-Z 

Figures 9, 12 
R1=3.5k, R2 = 1.5k 


35 

60 




ns 

tLZ 

CS High to Address Output Hi-Z from Low 

Cl = 15pF, 
Figures 9, 12 
R1 = 1 k, S2 open 

1 

25 

50 

1 

1 

1 

ns 

^hzH 

CS Low to Control Output High from 
Hi-Z High 

Figures 9, 12 
R2 = 750Q, SI open 


50 

80 

■ 

■ 

■ 

ns 

thHZ 

CS High to Control Output Hi-Z High 
from High 

Cl = 15pF, 

Figures 9, 12 
R2 = 750Q, SI open 

1 

40 

75 

1 

■ 

■ 

ns 

^HZL 

CS Low to Control Output Low from 
Hi-Z High 

Figure 12, 
SI, S2 open 


45 

75 




ns 

tlHZ 

CS High to Control Output Hi-Z High 
from Low 

Cl = 15pF, 

Figure 12, 

R2 = 750Q, SI open 

1 

50 

80 

1 

■ 

■ 

ns 
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Input Capacitance ta = 25°c (Notes 2, 6) 

Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

C|N 

Input Capacitance ADS, R/C 



8 


PF 

C|N 

Input Capacitance Aii Other inputs 



5 


PF 


Note 1: “Absolute Maximum Ratings” are the values beyond which the safety of the device cannot be guaranteed. They are not meant 
to imply that the device should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: All typical values are for Ta = 25°C and Vcc = 5.0V. 

Note 3: This test is provided as a monitor of Driver output source and sink current capability. Caution should be exercised In testing 
this parameter. In testing these parameters, a 15Q resistor should be placed in series with each output under test. One output should 
be tested at a time and test time should not exceed 1 second. 

Note 4: Input pulse OV to 3.0V, tR = tF = 2.5ns, f = 2.5 MHz, tpw = 200ns. Input reference point on AC measurements is 1.5V. Output 
reference points are 2.7V for High and 0.8V for Low. 

Note 5: The load capacitance on RF I/O should not exceed 50pF. 

Note 6: Applies to all DP8408 versions unless otherwise specified. 

Note 7: The DP8408-2 device can only be used with memory devices that meet the tpAH specification indicated. 





FIGURE 7. Output Load Circuit 



FIGURE 8. Waveform 
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Applications 

If external control is preferred, the DP8408 may be used 
in Modes 0 or 4, as in Figure 3. 

If basic auto access and refresh are required, then in 
cases where the user requires the minimum of external 
complexity. Modes 0 and 5 are ideal, as shown in Figure 
9a. The DP843X2 is used to provide proper arbitration be- 
tween memory access and refresh. This chip supplies all 
the necessary control signals to the processor as well as 


the DP8408. Furthermore, two separate CAS outputs are 
also included for systems using byte-writing. The refresh 
clock RFCK may be divided down from either RGCK using 
an 1C counter such as the DM74LS393 or better still, the 
DP84300 Programmable Refresh Timer. The DP84300 can 
provide RFCKperiods ranging from 15.4f.is to 15.6f(S based 
on the input clock of 2 to 10 MHz. Figure 9b shows the gen- 
eral timing diagram for interfacing the DP8408 to different 
microprocessors using the interface controller DP843X2. 


16 IStT MICR0P80CESS0R DATA BUS 



' FIGURE 9a. Connecting the DP8408 Between the 16-Bit Microprocessor 
and Memory 



*T IS MlCROPftOCESSQR'S CLOCK PERIOD 

FIGURE 9b. DP8408 Auto Refresh 
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DP8409 Multi-Mode Dynamic RAM Controller/Driver 


General Description 

Dynamic memory system designs, which formerly re- 
quired several support chips to drive the memory array, 
can now be implemented with a single 1C. . .the DP8409 
Multi-Mode Dynamic RAM Controller/Driver. The DP8409 
is capable of driving all 16k and 64k Dynamic RAMs 
(DRAMs) as well as 256k DRAMs. Since the DP8409 is a 
one-chip solution (including capacitive-load drivers), it 
minimizes propagation delay skews, the major perform- 
ance disadvantage of multiple-chip memory drive and 
control. 

The DP8409’s 8 modes of operation offer a wide selection 
of DRAM control capabilities. Memory access may be 
controlled externally or on-chip automatically; an on- 
chip refresh counter makes refreshing (either externally 
or automatically controlled) less complicated; and auto- 
matic memory initialization is both simple and fast. 

The DP8409 is a 48-pin DRAM Controller/Driver with 9 
multiplexed address outputs and 6 control signals. It 
consists of two 9-bit address latches, a 9-bit refresh 
counter, and control logic. All output drivers are capable 
of driving 500 pF loads with propagation delays of 25ns. 
The DP8409 timing parameters are specified driving the 
typical load capacitance of 88 DRAMs, including trace 
capacitance. 

The DP8409 has 3 mode-control pins: M2, Ml, and MO, 
where M2 is in general REFRESH. These 3 pins select 8 
modes of operation. Inputs B1 and BO in the memory 
access mod es (M 2 = 1), are seiect inputs which select 
one of four RAS outputs. During normal access, the 9 
address outputs can be selected from the Row Address 
Latch or the Ck)lumn Address Latch. During refresh, the 
9-bit on-chip refresh cou nter is enabled onto the address 
bus and in this mode all RAS outputs are selected, while 
CAS Is inhibited. 

The DP8409 can drive up to 4 banks of DRAMs, with 
each bank co mprised of 16k’s , 64 k’s, or 256k's. Control 
signal outputs RAS, CAS, a nd W E are provided with the 
same drive capability. Ea ch RA S output drives one bank 
of DRAMs so th at the four RAS outputs are used to select 
the banks, while CAS, WE, and the multiplexed addresses 
can be connected to all of the banks of DRAMs. This 
leaves the non-selected banks in the standby mode (less 
than one tenth of the operating power) with the data out- 
put in TRi-STATE®. Only the bank with its associated 
RAS low will be written to or read from. 


Operational Features 

■ All DRAM drive functions on one chip — minimizes 
skew on outputs, maximizes AC performance 

■ On-chIp capacitive-load drives (specified to drive up 
to 88 DRAMs) 

■ Drives directiy aii 16k, 64k, and 256k DRAMs 

■ Capabie of addressing 64k, 256k, or 1M words 

■ Propagation delays of 25ns typical at 500pF load 

■ CAS goes low automatically after column addresses 

are valid if desired 

■ Auto Acces s mo de provides RAS, row to column 
sele ct, then CAS automatically and fast 

■ WE follows WIN unconditionally— offering READ, 
WRITE or READ-MODI FY-WRITE cycles 

■ On-chip 9-bit refresh counter with selectable End-of- 
Count (127, 255, or 511) 

■ End-of-Count indicated by RF I/O pin going low at 
127, 255, or 511 

■ Low input on RF I/O resets 9-bit refresh counter 

■ CAS inhibited during refresh cycle 

■ Fall-through latches on address inputs controlled by 
ADS 

■ TRI-STATE outputs allow multi-controller addressing 
of memory 

■ Control output signals go high-impedance logic “1” 
when disabled for memory sharing 

■ Power-up: counter reset, control signals high, address 
outputs TRI-STATE, and End-of-Count set to 127 

Mode Features 

■ 8 modes of operation: 3 access, 3 refresh, and 2 set-up 

■ 2 externally controlled modes: 1 access and 1 refresh 
(Modes 0, 4) 

■ 2 auto-access modes RAS -*■ R/C -► CAS automatic, 
with tpAH = 20 or 30ns minimum (Modes 5, 6) 

■ Auto-access mode allows Hidden Refreshing (Mode 5) 

■ Forced Refresh requested on RF I/O if no Hidden 
Refresh (Mode 5) 

■ Forced Refresh performed after system acknowledge 
of request (Mode 1) 

■ Automatic Burst Refresh mode stops at End-of-Count 
of 127, 255, or 511 (Mode 2) 

■ 2 All-RAS Access modes externally or automatically 
controlled for memory initialization (Modes 3a, 3b) 

■ Automatic All-RAS mode with external 8-bit counter 
frees system for other set-up routines (Mode 3a) 

■ End-of-Count value of Refresh Counter set by B1 and 
BO (Mode 7) 


0P8409 
DYNAMIC RAM 
CONTROLLER/ 
DRIVER 


SOOpF DRIVE MEMORY 
9 


16k, 64k, OR 
256 k DYNAMIC 
RAM BANKS 


DP8409 





DP8409 



Pin Definitions 


DP8409 Functional Block Diagram 


Vcc» GND, GND — Vcc = 5V ± 5%. The three supply pins 
have been assigned to the center of the package to 
reduce voltage drops, both DC and AC. There are also 
two ground pins to reduce the low level noise. The 
second ground pin is located two pins from Vcc. so that 
decoupiing capacitors can be inserted directiy next to 
these pins. It is important to adequateiy decoupie this 
device, due to the high switching currents that will 
occur when all 9 address bits change in the same 
direction simultaneousiy. A recommended solution 
would be a 1pF multilayer ceramic capacitor in parallel 
with a low-voitage tantaium capacitor, both connected 
as ciose as possible to pins 36 and 38 to reduce iead in- 
ductance. See Figure beiow. 

Vcc (PIN 36) O 


GND (PINS 38, 13) O 

•Capacitor values should be chosen depending on the particular 
application. 

R0-R8: Row Address Inputs. 

C0-C8: Column Address Inputs. 

Q0-Q8: Multiplexed Address Outputs — Selected from 
the Row Address Input Latch, the Column Address Input 
Latch, or the Refresh Counter.* 


1 1 

- , 'TANTALUM , . 

X J 


•MULTILAYER 

CERAMIC 


RAS IN; Row Address Strobe Input — Ena bles selected 
RASn output when M2 (RFSH) is high, or all RASn outputs 
when RFSH is low. 

R/C (RFCK) — In Auto-Refresh Mode this pin is the ex- 
ternal Refresh Clock Input: one refresh cycle has to be 
performed each clock period. In all other modes it is 
Row/Column Select Input: selects either the row or col- 
umn address input latch onto the output bus. 

CASIN (RGC K) — In Auto-Refresh Mode, Auto Burst 
Mode, and All-RAS Auto-Write Mode, this pin is t he RAS 
Generator Clock input. In all other modes it i s CA SIN 
(Column Address Strobe Input), which inhibits CAS out- 
put when high i n Mo des 4 and 3b. In Mode 6 it can be 
used to prolong CAS output. 

ADS: Address (Latch) Strobe Input — Row Address, Col- 
umn Address, and Bank Select Latches are fall-through 
with ADS high; Latches on high-to-low transition. 

CS: Chip Select Input — TRI-STATE’s the Address Out- 
puts and puts the control signal into a high-impedance 
logic “1” state when high (unless refreshing in one of 
the Refresh Modes). Enables all outputs when low. 

MO, M1, M2: Mode Control Inputs — These 3 control pins 
determine the 8 major modes of operation of the DP8409 
as depicted in Table 1. 
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Table 1. DP8409 Mode Select Options 

Mode 

(RFSH) 

M2 

Ml 

MO 

Mode of Operation 

Conditions 

0,. 

0 

0 

0 

Externally Controlled Refresh 

RF 1/0=1^ 

1 

0 

0 

1 ^ 

Auto Refresh — forced 

RF I/O = Refresh Request (RFRQ) 

2 

0 

1 

0 

Internal Auto Burst Refresh 

RF l/0 = EOC 

3a 

0 

1 

1 

All Ms Auto Write 

RF l/0 = E^; All Ms Active 

3b 

0 

1 

1 

Externally Controlled All RAS Access 

All Ms Active 

4 • 

1 

0 

0 

Externally Controlled Access 

Active RAS defined by Table 2 

5 

1 

0 

1 

Auto Access, Slow Irah, Hidden Refresh 

Active RAS defined by Table 2 

6 

1 

1 

0 

Auto Access, Fast tpAH 

Active RAS defined by Table 2 

7 

1 

1 

1 

Set End of Count 

See Table 3 for Mode 7 


RF I/O — The I/O pin functions as a Reset Counter Input 
when set low from an external open-collector gate, or as 
a flag output. The flag goes active-low in Modes 0 and 2 
when the End-of-Count output is at 127, 255, or 511 (see 
Table 3). in Auto-Refresh Mode it is the Refresh Request 
output. 

WIN: Write Enable Input. 

WE: Write Enable Output — Buffered output from WIN.* 

CAS: C olum n Address Strobe Output — In Modes 3a, 5, 
and 6, CAS transitions low following valid column ad- 
dress. In M odes 3 b and 4, it goesjow after R/C goes low, 
or follows CASIN going low if R/C is already low. CAS is 
high during refresh.* 

RAS 0-3: Row Address Strobe Outputs — Selects a 
memo ry bank d ecoded from B1 and BO (see Table 2), if 
RFSH is high. If RFSH is low, all banks are selected.* 

BO, B1: Bank Select Inpu ts — Strobed by ADS . Decoded 
to enable one of the RAS outputs when RASIN goes low. 
Also used to define End-of-Count in Mode 7 (Table 3). 


R/C (RFCK)-^ 

CASIN (RGCK)-| 
MO-i 
^1-1 
M2 (RFSH) — 
ADS — 
RQ-i 

R1 — 

C1-li 

R2-li 

GND — 
R3ii 
C3i^ 
R4ii 
C4 — 

RSJI 

C5 — 
R6 — 
C6-^ 


n 

C7-2^ 


Q2 
38 


DP8409 


Praso 

Ebo 


k^cs 


Order Number DP8409N, DP8409N-2, DP8409N-3, 
DP8409D, DP8409D-2, DP8409D-3 
See NS package N48A or D48A 

Pin Configuration 


Conditions for aii Modes 

Input Addressing 

The address block consists of a row-address latch, a 
column-address latch, and a resettable refresh counter. 
The address latches are fall-through when ADS is high 
and latch when ADS goes low. If the address bus con- 
tains valid addresses until after the valid address time, 
ADS can be permanently high. Otherwise ADS must go 
low while the addresses are still valid. 


In normal memory access operation, RASIN and R/C are 
initially high. When the address inputs are enabled into 
the address latches, the row addresses appear on the Q 
outputs. The address stro^ also inputs the bank-select 
address, (BO ^d B1). If CS is low, all outputs are en- 
abled. When CS is transitioned high, the address out- 
puts go TRI-STATE and the control outputs first go high 
through a low impedance, and then are held by an on- 
chip high impedance. This allows output paralleling 
with other DP8409s for multi-addressing. All outputs go 
active about 50ns after the chip is selected again. If CS 
is high, and a refresh cycle begins, all the outputs 
become active until the end of the refresh cycle. 


Drive Capability 

The DP8409 has timing parameters that are specified 
with up to 600 pF loads. In a typical memory system this 
is equivalent to about 88, 5V-only DRAMs, with trace 
lengths kept to a minimum. Therefore, the chip can drive 
four banks each of 16 or 22 bits, or two banks of 32 or 39 
bits, or one bank of 64 or 72 bits. 

Less loading will slightly reduce the timing parameters, 
and more loading will increase the timing parameters, 
according to the graph of Figure 10. The AC performance 
parameters are specified with the typical load capaci- 
tance of 88 DRAMs. This graph can be used to extrapo- 
late the variations expected with other loading. 

Because of distributed trace capacitance and induc- 
tance and DRAM input capacitance, current spikes can 
be created, causing overshoots and undershoots at the 
DRAM inputs that can change the contents of the 
DRAMs or even destroy them. To remove these spikes, a 
damping resistor (low inductance, carbon) can be in- 
serted between the DP8409 driver outputs and the 
DRAMs, as close as possible to the DP8409. The values 


7-45 


DP8409 






























































DP8409 


of the damping resisto rs m ay diffe r between the dif- 
ferent controi outputs; RAS’s, CAS, Q’s, and WE. The 
damping resistors shouid be determined by the first 
prototypes (not wire-wrapped due to the iarger 
distributed capacitance and inductance). The best 
vaiues for the damping resistors are the criticai values 
giving a critically damped transition on the control out- 
puts. Typical values for the damping resistors will be 
between 150 and 1000, the lower the loading the higher 
the value. (For more information, see AN-305 “Precau- 
tions to Take When Driving Memories.”) 

DP8409 Driving any 16k or 64k DRAMs 

The DP8409 can drive any 16k or 64k DRAMs. All 16k 
DRAMs are basically the same configuration, including 
the newer 5V-only version. Hence, in most applications, 
different manufacturers’ DRAMs are interchangeable 


(for the same supply-rail chips), and the DP8409 can 
drive all 16k DRAMs (see Figure la). 

There are three basic configurations for the 5V-only 64k 
DRAMs; a 128-row by 512-column array with an on-RAM 
refresh counter, a 128-row by 512-column array with no 
on-RAM refresh counter, and a 256-row by 256-column 
array with no on-RAM refresh counter. The DP8409 can 
drive all three configurations, and at the same time 
allows them all to be interchangeable (as shown in 
Figures 1b and 1c), providing maximum flexibility in the 
choice of DRAMs. Since the 9-bit on-chip refresh counter 
can be used as a 7-bit refresh counter for the 128-row 
configuration, or as an 8-bit refresh counter for the 
256-row configuration, the on-RAM refresh counter (if 
present) is never used. As long as 128 rows are 
refreshed every 2ms (i.e. 256 rows in 4ms) all DRAM 
types are correctly refreshed. 


DP8409 Interface Between System & DRAM Banks 



FIGURE 1a. DP8409 with any 16k DRAMS 


128 ROWS 
IN 2 MS 



ONLY LS 7 BITS OF REFRESH COUNTER USED FOR THE 7 ROW ADDRESSES. 
MSB NOT USED BUT CAN TOGGLE 


FIGURE 1b. DP8409 with 128 Row x 512 Column 64k DRAM 


128 ROWS 
IN2MS 
(OR 256 ROWS 
IN 4 MS) 



ALL 8 BITS OF REFRESH COUNTER USED 


FIGURE 1c. DP8409 with 256 x 256 Column 64k DRAM 
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When the DP8409 is in a refresh mode, the RF i/0 pin 
indicates that the on-chip refresh counter has reached 
its end-of-count. This end-of-count is seiectable as 127, 
255 or 512 to accommodate 16k, 64k, or 256k DRAMs. 
Aithough the end-of-count may be chosen to be any of 
these, the counter aiways counts to 511 before roiiing 
over to zero. 

Read, Write, and Read-Modify-Write Cycles 

The output signai, WE, determines what type of memory 
acces s cyc ie the memory wiii perform, if WEj^kept high 
whiie C AS g oes iow, a read cycie occurs, if WE goes iow 
before CAS goes iow, a write cycie occurs and da ta at 
Di (DRAM i nput data) is written into the DRA M as CAS 
goes iow. if WE goes iow later than tcwo a^ler CAS goes 
low, first a read occurs and DO (DRAM output data) 
becomes valid; then data D I is written into the same 
address in the DRAM when WE goes low. In this read- 
modify-write case, DI and DO cannot be linked together. 
The typ e of cycle is therefore controlled by WE, which 
follows WIN. 

Power-Up Initialize 

When Vcc 'S first applied to the DP8409, an initialize 
pulse clears the refresh counter, the internal control 
flip-flops, and sets the End-of-Count of the refresh 
counter to 127 (which may be changed via Mode 7). As 
Vcc increases to about 2.3 volts, it holds the output 
control signals at a level of one Schottky diode-drop 
below Vcc> and the output address to TRI-STATE. As Vcc 
increases above 2.3 volts, control of these outputs is 
granted to the system. 


DP8409 Functional Mode 
Descriptions 

Note: All delay parameters stated in text refer to the DP8409. Substitute 
the respective delay numbers for the DP8409-2 or DP8409-3 when using 
these devices. 

Mode 0 — Externally Controlled Refresh 

Figure 2 is the Externally Controlled Refresh Timing. In 
this mode, the input address latches are disabled from the 
addre ss ou tputs and the refresh counter is enabled. 
When RAS occurs, the enabled row in the DRAM is re- 
freshed. In the Externally Controlle d Refre sh m ode, all 
RAS outputs are enabled following RASIN, and CAS is 
inhibited. This refreshes the same row in all f our ban ks. 
The re fresh counter increments when either RASIN or 
RFSH goes low-to-high after a refresh. RF I/O goes low 
when the count is 127, 255, or 511 , as s et by End-of- 
Count (see Table 3), with RASIN and RFSH low. To reset 
the counter to all zeroes, RF I/O is set low through an ex- 
ternal open-collector driver. 

During refresh, RASIN and RFSH must be skewed tran- 
sitioning low such that the refresh address is vali d on 
the address outputs of the controller before the RAS 
outputs go lo w. The a mount of time that RFSH should 
go low before RASIN does depends on the capacitive 
loading of the address and RAS lines. For the load 
specified in the switching characteristics of this data 
sheet, 10ns is sufficient. Refer to Figure 2. 

To perform externally controlled burst refresh, RASIN is 
toggled while R FSH is held low. The refresh counter in- 
crements with RASIN going low to high, s o that the 
DRAM rows are refreshed in succession by RASIN go- 
ing high to low. 


! j low 



QO-S OLD COLUMNS 


/ H h- 


' INDICATES DYNAMIC RAM PARAMETERS 


END OF COUNT 
LOW IF n = 127, 255, 511 


COUNTER RESET 
INPUT FROM 
OPEN COLLECTOR 


FIGURE 2. External Control Refresh Cycle (Mode 0) 
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Mode 1 — Automatic Forced Refresh 

In Mode 1, the R/C (RFCK)_pin be come s RFCK (refresh 
cycle clock), Instead of R/C, and CAS remains high. If 
RFCK is kept permanently high, then whenever M2 (RFSH) 
go es low , an externally con trolled r efresh will occur and 
all RAS outputs will follow RASIN, strobing the refresh 
counter contents to the DRAMs. The RF I/O pin will 
always output high, but when set low externally through 
an open-collector driver, the refresh counter resets as 
normal. This externally controlled method may be pre- 
ferred when operating in the Automatic Access mode 
(Mode 5), where hidden or forced refreshing is undesir- 
able, but refreshing is still necessary. 

If RFCK is an input clock signal, one (and only one) 
refresh cycle must take place every RFCK cycle. Refer 
to Figure 9. If a hidden refresh does not occur while 
RFCK is high, in Mode 5, then RF'l/0 (Refresh Request) 
goes low immediately after RFCK goes low, indicating to 
the system that a forced refresh is requested. The 
system must allow a forced refresh to take place while 
RFCK is low (refer to Figure 3). The Refr esh R eq uest 
signal o n RF I/O may be connected to a Hold or Bus 
Req uest in put to the sys tem. The system acknowledges 
the Hold or Bus Request when ready, and out puts Hold 
Acknowledge or Bus Reque st Acknowledge. If this is 
connected to the M2 (RFSH) pin, a forced- refre sh cycle 
will be Initiated by the DP8 409, and RAS will be 
internally generated on all four RAS outputs, to strobe 
the refresh counter contents on the address outputs 
into all the DRAMs. An external RAS Generator Clock 


(RGCK) is required for this function. It is fed to the 
CASIN (RGCK) pin, and may be up toTOM Hz. W henever 
M2 goes low Onducing a forced refresh), RAS remains 
high for one to two periods of RGCK, depending on 
when M2 goes lo w re lative to the high-to-iow triggering 
edge of RGCK; RAS then goes low for two periods, 
performing a refresh on all banks. In orde r to obtain the 
minimum delay from M2 going low to RAS going low, M2 
should go l ow tpRsno befor e the next falling edge of 
RGC K. The Refresh Request on RF I/O is terminated as 
RAS begins, so that by the time the system has acknowl- 
edged the removal of the request and dis abled its 
Acknowledge, (i.e., M2 goes high). Refresh RAS will have 
ended, and normal operations can begin again in the 
Automat ic A ccess mode (Mode 5). If it is desired that 
Refresh RAS end in less than 2 periods of RGCK from 
the time RAS went low, then M2 may b e high earlier than 
♦rqhrf after RGCK goes low and RAS will go high tpppH 
after M2, if CS is low. If CS is high, the RAS will go high 
impedance high after 25ns after M2 goes high. 

To allow the forced refresh, the system will have been 
inactive for about 4 periods of RGCK, which can be as 
fast as 400ns every RFCK cycle. To guarantee a refresh 
of 128 rows every 2 ms, a period of up to 16^/s is required 
for RFCK. In other words, the system may be down for 
as little as 400ns every 16^s, or 2.5% of the time. Al- 
though this is not excessive, it may be preferable to per- 
form a Hidden Refresh each RFCKcycle, which is allowed 
while still in the Auto-Access mode, (Mode 5). 



CAS 



ffl RFCK GOES LOW ® P>P ACKNOWLEDGESJEFRESH REQUEST 

@ RFRQ GOES LOW IF NO HIOOEN REFRESH OCCURED ® FORCEO REFRESH RAS STARTS AFTER >T (>tRp) 

WHILE RFCK WAS HIGH ® FORCEO REFRESH RAS ENOS RFRQ 

@ NEXT RASIN STARTS NEXT ACCESS @ pP REMOVES REFRESH ACKNOWLEDGE 

FIGURE 3. DP8409 Performing a Forced Refresh (Mode 5—1—5) 
with Various Microprocessors 
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Tns 


PROCESSOR ACTS ACKNOWLEDGE 
AFTER INTERRUPT END OF BURST 



FIGURE 4. Auto-Burst Mode, Mode 2 


Mode 2 — Automatic Burst Refresh 

This mode is normally used before and/or after a DMA 
operation to ensure that all rows remain refreshed, pro- 
vided the DMA transfer takes less than 2 ms (see Figure 4). 
When the. DP8409 enters this mode, CASIN (R GCK) b e- 
comes th e RA S Generator Clock (RGCK), and RASIN is 
disabled. CAS remains high, and RF I/O goes low when 
the refresh counte r ha s reached the selected End-of- 
Count and the last RAS has ended. RF I/O then remains 
low until the Auto-Burst Refresh mode is terminated. RF 
I/O can therefore be used as an interrupt to indicate the 
End-of-Burst condition. 

The signal on all four RAS outputs is just a divide-by-four 
of R GCK; in other words, if RGCK has a 100ns period, 
RAS is high and low for 200ns each cycl e. Th e refresh 
counter increments at the end of each RAS, starting 
from the count it contained when the mode was entered. 
If this was zero, then for a RGCK with a 100 ns period with 
End-of Count set to 127, RF I/O will go low after 
128x0.4j.is, or 51.2jis. During this time, the system may 
be performing operations that do not involve DRAM. If 
all rows need to be burst refreshed, the refresh counter 
may be cleared by setting RF I/O low externally before 
the burst begins. 

Bur,pt-mode refreshing is also useful when powering 
down systems for long periods of time, but with data 
retention still required while the DRAMs are in standby. 
To maintain valid refreshing, power can be applied to 
the DP8409 (set to Mode 2), causing it to perform a com- 
plete burst refresh. When end-of-burst occurs (after 26jis), 
power can then be removed from the DP8409 for 2 ms, 
consuming an average power of 1.3% of normal operating 
power. No control signal glitches occur when switching 
power to the DP8409. 


Mode 3a — All-RAS Automatic Write 

Mode 3a is useful at system initialization, when the 
memory is being cleared (i.e., with all-zeroes in the data 
field and the corresponding check bits for error detection 
and correction). This requires writing the same data to 
each location of memory (every row of each column of 
each bank). All RAS outputs are activated, as in refresh, 
and so are CAS and WE. To write to all four banks simulta- 
neously, every row is strobed in each column, in se- 
quence, until data has been written to all locations. 

To select this mode, B1 and BO must have previously 
been set to 00, 01, or 10 in Mode 7, depending on the 
DRAM size. For example, for 16k DRAMs, B1 and BO are 
00. For 64k DRAMs, B1 and BO are 01, so that for the 
configurati on of Figure 1b, the 8 refresh counter bits are 
strobed by RAS into the 7 row addresses and the ninth 
column address. After this Automatic-Write process, B1 
and BO must be set again in Mode 7 to 00 to set End-of- 
Count to 127. For the configuration of Figure 1c, B1 and 
BO set to 01 will work for Automatic-Write and End-of- 
Count equals 255. 

In this mode, R/C is disabled; WE is permanently en- 
abled low, and CASIN (RGCK) becomes RGCK. RF I/O 
goes low whenever the refresh counter is 1 27, 25 5, or 511 
(as set by End-of-Count in Mode 7), and the RAS outputs 
are active. 

Referring to Figure 5a, an external 8-bit counter (for 64k 
DRAMs) with TRI-STATE outputs is required and must 
be connected to the column address inputs. It is 
enabled only during this mode, and is clocked from RF 
I/O. The DP8409 refresh counter is used to address the 
rows, and the column address is supplied by the 
external counter. Every row for each column address is 
written to in all four banks. At the End-of-Count RF I/O 
goes low, which clocks the external counter. 




DP8409 


Therefore, for each column address, the refresh co unter 
first outputs row-0 to the address bus and all four RAS 
outputs strobe this row address Into t he D RAMs (see 
Figure 5b). A minimum of 30 ns after RAS goes low 
(fRAH=30ns), the refresh counter is disabled and the 
column address input latch is enabled onto the add ress 
bus. About 14 ns after the column address is valid, CAS 
goes low, (tAsc = +14n s), st robi ng th e column address 
into the DRAMs. When RAS and CAS go high the refresh 
count er in crements to the next row and the cycle repeats. 
Since WE is kept low in this mode, the data at Dl (input 
data) of the DRAMs is writt en In to each row of the latched 
column. During each cycle RAS is high for two periods of 
RGCK and low for two periods, giving a totai write-cycle 
time of 400ns minimum, which is adequate for most 16k 
and 64k DRAMs. On the last row of a column, RF I/O incre- 
ments the external counter to the next column address. 


At the end of the last column address, an interrupt is 
generated from the external counter to let the system 
know that initialization has been compieted. During the 
entire initialization time, the system can be performing 
other initialization functions. This approach to memory 
initialization is both automatic and fast. For instance, if 
four banks of 64k DRAMs are used, and RGCK is 100 ns, 
a write cycie to the same location in ail four banks takes 
400ns, so the total time taken in initializing the 64k 
DRAMs is 65k X 400 ns or 26 ms. When the system re- 
ceives the interrupt, the exterjial counter must be per- 
manently disabled. ADS and CS are interfaced by the 
system, and the Df8409 mode is changed. The interrupt 
must then be disabled. 



FIGURE 5a. DP8409 Extra Circuitry Required for All-RAS Auto Write Mode, Mode 3a 



FIGURE 5b. DP8409 All-RAS Auto Write Mode, Mode 3a, Timing Waveform 
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Mode 3b — Externally Controlled AU RAS Write Mode 4 — Externally Controlled Access 


To select this mode, B1 and BO must first have been set 
to 11 in Mode 7. This mode is useful at system initializa- 
tion, but under processor control. The memory address 
is provided by the pro cess or, which aiso perform s the 
incrementing. Aii four RAS outputs foliow RASiN (sup- 
piied by the processor), strobing the ro w addr ess into 
the DRAMS. R/C can now go iow, while CASIN may be 
used to control CAS (as i n the Externally Controlled 
Access mode), so that CAS strobes the c olum n address 
contents into the DRAMs. At this time WE should be 
low, causing the data to be written into all four banks of 
DRAMs. At the end of the write cycle, the input address is 
incremented and latched by the DP8409 for the next write 
cycle. This method is slower than Mode 3a since the 
processor must perform the incrementing and accessing. 
Thus the processor is occupied during RAM initialization, 
and is not free for other initialization operations. How- 
ever, initialization sequence timing is under system 
control, which may provide some system advantage. 


This mode facilitates externally controlling all access- 
timing parameters associated with the DRAMs. The 
application of modes 0 and 4 are shown in Figure 6. 

Output Address Selection 

Refer to Figure 7a. With M2 (RFSH) and R/C high, the 
row address latch contents are transferred to the multi- 
plexed address bus output Q0-Q8, provided CS is set 
loyw The colu mn addr ess latch contents are output after 
R/C goes low. RASIN can go low after the row address- 
es h ave been set up on Q0-Q8. This selects one of the 
RAS outputs, strobing the row address on the Q outputs 
into the desired bank of memory. After the row-address 
hold-time of the DRAMs, R/C can go low so that about 
40ns later column addresses appear on the Q outputs. 




FIGURE 6. Typical Application of DP8409 Using External Control Access and Refresh in Modes 0 and 4 
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FIGURE 7b. Write Cycle Timing (Mode 4) 
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Automatic CAS Generation 


In a normal memo ry access cycle CAS can be derived 
from inputs CASIN or R/C. If CASIN Is high, then R/C go- 
ing low swit ches th e address output drivers from rows 
to columns. CASIN then going low ca uses CAS to go 
low approximately 40 ns later, allowi ng CAS to occur at 
a ^edictable ti me (s ee Figure 7b). If CASIN is low when 
R/C goes low, CAS will be automatically generated, 
following the row to column transition by about 20 ns 
(see Figure 7a). M ost DRAMs have a column address 
set-up time before CAS (t^sc) 0 ns or - 10 ns. In other 
words, a t^sc greater than 0 ns is safe. 

Fast Memory Access 

AC parameters toipi. tDiP 2 rriay be use d to det ermine the 
minimu m delays required between RASIN, R/C, and 
CASIN (see Application Brief 9; “Fastest DRAM Access 
Mode”). 

Mode 5 — Automatic Access with Hidden Refresh 

The Auto Access with Hidden Refresh mode has two 
advantages over the Externally Controlled Access mode, 
due t o the fa ct that all outputs exc ept WE are initiated 
from RASIN. First, inputs R/C and CASIN are unneces- 
sary and can be used for other functions (see Refreshing, 
below). Secondly, because the output control signal s 
are derived internally from one input signal (RASIN), 
timing-skew problems are reduced, thereby reducing 
memory access time substantially or allowing use of 
slower DRAMs. The automatic access features of Mode 5 
(and Mode 6) of the DP8409 make DRAM accessing 
appear essentially “static”. 

Automatic Access Control 

The major disadvantage of DRAMs compare d to static 
RAMs is the complex timing involved. First, a RAS must 
occur with the row address previously set up on the multi- 
plexed address bus. After the row address has been held 
for tRAH. (the Row-Address hold-tim e of the DRAM), the 
column address is set up and then CAS occurs. This is 
all performed automatically by the DP8409 in this mode. 

Provide d the input address is valid as ADS goes low, 
RASIN can g o low any time after ADS. This is because 
the selected RAS occurs typically 27ns later, by which 
time the row address is already valid on the address 
output of the DP8409. The Address Set-Up time (tASR)i is 
0ns on mos t DRAMs. The DP8409 in this mode (with ADS 
and RASIN edges simultaneously applied) produces a 
minimum tASP of 0ns. This is true provided the input ad- 
dress was valid tASA before ADS went low (see Figure 8a). 

Next, the row address is disabled after tRAH (30ns mini- 
mum); in most DRAMs, tRAH minimum is less than 3 0ns. 
The column address is then set up and tAsc later, CAS 
occurs. The only other contr ol inp ut required is WIN. 
When a write cycl e is required, WIN must go low at least 
30 ns before CAS is output low. 

Th is gives a total ty pical delay from: input address valid 
to RASIN (15ns); to RAS ( 27ns ); to rows held (50ns); to 
columns val id (25n s); to CAS (23ns) = 140ns (that is, 
125 ns from RASIN). All of these typical figures are for 
heavy capacitive loading, of approximately 88 DRAMs. 


This mode is therefore extremely fast. The external timing 
is greatly simplified for the mem ory syst em designer: 
the only system signal required is RASIN. 

Refreshing 

Because R/C and CASIN are not used i n this mode, R/C 
becom es R FCK (refresh clock) and CASIN becomes 
RGCK (RAS generator clock). With these two signals it 
is possible to perform refreshing without extra ICs, and 
without holding up the processor. 

One refresh cycle must occur during each refresh clock 
period and then the refresh address must be incremented 
to the next refresh cycle. As long as 128 rows are re- 
freshed every 2ms (one row every 16 /iS), all 16k and 64k 
DRAMs will be correctly refreshed. The cycle time of 
RFCK must, therefore, be less than 16fiS. RFCK going 
high sets an internal refresh-request flip-flop. First the 
DP8409 will attempt to perform a hidden refresh so that 
the system throughput will not be affected. If, during the 
time R FCK is high, CS on the DP8409 goes high and 
RASIN occurs, a hidden refresh will occur. In this case, 
RASIN should be considered a common read/write strobe. 
In other words, if the processor is accessing elsewhere 
(other than the DRAMs) while RFCK is high, the DP8409 
will perform a refresh. The refre^ counter is enabled to 
the address o utpu ts whenever CS g oes hig h with RFCK 
high, and all RAS outputs follow RASIN. If a hidden 
refresh is taking place as RFCK goes low, the refresh 
continues. At the start of the hidden refresh, the refresh- 
request flip-flop is reset so no further refresh can occur 
until the next RFCK period starts with the positive-going 
edge of RFCK. Refer to Figure 9. 

To determine the probability of a Hidden Refresh occur- 
ring, assume each system cycle takes 400 ns and RFCK 
is high for 8^s, then the system has 20 chances to not 
select the DP8409. if during this time a hidden refresh 
did not occur, then the DP8409 forces a refresh while 
RFCK is low, but the system chooses when the refresh 
takes place. After RFCK goes low, (and the internal- 
request flip-flop has not been reset), RF I/O goes low 
indicating that a refresh is requested to the system. 
Only when the s ystem acknowledges this request by 
setting M2 (RFSH) low does the DP8409 initiate a forced 
refresh (which is performed automatically). Refer to 
Mode 1, and Figure 3. The internal refresh request flip- 
flop is then reset. 

Figure 9 illustrates the refresh alternatives in Mode 5. If 
a hidden refresh has occurred and CS again goes high 
before RFCK goes low, the chip is deselected. All the 
control signals go high-impedance high (logic “1”) and 
the address outputs go TRI-STATE until CS again goes 
low. This mode (combined with Mode 1) allows very fast 
access, and automatic refreshing (possibly not even 
slowing down the system), with no extra ICs. Careful 
system design can, and should, provide a higher prob- 
ability of hidden refresh occurring. The duty cycle of 
RFCK need not be 50-percent; in fact, the low-time 
should be designed to be a minimum. This is 
determined by the worst-case time (required by the 
system) to respond to the DP8409’s forced-refresh 
request. 
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FIGURE 8a. Modes 5, 6 Timing (CASIN High in Mode 6) 



FIGURE 8b. Mode 6 Timing, Extended CAS 


7-54 





H OLD ftCK 
OR BUS ACK 




RFSH (M2) 


Ml 

WE 

MQ 

00-8 

RFCK 

RGCK 


t t 

IRFCK Tns 


tRFCK =J2ms/128 =15.6pS 


tRFCKL 

FORCES REFRESH 


tRFCKH 

HIDDEN REFRESH ALLOWED 


NO FORCED 
REFRESH 


PROCESSOR ACCESSING ELSEWHERE 



PROCESSOR CYCLE TIME 


FIGURE 9. Hidden Refreshing (Mode 5) and Forced Refreshing (Mode 1) Timing 
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Table 2. Memory Bank Decode 


Bank Select 
(Strobed by ADS) 

Enabled RASp 

B1 

BO 

0 

0 

R^o 

0 

1 

MSi 

1 

0 

^2 

1 

1 

RASa 


Note that RASIN going low earlier than tcsRL after CS 
goes l ow may result in th e DP8 4Q9 interpreting the 
RASIN as a hidden refresh RASIN if no hidden refresh 
has o ccurred in the current RFCK cycle. In this case, all 
RAS outputs would go low for a shor t time. Thus, it is 
suggested that when using Mode 5, RASIN should be 
held high until tcsRL after CS goes low if a refresh is not 
intended. Similarly , CS sh ould be held low for a mini- 
mum of tcsRL after RASIN returns high when ending the 
access in Mode 5. 

Mode 6 — Fast Automatic Access 

The Fast Access mode is similar to Mode 5, but has a 
faster tpAH of 20ns, minimum. It therefore can only be 
used with fast 16k or 64k DRAMs (which have a tpAH of 
10ns to 15 ns) i n applications requiring fast access times; 
RASIN to CAS is typically 105ns. 

In this mode, the R/ C (RFCK ) pin is not used, but C ASIN 
(RGC K) is used as CASIN to allow an extended CAS 
after RAS has already terminated. Refer to Fig ure 8b. 
This is desirable with fast cycle-times where RAS h as to 
be terminated as soon as possible before the next RAS 


begins (to meet the precharge time, or tpp, req uiremen ts 
of the DRAM). CAS may then be held low by CASIN to 
extend the data output valid tim e from the DRAM to 
allow the system to re ad the data. CASI N sub sequently 
going h igh end s CAS. If this extended CAS is not re- 
quired, CASIN should be set high in Mode 6. 

There is no internal refresh-request flip-flop in this mode, 
so any refreshing required must be done by entering 
Mode 0 or Mode 2. 

Mode 7 — Set End-of-Count 

The End-of-Count can be externally selected in Mode 7, 
using ADS to strobe in the respective v alue o f B1 and BO 
(see Table 3). With B1 an d BO the same EOC is 127; with 
B1=0 and B0 = 1, EOC is 255; and with B1 = 1 and 
B0 = 0, EOC is 511. This selected value of EOC will be 
used until the next Mode 7 selection. At power-up the 
EOC is automatically set to 127 (B1 and BO set to 11). 


Table 3. Mode 7 


Bank Select 
(Strobed by ADS) 

End of Count 

B1 

BO 

Selected 

0 

0 

127 

0 

1 

255 

1 

0 

511 

1 

1 

127 
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FIGURE 10. Change in Propagation Delay vs. Loading Capacitance 
Relative to a SOOpF Load 
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Absolute Maximum Ratings (Note d 

Supply Voltage, Vcc 7.0V 

Storage Temperature Range -65°Cto+150®C 

Input Voltage 5.5V 

Output Current 150 mA 

Lead Temperature (Soldering, 10 seconds) 300°C 

“Derate cavity package 23.6mW/'C above 25°C; derate molded 
package 22.7mW/'C above 25“C. 


Maximum Power Dissipation* at 25°C 
Cavity Package 
Molded Package 

Operating Conditions 


Vcc Supply Voltage 
Ta Ambient Temperature 


3542mW 

2833mW 


Electrical Characteristics Vcc = 5.0V±5%, 0°C< Ta< TO^C unless otherwise noted (Notes 2 , 6) 


Symbol Parameter 


Vc Input Clamp Voltage 


IH 1 Input High Current for ADS, R/C only 


ih 2 Input High Current for All Other Inputs* 


li RSI Output Load Current for RF I/O 


li CTL Output Load Current for RAS, CAS, WE 


IL 1 Input Low Current for ADS, R/C only 


l|L2 Input Low Current for All Other Inputs* 


V|L Input Low Threshold 


Input High Threshold 


Conditions 


Vcc = Min., lc = -12mA 


V|n=2.5V 


V|n=2.5V 


V|N =0.5V, Output High 


V|N =0.5V, Chip Deselect 


V|n = 0.5V 


V|n=0.5V 




Typ 

Max 

Units 

-0.8 

-1.2 

V 

2.0 

100 

mA 


50 

mA 

-1.5 

-2.5 

mA 

-1.5 

-2.5 

mA 

-0.1 

p 

T 

mA 

-0.05 

-0.5 

mA 


Output Low Voltage* 

loL = 20mA 

Output Low Voltage for RF I/O 

loL = 10mA 

Output High Voltage* 

Iqh=— 1mA 

Output High Voltage for RF I/O 

Iqh = — lOOfiA 

Output High Drive Current* 

Vout = 0.8V (Note 3) 

Output Low Drive Current* 

Vout = 2.7V (Note 3) 

TRI-STATE Output Current 
(Address Outputs) 

0.4V < VouT < 2.7V, 
CS = 2.0V, Mode 4 

Supply Current 

Vcc = Max. 



Icc 


‘Except RF I/O Output. 

Switching Characteristics: DP8409/DP8409-3 Vcc=5.ov±5%, o°c < ta < 7o°c unless other- 
wise noted (Notes 2, 4, 5). The output load capacitance is ty pical f or 4 ba nks of 22 DRAMs each or 88 DRA Ms includ- 
ing trace capacitance. These values are: Q0-Q8, Cl = 500pF; RAS0-RAS3, Cl = 150pF; WE, Cl = 500pF; CAS, 

Cl = 600pF, unless otherwise noted. See Figure 11 for test load. Switches SI and S2 are closed unless otherwise noted, 
and R1 and R2 are 4.7kn unless otherwise noted. Maximum propagation delays are specified with all outputs switching. 


Symbol 

Access Parameter 

Conditions 

tpiCL 

RASIN to CAS Output Delay (Mode 5) 

Figure 8a 

tRICL 

RASIN to CAS Output Delay (Mode 6) 

Figures 8a, 8b 

fRICH 

RASIN to CAS Output Delay (Mode 5) 

Figure 8a 

fRICH 

RASIN to CAS Output Delay (Mode 6) 

Figures 8a, 8b 

fRCDL 

RAS to CAS Output Delay (Mode 5) 

Figure 8a 

tRCDL 

RAS to CAS Output Delay (Mode 6) 

Figures 8a, 8b 

fRCDH 

RAS to CAS Output Delay (Mode 5) 

Figure 8a 

tRCDH 

RAS to CAS Output Delay (Mode 6) 

Figure 8a 

tcCDH 

CASIN to CAS Output Delay (Mode 6) 

Figure 8b 

tRAH 

Row Address Hold Time (Mode 5) 

Figure 8a 

tRAH 

Row Address Hold Time (Mode 6) 

Figures 8a, 8b 

fASC 

Column Address Setup Time (Mode 5) 

Figure 8a 

Iasc 

Column Address Setup Time (Mode 6) 

Figures 8a, 8b 

tRCV 

RASIN to Column Address Valid 
(Mode 5) 

1 

Figure 8a 
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DP8409 


Switching Characteristics (cont d) 

Symbol 

Access Parameter 

Conditions 

8409 I 

8409-3 

Units 

Min 

Typ 

ag 


Typ 

UJO 

Ircv 

RASIN to Column Address Valid (Mode 6) 

Figures 8a, 8b 


75 

105 


75 



tpPDL 

RASIN to RAS Delay 

Figures 7a, 7b, 8a, 8b 

20 

Q 

■a 

El 

27 

■a 

ns 

tRPDH 

RASIN to RAS Delay 

Figures 7a, 7b, 8a, 8b 

15 



O 

23 


ns 

Upol 

Address Input to Output Low Delay 

Figures 7a, 7b, 8a, 8b 


25 

■a 


25 

aa 

ns 

Updh 

Address Input to Output High Delay 

Figures 7a, 7b, 8a, 8b 


m 

El 


25 


ns 

tsPDL 

Address Strobe to Address Output Low 

Figures 7a, 7b 


40 

El 


40 

m 

ns 

tsPDH 

Address Strobe to Address Output High 

Figures 7a, 7b 


El 

El 


40 

m 

ns 

UsA 

Address Set-up Time to ADS 

Figures 7a, 7b, 8a, 8b 

15 



Q 



ns 

Uha 

Address Hold Time from ADS 

Figures 7a, 7b, 8a, 8b 

15 


n 

O 



ns 

tADS 

Address Strobe Pulse Width 

Figures 7a, 7b, 8a, 8b 

30 


H[ 

1^ 



ns 

twPDL 

WIN to WE Output Delay 

Figure 7b 

15 

25 

El 

O 

25 

09 

ns 

twPDH 

WIN to We Output Delay 

Figure 7b 

15 



o 

30 

m 

ns 

tcRS 

CASIN Set-up Time to RASIN High (Mode 6) 

Figure 8b 

35 



El 



ns 

tcPDL 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 7b 

32 

IB 

IE 

EE 

41 

m 

ns 

tcPDH 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 7b 

25 

lEl 


m 

39 

09 

ns 

tpcc 

Column Select to Column Address Valid 

Figure 7a 


m 

1^ 


40 

Ei 

ns 

^RCR 

Row Select to Row Address Valid 

Figures 7a, 7b 


la 

IE 


40 


ns 

tpHA 

Row Address Held from Column Select 

Figure 7a 

10 



El 



ns 

'CCAS 

R/C Low to CAS Low (Mode 4 Auto CAS) 

Figure 7a 



90 




ns 

^DIF1 

Maximum (topoL-^RHA) 

See Mode 4 
description 

■ 

1 

13 

■ 

■ 

18 

ns 

tDIF2 

Maximum (tpcc-tcpoL) 

See Mode 4 
description 

■ 

1 

13 

1 

■ 

18 

ns 

Refresh Parameter 

tpc 

Refresh Cycie Period 

Figure 2 

100 



100 

I 



ns 

tpASINUH 

Puise Width of RASiN during Refresh 

Figure 2 

50 



EM 



ns 

tpFPDL 

RASiN to RAS Deiay during Refresh 

Figures 2, 9 

35 

■ai 

70 

^1 

50 

ia 

ns 

fpFPDH 

RASiN to RAS Delay during Refresh 

Figures 2, 9 

30 

B3 

55 

^1 



ns 

tpFLCT 

RFSH Low to Counter Address Valid 

CS = X, Figures 2,3,4 


IB 

60 


la 

El 

ns 

fpFHRV 

RFSH High to Row Address Vaiid 

Figures 2, 3 


la 

60 


45 

El 

ns 

fpOHNC 

RAS High to New Count Vaiid 

Figures 2, 4 



55 


30 

i09 

ns 

fpLEOC 

RASiN Low to End-of-Count Low 

Cl = 50pF, Figure 2 



80 



ilE 

ns 

tpHEOC 

RASiN High to End-of-Count High 

Cl = 50pF, Figure 2 



80 



80 

ns 

tpGEOB 

RGCK Low to End-of-Burst Low 

Cl = 50pF, Figure 4 



95 




ns 

^MCEOB 

Mode Change to End-of-Burst High 

Cl = 50pF, Figure 4 



75 



lEI 

ns 

fpST 

Counter Reset Puise Width 

Figure 2 

70 



El 

90 


ns 

^CTL 

RF i/0 Low to Counter Outputs AM Low 

Figure 2 



100 



109 

ns 

fRFCKL,H 

Minimum Puise Width of RFCK 

Figure 9 

100 



09 

09 


ns 

T 

Period of RAS Generator Ciock 

Figure 3 

100 



E9 

09 


ns 

fRGCKL 

Minimum Pulse Width Low of RGCK 

Figure 3 

35 



13 

'90 


ns 

fRGCKH 

Minimum Pulse Width High of RGCK 

Figure 3 

35 




■1 


ns 

fFRQL 

RFCK Low to Forced RFRQ Low 

C|_ = 50pF, Figure 3 



30 


20 

m 

ns 
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Switching Characteristics (cont d) 

Symbol 

Refresh Parameter 

Conditions 

8409 

8409-3 

Units 

Min 


Max 


Q] 

CS 

tpRQH 

RGCK Low to Forced RFRQ High 

Ci. = 50pF, Figure 3 



75 




ns 

tRGRL 

RGCK Low to RAS Low 

Figure 3 

50 

65 

95 


IE 

95 

ns 

tRGRH 

RGCK Low to R^ High 

Figure 3 

40 


85 

o 

El 

85 

ns 

tRQHRF 

RFSH Hold Time from RFSH RQST (RF I/O) 

Figure 3 

2T 



o 



ns 

tRFRH 

RFSH High to RAS High (ending forced RFSH) 

See Mode 1 Descrip. 

55 

80 

110 

m 


125 

ns 

tRFSRG 

RFSH Low Set-up to RGCK Low (Mode 1) 

See Mode 1 Descrip. 

35 






ns 

tcSCT 

^ High to RFSH Counter Valid 

Figure 9 


55 

70 


55 

75 

ns 

tcSRL 

CS Low to Access RAS IN Low 

See Mode 5 Descrip. 

10 



la 



ns 

TRI-STATE Parameter 

tzH 

CS Low to Address Output High from Hi-Z 

Figures 9, 12 
R1 =3.5k, R2 = 1.5k 


35 

60 


35 

60 

ns 

tHZ 

CS High to Address Output Hi-Z from High 

Cl = 15pF, 
Figures 9, 12 
R2 = 1k, SI open 

■ 

20 

40 

1 

20 

40 

ns 

tzL 

CS Low to Address Output Low from Hi-Z 

Figures 9, 12 
R1=3.5k, R2 = 1.5k 


35 

60 


35 

60 

ns 

tLZ 

CS High to Address Output Hi-Z from Low 

Cl = 15pF, 
Figures 9, 12, 

R1 =1k, S2 open 

■ 

25 

50 

1 

25 

50 

ns 

thZH 

CS Low to Control Output High from 
Hi-Z High 

Figures 9, 12 
R2 = 750Q, SI open 


50 

80 


50 

80 

ns 

*HHZ 

CS High to Control Output Hi-Z High 
from High 

Cu = 15pF, 

Figures 9, 12 
R2 = 750Q, SI open 

■ 

40 

75 

1 

40 

75 

ns 

tHZL 

CS Low to Control Output Low from 
Hi-Z High 

Figure 12, 
SI, S2 open 


45 

75 

n 

45 

75 

ns 

tlHZ 

CS High to Control Output Hi-Z High 
from Low 

Cl = 15pF, 

Figure 12, 

R2 = 750Q, SI open 

■ 

50 

80 

1 

50 

80 

ns 

Switching Characteristics! DP8409-2 Vcc=5.ov±5%, o°c < Ta < to'c unless otherwise noted 

(Notes 2, 4, 5). The output load capacitance is typical for 4 banks of 22 DRAMs each or 88 DRAMs including trace 
capacitance. These values are: Q0-Q8, Cl = 500pF; RAS0-RAS3, Cl = 150pF; WE, Cl = 500pF; CAS, Cl = 600pF, unless 
otherwise noted. See Figure 11 for test load. Switches SI and S2 are closed unless otherwise noted, and R1 and R2 are 
4.7kfi unless otherwise noted. Maximum propagation delays are specified with all outputs switching. 

Symbol 

Access Parameter 

Conditions 

8409 - 2 


Units 

Min 


Max 



Max 

fRICL 

RASIN to CAS Output Delay (Mode 5) 

Figure 8a 

75 


130 




ns 

Iricl 

RASIN to CAS Output Delay (Mode 6) 

Figures 8a, 8b 

65 


115 




ns 

fRICH 

RASIN to CAS Output Delay (Mode 5) 

Figure 8a 

40 

El 

60 




ns 

fRICH 

RASIN to CAS Output Delay (Mode 6) 

Figures 8a, 8b 

50 


80 




ns 

tRCDL 

RAS to CAS Output Delay (Mode 5) 

Figure 8a 


Bi 

100 




ns 

fRCDL 

RAS to CAS Output Delay (Mode 6) 

Figures 8a, 8b 



85 




ns 

fRCDH 

RAS to CAS Output Delay (Mode 5) 

Figure 8a 



40 




ns 

fRCDH 

RAS to CAS Output Delay (Mode 6) 

Figure 8a 


■a 

65 




ns 

tcCDH 

CASIN to CAS Output Delay (Mode 6) 

Figure 8b 

40 

El 

70 




ns 

fRAH 

Row Address Hold Time (Mode 5) (Note 7) 

Figure 8a 

20 






ns 
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DP8409 


Switching Characteristics (cont d) 

Symbol 

Access Parameter 

Conditions 

8409-2 


Units 

Min 


Max 



Max 

Iran 

Row Address Hold Time (Mode 6) (Note 7) 

Figures 8a, 8b 

12 






ns 

Iasc 

Column Address Setup Time (Mode 5) 

Figure 8a 

3 






ns 

Use 

Column Address Setup Time (Mode 6) 

Figures 8a, 8b 

3 






ns 

Ircv 

RASIN to Column Address Valid (Mode 5) 

Figure 8a 


n 

105 




ns 

Ircv 

RASIN to Column Address Valid (Mode 6) 

Figures 8a, 8b 


m 

90 




ns 

Irpdl 

RASIN to RAS Delay 

Figures 7a, 7b, 8a, 8b 

20 


35 




ns 

Irpdh 

RASIN to RAS Delay 

Figures 7a, 7b, 8a, 8b 

15 


32 




ns 

Iapdl 

Address Input to Output Low Delay 

Figures 7a, 7b, 8a, 8b 


m 

40 




ns 

Updh 

Address Input to Output High Delay 

Figures 7a, 7b, 8a, 8b 


B 

40 




ns 

tsPDL 

Address Strobe to Address Output Low 

Figures 7a, 7b 


la 

60 




ns 

tsPDH 

Address Strobe to Address Output High 

Figures 7a, 7b 


El 

60 




ns 

Iasa 

Address Set-up Time to ADS 

Figures 7a, 7b, 8a, 8b 

15 






ns 

Uha 

Address Hold Time from ADS 

Figures 7a, 7b, 8a, 8b 

15 






ns 

Iads 

Address Strobe Pulse Width 

Figures 7a, 7b, 8a, 8b 

30 






ns 

twPDL 

WIN to WE Output Delay 

Figure 7b 

15 

B 

30 




ns 

twPDH 

WIN to WE Output Delay 

Figure 7b 

15 


60 




ns 

tCRS 

CASIN Set-up Time to RASIN High (Mode 6) 

Figure 8b 

35 

r 





ns 

tcPDL 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 7b 

32 

B 

58 




ns 

tcPDH 

CASIN to CAS Delay (R/C low in Mode 4) 

Figure 7b 

25 


50 




ns 

tpcc 

Column Select to Column Address Valid 

Figure 7a 


El 

58 




ns 

Ircr 

Row Select to Row Address Valid 

Figures 7a, 7b 


El 

58 




ns 

Irha 

Row Address Held from Column Select 

Figure 7a 

10 



B 



ns 

UCAS 

R/C Low to CAS Low (Mode 4 Auto CAS) 

Figure 7a 


55 

75 

■ 

■ 


ns 

UlFI 

Maximum (tppDL-tRHA) 

See Mode 4 
description 

■ 

■ 

13 

■ 

■ 

■ 

ns 

UlF2 

Maximum (t^cc ~ Icpol) 

See Mode 4 
description 

■ 

■ 

13 

■ 

■ 

■ 

ns 

Refresh Parameter 

Irc 

Refresh Cycle Period 

Figure 2 

100 






ns 

Uasinl,h 

Pulse Width of RASIN during Refresh 

Figure 2 

50 






ns 

tRFPDL 

RASIN to RAS Delay during Refresh 

Figures 2, 9 

35 


m 

■■ 



ns 

tRFPOH 

RASIN to RAS Delay during Refresh 

Figures 2, 9 

30 

B 

55 




ns 

tRFLCT 

RFSH Low to Counter Address Valid 

CS = X, Figures 2,3,4 


B 

60 




ns 

tRFHRV 

RFSH High to Row Address Valid 

Figures 2, 3 


B 

mm 

n 



ns 

Irohnc 

RAS High to New Count Valid 

Figures 2, 4 







ns 

Irleoc 

RASIN Low to End-of-Count Low 

Cl = 50pF, Figure 2 



80 




ns 

Irheoc 

RASIN High to End-of-Count High 

Cl = 50pF, Figure 2 



80 




ns 

Irgeob 

RGCK Low to End-of-Burst Low 

Cl = 50pF, Figure 4 



95 




ns 

Imceob 

Mode Change to End-of-Burst High 

Cl = 50pF, Figure 4 



75 




ns 

Irst 

Counter Reset Pulse Width 

Figure 2 

70 






ns 

fCTL 

RF I/O Low to Counter Outputs All Low 

Figure 2 



100 




ns 
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Switching Characteristics (cont d) 


Symbol 

Access Parameter 

Conditions 

8409 - 2 


Units 

Min 

Typ 

Max 



Max 

Irfckuh 

Minimum Puise Width of RFCK 

Figure 9 

100 






ns 

T 

Period of RAS Generator Clock 

Figure 3 

100 






ns 

tpGCKL 

Minimum Pulse Width Low of RGCK 

Figure 3 

35 






ns 

tRGCKH 

Minimum Puise Width High of RGCK 

Figure 3 

35 





m 

ns 

tpRQL 

RFCK Low to Forced RFRQ Low 

Cl = 50pF, Figure 3 



30 



m 

ns 

tpRQH 

RGCK Low to Forced RFRQ High 

Ct. = 50pF, Figure 3 



75 




ns 

Irgrl 

RGCK Low to RAS Low 

Figure 3 

50 


95 




ns 

Irgrh 

RGCK Low to RAS High 

Figure 3 

40 


85 




ns 

Irqhrp 

RFSH Hoid Time from RFSH RQST (RF I/O) 

Figure 3 

2T 






ns 

tpPRH 

RFSH High to RAS High (ending forced RFSH) 

See Mode 1 Descrip. 

55 


110 




ns 

tpPSRG 

RFSH Low Set-up to RGCK Low (Mode 1) 

See Mode 1 Descrip. 

35 






ns 

tcSCT 

CS High to RFSH Counter Vaiid 

Figure 9 







ns 

tcSRL 

CS Low to Access RASIN Low 

See Mode 5 Descrip. 

10 






ns 

tZH 

CS Low to Address Output High from Hi-Z 

Figures 9, 12 
R1 =3.5k, R2 = 1.5k 


35 

60 




ns 

tHZ 

^ High to Address Output Hi-Z from High 

Cl = 15pF, 
Figures 9, 12 
R2 = 1 k, SI open 

1 

20 

40 

1 

1 

1 

ns 

tzL 

CS Low to Address Output Low from Hi-Z 

Figures 9, 12 
R1 =3.5k, R2 = 1.5k 


35 

60 

■ 

■ 


ns 

tLZ 

CS High to Address Output Hi-Z from Low 

Cu = 15pF, 
Figures 9, 12 
R1 = 1k, S2 open 

1 

25 

B 

1 

1 

■ 

ns 

tHZH 

CS Low to Controi Output High from 
Hi-Z High 

Figures 9, 12 
R2 = 75052, SI open 


50 

m 




ns 

tHHZ 

CS High to Controi Output Hi-Z High 
from High 

Cl = 15pF, 

Figures 9, 12 
R2 = 75052, SI open 

■ 

40 

75 

1 

1 

1 

ns 

^HZL 

CS Low to Controi Output Low from 
Hi-Z High 

Figure 12, 
SI, S2 open 


45 

75 

1 

■ 

■ 

ns 

'lhz 

CS High to Control Output Hi-Z High 
from Low 

Cl = 15pF, 

Figure 12, 

R2 = 75052, SI open 

■ 

50 

80 

1 

1 

1 

ns 


input Capacitance Ta=25“c (Notes 2, 6) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

C|N 

Input Capacitance ADS, R/C 



8 


mm 

C|N 

Input Capacitance All Other Inputs 



5 


Wm 


Note 1: “Absolute Maximum Ratings” are the values beyond which the safety of the device cannot be guaranteed. They are not meant 
to imply that the device should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: All typical values are for Ta = 25°C and Vcc = 5-OV. 

Note 3: This test is provided as a monitor of Driver output source and sink current capability. Caution should be exercised In testing 
this parameter. In testing these parameters, a 15Q resistor should be placed in series with each output under test. One output should 
be tested at a time and test time should not exceed 1 second. 

Note 4: Input pulse OV to 3.0V, tR = tp = 2.5ns, f = 2.5MHz, tpw = 200ns. Input reference point on AC measurements is 1.5V. Output 
reference points are 2.7V for High and 0.8V for Low. 

Note 5: The load capacitance on RF I/O should not exceed 50pF. 

Note 6: Applies to all DP8409 versions unless otherwise specified. 

Note 7: The DP8409-2 device can only be used with memory devices that meet the tpAH specification indicated. 
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DP8409 


Applications 

If external control is preferred, the DP8409 may be used 
in Mode 0 or 4, as in Figure 6. 

If basic auto access and refresh are required, then in 
cases where the user requires the minimum of external 
complexity. Modes 1 and 5 are ideal, as shown in Figure 
13a. The DP843X2 is used to provide proper arbitration be- 
tween memory access and refresh. This chip supplies all 
the necessary control signals to the pro cess or as well as 
the DP8409. Furthermore, two separate CAS outputs are 
also included for systems using byte-writing. The refresh 
clock RFCK may be divided down from either RGCK using 
an IC counter such as the DM74LS393 or better still, the 
DP84300 Programmable Refresh Timer. The DP84300 can 
provide RFCK periods ranging from 15.4^s to 15.6ps based 
on the input clock of 2 to 10 MHz. Figure 13b shows the 
general timing diagram for interfacing the DP8409 to dif- 
ferent microprocessors using the interface controller 
DP843X2. 





FIGURE 11. Output Load Circuit 


If the system is complex, requiring automatic access and 
refresh, burst refresh, and all-banks auto-write, then 
more circuitry is required to select the mode. This may be 
accomplished by utilizing a PAL. The PAL has two func- 
tions. One as an address comparator, so that when the 
desired port address occurs (programmed in the PAL), 
the comparator gates the data into a latch, where it is 
connected to the mode pins of the DP8409. Hence the 
mode of the DP8409 can be changed as desired with one 
PAL chip merely by addressing the PAL location, and 
then outputting data to the mode-control pins. In this 
manner, all the automatic modes may be selected, 
assigning R/C as RFCK always, and CASIN as RGCK 
always. The output from RF I/O may be use d a s End- of- 
Count to an in terrupt, or Refresh Request to HOLD or 
BUS REQUEST. A complex system may use Modes 5 and 
1 for automatic access and refresh. Modes 3a and 7 for 
system initialization, and Mode 2 (auto-burst refresh) ,, 
before and after DMA. 

TRI-STATE® is a registered trademark of National Semiconductor Corp. 

PAL® Is a registered trademark of and used under license with Monolithic 
Memories, Inc. 



FIGURE 12. Waveform 
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■T IS MICROPROCESSOR’S CLOCK PERIOD 


FIGURE 13b. DP8409 Auto Refresh 






DP8419 


National 

Semiconductor 


DP8419 High Speed Dynamic 


General Description 

The DP8419 High Speed DRAM Controller/Driver com- 
bines the most popuiar memory controi features of the 
DP8408/9 DRAM Controiler/Driver with the high speed of 
Bipoiar Oxide Isoiation processing. 

The DP8419 retains the high capacitive-ioad drive capa- 
biiity of the DP8408/9 as weii as its most frequentiy used 
access and refresh modes, ailowing it to directly replace 
the DP8408/9 in applications using only modes 0, 1, 4 
and 5. Thus, the DP8419 will allow most DP8408/9 users 
to directly upgrade their system simply by replacing 
their old controller chip with the DP8419. 

Since only two of the three mode pins from the 
DP8408/9 are necessary to select the four available 
DP8419 modes. Ml of the DP8408/9 is called RAHS on 
the DP8419 and allows the user the option of selecting 
tpAH to suit his DRAMs. 


Dynamic Memory Support 

PRELIMINARY 


RAM Controller/Driver 


Figure 1 shows the DP8419 pinout. It is identical to that 
of the DP8408/9, except for pin 4 which has become 
RAHS. 

Table lisa DP8419 mode table. Pins 3 and 5 are used to 
select from the four available operational modes. Note 
that the mode selection scheme is identical to that of 
the DP8408/9 with Ml (pin 4) tied low. 

Features 

■ Pin and functionally compatible with the DP8408/9 
DRAM Controllers in most applications 

■ Significantly faster memory access and refresh due 
to Bipolar Oxide Isolation processing 

■ Choice of tpAH is pin selectable 

■ Nibble mode accessing available in external control 
mode 



Connection Diagram 

DuaMn-Line Package 



RASm 

cs 

RF I/O 

wm 

WE 

00 

01 

02 

03 

04 
GND 

05 
VCC 

06 

07 

08 

RAS3 

RAS2 

RASi 

RASO 

BO 

B1 

C8 


Table 1. DP8419 Mode Select Options 


Mode 

(RFSH) 

M2 

MO 

Mode of Operation 

0 

0 

0 

Externally Controlled Refresh 

1 

0 

1 

Auto Refresh — Forced 

4 

1 

0 

Externally Controlled Access 

5 

1 

1 

Auto Access (Hidden Refresh) 
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DP8408, DP8409 
Application Hints 


National Semiconductor 
Application Brief #1 
Tim Garverick 
June 1983 


The DP8408, DP8409 dynamic RAM controllers have been 
well received by dynamic memory users because they per- 
form functions formerly requiring multiple integrated cir- 
cuit chips. These controllers are designed to be suitable 
for a variety of DRAM control methods. As a result of the 
many combinations of ways in which inputs to these chips 
may be varied, it was inevitable that certain conditions ex- 
ist that would cause the DP8408, DP8409 to respond in an 
undesirable way. Feedback from customers using these 
chips has resulted in thorough investigations of such con- 
ditions. The following are constraints on the use of the 
DRAM controllers which are not addressed in their data 
sheets. The majority of customers will find that most of 
the items on this list are not pertinent to their particular 
application, and those that are impose minimal restrictions. 

1) The on-chip refresh counter resets when the RFI/0 pin 
goes low for a refresh request in mode 5 if this pin is 
excessively loaded with capacitance. The data shefet 
suggests that this pin not be loaded with greater than 
50 pF. Since RFI/0, in most cases, needs only to drive 
a low capacitance in a refresh control circuit, this limit 
is not unreasonable. 

2) When the DP8408, DP8409 is in a refresh mode, the 
RFI/0 pin indicates that the on-chip refresh counter 
has reached its end-of-count. This end-of-count is se- 
lectable as 127, 255 or 511 (511 is available only on the 
DP8409) to accommodate 16k, 64k or 256k DRAMs, re- 
spectively. Although the end-of-count may be chosen 
to be any of these, the counter always counts to 511 
(255 for the DP8408) before rolling over to zero. 

3) In mode 5, the DP8409 request^a refresh when RFI/0 
goes low following RFCK (R/C). DP8409S with date 
code 8209 or earlier, have a slight functional dif- 
ference from later DP8409s. With CS = 1, RFI/0 goes 
low for only about 10 ns when RFCK goes low, for early 
DP8409S. It stays high until mode 1 is entered and 
then responds as specified in the data sheet. DP8409s 
with date codes^ter 8209 function as shown in the 
data sheet with CS = 1. If CS = 0 all DP8409S operate 
as specified in the data sheet. 

4) When going fr om mod e 0, 1 or_2 (refresh) to mode 5 of 
the DP8408, if CAS IN and R/C are both low, a glitch 
occurs on the CAS output. Since neither of these in- 
puts is used in these modes, one or both should be 
held high. 

5) Most DRAMs specify 0 ns row address set-up time to 
RAS. In order to guarantee this, the row address to the 


DP8408, DP8409 must be valid 10 ns before RASIN tran- 
sitions low to initiate an access. In terms of the data 
sheet parameters, maximum (tAPD-tpRou) = 10 ns. 

6) When changing modes from refresh to access, again 
sufficient time must be allowed for the row address to 
be valid before RAS occurs. In this case, the address 
outputs of the DP8408, DP8409 are changing from the 
refresh counter to the row address inputs. In order for 
the r ow addres s to be s et up a minimum of.O ns before 
RAS goes low, RASIN should not go low until 30 ns 
after the change from refresh to access mode. 

7) Both the low and high pulse widths of RAS have mini- 
mum requirements during refresh. When in mode 0, 
the RAS IN to RAS low delay is longer than the RASIN 
to RAS high delay. In terms of the data sheet 
parameters, maximum (t^ppoL- * rfp^) = 25 ns. 
Thus, the m inimum low pulse width of RAS in mode 0 
equals the RASIN low pulse width minus 25 ns. The 
min imum high pulse width of RAS in mode 0 equals 
the RASIN high pulse width. 

8) The fastest memory access may be accomplished 
using mode 4 and external delay lines (see App. 
Brief #9). 

9) In the data sheet, it is specified that CS should go low 
15 ns (tcsLp) before RASIN goes low to initiate an ac- 
cess in mod e 5. T his is to prevent the possibility of a 
glitch on the RAS outputs, resulting from the DP8409 
interpreting the RASIN as a hidden refresh. For the 
same reason, CS should be held low for a minimum of 
15 ns after RASIN returns high, ending the access in 
mode 5. 

10) If t he DP8 409 is being used in mode 5 and C5 = 1, and 
if RASIN goes low within 15 ns before RFCK (R/C) 
goes low, up to a 15 ns glitch may occur on the refresh 
request pin, RFI/0. However, since CS is high, a hid- 
den refresh will occur as it normally would with RFCK 
high. If the glitch on RFI/0 were detected and inter- 
preted as a forced refresh request, no forced refresh 
would be allowed by the DP8409 since a hidden 
refresh was allowed. This would not cause any prob- 
lem, however, since the hidden refresh has taken care 
of the refresh requirement for that period of RFCK. 
Also, this forced refresh request could not be detected 
if the system does not check RFI/0 for a low state 
while RASIN is low (i.e., an access is taking place). 
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App Brief 9 


DP8408/9 

Fastest DRAM Access Mode 


If one desires the fastest possible operation of the 
DP8408/9 multi-mode dynamic RAM controiier/driver in 
accessing DRAMs, mode 4, externaiiy controiied access 
mode shouid be considered. 

in using mode 4 there are three input signais which 
must be considered: 

1) RASiN — generates RAS 

2) R/C — switches between rows and coiumns on the 

address outputs 

3) CASiN — generates CAS 

In prod ucing these signais a delay will be nee ded be - 
tween RASIN and R/C and between R /C and CASIN. 
(Note : In m ode 4 external generation of CASIN can p ro- 
duce CAS faster than automatic generation of CAS.) 

Two important parameters have been added to the 
DP8408/9 data sheets that help one compute the mini- 
mum acceptable delays between the above-mentioned 
signals. These parameters are: 

1) ^DIF 1 ~ MAXIMUM (tRPDL“ ^rha)= 13 ns 
where tppoL = RASIN to RAS delay 

tpHA = row address held from column select 

2) tDiF2= MAXIMUM (tRcc“1cPDL)= 13 ris 
where tRcc = column select to column address 

valid 

tcPDL = CASIN to CAS delay 
These parameters are specified as being less than what 
would be calculated using the min/max values given for 
Ircc. Icpdl- Irpdl and Irha in the DP8408/9 specification 
sheets, because on-chip delays track over temperature 
and supply variations. 

The equation for the delay between RASIN and R/C that 
guarantees the specified DRAM tRAH is: 

min delay required = toipi + Iran 
= 13nS-HtRAH 

where tRAH = DRAM minimu m row address 
hold time from RAS 


National Semiconductor 
Application Brief #9 
Tim Garverick 
Rusty Meier 
February 1983 


The equation for the delay between R/C and CASIN that 
guarantees the specified DRAM tAsc is: 

min delay required = tDiP 2 + tAsc 
=T3ns-PtAsc 

where tAsc = DRAM minimu m co lumn address 

set-up time to CAS 

To produce the above-mentioned delays between sig- 
nals, a ±2 ns resolution delay line can be used as 
follows: 

(assuming tRAH = 20 ns, tAsc = 0 ns) 

RASIN to R/C delay = 1 3 ns -p 20 ns 
= 33 ns 

R/C to CASIN delay = 13 ns-i-0 ns 
= 13 ns 

Thus, R /C must follow RASTn by a minimum of 33 ns and 
CASIN must follow R/C by a mini mum o f 13 r^. With a 
de lay line of ± 2 ns resolution, the RASIN to R/C and R/C 
to CASIN delays can be typicals of 35 ns and 15 ns, re- 
spectively. (See Figures 1 and 2 below.) 

This scheme will provide a maximum RASIN to CAS 
delay of: 

35 ns -I- 15 ns -p 2 ns (resolution uncertainty) 

-p MAXIMUM (tcPDL) = 52 ns -P MAXIMUM (tcpoi) 

For the DP8408/9-2, MAXIMUM (tcPDL) = 58 ns. 

For the DP8408/9 (no dash), MAXIMUM (tcPDL) = 68 ns 
(not 58 ns as indicated In data sheets up to November 
1982). 

The fastest mode 4 accesses (with the assumed delay 
line and DRAM parameters) are therefore, 110 ns and 
120 ns, respectively, for the -2 and non-dash parts. 

The maximum RASIN to CAS delay (tRicJ in mode 5 
(auto mode) for the DP8408/9-2 (which guarantees a min 
tRAH of 20 ns) is 130 ns. The maximum Iricl in mode 5 for 
the DP8408/9 (no dash) is 160 ns. 

Thus, it is shown that if the features offered by the 
DP8408/9 automatic modes can be sacrificed, mode 4 
(externally controlled access) may be used to obtain the 
fastest memory access. 
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Precautions to Take 
When Driving Memories 


National Semiconductor 
Application Note AN-305 
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As memory prices continue their reientiess reduction of 
cost per bit, more and more systems designers are incor- 
porating memories into their designs, in general these 
memories comprise a number of dynamic RAMs, such 
as the 64kx 1. In this x 1 configuration, the number of 
RAMs required is a multiple of the bus width. Most new 
system designs use 16-bit microprocessors, so that a 
typical memory will comprise from 16 to 64 DRAMs, thus 
providing from 64k to 256k addressing capability. This 
means the memory drivers have to drive upwards of 16 
RAMs. The drivers may be part of an integrated circuit 
dynamic RAM controller such as the DP8408/DP8409, or 
they may be on a separate chip such as the 
DP84240/DP84244 octal memory drivers. The rec- 
ommendations in this article are valid for any type of 
memory driver. The purpose of the article is to forewarn 
new designers using memories of problems they will 
encounter if adequate precautions are not taken. 

A typical configuraton of a 16-bit wide memory is shown 
in Figure 1. Each drive r address output goes to every 
dynamic RAM, as does WE. CAS outputs go to hal f the 
number of RAMs assuming byte writing is required. RAS 
outputs each go only to one bank. Note that these loads 
are not true for the data inputs and outputs. Each data 
I/O only connects to its respective bit, so the loading is 
only one RAM per bank for data. In general, this is why 
buffers are not required on the data bus when interfac- 
ing to memory. Data In of the RAMs can be linked 
directly to Data Out for any one bit, and also to the cor- 
responding bit on the data bus. This is true for normal 
read and write operations, but if read-modify-write 
cycles are employed, the Data Out signals must be 
buffered from the data bus. 

Using this typical memory configuration may not be as 
simple as it seems. Without care and attention, prob- 
lems can arise for the unprepared, and there are two 
areas in particular which may cause memory errors or 
memory damage: one is voltage overshoot caused by 
inductive traces and high capacitive loads, the other is 
switching spikes caused by switching high capacitive 
loads. 

Overshoot and Undershoot 

(Undershoot is Negative Overshoot) 

When a system requires a number of dynamic RAMs, the 
result is high capacitance loads, caused by a com- 
bination of RAM input capacitance and trace capaci- 
tance. Each dynamic RAM has a specified input capaci- 
tance of lOpF maximum, but most dynamic RAMs are 
closer to 2 to 3pF. Very few actually get close to lOpF, 
even under worst case conditions of high temperature 
and Vcc- It is safe, therefore, to assume a much lower 
average input capacitance when using 16 or more RAMs. 


In fact, the input capacitance of most inputs is due more 
to the package than the input gating, because the silicon 
gate inputs of the transistors in today’s market have 
such high impedance. A typ ical maxi mum would b§ 
2.5 pF. Control inputs such as RAS and CAS connect to 
more than one transistor input. For example, on the 
National Semi conductor 64k x1 dynami c RA M, the 
NMC4164, RAS goes to two transistors and CAS to four. 
In general, this is true for most manufacturers’ RAMs, so 
a more typic al maximum input capacitance would be 
3pF for RAS and 3.5pF for CAS. RAM input currents are 
so small as to be negligible. The input current is quoted 
as lOfiA maximum, but again most RAMs are much less 
than this in a typical memory. Driving DRAMs, therefore, 
is not a problem of DC drive capability, but rather a 
problem of capacitance drive capability. 

Driving DRAM input capacitance is further compounded 
by printed circuit traces, and even more so by wire- wrap- 
ping. Both can be represented by a transmission line with 
distributed capacitance and inductance. Thus, the total 
load is equivalent to a complex impedance comprising 
the distributed trace inductance, and a capacitance com- 
prising distributed trace capacitance and RAM input ca- 
pacitance as shown in Figure 2a. 

The effect is an overshoot or undershoot at the dynamic 
RAM inputs that occurs each time a memory driver 
changes state, as shown in Figure 2b. As the driver output 
changes state, the load capacitance cannot be instan- 
taneously charged or discharged because the current 
available is limited both by the driver transistor imped- 
ance, and the equivalent series resistance from the 
supply rail through the chip to the trace resistance. This 
current will be similar in value to the quoted short circuit 
current of the driver stage; therefore, there is a spike of 
current that lasts as long as it takes to change the voltage 
of all the capacitances. For the driver stages of the 
DP8408/DP8409, or the DP84240/DP84244, the typical 
short circuit current is 100mA per stage. This is true for 
either direction, so that the high-to-low transition takes 
roughly the same time as the low-to-high transition, min- 
imizing skew times on all the driver outputs, as they 
transition in either direction. Assuming the output low 
voltage, Vql> is 0.2V and the output high voltage, Vqh> is 
3.2V, and that the charge/discharge current is constant 
at Isci then the current spike will exist for a time, T, 
where, 

T = Cl X (VoH - Vql)/ Isc 
= 500pF X 3.0V/100mA = 15ns 
Cl (500pF) is the load capacitance of typically 64 to 88 
dynamic RAMs, in other words, four banks comprising 
16 data bits and possibly six check bits if error 
correction is required. 
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In fact, due to the trace inductance, the rate of change of 
current will not be a step function, so that the current 
waveform looks like a spike. Even so, the rapid rate of 
change of current, di/dt, into the trace inductance L, will 
create a potentially excessive voltage “e” across this 
inductance. As an example, if the current changes from 
0 to 100mA in 6ns, and the composite trace inductance 
is 0.3f/H, then the voltage across this Inductance is *'e,” 
where, 

e = L di/dt 

= 0.3nHx100mA/6ns = 5V 

In other words, at this rate of change in current, even a 
small inductance can be dangerous for two reasons. 
First, the dynamic RAMs at the far end of the trace could 
be destroyed, unless they have clamping diodes to Vcc 
and GND (most do not), or second, the returning voltage 
may exceed the threshold it has just passed causing a 
second and then third change of state. If this sud den 
glitch occurs on a control signal input such as RAS, the 
memory contents may be inadvertently changed. 

It is therefore necessary to remove the spike. The most 
common approach is to insert a damping resistor in the 
path between the driver and the RAMs, fairly close to the 


driver, as shown by Rq in Figure 2a. The best value for the 
resistor is the critical value giving a critically damped 
transition. Too high a value will cause overdamping 
which results in a slow transition. This slow edge may 
create excessive skew problems and slow down the 
memory cycle, or even worse, the edge may be slow 
enough that the RAM cycle never begins internally. If the 
damping resistor value is too low, the undershoot or 
overshoot may not be removed. It is therefore recom- 
mended that the resistor be determined on the first pro- 
totypes (not wire-wrapped prototypes because the value 
will be different due to the larger distributed inductance 
and capacitance). Also, the v alues may be different for 
the control line s, pa rticularly CAS. If there are a number 
of banks, and a RAS is used to select each bank, then the 
damping resistor In this line will be higher. 

Typical values for the damping resistors will be between 
15Q and 100Q, the lower the loading, the higher the 
values. Some 1C manufacturers offer octal memory driv- 
ers with on-chip series resistors fixed at =25Q. Unless 
this is the critical value required for all the lines, prob- 
lems will arise. The DP8400 family has been designed 
with equivalent internal values of approximately 10Q, 
allowing for any external value of damping resistor. 


16-BIT MICROPROCESSOR DATA BUS 


RAMS MAY BE 
16k OR 64k 
RAM ADDRESS BUS 


SELECT UPPER BYTE 
SELECT LOWER BYTE 



NECESSARY IF MORE 
THAN ONE BANK 


Figure 1. Typical 16-Bit Memory with 
Byte Write Address 
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Figure 2a. Complex Load Impedance Caused by 
Distributed Trace Inductance L and Capacitance Cs, 
and RAM Input Capacitance C|n 



Figure 2b. Timing Waveforms Showing the Effect of 
Variations of Rq on Signals Appearing at the RAM 


Switching Current Spikes 

Another major undesirable effect of the fast current 
spikes is the effect on the Vcc arid GND pins. The worst 
case is when all eight or nine address outputs switch in 
the same direction at the same time, as shown in Figure 
3a. If each driver can source or sink 100mA, then a 
current of approximately 1 A could enter or exit the driver 
chip in a period of 20ns. The resistance and inductance 
of the Vcc and GND lines to the chip can cause 
excessive drops during this switching time (see wave- 
forms in Figure 3a), which may, in turn, upset latches 
either in the DP8408/DP8409, or externally. A ceramic 
capacitor connected across Vcc and GND pins will 
largely remove the spike. A I^F multilayer ceramic is 
recommended. This should be fitted as close as possi- 


ble to the pins in order to reduce lead inductance. The 
DP8408/DP8409 pin configuration facilitates this with 
GND and Vcc Pins 0.2" apart so that the ceramic capaci- 
tor can be fitted as close to the chip as possible. The 
second GND pin should also be decoupled. These GND 
and Vcc are located in the center of the package to 
reduce bonding lead lengths. In fact, the lead resistance 
is five times lower than if the supply pins were in the 
corners. An example of how this spike can be reduced 
would be the previous example of a 1 A change in supply 
current switching in 20ns with a 1 /jF ceramic capacitor 
decoupling GND and Vcc- The voltage drop “v” is 
1 A X 20 ns/1 |uF, or 20 mV. 
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If the decoupling capacitor was 0.01 pF, the. drop would 
be 2V. Tantalum or other types of capacitors are lower 
frequency capacitors and have only a small effect in re- 
ducing the voltage spike. Ceramic capacitors are high 
frequency, and multilayer capacitors with lower induc- 
tance have a greater effect in reducing the voltage spike 
and are therefore recommended. As a further recommen 
dation, the dynamic RAMs should be similarly decoupled 
with approximately a 0.1 pF ceramic capacitor on each 
RAM. Wire-wrapped boards, in particular, need special 
attention. 

There are some other precautions that may be con- 
sidered when driving memories. First, be aware that 1C 


sockets Increase load capacitance and Inductance, so it 
becomes a matter of the importance of removability of 
chips, and maintainability. Also, shorter, thicker trace 
lengths will reduce the load, and good GND and Vcc con- 
nections will help reduce the voltage spikes around the 
memory board. For wire-wrapped designs, GND and Vcc 
should be multiwired. 

With proper decoupling and correct selection of damp- 
ing resistors, integrated circuit dynamic RAM controllers 
will function as expected to ease the burden of the 
system designer. 
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Figure 3a. Effect of Switching All Outputs 
Simultaneously in the Same Direction 
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Figure 3b. Timing Waveforms Showing Internal Supply 
Rail Drops During Output Switching 
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Dynamic Memory Support 


DP8400 — E^C^ Expandable Error Checker and Corrector 


General Description 

The DP8400 Expandable Error Checker and Corrector 
(E^C^) aids system reliability and integrity by detecting er- 
rors in memory data and correcting single or double-bit er- 
rors. The E^C^ data i/0 port sits across the processor- 
memory data bus as shown, and the check bit I/O port con- 
nects to the memory check bits. Error flags are provided, 
and a syndrome i/0 port is available. Fabricated using 
high speed Schottky technology in a 48-pin duai-in-iine 
package, the DP8400 has been designed such that its in- 
ternai deiay times are minimal, maintaining maximum 
memory performance. 


DATA BUS 


16 / 32 / 48/64 


SYSTEM 

CONTROL 


PROCESSOR 


6 / 7 / 8/8 

| < / » 

SYNDROME 

I BUS 


E2c2 


■ 7 ^ 


6/T/8/8 

◄ 7 ^- ►' 


CHECK BIT 
BUS 


ERROR FLAGS 


For a 16-bit word, the DP8400 monitors data between the 
processor and memory, with its 16-bit bidirectional data 
bus connected to the memory data bus. The DP8400 uses 
an encoding matrix to generate 6 check bits from the 16 
bits of data. In a WRITE cycle, the data word and the cor- 
responding check bits are written into memory. When the 
same location of memory is subsequently read, the E^C^ 
generates 6 new check bits from the memory data and 
compares them with the 6 check bits read from memory to 
create 6 syndrome bits. If there is a difference (causing 
some syndrome. bits to go high), then that memory loca- 
tion contains an error and the DP8400 indicates the type of 
error with 3 error flags. If the error is a single-bit error, the 
DP8400 will automatically correct it. 

The DP8400 is easily expandable to other data configura- 
tions. For a 32-bit data bus with 7 check bits, two DP8400s 
can be used in cascade with no other ICs. Three DP8400S 
can be used for 48 bits, and four DP8400S for 64 data bits, 
both with 8 check bits. In all these configurations, single 
and double-error detection and single-error correction are 
easy to implement. 

When the memory is more unreliable, or better system in- 
tegrity is preferred, then in any of these configurations, 
double-error correction can be performed. One approach 
requires a further memory WRITE-READ cycle using com- 
plemented data and check bits from the DP8400. If at least 
one of the two errors is a hard error, the DP8400 will correct 
both errors. This implementation requires no more 
memory check bits or DP8400s than the single-error cor- 
rect configurations. 


The DP8400 has a separate syndrome I/O bus which can 
be used for error logging or error management. In addition, 
the DP8400 can be used in BYTE-WRITE applications (for 
up to 72 data bits) because it has separate byte controls 
forthe data buffers. In 16 or32-bit systems, the DP8400 will 
generate and check system byte parity, if required, for in- 
tegrity of the data supplied from or to the processor. There 
are three latch controls to enable latching of data in vari- 
ous modes and configurations. 


Operational Features 

■ Fast single and double-error detection 

■ Fast single-error correction 

■ Double-error correction after catastrophic failure with 
no additional ICs or check bits 

■ Functionally expandable to 100% double-error correct 
capability 

■ Functionally expandable to triple-error detect 

■ Directly expandable to 32 bits using 2 DP8400s only 

■ Directly expandable to 48 bits using 3 DP8400s only 

■ Directly expandable to 64 bits using 4 DP8400S only 

■ Expandable to and beyond 64 bits in fast configuration 
with extra ICs 

■ 3 error flags for complete error recording 

■ 3 latch enable inputs for versatile control 

■ Byte parity generating and checking 

■ Separate byte controls for outputting data in BYTE- 
WRITE operation 

■ Separate syndrome I/O port accessible for error logging 
and management 

■ On-chip input and output latches for data bus, check bit 
bus and syndrome bus 

■ Diagnostic capability for simulating check bits 

■ Memory check bit bus, syndrome bus, error flags and in- 
ternally generated syndromes available on the data bus 

■ Self-test of E^C^ on the memory card under processor 
control 

■ Full diagnostic check of memory with the E^C^ 

■ Complete memory failure detectable 

■ Power-on clears data and syndrome input latches 


Timing Features 

16-BIT CONFIGURATION 

WRITE Time: 35 ns from data-in to check bits valid 
DETECT Time: 35 ns from data-in to Any Error (AE) flag set 
CORRECT Time: 70 ns from data-in to correct data out 
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Timing Features (Continued) 

32 BIT CONFIGURATION 

WRITE Time: 65 ns from data-in to check bits valid 
DETECT Time: 60 ns from data-in to Any Error (AE) flag set 
CORRECT Time: 125 ns from data-in to correct data out 


DP8400 Connection Diagram 


DQ5' 

DQ6' 

DQ7' 

DQS 

DQ9' 

DQ1Q 

DQ11 


Dual-ln-Llne Package 


DQ13^ 
DQ14 — 
0015 — 

0-BlJi 

GND — 
CO — 
C1^ 
C2^ 

20 

C6~ 
BPO (C7)-^ 

OES — 
23 

CSLE — 
BP1 (S7)-^ 


DQ4 

003 

002 

001 

DQO 

OBO 

OLE 

OLE 

EO 

AE 

GND 

XP 

Vcc 

Ei 

M2 

Ml 

MO 

50 

51 

52 

53 

54 

55 
SB 


Order Number DP8400N-4 or DP8400D-4 
See NS Package N48A or D48A 


Pin Definitions See Figure 1 for abbreviations 

Vcc> GND, GND: 5.0V ± 5%. The 3 supply pins have been 
assigned to the center of the package to reduce voltage 
drops, both DC and AC. Also there are two ground pins to 
reduce the low-level noise. The second ground pin is lo- 
cated two pins from Vcc, so that decoupling capacitors 
can be inserted directly next to these pins. It is important 
to adequately decouple this device, due to the high switch- 
ing currents that will occur when all 16 data bits change in 
the same direction simultaneously. A recommended solu- 
tion would be a 1 /tF multilayer ceramic capacitor in 
parallel with a low-voltage tantalum capacitor, both con- 
nected close to pins 36 and 38 to reduce lead inductance. 

DQ0-DQ15: Data I/O port. 16-bit bidirectional data bus 
which is connected to the input of DILO and DILI and the 
output of DOBO and DOB1, with DQ8-DQ15 also to OIL. 

C0-C6: Check-bit I/O port. 7-bit bidirectional bus which is 
connected to the input of the OIL and the output of the 
COB. COB is enabled whenever M2 is low. 


S0-S6: Syndrome I/O port. 7-bit bidirectional bus which is 
connected to the input of the SiL and the output of the 
SOB. 

DLE: Input data latch enable. When high, DILO and DILI 
outputs follow the input data bus. When low, DILO and 
DILI latch the input data. 

CSLE: Input check bit and syndrome latch enable. When 
high, OIL and SIL follow the input check and syndrome 
bits. When lo w, OIL and SIL latch the input check and syn- 
drome bits. If OES is low, SIL remains latched. 

OLE: Output latch enable. OLE enables the Internally 
generated data to DOLO, and DOL1, COL and SOL when 
low, and latches when high. 

XP: Multi-expansion, which feeds into a three-level com- 
parator. With XP at OV, only 6 or 7 check bits are available 
for expansion up to 40 bits, allowing byte parity capability. 
With XP open or at Vcc, expansion beyond 40 bits is possi- 
ble, but byte parity capability is no longer available. When 
XP is at Vcc, GG6 and CG7, the internally generated upper 
two check bits, are set low. When XP is open, CG6 and CG7 
are set to word parity. 

BPO (C7): When XP is at OV, this pin is byte-0 parity I/O. In 
the Normal WRITE mode, BPO receives system byte-0 pari- 
ty, and in the Normal READ mode outputs system byte-0 
parity. When XP is open or at Vcc, this pin becomes C7 I/O, 
the eighth check bit for the memory check bits, for 48-bit 
expansion and beyond. 

BP1 (ST): When XP is at OV, this pin is byte-1 parity I/O. In 
the Normal WRITE mode, BP1 receives system byte-1 pari- 
ty, and in the Normal READ mode outputs system byte-1 
parity. When XP is open or at Vcc, this pin becomes S7 I/O, 
the eighth syndrome bit for 48-bit expansion and beyond. 

AE: Any error. In the Normal READ mode, when low, AE in- 
dicates no error and when high, indicates that an error has 
occurred. In any WRITE mode, AE is permanently low. 

EO: In the Normal READ mode, EO is high for a single-data 
error, and low for o ther conditions. In the Normal WRITE 
mode, EO becomes PEO and is low if a parity error exists in 
byte-0 as transmitted from the processor. 

E1: In the Normal READ mode, El is high fora single-data 
error or a single check bit error, and low for no error and 
double-error, in the Normal WRITE mode, El becomes PEI 
and is low if a parity error exists in byte-1 as transmitted 
from the processor. 

OBO, OBI: Output byte-O and output byte-1 enables. 
These inputs, when low, ehable DOLO and DOL1 through 
DOBO and DOB1 onto the data bus pins DQ0-DQ7 and 
DQ8-DQ15. When OBO and OBI are high the DOBO, DOB1 
outputs are TRI-STATE®. 

OES: Output enable syndromes. I/O control of the syn- 
drome latches. When high, SOB is TRI-STATED and exter- 
nal syndromes pass through the syndrome input latch 
with CSLE high. When OES is low, SOB is enabled and the 
generated syndromes appear on the syndrome bus, also 
CSLE is inhibited internally to SIL. 

MO, Ml, M2: Mode control inputs. These three controls 
define the eight major operational modes of the DP8400. 
Table III depicts the modes. 



TRI-STATE® Is a registered trademark of National Semiconductor Corp. 
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DIL 

CG 

OIL 

CC 

SIL 

PSG 

SG 

DED 

DEO, 1 

PE 



Check Bit Input Latch SOL 

Check Bit Compiementor DOBO, 1 

Syndrome input Latch COB 

Partial Syndrome Generator SOB 
Syndrome Generator EE 

Data Error Detector DCO, 1 

Data Error Bytes 0, 1 
Parity Error 


Syndrome Output Latch 
Data Output Buffer Bytes 0, 1 
Check Bit Output Buffer 
Syndrome Output Buffer 
Error Encoder 
Data Corrector Bytes 0, 1 


|rT| mode of operation signifies active signal 


FIGURE 1. DP8400 Block Diagram 






























SYSTEM WRITE (Figure 2a) 

The Normal WRITE mode is mode 0 of Table III. Referring 
to the block diagram in Figure 9a and the timing diagram 
of Figure 9b, the 16 bits of data from the processor are ena- 
bled into the data input latches, DILO and DILI, when the 
input data latch enable (DLE) is high. When this goes low, 
the input data is latched. The check bit generator (CG) 
then produces 6 parity bits, called check bits. Each parity 
bit monitors different combinations of the input data-bits. 
In the 16-bit configuration, assuming no syndrome bits are 
being fed in from the syndrome bus into the syndrome in- 
put latch, the 6 check bits enter the ch eck bit output latch 
(COL), when the o utpu t latch enable OLE is low, and are 
latched in when OLE goes high. Whenever M2 (READ/ 
WRITE) is low, the check bit output buffer COB always 
enables the COL contents onto the external check bit bus. 
Also t he data error decoder (DED) is inhibited during 
WRITE so no correction can take place. Dat a ou tput 
latches DOLO and DOL1, when enabled with OLE, will 
therefore see the contents of DILO and DILI. If valid 


system data is still on the data bus, a memory WRITE will 
write to memory the data on the data bus and the check 
bits output from COB. If the system has vacated the data 
bus, output enables (OBO and OBI) must be set low so that 
the original data word with its 6 check bits can be written 
to memory. 

SYSTEM READ 

There are two methods of reading data: the error monitor- 
ing method (Figure 2b), and the always correct method 
(Figure 2c). Both require fast error detection, and the sec- 
ond, fast correction. With the first method, the memory 
data is only monitored by the E^C^, and is assumed to be 
correct. If there is an error, the Any Error flag (AE) goes 
high, requiring further action from the system to correct 
the data. With the always correct method, the memory 
data is assumed to be possibly in error. Memory data is 
removed and the corrected, or alrea dy c orrec t, data is out- 
put from the E^C^ by enabling OBI and OBO. To detect an 
error (referring to Figures 10a and 10b) first DLE and CSLE 


BYTE PARITY ERROR 



FIGURE 2a. Normal WRITE Mode with E=^C^ 



FIGURE 2b. Normal READ Mode, Error Monitoring Method with E^C^ 


ERROR-PRONE 
MEMORY DATA 


READ CHECK MEMORY 
BITS 


E*C2 C 


FIGURE 2c. Normal READ Mode, Always Correct Method with E^C^ 
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go high to enter data bits and check bits from memory into 
DILO, DOL1 and CiL The 6 check bits generated in CG from 
DILO and DOL1 are then compared with CIL to generate 
syndromes on the internai syndrome bus (SG). Any bit or 
bits of SG that go high indicate an error to the error en- 
coder (EE). 

If data correction is required OBO andOBI must be set low 
(after memory data has been disabled) to enable data out- 
put buffers DOBO and DOB1. The location of any data bit 
error is determined by the data error decoder (DED), from 
the syndrome bits. The bit in error is complemented in the 
DOL for correction. The other 15 bits from DED pass the 
DIL contents directly to the DOL, so that DOL now con- 
tains corrected data. 

ERROR DETERMINATION 

The three error flags, for a 16-bit example, are decoded 
from the internally generated syndromes as shown in 
Figure 3. First, if any error has occurred, the generated 
check bits will be different from the memory check bits, 
causing some of the syndrome bits to go high. By OR-ing 
the syndrome bits, the output will be an indication of any 
error. 

If there is a single-data error, then (from the matrix in 
Table IV) it can be seen that any data error causes either 3 
or 5 syndrome bits to go high. 16 AND gates decode which 
bit is in error and the bit in error is XOR-ed with the cor- 
responding bit of the DIL to correct it, whereas the other 15 
decoder outputs are low, causing the corresponding 15 
bits in DIL to transfer to DOL directly. DOL now contains 
corrected data. The 16 AND gate outputs are OR-ed to- 
gether causing EO to go high, so that EO is the single-data- 
error indication. If the error is a double-error, then either 2, 



INTERNAL 

SYNDROME 

BUS 


FIGURE 3. Error Encoder 


4 or 6 of the syndrome bits will be high. The syndromes for 
two errors (including one or two check bit errors) are the 
two sets of syndromes for each individual error bit, 
XOR-ed together. By performing a parity check on the syn- 
drome bits, flag El will indicate even/odd parity. If there is 
still an error, but it is not one of these errors, then it is a 
detectable triple-bit error. Some triple-bit errors are not 
detectable as such and may be interpreted as sjngle-bit er- 
rors and falsely corrected as single-data errors. This is 
true for all standard ECC circuits using a Modified 
Hamming-code matrix. The DP8400 is capable, with its 
Rotational Syndrome Word Generator matrix, of determin- 
ing all triple-bit errors using twice as many DP8400S and 
twice as many check bits. 

ERROR FLAGS 

Three error flags are provided to allow full error determina- 
tion. Table I shows the error flag outputs for the different 
error types in Normal READ mode. If there is an error, then 
ANY ERROR will go high, at a time \oe\/ (F iQure 10b) after 
data and check bits are presented to the DP8400. The 
other two error flags EO and El become valid toEo and 
tcEi later. 

The error flags differentiate between no error single check 
bit error, single data-bit error, double-bit error. Because the 
DP8400 can correct double errors, it is important to know 
that two errors have occurred, and not just a multiple-error 
Indication. The error flags wi|l remain valid as long as DLE 
and CSLE are low, or if DLE is high, and data and check 
bits remain valid. 

BYTE PARITY SUPPORT 

Some systems require extra integrity for transmission of 
data between the different cards. To achieve this, individ- 
ual byte parity bits are transmitted with the data bits in 
both directions. The DP8400 offers byte parity support for 
up to 40 data bits. If the processor generates byte parity 
when transferring information to the memory, during the 
WRITE cycle, then each byte parity bit can be connected to 
the corresponding byte parity I/O pin on the DP8400, either 
BPO or BP1. The DP8400 develops its own internal byte 
parity bits from the two bytes of data from the processor, 
and compares them with BPO and BP1 using an exclusive- 
OR for both parities. The output o f ea ch e xclus ive-OR is 
fed to the error flags EO and El as PEO and PEI, so that a 
byte parity error forces its respective error flag low, as in 
Table II. These flags are only valid for the Normal WRITE 
(mode 0) and XP at OV. The DP8400 checks and generates 
even byte parity. 

When transferring information from the memory to the 
processor, the DP8400 receives the memory data, and out- 
puts the corresponding byte parity bits on BPO and BP1 to 
the processor. The processor block can then check data 
integrity with its own byte parity generator. If in fact 
memory data was in error, the DP8400 derives BPO and 
BP1 from the memory input data, and not the corrected 
data, so when corrected data is output from the DP8400, 
the processor will detect a byte parity error. 

If correct byte parity is required, transfer of corrected out- 
put data in the DOL to DIL will result in correct byte parity 
at BPO and BP1. This can be part of a normal memory re- 
WRITE cycle once an error has occurred. 
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TABLE I. ERROR FLAGS AFTER 
NORMAL READ (MODE 4) 


AE 

El 

EO 

Error Type 

0 

0 

0 

No error 

1 

1 

0 

Single check bit error 

1 

1 

1 

Single-data error 

1 

0 

0 

Double-bit error 


TABLE II. ERROR FLAGS AFTER 
NORMAL WRITE (MODE 0) 


All Others 


AE 

El (PEI) 

EO (PEO) 

Error Type 

0 

1 

1 

No parity error 

wm 

1 

0 

Parity error, byte 0 


0 

1 

Parity error, byte 1 

0 

0 

0 

Parity error, bytes 0, 1 


Invalid conditions 


TABLE III. DP8400 MODES OF OPERATION 


M1 MO OES 


Operation 


0 0 0 0 X Normal WRITE 

DIL— POL, CG-COL-COB 

1 0 0 1 X Complement WRITE 

DIL— POL, CIL- COL- COB 

2 0 1 0 X Piagnostic WRITE, PLE inhibited 

PQ8-PQ15 ® CG - SOL- SOB 

P08-P015- CIL- COL- COB 

3 0 1 1 X Complement data-only WRITE 

PIL-POL, 

(CGO, 1, 4, 5, CG2, CG3)- COL— COB 

4 1 0 0 X Normal REAP 

PIL e PE— POL, CIL— COL 

5 1 0 1 X Complement REAP 

PILe PE- POL, CIL- COL 

6A 1 10 0 READ generated syndromes, check bit 

bus, error flags, SGO-SG6~POO-D06, 
CIL0-CIL6-DO8-DO14, E1-D07, 

E0-DQ15 

6B 1 10 1 REAP syndrome bus, check bit bus, error 

flags, SIL0-SIL6- PO0-PO6, 

CIL0-CIL6 - D08-P014, El - P07, 

EO - D015 

7A 1 110 Generated syndromes replace with zero 

0— SIL-SG, CIL-COL, 

PIL® PE- POL 

7B 1 11 1 Generated syndromes replace 

■ I I SIL-SG, CIL-COL, PIL® PE- POL 

TABLE IV. DATA-IN TO CHECK BIT GENERATE, OR DATA BIT ERROR TO SYNDROME GENERATE 
MATRIX (16-BIT CONFIGURATION) 


0 1 2 3 4 5 

GENERATE CHECK BITS - 


1111 
2 3 4 5 


GENERATED 

SYNDROMES 


0 

0 

0 

1 

1 

1 

1 

1 

1 

0 

1 

1 

1 

0 

1 

1 

1 

0 

1 

0 

0 

0 

1 

0 

0 

1 

0 

1 

1 

0 

1 

0 

1 

1 

1 

1 

2 

1 

0 

0 

1 

1 

0 

0 

0 

1 

0 

1 

0 

1 

1 

1 

1 

2* 

3 

0 

1 

1 

0 

0 

0 

0 

1 

1 

1 

1 

0 

1 

0 

1 

1 

3* 

4 

1 

1 

0 

0 

0 . 

1 

0 

1 

1 

0 

0 

1 

0 

1 

0 

1 

4 

5 

1 

1 

1 

0 

1 

1 

1 

0 

1 

0 

0 

0 

1 

1 

1 

0 

5 


4 

8 

9 

7 

5 

1 

3 

9 

E 

B 

D 

3 

C- 

7 

F 

F 

0 


3 

V 

3 

2 

0 

2 

3 

2 

1 

3 

0 

0 

1 

2 

3 

2 

1 

1 


GENERATED 

CHECK 

BITS 


' 02, C3 generate odd parity 


HEXADECIMAL EOUIVALENT 
OF SYNDROME BITS 
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MODES OF OPERATION 

There are three mode-control pins, M2, M1 and MO, offer- 
ing 8 major modes of operation, according to Table III. 

M2 Is the READ/WRITE control. In normal operation, mode 
0 is Normal WRITE and mode 4 is Normal READ. By clamp- 
ing MO and M1 low, and setting M2 low during WRITE and 
high during READ, the DP8400 is very easy to use for nor- 
mal operation. The other modes will be covered In later 
sections. 

16-Blt Configuration 

The first two rows on top of the check bit generate matrix 
(Table IV) indicate the data position of DQO to DQ15. The 
left side of the matrix, listed 0 to 5, corresponds to syn- 
dromes SO to S5. SO is the least significant syndrome bit. 
There are two rows of hexadecimal numbers below the 
matrix. They are the hex equivalent of the syndrome pat- 
terns. For example, syndrome pattern in the first column 
of the matrix is 00101 1 . Its least significant four bits (0010) 
equal hexadecimal 4, and the remaining two bits (1 1) equal 
hexadecimal 3. 

Check bit generation is done by selecting different com- 
binations of data bits and generating parities from them. 
Each row of the check bit generate matrix corresponds to 
the generation of a check bit numbered on the right hand 
side of the matrix, and the ones in that row indicate the 
, selection of data bits. 

The following are the check bit generate equations for 
16-bit wide data words: 

CGO = DQ2 e DQ3 e OQ4 e DQ5 e DQ6 e DQ7 e DQ9 s 
DQ10 ® DQ11 ® DQ13 ® DQ14 ® DQ15 
CG1 = DQ3 ® DQ6 ® DQ8 ® DQ9 ®DQ11 ® DQ13 ® 
DQ14 ® DQ15 

*CG2 = DQ0 ® DQ3 ® DQ4 ® DQ8 ® DQ10 ® DQ12 ® 
DQ13 ® DQ14 ® DQ15 ® 1 

*CG3 = DQ1 ® DQ2 ® DQ7 ® DQ8 ® DQ9 ® DQ10 ® DQ12 
® DQ14 ® DQ15 ® 1 

CG4 = DQO ® DQ1 ® DQ5 ® DQ7 ® DQ8 ® DQ11 ® DQ13 
® DQ15 

CG5 = DQO ® DQ1 ® DQ2 ® DQ4 ® DQ5 ® DQ6 ® DQ8 ® 
DQ12 ® DQ13 ® DQ14 
*CG2 and CG3 are odd parities. 

The following error map (Table V) depicts the relationship 
between all possible errorconditlons and theirassociated 
syndrome patterns. For example, if a syndrome pattern is 
80-5 = 111101, data bit 14 is in error. 

Figure 4 shows how to connect one DP8400 in a 16-bit con- 
figuration, in order to detect and correct single or double- 


bit errors. For a Normal WRITE, processor data is 
presented to the DP8400, where it is fed through DILO and 
DILI to the check bit generator. This generates 6 parity bits 
from different combinations of data bits, according to 
Table IV. The numbers in the row below the table are the 
hexadecimal equivalent of the column bits (with bits 6, 7 
low). A ‘1’ in any row indicates that the data bit in that col- 
umn is connected to the parity generator for that row. For 
example, check bit 1 generates parity from data bits 3, 6, 8, 
9, 11, 13, 14, and 15. 

Check bits 0, 1, 4, 5, and 6 generate even parity, and check 
bits 2 and 3 generate odd parity. This is done to insure that 
a total memory failure is detected. If all check bits were 
even parity, then all zeros in the data word would generate 
all check l3its zero and a total memory failure would not be 
detected when a memory READ was performed. Now all- 
zero-data bits produce C2 and C3 high and a total memory 
failure will be detected. When reading back from the same 
location, the memory data bits (possibly in error) are fed to 
the same check bit generator, where they are compared to 
the memory check bits (also possibly in error) using 6 
exclusive-OR gates. The outputs of the XORs are the syn- 
drome bits, and these can be determined according to 
Table IV for one data bit error. For example, an error in bit 2 
will produce the syndrome word 101001 (for 85 to SO 
respectively). The syndrome word is decoded by the error 
encoder to the error flags, and the data-error decoder to 
correct a single data bit error. Assuming the memory data 
has been latched in the DIL, by making DLE go low, 
mem ory data can be disabled. Then by setting OBO and 
OBI low, corrected data will appear on the data bus. The 
synd romes are available as outputs on pins 80-5 when 
OES i s low . It is also possible to feed in syndromes to SIL 
when OES is high and CSLE goes high. This can be useful 
when using the Error Management Unit shown in Figure 4. 
C6 and 86 are not used for 16 bits. It is safe therefore to 
make C6 appear low, through a 2.7 kO resistor to ground. 
The same app lies for 86 if syndromes are input to the 
DP8400. If OES is permanently low, S6 may be left open. 

Any 16-bit memory correct system using th e DP 8400 
without syndrome inputs must keep the OES pin 
grounded, then all the syndrome I/O pins may be left 
open. The reason for this is that the DP840 0 res ets the 
syndrome input latch at power up. If the OES pin is 
grounded, the syndrome input latch will remain reset for 
normal operations. 

The parameter tN^p {see Figure 10b), new mode recog- 
nized time, is measured from M2 (changing from READ 
to WRITE) to the valid che ck bits appearing on the check 
bit bus, provided the OLE was held low. 


TABLE V. SYNDROME DECODE TO BIT IN ERROR FOR 16-BIT DATA WORD 


SO 

Syndrome SI 
Bits S2 

S3 

S5 S4 

0 1 01010101010101 
0011001100110011 
00001 11100001111 
0 0000000 1 1 1 1 1 1 11 

0 0 
0 1 
1 0 
1 1 

NE 

EH 


D 

Bn 

o 

D 

D 

isn 

a 

D 

D 

El 

IBl 

n 


WEi 

o 

o 

in 

D 

T 

n 

O 

o 

7 

T 

D 

T 

El 

B 

mil 

C5 

a 

D 

D 

o 

D 

D 

■a 

o 

B 

D 

D 

B 

El 

B 

B 

D 

D 



o 

Q 

o 

m 

1 

D 

D 

n 

B 

B 

B 

B 


N E = no error Cn = check bit n In error T = three errors detected 

Numbers single data bit In error D = two bits In error 


7-78 








SYSTEM I BP1 
BYTE PARITY-^ 

(IF REQUIRED) L 


ENABLE J ^ 

byte 1 UBO 


UTCH 

CONTROLS 

ADDRESS 


ERROR 

MANAGEMENT 

UNIT 

(IF REQUIRED) 


SYNDROME 
j BUS k 


BPO 

MS 

DOD-7 

DQB-15 

OBI 

BP1 

DLE 





XP 

CSLE 











OLE 



DP84D0 



SO-5^ 






S6^ 





CO-5 

OES 





C6 

AE 

E1 

ED 

M2 

Ml 

MO 


‘ Necessary when inputting 
syndromes, otherwise leave open. 
^Refer to discussion in “Other Modes of 
Operation" under Clearing SIL. 

' *20 ns max tpd1, 0 


"1 R = 2.7ktJ 

f 1 Necessary only when incorporating 
I L~J I double complement correct. Otherwise 
I J- connect C6 toGND through R. 

L 74LS32 J 


FIGURE 4. 16-Bit Configuration Using One DP8400 



BPO 

CIO 

OQO-7 0Q8<1S 

OBI 

BP1 

DLE 




5le 

CSU 




XP 


EXPANDED 
HIGHER WORD (H) 




SO-S 


0P8400 



DES 




CO-6 

AE 

El 

EO M2 

Ml 

MO 


ERROR MANAGEMENT UNIT 
(IF REQUIRED) 


^ Refer to discussion in “Other Modes of 
Operation” under Clearing SIL. 

* Connection sequence must be done 
according to Table VIII. 


FIGURE 5. 32-Bit Error Detection and Correction 
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The parameter t^cR (see Figure 10b), mode change rec- 
ognized time, is measured from M2 (changing from 
WRITE to READ) when both E1 and E2 become invalid. 
This is required when a memory correcting system 
employs the DP8400 with byte parity checking. The E1 
and E2 pins flag the byte parity error in a memory WRITE 
cycle. When the DP8400 switches to a subsequent mem- 
ory READ cycle, it requires t^^icR for Eland E2 to be 
switched to flag any READ error(s). 

EXPANDED OPERATION 
32-Bit Configuration 

Figure 5 shows how to connect two DP8400s in cascade to 
detect single and double^bit errors, and to correct single- 
data errors. The same circuit will also correct double-bit 
errors once a double-error has been detected, provided at 
least one error Is a hard error. The lower chip L is in effect a 
slave to the higher chip H, which controls the memory 
check bits and error reporting. The check bit bus of L is re- 
ordered and connected to the syndrome bus of H, as 
shown in Figure 5. 

in a Normal WRITE mode, referring to Figures 13a, 13b, and 
13c, the 6 check bits generated from the lower 16 bit s(CG L) 
are transferred ^ the COL to the COB of L, provided OLE is 
high and M2 (R/W) of L is low. These partial check bits from 
L then appear at SILof H, so that with CSLE high, they com- 
bine with the 6 check bits generated in H with ^overlap of 
one bit, to produce 7 check bits. With M2 (R/W) of H low, 
these 7 check bits are output from COB to memory. 

A READ cycle may consist of DETECT ONLY or DETECT 
THEN CORRECT, depending on the system approach, in 
both approaches, L writes its partial check bits, CGL, to H 
as in WRITE mode. H develops the syndrome bits from 
CGL, CGH and the 7 check bits read from memory in CIL. H 
then outputs from its error encoder (EE) if there is an error, if 
corrected data is required, H already knows if it has a 
single-data error from its syndrome bits, but if not, it must 
transfer partial syndromes back to L. These partial syn- 
dromes PSH, (CGH XOR-ed with CIL), are stored in SOL of 
H. L must therefore change modes from WRITE to READ, 
whil e H o utputs the partial syndromes from its SOB by set- 
ting OES low. The partial syndromes are fed into CIL of L 
and XOR-ed with CGL to produce syndrome bits at SGL 
The data error decoder, DED, then corrects the error in L. 
The DED of H will already have corrected an error in the 
higher 16 bits. Only one error in 32 bits can be corrected as a 
single-data error, the chip with no error does not change the 
contents of its DIL when it is enabled in DOL. Table VI 
shows the 3 error flags of H, which become valid during the 
DETECT cycle. EO of Lbecomes valid during the CORRECT 
cycle, so that the 4 flags provide complete error reporting. 


TABLE VI. ERROR FLAGS AFTER NORMAL READ 
(32-BlT CONFIGURATION) 


AE(H) 

El (H) 

E0(H) 

E0(L)* 

Error Type 

0 

0 

0 

0 

No error 

1 

1 

0 

0 

Single-check bit error 

1 

1 

1 

0 

Single-data bit error (H) 

1 

1 

0 

1 

Single-data bit error (L) 

1 

0 

0 

0 

Double-bit error 

All Others 

Invalid conditions 


* EO (L) Is valid after transfer of partial syndromes from higher to lower 


Equations for 32-bit expansion: 

bcB32 = f0CB16 + 'SCB16 
^DEV32 = toCBIS + ^SEVIS 
tDCD32 (High Chip) = tQCB16 + ^SCD16 
'dCD32 (Low Chip) = tDCB16+'BR* + tcCD16 
*t 0 R.- Bus reversing time (25 ns) 

32-Bit Matrix 

Table VII shows a 32-bit matrix using two DP8400s in cas- 
cade as in Figure 5. This is one of 12 matrices that work for 
32 bits. The matrix for bits 0 to 15 (lower chip) is the matrix 
of Table IV for 16-bit configuration, with row 6 always ‘O’. 
The matrix for bits 16 to 31 (higher chip) uses the same row 
combinations but interchanged, for example, the 3rd row 
(row 2) of L matrix is the same as the 6th row (row 5) of the 
H matrix. This means row 5 of H is in fact check bit 2 of H. 
Thus, the 6th row (row 5) combines generated check bit 5 
(CG5) of L and generated check bit 2 of H. Check bit 5 of L 
therefore connects to the syndrome bit 2 (CG2) of H, and 
the composite generated check bit is written to check bit 2 
of memory. Thus C2 performs a parity check on bits 0, 1, 2, 
4, 5, 6, 8, 12, 13, 14, of L, and bits 16, 19, 20, 24, 26, 28, 29, 30, 
31, of H. CG2 and CG3 generate odd parity, so that CG5 of 
L generates even parity which combines with CG2 of H 
generating odd parity. CG3 of L and CG3 of H both 
generate odd parity causing C3 to memory to represent 
even parity. Only 6 check bits are generated in each chip, 
the 7th (CG6) is always zero with XP grounded. Thus CG6 
of L combines with CGO of H so that CO to memory is the 
parity of bits 18, 19, 20, 21, 22, 23, 25, 26, 27, 29, 30, 31. 
Similarly C6 to memory is only CG2 of L. The 7 composite 
generated check bits of H can now be written to memory. 

When reading data and check bits from memory, CG6- 
CGO of L are combined with CG6-CG0 of H in the same 
combination as WRITE. Memory check bits are fed into 
C6-C0 of H and compared with the 7 combined parity bits 


SYNDROMES 


TABLE VII. DATA BIT ERROR TO SYNDROME-GENERATE MATRIX (32-BIT CONFIGURATION) 
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DQO-31 
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4 
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* CG2, CG3 generate odd parity 
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TABLE VIII. CHECK BIT PORT TO SYNDROME PORT 
INTERCONNECTIONS FOR EXPANSION TO 32 BITS 



SO 


SI 

Syndrome I/O 

S2 

to 

S3 

Management 

S4 


S5 


S6 



TABLE IX. SYNDROME DECODE TO BIT IN ERROR FOR 32-BIT DATA WORD 


Syndrome 

Bits 

so 

51 

52 

53 

S6 

S5 

S4 

0 

0 

0 

0 

0 

1 

0 

1 

0 

0 

1 

1 

1 

0 

0 

1 

0 

1 

1 

1 

0 

1 

1 

1 


0 10 10 10 
0 0 1 1 0 0 1 
0 0 0 0 1 1 1 
0 0 0 0 0 0 0 


0 10 10 1 
110 0 11 
0 0 1111 
111111 





NE = no error Cn = check bit n in error T = three errors detected 

Number = single data bit in error D = two bits in error 


in H, to produce 7 syndrome bits S6-S0. H can now deter- 
mine if there is any error, and if it has a singie-data error, it 
can iocate it and correct it without transferring partiai syn- 
dromes to L. As an exampie of a DETECT cycie, CG5 of L 
combines with CG2 of H and is compared in H with mem- 
ory check bit 2. 

If L is now set to mode 4, Normal READ, and OES of H is 
set iow, the partial syndromes of H (CG6-CG0 of H XOR-ed 
with C6-C0 of H) are transferred and shifted to L. L 
receives these partiai syndromes (S6-S0 of H) as check bit 
inputs C2, Cl, C4, C3, C5, CO, C6 respectively, and com- 
pares them with CG6-CG0 respectiveiy, to produce syn- 
drome bits S6-S0. L now decodes these syndromes to cor- 
rect any singie-data error in data bits 0 to 15. For exampie, 
partial syndrome bit 2 of H combines with generated 
check bit 5 of L to produce syndrome bit 5 in L. An error in 
data bit 10 wiii create syndrome bits in L as 0001 101 from 
S6-S0, and these wiil appear on S6-S0 of L with OES iow. 
An error in H wili appear as per the H matrix. For example, 
an error in bit 16 wiil cause S6-S0 of L to be 0110010. 

If OES of L is set low, this syndrome combination appears 
on pins S6 to SO. For errors in bits 0 to 15, the syndrome 
outputs wili be according to Table VII. For errors in bits 16 
to 31, the syndrome outputs from L wiil still be according 
to Table Vll due to the shifting of partial syndrome bits 
from H to L. The syndrome outputs from L are unique for 
each of the possible 32 bits in error. 

If there is a check bit error, only one syndrome bit will be 
high. For example, if C5 is in error, then SI of L will be high. 
For double-errors, an even number of syndrome bits will be 
high, derived from XOR-ing the two single-bit error syn- 
dromes. As mentioned previously, this is only one of the 12 
approaches to connecting two chips for 32 bits, 6 of which 
are mirror images. 


Table VIII depicts the exact connection for 32-bit expan- 
sion. LS equals syndrome bits of L. LC equals check bits of 
L. HS equals syndrome bits of H. HC equals check bits of 
H. Syndrome bits SO to S6 of L are connected to system 
syndrome bits SO to S6. LC and HS columns are lined 
together showing the check bit port of L connected to the 
syndrome port of H in the exact sequence as shown in 
Table VIII. For example, check bit CO of L is connected to 
the syndrome bit SI of H, and check bit C6 of L is con- 
nected to the syndrome bit SO of H. Check bits of H are 
connected to the system check bits in the order shown. 
Check bit Cl of H is connected to the system check bit CO. 

Expansion for Data Words Requiring 8 Check Bits 

For 16-bit and 32-bit configurations, XP is set permanently 
low. In 48-bit or 64-bit configurations, XP is either set per- 
manently to Vcc or left open, according to Table X, to pro- 
vide 8 check bits and syndrome bits. 

TABLE X. XP: EXPANSION STATUS 


XP 

Status 

Data Bus 

ov 

BPO and BP1 are byte parity I/O 
CG6 = 0 

<40 Bits 

Open 

No byte parity I/O, 

CG6 and CG7 = word parity 

>40 Bits 

Vcc 

No byte parity I/O, 
CG6andCG7 = 0 

>40 Bits 


48-Bit Expansion 

Three DP8400s are required for 48 bits, with the higher 
chip using all 8 of its check bits to the memory. No byte 
parity is available for 48 or 64 bits. XP of all three chips 
must be at Vcc- The three chips are connected in cascade 
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DP8400 


TABLE XI. CHECK BIT PORT TO SYNDROME PORT 
INTERCONNECTIONS FOR EXPANSION TO 48 BITS 



B 

1 

B 

B 

1 

B 

B 

B 

B 


Syndrome I/O 
to 

Management 

50 

51 

52 

53 

54 

55 

56 

57 

0 

1 

2 

3 

4 

5 

6 
7 


0 

1 

2 

3 

4 

5 

6 
7 

1 

5 

6 

3 

4 
2 
0 
7 


1 

5 

6 

3 

4 
2 
0 
7 

6 

1 

4 
7 
2 
3 

5 
0 

1 

6 

1 

4 
7 
2 
3 

5 
0 

CO 

Cl 

02 

C3 

04 

05 
C6 
C7 

Check Bit I/O 
to 

Memory 


For example: SO of LL is connected to system syndrome SO. CO of LL is connected to SI of 
LH. C1 of LH is connected to S6 of HL. C6 of HL is connected to system check bit CO. 


TABLE XII. SYNDROME DECODE TO BIT IN ERROR FOR 48 BIT DATA WORD 





SO 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

Syndrome 

SI 

0 

0 

1 

1 

0 

0 

1 

1 

0 

0 

1 

1 

0 

0 

1 

1 

Bits 



S2 

0 

0 

0 

0 

1 

1 

1 

1 

0 

0 

0 

0 

1 

1 

1 

1 




S3 

0 

0 

0 

0 

0 

0 

0 

0 

1 

1 

1 

1 

1 

1 

1 

1 

S7 

S6 

S5 

S4 
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0 

0 

0 

NE 

ISlil 

m 

o 

isa 

B 

D 

O 

111 

D 

D 

D 

B 

lEI 

T 

D 

0 

0 

0 

1 

C4 

o 

o 

ED 

O 

D 

T 

B 

o 

7 

m 

D 

T 

D 

D 

wm 

0 

0 

1 

0 

C5 

D 

o 

Q 

O 

4 

n 

D 

D 

2 

28 

D 

12 

D 

D 

EEO 

0 

0 

1 

1 

D 

o 

m 

D 

0 

D 

D 

m 

1 

El 

o 

m 

o 

T 

OI 

D 

0 

1 

0 

0 

C6 

o 

o 


o 

D 

n 

D 

o 

1^ 

m 

o 

EO 

El 

o 

01 

0 

1 

0 

1 

D 

m 

m 

D 

Ic^ 

O 

D 

n 

Ql 

D 

o 

T 

D 

T 

D 

D 

0 

1 

1 

0 

D 

o 

Kil 

O 

Kiel 

a 

D 

T 


o 

D 

Kill 

D 

T 

O 

EO 

0 

1 

1 

1 

■EEI 

o 

o 
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Oi 
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El 

D 

EO 
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EO 

O 

o 

OB 

1 

1 

1 

1 

D 

T 

EO 

o 

T 

D 

D 

T 

T 

B 

B 

T 

D 


T 

D 


NE = no error Cn = check bit n in error 

Number = singie data bit in error D = two bits In error 

as in Figure 6, but with the HH chip removed. The error 
fiags are as Table XV, but with AE (HH) and E1 (HH) be- 
coming AE (HL) and E1 (HL), and EO (HH) removed. 

48-Bit Matrix 

The matrix for 48 bits is that for64 bits shown (in Table XVI) 
but only using bits 0 to 47. This is one of many matrices for 
48-bit expansion using the basic 16-bit matrix. The matrix 
shown uses 2 zeroes for CG6 and CG7, for all three chips, 
with XP set to Vcc- Other matrices may use CG6 and CG7 
as word parity with XP open. 

64-Bit Expansion 

There are two basic methods of expansion to 64 bits, both 
requiring 8 check bits to memory, and four DP8400s. One 
is the cascade method of Figure 6, requiring no extra 
ICs. With this method partial check bits have to be 
transferred through three chips in the WRITE or DETECT 
mode, and partial syndrome bits transferred back through 
three chips in CORRECT mode. This method is similar to 
Figure 5, 32-bit approach. The connections between the 


T = three errors detected 


check bit bus and syndrome bus for each of the chip pairs 
are shown in Table XIII. 

The error flags of HH are valid during the DETECT cycle as 
in Table XV, and the other error flags are valid during the 
CORRECT cycle. 

A faster method of 64-bit expansion shown in Figure 7 re- 
quires a few extra ICs, but can WRITE in 57 ns, DETECT in 
57ns or DETECT THEN CORRECT in 116ns. In the WRITE 
mode, all four sets of check bits are combined externally 
in the 8 74S280 parity generators. These generate 8 com- 
posite check bits from the system data, which are then 
enabled to memory. In the DETECT mode, again 8 com- 
posite check bits are generated, from the memory data 
this time, and compared with the memory check bits to 
produce 8 external syndrome bits. These syndrome bits 
may be OR-ed to deter mine if there is any error. By making 
the 74S280 outputs SYNDROMES, then any bit low 
causes the 74S30 NAND gate to go high, giving any error 
indication. To correct the error, these syndrome bits are 
fed re-ordered into SIL of each DP8400 now set to mode 
7B. This enables the syndromes directly to SG and then 
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DED of each chip. One chip wiii output corrected data, 
whiie the other three output non-modified data (but stiii 
correct). 

Equations for fast 64*bit expansion: 

tocB64 = tocBie + tpd (74S280) + tpd (74S240) 
toEV64 = tbCBi6 + tpd (74S280) + tpj (74S30) 
toCD64 = tocBie + tpd (74S280) + tp^ (74ALS533) 

+ tsCD16 


64-Bit Matrix 

With the 64-bit matrix shown in Table XVI, it is necessary 
to set at least one chip with CG6, CG7 non-zero. The 
highest chip, connected to data bits 48 to 63, has XP set 
open, so that its CG6 and CG7 are word parity. The syn- 
drome word of the highest chip will now have either 5 or 7 
syndrome bits high, but inside the chip CG6 and CG7 
remove two of these in a READ so that the chip sees the 
normal 3 or 5 syndrome bits. 


TABLE Xiil. CHECK BIT PORT TO SYNDROME PORT 
INTERCONNECTIONS FOR EXPANSION TO 64 BITS 


LL LH 
C S 


LH HL 
C S 


HL HH 
C S 


Syndrome I/O 
to 

Management 


For example: SO of LL is connected to system syndrome SO. CO of LL is connected to SI of LH. Cl of LH is 
connected to S6 of HL C6 of HL is connected to S7 of HH. C7 of HH is connected to system check bit CO. 

TABLE XIV. SYNDROME DECODE TO BIT IN ERROR FOR 64-BIT DATA WORD 


CO 


Cl 


C2 

C3 

C4 

C5 

Check Bit I/O 

to 

Memory 

C6 


C7 



SO 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

0 

1 

Syndrome SI 

0 

0 

1 

1 

0 

0 

1 

1 

0 

0 

1 

1 

0 

0 

1 

1 

Bits S2 

0 

0 

0 

0 

1 

1 

1 

1 

0 

0 

0 

0 

1 

1 

1 

1 

S3 

S7 S6 SS S4 

0 

0 

1 1 

0 

1 

0 

1 

0 

1 

0 

T 1 

0 

1 1 

0 

1 

1 

1 

1 

r~~ 

1 

r r 

1 

1 

1 

1 

1 

1 

1 r 

1 


0 0 0 0 

0 0 0 1 

0 0 10 

0 0 11 

'0100 
0 10 1 

0 110 
0 111 
10 0 0 

10 0 1 

10 10 
10 11 
110 0 
110 1 
1110 
1111 


NE = no error 


Cn = check bit n in error 


T = three errors detected 


Number = single data bit In error D = two bits in error 


TABLE XV. ERROR FLAGS AFTER NORMAL READ (ANY 64-BIT CONFIGURATION) 


AE (HH) 

El (HH) 

EO (HH) 

EO(HL) 

EO(LH) 

EO(LL) 

Error Type 

0 

0 

0 

0 

0 

0 

No error 

1 

1 

0 

0 

0 

0 

Single-check bit error 

1 

1 

1 

0 

0 

0 

Single-data bit error in HH 

1 

1 

0 

1 

0 

0 

Single-data bit error in HL 

1 

1 

0 

0 

1 

0 

Single-data bit error in LH 

1 

1 

0 

0 

0 

1 

Single-data bit error in LL 

1 

0 

0 

0 

0 

0 

Double-error 
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^Refer to discussion in “Other Modes of 
Operation” under Olearing SiL. 
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FIGURE 6. Cascade Expansion Using No Extra ICs (64-Bit Configuration) 


TABLE XVI. DATA BIT ERROR TO SYNDROME-GENERATE MATRIX (64-BIT CONFIGURATION) 


-LL- 


-HL- 


-HH- 


SYNDROMES 
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OTHER MODES OF OPERATION 


Double Error Correction, using the Double-Complement 
Approach 

The DP8400 can be made to correct two errors, using no 
extra ICs or check bits, if at least one of the two errors 
detected is a hard error. This does require an extra memory 
WRITE and READ. Nevertheless, if a permanent failure ex- 
ists, and an additional error occurs (creating two errors), 
both errors can be corrected, thereby saving a system 
crash. 

Once a double error has been detected, the system puts 
the DP8400 in COMPLEMENT mode by setting MO high. 
First a WRITE cycle is required and M2 is set low, putting 
the chip in mode 1, Table III, (COMPLEMENT WRITE), so 
that the contents of DIL are complemented into POL, and 
the contents of CIL complemented into COL. OBO and 
OB1 are set low so that complemented data and check 
bits can be written back to the same location of memory. 
Writing back complemented data to a location with a hard 


error forces the error to repeat itself. For example, if cell N 
of a particular location is jammed permanently high, and 
a low is written to it, a high will be read. However, when the 
data is complemented a low is again written, so that a high 
is read back for the second time. After a second 
READ (this second READ is a COMPLEMENT READ) of the 
location, data and check bits from the memory are re- 
complerhented, so that bit N now contains a low. In other 
words, the error in bit N has corrected itself, while the 
other bits are true again. If there are two hard errors in a 
location, both are automatically corrected and the DP8400 
detects no error on COMPLEMENT READ, as in Figure 8a. 
Figure 8b also shows that if one error is soft, the hard error 
will disappear on the second READ and the DP8400 cor- 
rects the soft error as a single-error. Therefore, in both 
cases, th e PO L c ontai ns corrected data, ready to be en- 
abled by OBO and OB1. A WRITE to memory at this stage 
removes the complemented data written at the start of the 
sequence. 
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HARD ERROR 

ORIGINAL DATA/CBs 
WRIHEN TO MEMORY 


DATA/CBs READ 
FROM MEMORY 


1 


0 10 1 


HARD SOFT 
ERROR ERROR 

|l 0 0 1 1- 


I 2 ERRORS 


COMPLEMENT DATA/CBs 
IN DP8400 INPUT LATCHES, 
WRITE BACK TO SAME 
LOCATION IN MEMORY 


READ BACK FROM 
SAME LOCATION 

COMPLEMENT DATA/CBs 
IN DP8400 INPUT LATCHES, 
AND COMPARE CBs 


0 110 


SAME HARD 
ERROR 

|l 1 1 0| 


0 0 0 1 


GENERATED CBs 



MEMORY CBs 


NO CHECK 
BIT ERRORS 



DETECTED 


-- 1 - 


NO CHECK BIT 
ERRORS 



DIFFERENT CHECK BITS, 
SINGLE ERROR DETECTED 

0 1 0 0| DATA ERROR WORD 


0 10 1 


CORRECT SINGLE ERROR 
USING NORMAL DP8400 
PROCEDURE OF XOR-ING 
01 WITH DE 


FIGURE 8b. Double Error Correct Complement Hard Error Method — 1 Hard Error, 1 Soft Error In Data Bits 


The examples shown in Figures 8a and 8b are for 4 data 
bits. This approach will work for any number of data bits, 
but for simplicity these examples show how complement- 
ing twice corrects two errors in the data bits. The double 
COMPLEMENT approach also works for any two errors 
providing at least one is hard. In other words, onedata-bit 
error and one check bit error, or two check bit errors are 
also corrected if one or both are hard. At the end of the 
COMPLEMENT READ cycle, the error flags indicate wheth- 
er the data was correctable or not, as shown in Table XVII. 
If both the errors were soft, then the data was not correct- 
able and the error flags indicate this. 

This approach is ideal where double errors are rare but 
may occur. To avoid a system crash, a double-error detect 
now causes the system to enter a subroutine to set the 
DP8400 in COMPLEMENT mode. This method is also use- 
ful in bulk-memory applications, where RAMs are used 
with known cell failures, and is applicable in 16, 32, 48 or 
64-bit configurations. In the 16-bit configuration, modes 1 


and 5 of Table III are used. In the 32-bit expanded con- 
figuration, modes 1, 5 and 5 are used for the highest chip, 
and modes 3, 3 and 4 for the lower chip for WRITE, 
DETECT, and CORRECT. With the lower chip it is 
necessary to wraparound DOL (after latching its contents 
in mode 3), back to DIL and perform a Normal READ in 
mode 4 in the lower chip. 


TABLE XVII. ERROR FLAGS AFTER COMPLEMENT 
READ (MODE 5) 


AE 

El 

EO 

Error Type 

0 

0 

0 

Two hard errors 

1 

1 

0 

One hard error, one soft check bit error 

1 

1 

1 

One hard error, one soft data bit error 

1 

0 

0 

Two soft errors, not corrected 
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Double-Error Correct with Error Logging 

Figures 4 and 5 show the E^C^ syndrome port connected 
to an error management unit (EMU). This scheme stores 
syndromes and the address of locations that fail, thereby 
logging the errors. Subsequent errors in a memory ioca- 
tion that has aiready stored syndromes in th6 EMU, can 
then be removed by injecting the stored syndromes of the 
first error. To save the addresses and syndromes when 
power to the EMU is removed, it is necessary to be abie to 
transfer information via the E^C^ syndrome port to the 
processor data bus. This is aiso usefui for iogging the er- 
rors in the processor. Transfer in the opposite direction is 
aiso necessary. ' 

Data Bus to Syndrome Bus Transfer 

This is necessary when transferring syndrome informa- 
tion to the error management unit, which is connected to 
the externai syndrome bus. First, data to make CG = 0 (all 
data bits high) must be latched in DIL. Then in mode 2, 
data is fed to Ci L, XOR-ed with 0, and output via SOL with 
OES iow to the syndrome bus. Data is therefore fed direct- 
iy from the system to the syndrome bus, and this cycle 
may be repeated as long as DLE is kept low, forcing CG to 
remain zero. 


Syndrome Bus to Data Bus Transfer 

This is important when information in the error logger or 
error manageme nt uni t has to be rea d. Th e DP8 400 i s set 
to mode 6B with OES high, and with OBO, OB1 and OLE 
low. If CSLE is high, the syndrome bus and check bit bus 
data appear on the lower and upper bytes of the data bus 
to be read by the system. Also E1 and EO values that were 
valid when mode 6 was entered, appear on DQ7 and DQ15. 


Full Diagnostic Check of Memory 

Using mode 2, it is possible to transfer the upper byte of 
the data bus directly to the OIL, with CSLE high, without 
affecting DIL. These si mulat ed check bits then appear on 
the check bit bus with OLE low, which also causes the 
previousl y lat che d con tents of DIL to transfer to DOL. By 
enabling OBO and OBI data can be written to memory with 
the simulated check bits. A Normal READ cycle can then 
aid the system in determining that the memory bits are 
functioning correctly, since the processor knows the 
check bits and data it sent to the E^C^. Another solution is 
to put the E^C^ in mode 6 and read the memory check bits 
directly back to the processor. 

Self-Test of the E^C^ On-Card 

Again using mode 2, data written from the processor data 
bus upper byte to CIL may be stored in CIL, by taking CSLE 
low. Data can now be fed into DIL from the processor, with 
DLE set high, as in a Normai READ mode (mode 4). Pro- 
viding CSLE is kept low, the DP8400 will use the simulated 
check bits in CIL to perform a diagnostic READ, with valid 
error reporting and correcting. This may be repeated with 
new data provided CSLE is kept low. In this way memory is 
not used, thus by reading corrected data in mode 4, and by 
reading the generated syndromes, and error flags EO and 
E1, the DP8400 can be tested completely on-card without 
involving memory. 


Monitoring Generated Syndromes 
and Memory Check Bits 

Mode 6A enables SG0-SG6 ont o DQ0-DQ 6, a nd C ILO- 
CIL6 onto DQ8-DQ14, provided OLE, OBO and OB1 are 
low. Also the two error flags, E1 and EO (latched from the 
previous READ mode), appear on DQ7 and DQ15. This may 
be used for checking the internal syndromes, for reading 
the memory check bits, or for diagnostics by checking the 
latched error flags. 

Clearing SIL 

In the 16-bit only configuration, or the lower chip of ex- 
panded configurations, and in various modes of operation 
in the higher expanded chips, it is required that SIL be 
maintained at zero. At powe r-up initialization, both SIL 
and DIL are reset to all low. If OES is kept low, SIL will re- 
main reset becau se C SLE is inhibited to SIL. Another 
method Is to keep OLE always high and the syndrome bus 
externally set low, or set low whenever CSLE can be used 
to clear SIL. 

Mode 7 A also forces the SIL to be cleared whenever CSLE 
occurs, and also these zero syndromes go to the internal 
syndrome bus SG. This puts the DP8400 in a PASS- 
THROUGH mode where the D IL contents pass to DOL and 
CIL contents to COL, if OLE is low. 

Power-Up Initialization of Memory 

Both SIL and DIL are reset low at power-up initialization. 
This facilitates writing all zeroes to the memory data bits 
to set up the memory. The check bits corresponding to all- 
zero data will app ear o n the check bit bus if the DP8400 is 
set to mode 0 and O LE is set l ow. A ll-zero data appears on 
the data bus when OBO and OBI are also set low. The 
system can now write zero-data and corresponding check 
bits to every memory location. 

Byte Writing 

Figure 14a shows the block diagram of a 16-bit memory 
correction system consisting of a DP8400 error correc- 
tion chip and a DP8409 DRAM controller chip. There are 
12 control signals associated with the interface. Six of 
the signals are standard DP8400 input signals, three are 
standard DP8409 input signals, and three are bu ffer 
control signals. The buffer control signals, PBUFO and 
PBUF1, control when data words or bytes from the 
DP8400/memory data bus are gated to the processor 
bus and when data words or bytes from the processor 
are gated to the bP8400/memory data bus. 

When the processor Is reading or writing bytes to mem- 
ory, words will always be read or written by the DP8400 
and DP8409 error correction and DRAM controller sec- 
tion. The High Byte Enable and Address Data Bit Zero 
signals from the processor should contr ol the byte 
transfe rs via the ocal bus transceiver s ignals P BUFO and 
PBUF1. The buffer control signal, DOUTB, controls 
when data from memory is gated onto the DP8400/ 
memory data bus. 

Figure 14b shows the timing relationships of the 12 con- 
trol signals, along with the DP8400/me mory dat a bu s 
and some of the D RAM control signals (RAS and CAS). 
RGCK is the RAS generator clock of the DP8409 which 
is used in Mode 1 (Auto Refresh mode), along with being 
the system clock. 
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Having two separate byte enable pins, OBO and OBI, it 
is fairiy easy to impiement byte writing using the 
. DP8400. First it is necessary to read from the iocation to 
which the byte is to be written. To do this the DP8400 is 
put in normai Read mode (Mod e 4), which wiii d etect a nd 
correct a singie bit error. WiN is kept high and RASiN is 
puiied iow, causing the DP8409, now in Mode 5 (Auto Ac- 
cess mode), to start a read memory cycie. The data word 
and check bits from memory are then enabied onto the 
DP8400/memory data bus by puiiing DOUTB io w. The 
da ta an d check bits are vaiid on the bus after the RASiN 
to CAS time (tpAc) Plus the coiumn access time (tcAc) of 
the particuiar memories used. DLE,CSLE can then be 
puiied low in order to latch the m emo ry data into the in- 
put latches of the DP8400. Next OLE can be pulled low 
to enable the corrected memory word, or the original 
memory word if no error was present, into the data out- 
put latches. The corrected memory word will be 
available at the data output latches “tocDie” ^ffer fhe 
memory word was available at the data input latches. 
Once t he c orrected data is available at the output 
latches OLE can be pulled high to latch the corrected 
^ data. After this DLE,CSLE can be pulled high in order to 
^^able the input data latches again and DOUTB can be 
piHJed high to disable the memory data from the 
DP^O/memory data bus. 

There is no reason to use the data or check bit input 
latches (DLE,CSLE) of the DP8400 during the read cycle 
time period if the memory data and checkbits are valid 
throughout the cycle. 

Now the DP8400 can be put into a write cycle (Mode 0 = 
M2 = Low). At this time the byte to be written to memory 
and the other byte from memor y can be enab led onto 
the DP 8400/memory data bus (OBO, PBUF1 or OBI, 
PBUFO go low). DLE,CSLE can now transition low to 
latch the n ew memory word into the data input latch. 
Next OLE Is pulled low to enable the output latches. 
When the new checkbits are valid, tocBie after the d ata 
word is valid on the DP8400/memory data bus, OLE and 
DLE can be pulled high to latch the n ew memory word 
into the output latches, and t hen WIN can be pulled low 
to write the data into memory. RASIN should be held low 
long enough to caus e the new data and check bits to be 
stored into memory (WIN data hold time). 


DLE,CSLE and OLE could transition high and low simul- 
taneously instead of being sequenced as was done in 
this example. 

Also a READ-MODIFY-WRITE cycle was performed, tak- 
ing approximately 30% longer than a normal memory 
WRITE cycle. A READ and then a WRITE memory cycle 
could have been used in the above example but it would 
have taken longer. 

Because data from the processor was valid at the same 
time as data from memory, memory buffers were used 
(PBUF0,PBUF1, DOUTB). 

A byte READ from memory is no different from a normal 
READ. This approach may be used for a 16-bit processor 
using byte writing, or an 8-bit processor using a 16-bit 
memory to reduce the memory percentage of check bits, 
or with memory word sizes greater than two bytes. 

Beyond Single-Error Correct 

With the advent of larger semiconductor memories, the 
frequency of the soft errors will increase. Also some 
memory system designers may prefer to buy less expen- 
sive memories with known cell, row or column failures, 
thus, more hard errors. All this means that double-error 
correct, triple-error detect capability, and beyond will 
become increasingly important. The DP8400 can correct 
two errors, provided one or both are hard errors, with no ex- 
tra components, using the double complement approach. 
There are two other approaches to enhance reliability and 
integrity. One is to use the error management unit to log er- 
rors using the syndrome bus, and then tooutput these syn- 
dromes, when required, back to the DP8400. 

Double Syndrome Decoding 

The other approach takes advantage of the Rotational 
Syndrome Word Generator matrix. This matrix is an 
improvement of the Modified Hamming-code, sothat if, on 
a second DP8400, the data bus is shifted or rotated by one 
bit, and 2 errors occur, the syndromes for this second chip 
will be different from the first for any 2 bits in error. Both 
chips together output a unique set of syndromes for any 2 
bits in error. This can be decoded to correct any 2-bit error. 
This is not possible with other Modified Hamming-code 
matrices. 
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Absolute Maximum Ratings (Note d 

storage Temperature Range -65°Cto +150“C 

Supply Voltage, Vcc 7V 

Input Voltage 5.5V 

Output Sink Current 50 mA 

Maximum Power Dissipation* at 25°C 
Molded Package 3269mW 

LeadTemperature(Soldering, 10 seconds) 300“C 

• “Derate molded package 26.2mW/'C above 25 "C. 


Electrical Characteristics (Note 2) Vcc = 5V±5%, Ta = 0“C to 70°C unless otherwise noted 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|L 

Input Low Threshold 




0.8 

V 

VlH 

Input High Threshold 


2.0 




Vc 

Input Clamp Voltage 

Vcc = Min, lc= “18 mA 


-0.8 

-1.5 


l|H 

Input High Current 

V|n = 2.7V 


1 

160 

mA 

I|h(XP) 

Input High Current 

Vcc = Max, XP = 5.25V 


2.5 

3.6 

mA 

I,l(XP) 

Input Low Current 

Vcc = Max, XP = 0V 


-2.5 

-3.6 

mA 

I|l(BP0/C7) 

Input Low Current 

Vcc = Max, V|N = 0.5 V 

■' 

-100.0 

-500 

mA 

Iil(BP1/S7) 

Input Low Current 

Vcc = Max, V|n = 0.5V 


mQQQifi 

-500 

f*A 

Iil(CSLE) 

Input Low Current 

Vcc = Max, V,N = 0.5V 



-750 

f*A 

Iil(DLE) 

Input Low Current 

Vcc = Max, V|N = 0.5V 


-200.0 

-1000 

/*A 

l|L 

Input Low Current 

Vcc = Max, V,N = 0.5V 


-50.0 

-250 

liA 

l| 

Input High Current (Max) 

V|N = 5.5V (Except XP Pin) 



1.0 

mA 

VoL 

Output Low Voltage 

loL = 8 mA (Except BPO, BP1) 


0.3 


V 



loL = 4mA (BPO, BP1 Only) 


0.3 


V 

VoH 

Output High Voltage 

loH= — 100/tA 

WBM 

3.2 


V 



loH= “1 niA 

mSM 

3.0 


V 


Output Short Current 
(Note 3) 

Vcc = Max 


-55 

-100 

mA 

Icc 

Supply Current 

Vcc = Max 


340 

410 

mA 

C|N (I/O) 

Input Capacitance All 
Bidirectional Pins 

Note 4 


8.0 


pF 

0|N 

Input Capacitance All 
Unidirectional Input Pins 

Note 4 


5.0 


PF 


Note 1: “Absolute Maximum Ratings” are the values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the device 
should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual device operation. 

Note 2: All typical values are for T/y = 25°C and Vcc = 5.0V. 

Note 3: Only one output at a time should be shorted. 

Note 4; Input capacitance is guaranteed by periodic testing. F test = 10 kHz at 300 mV, Ty\ = 25“C. 

Note 5: All switching parameters measured from 1.5V of input to 1.5V of output. Input pulse amplitude OV to 3V, t^ = tf = 2.5 ns. 


Operating Conditions 

Min Max Unit 

Vcc> Supply Voltage 4.75 5.25 V 

Ta, Ambient Temperature 0 70 °C 
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DP8400-4 Switching Characteristics (Notes) 

Vcc = 5 .0V±5%, Ta = 0”C to 70"C, Cl = 50 pF, unless otherwise noted. 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

tocBie 

Data Input Valid to 
Check Bit Valid 

Figure 9b 


35 

55 

ns 

toEvie 

Data Input to Any 
Error Valid 

Figures 10b, 11b 


35 

45 

ns 

tocDie 

Data input Valid to 
Corrected Data Vaiid 

Figure 10b, OBO, OBI Low 


70 

85 

ns 

tosi 

Data input Set-Up Time 
Before DLE, CSLE H to L 

Figures 10b, 13d 


-40 

-10 

ns 

toHi 

Data Input Hold Time 
After DLE, CSLE H to L 

Figures 10b, 13d 

16 

10 


ns 

toso 

Data Input Set-Up Time 
Before OLE L to H 

Figure 10b 

20 

12 


ns 

Idho 

Data Input Hold Time 
After ^ L to H 

Figure 10b 

20 

12 


ns 

toEO 

EO Valid After AE Valid 

Figures 9b, 10b, 13d 


20 

30 

ns 

tOEl 

El Valid After AE Valid 

Figures 9b, 10b, 13d 


12 

30 

ns 

t|EV 

DLE, .CSLE High to Any 
Error Flag Valid (Input 
Data Previously Valid) 

Figure 10b 


60 

80 

ns 

t|EX 

DLE, CSLE High to Any 
Error Flag Invalid 

Figures 9b, 10b 


60 

77 - 

ns 

t|LE 

DLE, CSLE High Width to 
Guarantee Valid Data 
Latched 

Figures 10b, 13d 

DLE 

25 



ns 

CSLE 

50 



ns 

toLE 

OLE Low Width to 
Guarantee Valid Data 
Latched 

Figure 13d 

25 



ns 

tzH 

High Impedance to Logic 
1 from OBO, Om, OES 

Figures 9b, 10b 


32 

50 

ns 

M2 H to L 

Figure 13d 


70 

85 

ns 

Ihz 

Logic 1 to High 
Impedance from OBO, 
OBi, OES, M2 L to H 

Figures 9b, 10b, 13d, 
Cl = 15 pF 


H 

40 

ns 

tzL 

High Impedance to Logic 
0 from OBO, OBI, OES 

Figures 9b, 10b 


■ 

45 

ns 

M2 H to L 

Figure 13d 


70 

85 

ns 

tLZ 

Logic 0 to High 
Impedance from OBO, 
oil, OES, M2 H to L 

Figures 9b, 10b, 13d 
Cl = 15 pF 


25 

40 

ns 

tpPE 

Byte Parity Input Valid 
to Parity Error Flags Valid 

Figure 9b 


40 

55 

ns 

*DPE 

Data In Valid to Parity 
Error Flags Valid 

Figures 9b, 13d 


60 

75 

ns 

toBP 

Data in Valid to Byte 
Parity Output Valid 

Figure 9b 


36 

50 

ns 

tMCR 

Mode Change Recognize 
Time 

Figures 9b, 10b 


60 

100 

ns 
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DP8400-4 Switching Characteristics (Continued) (Note 5) 

Vcc = 5.0V±5%, Ta = 0°C to 70°C, Cl = 50 pF, unless otherwise noted. 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Inmr 

New Mode Recognize 
Time 

Figure 10b 


60 

100 

ns 

tcDV 

Mode Valid to 
Complement Data Valid 

Figure 11b 


55 

72 

ns 

tccv 

Mode Valid to 
Complement Check Bit 
Valid 

Figure 11b 


55 

72 

ns 

tsCB 

Syndrome Input Valid to 
Check Bit Valid 

Figure 13d 


28 

41 

ns 

ISEV 

Syndrome input Valid 
(CGL) to Any Error Valid 

Figure 13d 


25 

39 

ns 

tsCD 

Syndrome inputs Valid to 
Corrected Data Valid 

Figure 13d 


55 

75 

ns 

Idsb 

Data Input Valid to 
Syndrome Bus Valid 

Figure 13d, OES Low 


45 

58 

ns 

tcSB 

Check Bit Inputs Valid 
to Syndrome Bus Valid 

Figure 13d, OES Low 


40 

51 

ns 

tCEV 

Check Bit Inputs Valid 
(PSH) to Any Error Valid 

Figure 13d 


35 

45 

ns 

tcCD 

Check Bit Input Valid 
(PSH) to Corrected Data 
Valid 

Figure 13d 


70 

82 


IdCB32 

Data Input Valid to Check 
Bit Valid 

Figure 13d 


63 

96 ^ 

ns 

t0EV32 

Data Input Valid to Any 
Error Valid 

Figure 13d 

I 

60 

94 

ns 

IdCD32 

Data input Valid to 
Corrected Data Out 

Figure 13d, OBO, OB1 Low 


125 

157 

ns 


Note 1: “Absolute Maximum Ratings” are the values beyond v\rhich the safety of the device cannot be guaranteed. They are not meant to imply that the device 
should be operated at these limits. The fable of “Electrical Characteristics” provides conditions for actual device operation. 

Note 2; All typical values are for Ty\ = 25*0 and Vcc = 5 0V. 

Note 3: Only one output at a time should be shorted. 

Note 4: Input capacitance is guaranteed by periodic testing. F test = 10 kHz at 300 mV, Ta = 25°C. 

Note 5: All switching parameters measured from 1.5V of Input to 1.5V of output. Input pulse amplitude OV to3V, 1^ = tf = 2.5 ns. 
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FIGURE 9a. DP8400 16-Bit Configuration, Normal WRITE with Byte Parity Error Detect If Required 


NORMAL READ-MONITOR ONLY 



FIGURE 9b. DP8400 16-Bit Configuration, Normal WRITE and Normal READ Timing Diagram 
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FIGURE 10a. DP8400 16-Bit Configuration, Normal READ — Detect Error (And Correct if Required — ) 



Note 1: If rewriting correct data and CBs to same location and single data error was detected. 

Note 2: If rewriting correct data and CBs to same location and single check bit error was detected. 


FIGURE 10b. DP8400 16-Bit Configuration, DETECT THEN CORRECT Timing Diagram 
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FIGURE 11a. DP8400 16-Bit Configuration, COMPLEMENT WRITE 


; 


TO REMOVE COMPL IN 

WRITE BACK (il. Cl READ DM. CM FROM MEMORY. WRITE BACK 

PREVIOUS READ TO SAME LOCATION SAME LOCATION TRUE 00 , CO CONTINUE 




Note 3: If rewriting corrected data and CBs back to same location and 1 soft data bit error was detected. 

Note 4: If revvriting corrected data and CBs back to same location and 2 hard errors or 1 soft check bit was detected. 


FIGURE 11b. DP8400 16-Bit Configuration, Detect 2 Errors, COMPLEMENT WRITE, COMPLEMENT READ, Output Corrected 
Data Timing Diagram 
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FIGURE 12a. DP8400 16-Bit Configuration, Diagnostic WRITE, READ. Data Bus to Check Bit Bus or Syndrome Bus (Providing 
Dl = HIGH in Previous Cycle to Set CG = All Zero For Transfer to S). 
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FIGURE 13b. DP8400 32-Bit Configu 
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FIGURE 13c. DP8400 32-Bit Configuration, READ Correct Data 
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Note 5: If rewriting corrected data and CBs back to same location and singie data error was detected. 

Note 6: If rewriting corrected data and CBs back to same location and single check bit error was detected. 

FIGURE 13d. DP8400 32-Bit Configuration, WRITE, DETECT and CORRECT Timing Diagram 
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FIGURE 14a. DP8400/8409 System Interface Block Diagram (See Figure 14b for Byte Write Control Timing) 
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Basic Operation of the DP8400 

Introducing error correction capabilities to a memory 
incurs some penalties— extra memory, additional ac- 
cess times, and extra control circuitry. The DP8400 has 
been designed to minimize the last two, and for some 
data word widths, less extra memory is required than for 
other error correction circuits. 

In systems using error correction, extra memory is 
needed for check bits, which are merely parity bits, each 
derived from different combinations of the data bits. If a 
single error does occur, the error correction circuit can 
determine which bit is in error and then complement that 
bit, to re-create the original data word. As the memory 
data word widens, the ratio of check bits to memory data 
bits Is reduced. As a rough guide, starting with four data 
bits and four check bits, one additional check bit is 
required each time the data word doubles. 

A circuit diagram of how the DP8400 generates the 
check bits in a write cycle and corrects errors in a read 
cycle is shown in Figure la, which uses four data bits 
and four check bits. A 4-bit example is shown in Figure 
7b. In a write cycle, the data input latch, DIL, receives the 
system data and generates four parity bits or check bits, 
which pass through the check bit output latch, COL, and 
buffer, to be written to the selected memory location 
with the system data. This delays every write cycle, but 
fortunately the DP8400 takes only 30 ns extra to generate 
the (six) check bits. When this location is subsequently 
read, the four memory data bits pass through DIL to 
generate four new checks bits. The four memory check 
bits pass through the check bit input latch, CIL, and are 


fed into four Exclusive-OR gates with the four generated 
check bits. The outputs of these gates are called 
syndrome bits, and obviously, if there are no errors, the 
two sets of check bits will be the same and no syndrome 
bits will go high. If there is an error in the check bits, only 
the corresponding syndrome bit will go high; in this case 
the data bits are still correct. If one of the data bits is in 
error, three syndrome bits will go high (in the case of 
DP8400, three or five will go high), and the syndrome 
word is unique for any of the bits in error. The four AND- 
gates decode which bit is in error and complement it out 
of the second set of Exclusive-OR gates. The other three 
output bits remain the same as the input bits, so the 
corrected word is now available to the system. 
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Figure 1b. Example of Single Error Correction 
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Figure la. Error Correction 4-Blt Functional Diagram 
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Figure 2a. DP8400 Read From Memory Cycle 
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Figure 2a. DP8400 Write to Memory Cycle 
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In the case of the DP8400 with 16 data bits and 6 check 
bits, there are 16 AND-gates to decode the 6 syndrome 
bits to determine the data bit in error. Tabie 1 shows the 
DP8400 matrix, called a Nelson Code, which has some 
unique features concerned with double soft error correc- 
tion. For the purposes of this description, the matrix may 
be considered to be a form of Modified Hamming Code. 
The matrix has two functions: horizontally it tells us the 
value of the generated check bits for any data word when 
writing to memory, and vertically it tells us the syndrome 
word for any data bit in error. In a write cycle to memory, 
a ‘1 ’ in any row indicates that the data bit in that column 
helps generate the parity bit in that row. For example, 
check bit 1 checks the parity of data bits 3, 6, 8, 9, 11, 13, 
14 and 15, and generates even parity for those data bits. 
In a read cycle from memory, three or five of the six syn- 
drome bits will go high for a single data bit error, and the 
columns represent the syndrome word, so the data bit in 
error is the number at the top of the column for that syn- 
drome word. The 16 AND-gates each decode one of the 
16 syndrome words shown in the columns of Table 1, to 
locate the error. If there is a data bit error, one of the out- 
puts of the 16 AND-gates will go high, to complement the 
data bit in error. 

If two errors have occurred, the syndrome word is simply 
the Exclusive-OR of the syndrome words of the two indi- 
vidual bits in error, whether data or check bits, and is 
always even parity. First, if two check bits are in error, 
the corresponding two syndrome bits will go high. Se- 
cond, for one data bit and one check bit error, then either 
two, four or six syndrome bits will go high. Finally, if two 
data bits are in error, again two, four or six syndrome bits 
go high. Thus a parity check on the syndromes will indi- 
cate any two errors. This is important because if we 
know there are two errors, the DP8400 can attempt to 
correct them. The third error flag, El, is the parity of the 
syndrome bus and check bit error. The DP8400 provides 
three error flags AE (Any Error), EO and El, as shown in 
Table 2, so that the exact nature of the error can be 
determined. 

Configuration and Control of the DP8400 

The DP8400 has a 16-bit data I/O port and an 8-bit check 
bit I/O port (6 bits used with 16 data bits) for applications 
with memories used with 16-bit microprocessors. The 
16-bit data I/O port sits on the memory data bus, and the 
6 check bit I/O port connects directly to the check bit 
section of memory. In other words, each memory loca- 
tion now contains 16 data bits with 6 check bits. The 
DP8400 is expandable to beyond 80 data bits, each addi- 
tional 16 data bits requiring an additional DP8400 with- 
out the need for extra logic'circuitry. 32-bit wide memory 
busses are also a popular width for minicomputers. In 
addition, 16-bit microprocessor systems may use 32-bit 
memory, because this larger memory data width requires 
only 7 check bits, a lower percentage overhead of check 
bits to data bits. 

Figures 2a and 2b show a simplified block diagram of 
the DP8400 with its control signals. The numerous con- 
trol signals provide ease of use in the many varied appli- 
cations of this c hip. T here are three latch enable signals 
DLE, CSLE and OLE. Whenever DLE is high, data on the 
data I/O port DO-15 is entered into the data input latch 
DIL, and is latched in as DLE goes low. This allows 
either processor or memory data to be present on the 


data bus for only 3ns prior to, and held over for 10ns 
after DLE goes low. The data can then be removed if de- 
sired. Similarly, CSLE, when high, allows check bits on 
the check bit I/O port and external data on the syndrome 
I/O port to enter the check bit and syndrome input 
latches (OIL and SIL), respectively. The se ar e latched in 
as CSLE goes low. (In 16-bit operation, OES, Output En- 
able Syndromes, will be set low permanently, inhibiting 
CSLE to SIL, which remains in the power-up reset condi- 
tion so that it does not affect the simplified block dia- 
gram.) OLE, when set low, allows internal information 
into the data and check bit output l atche s (and the 
syndrome output latch, not shown). As OLE goes high, 
this information becomes latch ed. F or some less com- 
plex designs, DL E, CS LE and OLE may be linked to- 
gether. Providi ng OL E w as lo w to allow corrected data 
into DOL, then OBO and OBI, when set low, enable the 
two data output buffers to present corrected data to the 
system. Data is enabled or disabled within 15ns of 
these inputs going low or high, respectively. 

The DP8400 has three mode pins, M2, Ml and MO, which 
offer eight major modes of operation, designated 0 to 7. 
The most important two are Normal Write and Normal 
Read, a nd for these Ml and MO are set low. M2 is READ/ 
WRITE so Normal Write is mode 0 and Normal Read is 
mode 4. Other modes are used for the Double Comple- 
ment Correct approach (Modes 1, 3 and 5) and for diag- 
nostics (Modes 2 and 6). Mode 7 is used when expanded 
to more than 16 data bits and fast correction times are 
required. 

Normal Operation With a 16 Data Bit Memory 

The basic requirements for normal operation of the 
DP8400 are that it generate check bits, detect errors and 
correct them with minimum delays, and that it be easy 
to use. In normal operation Ml and MO are set low. 
Figure 2a shows how the DP8400 generates check bits 
when writing data to memory. DLE may be kept high, 
OLE low, CSLE low, and M2 low so that the DP8400 is in 
Mode 0. System data is presented to the data I/O port on 
pins DO-15, and enters DIL, where it connects to the 
check bit generator CG. The six generated check bits 
pass through COL and are enabled (with M2 low) onto 
the check bit I/O port. The six generated check bits will 
appear 30ns after the 16 data bits are presented to the 
data I/O port. A write to memory will now store the 16 
data bits and 6 corresponding check bits in the selected 
location of memory. The write cycle is therefore slowed 
down by 30ns, which in most memory systems is not 
significant. 

Figure 2b shows the paths when reading from memory, 
with DLE set high to enter the memory data bits into 
DIL, and CSLE also set high to enter memory check bits 
into CIL. M2 is set high so that the DP8400 is in Mode 4. 
The Any Error flag, AE, becomes valid 35ns after 
memory data and check bits are valid. Error flags El and 
EO become valid approximately 15ns later, Thus, if AE is 
low, no further operations are necessary. For fast 16-bit 
microprocessor systems, it may be necessary to intro- 
duce a wait state every read cycle to first determine if 
an error exists. If no error is detected the wait state is 
removed and the read cycle continues. 

If an error is detected, then the error flags El and EO 
must be examined to determine the required action. If 
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the error is a single data bit error, DOL will by now con- 
tain corrected data. If there is no check bit error, then 
COL, which follows CIL when in M ode 4, now contains 
the original check bits. By taking OLE high, corrected 
data bits are latched in DOL, and correct chec k bi ts in 
COL. The memory is now disabled, so that OBO and OB1 
can be set low to enable corrected data onto the data 
bus, and M2 set low to enable the contents of COL onto 
the check bit bus. A write to the same location of mem- 
ory will therefore remove the data bit error if it was a 
soft error. The microprocessor can read the corrected 
data once the wait signal is removed. 

If the error is a single check bit error, DLE should be set 
low. DOL contains the contents of DIL, st ill co rrect data . 
Memory can now be disabled so that OBO and OB1, 
when set low, output correct data, and M2 when set low, 
allows the generated check bits from DIL to be output 
on the check bit I/O port. A write to the same location of 
memory will remove the check bit error if it was a soft 
error. The microprocessor now reads this correct data 
when the wait signal is removed. If a double bit error is 
detected, then other approaches may be taken, as des- 
cribed in the data sheet and later in this application 
note. 

The primary features of the DP8400 are discussed in the 
data sheet; there are, however, a number of other 
features that become very useful once a designer 
becomes acquainted with error correcting techniques. 


These include: expansion beyond 16 data bits, diagnos- 
tic routines, error logging (allowing some double error 
correction), and a novel approach offering fast correc- 
tion of any double error. This application note discusses 
how the DP8400 has been designed to function in all of 
these applications, making it the most versatile and 
comprehensive error correction chip available. 


Error Checking and Correcting for Wider-Than- 
16-Bits Data Widths 

At present, most 16-bit microprocessor systems use a 
16-bit wide main memory, partly for simplicity, and also 
because main memories. In general, have not become 
large enough in size to justify otherwise. The data sheet 
shows how to accomplish this with one DP8400, utilizing 
the matrix of Table 1 . It is fairly easy to use a memory of 
twice the microprocessor data width to reduce total chip 
count when incorporating error correction capability. 
One example would be a complex 8-bit microprocessor 
using large main memory. If the memory data width is 
kept at eight bits, then five check bits are required for 
error correction for each byte of data. If four banks of 
memory are required, each bank comprising 13 chips, 
then 52 total memory chips are required and only 62% of 
the memory is used for system data. If the memory data 
width Is increased to 16 bits for the same micropro- 
cessor-based system, then six check bits are required. 



Figure 3. 32-Bit Error Detection and Correction 
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The memory now comprises two banks each of 22 chips, 
totaling 44 memory chips— a sayings of eight memory 
chips. This saving is offset somewhat by the need to 
incorporate byte-writing capability, which does require 
extra components and slows down the memory write 
cycle. One DP8400 is still needed, using all 16 bits, and 
two bidirectional buffers are also required. 

As a second example, using a 16-bit microprocessor 
with a memory of eight banks, each comprising 16 bits of 
data and six check bits, the total is 8 x 22 or 176 memory 
chips. Once the memory is widened to 32 data bits with 
seven check bits, only four banks are required, and the 
total number of memory chips reduces to 4x39, or 
156 — a savings of 20 memory chips. This is offset a little 
by the fact that an extra DP8400 is required, and slightly 
slower memory write and read cycles are necessary. In 
some cases, therefore, widening the memory data bus 
becomes more practical for larger memories. 

Saving memory chips is just one reason why there is a 
need to be able to expand the DP8400 beyond 16 data 
bits. Most minicomputers now use 32-bit wide data 
busses, and soon there will be some 32-bit microproces- 
sors. Other systems use 24 bits, 48 bits, 52 bits, 64 bits or 
a variety of other data widths. The DP8400 has been con- 
figured to be expandable to any data width, even beyond 
80 bits, merely by inserting an additional DP8400 for 
each 16-bit increment in memory data. 

A section of the chip shown in the data sheet Block 
Diagram comprises the syndrome input and output 
latches, SIL and SOL, and a dedicated syndrome I/O 
port. This port has a number of uses not normally needed 
in simple 16-bit single error correction applications. 


One use of this syndrome port is for data widths wider 
than 16 bits. Only one DP8400 is required with 16 data 
bits or less, but if a system uses more than 16 memory 
data bits, additional DP8400S are required. For example, 
two DP8400S, one with its 16-bit data port connected to 
the lower word, and the other to the higher word, can be 
configured to generate check bits, and detect and cor- 
rect errors for a 32-bit memory as shown in Figure 3. For 
writing to memory, both chips will still generate six 
check bits from the two words of 16 bits. But with more 
than 26 total data bits, seven check bits are required. 
Therefore, it is necessary to combine the two sets of 
check bits to produce seven composite check bits to be 
written to memory as shown in the flow path depicted in 
Figure 4a. This is achieved by outputting the six gener- 
ated check bits from the lower word DP8400 (designated 
L), and inputting them to H, the higher word DP8400. The 
syndrome port of H Is available to receive these check 
bits from L, to be loaded into SIL of H, provided CSLE is 
high. The six outputs from SIL combine with the six 
check bits generated in H to create seven composite 
check bits, and this 7-bit combination is output on the 
check bit port to the memory check bits. Table 2 shows 
one of twelve possible ways to combine the two sets of 
check bits. Note that the iower word matrix for bits 0 and 
15 is identical to Table 1 with the addition of all “0”s for 
the seventh check bit. The higher word matrix for bits 16 
to 31 uses the same rows but in a different order, imply- 
ing that the check bits from L must be cross-connected 
to H. For example, memory check bit 5 is generated from 
check bit 1 of L and check bit 5 of H. Both chips are 
therefore set to normal write mode when generating 
check bits. 



Figure 4a. 32-Blt Configuration, Error-Correct Fiow Path 
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When reading from memory, the two chips first need to 
detect for an error. Figure 4b shows the fiow path through 
the chips. L is set to normai write mode and H to normai 
read mode. Memory data is suppiied to both chips so 
that L generates six check bits from the iower word data 
bits, and feeds them to SiL of H, the same as for writing. 
H aiso generates its own check bits which combine with 
those from L, and these seven composite check bits are 
compared with the seven memory check bits fed into CiL 
of H. This combining, plus comparison of check bits, is 
equivalent to seven 3-input Exclusive-OR gates. The out- 
put of these Exclusive-OR gates are the seven syndrome 
bits, and these can be decoded to determine the type of 
error. First, if there is no error, error flag AE of H will 
remai n ina ctive because memory data is correct, pro- 
vided OLE is kept low, and DOL of both L and H will 
contain correct data. Second, if there is a memory check 
bit error, only one of the seven syndromes will go high 
and the three error flags of H will indicate a check bit 
error as i n Tab le 3. Note that memory data is still correct, 
and with OLE low, DOL of both L and H contain correct 
data. Third, if there is a single data error in bits 16-31, the 
syndromes of H are such that the data error locator will 
locate the error and correct it, so again DOL of both L 
and H contain correct data. This is because the seventh 
syndrome bit is low for an error in the higher word, so 
that we have a six syndrome bit word as in Table 1, to be 
decoded as norrnal to correct the error. In each of these 
three cases, DOL of both L and H contained correct data, 
and the common condition for these is either that AE(H) 
is “0”, or E1(H) is “1”. 

The fourth case is more complex. In the previous three 
cases, correct data has been available in both DOL 
about 50ns after memory data became valid. Now with a 


single data error in bits 0-15, AE(H) is a “1”, EI(H) a “1”, 
and EO(H) a “0”, but L does not have sufficient 
information to locate the error. It is first necessary to 
feed back the partially generated syndromes of H back 
to L, and this is achieved by reversing the direction of the 
common bus. First L is placed in normal read mode so 
that L’s generated check bits become disabled. Next, 
the part ial sy ndromes in H are enabled onto the bus by 
setting OES of H low, so that its syndrome I/O port out- 
puts the combined Exclusive-OR of CG(H) and CIL(H), 
which is transferred to CIL of L. These partial syndromes 
then combine with CG(L) to generate valid syndrome bits 
in L, demonstrated by the flow path of Figure 4c. If there 
is, in fact, a data bit error in bits 0-15, the seventh syn- 
drome bit will go low, allowing the remaining six bits to be 
decoded to locate the error as per the colurhns of Table 2. 
This switching around of the common bus, therefore, 
takes more time to correct the error in L, equivalent to a 
total time of approximately 100 ns. The fifth kind of error is 
identified as a double error. In this case, the error flags 
indicate the double error and the system can take the 
necessary action. 

A logical approach when using two DP8400S would be to 
first see if there is any need to reverse the common bus 
by monitoring AE(H), and when it is low, to output 
directly from DOL of both chips by setting OBO and OBI 
of each low. The System Data Valid flag should be set 
active at this time. If the AE(H) output is high and the 
error flags do not indicate a double error, then the com- 
mon bus should be switched around and the System Data 
Valid signal set true. If the error is a double error, the 
user may utilize a number of alternatives, including the 
Double Complement Correct method. 



Figure 4b. 32-Blt Configuration, Detect Flow Path 
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Table 1. Data in to Check Bit Generate, or Data Bit Error 
to Syndrome-Generate Matrix (16-Bit Configuration) 


GENERATED 

SYNDROMES 


111111 

0123456789012345 

GENERATE CHECK BITS 

0 00111111011101110 

1 00010010110101111 

2 1001100010101111 2 * 

3 0110000111101011 3* 

4 11000101100101014 

5 11101110100011105 


DQO-15 


GENERATED 
CHECK BITS 


48975139EBD3C7FF0 

33202321300123211 


HEXADECIMAL EQUIVALENT 
QFSYNDRQMEBITS 

*C2, C3 generate odd parity. 

Table 2. Data Bit Error to Syndrome-Generate Matrix 
(32-Bit Configuration) 


0 
1 

*2 

SYNDRQMES *3 

4 

5 

6 

48975139EBD3C7FF 2AA12238B981A3B9 0 HEX 

3320232130012321 31 46654534652767 1 


*CG2, CG3 g^enerate odd parity. 



Figure 4c. E^C^ 32-Blt Configuration, Write Flow Path 
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1111222222222233 
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0011111101110111 0001001011010111 1 

0001001011010111 1110 111010001110 5 . 


1001100010101111 

0110000111101011 

1100010110010101 

1110111010001110 


0000000000000000 

0110000111101011 

1100010110010101 

1001100010101111 


0000000000000000 00 1 1111101110111 0 


GENERATED 
CHECK BITS 
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Table 3. Error Flags After Normal Read 
(32-Bit Configuration) 


AE (H) 

El (H) 

EO (H) 

E0(L)* 

Error Type 

0 

0 

0 

0 

No error 

1 

1 

0 

0 

Single check bit error 

1 

1 

1 

0 

Single data bit error (H) 

1 

1 

0 

1 

Single data bit error (L) 

1 

' 0 

0 

0 

Double bit error 


All Others 


Invalid conditions 


*E0 (L) is valid after transfer of partial syndromes from higher to lower. 


This approach to wider data width error detection and cor- 
rection is termed the cascade configuration, and it 
requires oniy the one additionai DP8400. The cascade 
approach can be used with up to five DP8400s controiiing 
80 data bits. The advantage is that oniy one additionai 
DP8400 is required per 16 data bits, aithough write and 
read times become progressiveiy slower as the number of 
DP8400S is increased. This is because of the time taken 
for the generated check bits to ripple through from the 
lowest to highest chips when writing and detecting, and 
then ripple back the other way for correcting. 

In many memory systems, speed is of utmost importance 
and for faster systems, it is possible to connect the 
DP8400S in a parallel configuration using additional ICs. 
Application Note AN-308 describes this approach in 
detail. 

The user may, therefore, select one of these approaches 
(or a combination of both) for systems using memory data 
widths of more than 16 bits. 

Diagnostic Capabiiities of the DP8400 

The DP8400 has been designed with system fault diag- 
nosis in mind. In fact, it is possible under microprocessor 
control with the DP8400 in situ on the memory board to 
fully test every gate inside the DP8400 activated in normal 
operation, and also to diagnose all memory check bits. 
The DP8400 has two main diagnostic modes — modes 2 
and 6. In other words, with Ml set high and MO set low, 
information can be written to or read from the chip. 

Mode 6 allows the memory check bits to be read onto the 
higher byte bits 8-14, and syndromes to be read on the 
lower byte bits 0-6, as shown in Figure 5a. The remain- 
ing two bits, 7 and 15, are the error flags El and EO that 
were valid when mode 6 was entered. The syn drom e bits 
will be the internally generated syndromes if OES is low 
(mode 6A) , or e xternal syndromes input on the syndrome 
I/O port if OES is high (mode 6B). The external syndromes 
could be obtained from an error logger/syndrome injector 
unit — this is an. error logger with the capability of 
injecting syndromes back to the DP8400. Therefore, by 
being able to read the externally stored syndromes, the 
microprocessor can monitor or store the syndromes 
whenever needed. 

Mode 2 transfers system data from the higher byte into 
CIL, instead of DIL, to simulate check bits. This can be 
used in three ways. First, as shown in Figure 5b, the 
simulated check bits can be latched in CIL by taking 
CSLE low. If the DP8400 is now set to normal read, mode 
4, and new data is presented then, provided DLE is high 


and CSLE Is kept low, the DP8400 will perform a normal 
read operation as if it were reading memory check bits. 
The results of this simulated read may be checked by 
enabling DOL to see if an error (if inserted) was corrected. 
Or as a further check, by entering mode 6, the predicted 
generated syndromes and error flags may be checked. 
Second, also while in mode 2, the simulated check bits 
appear at the check bit port (from the data bus higher 
byte) available to be written to t he ch eck bit portion of 
memory as shown in Figure 4c. OLE is set high before 
the original simulated check bits are removed and then 
memory data is subsequently placed on the data bus. A 
write to memory will now write known data and simu- 
lated check bits to the selected location. By writing known 
data to the memory check bits in mode 2, and then read- 
ing the memory check bits in mode 6, each check bit in 
each locatio n can be validated. Third, it is possible in 
mode 2 with OES low to transfer data from the higher 
byte to the syndrome I/O port, also shown in Figure 5c. 
But first the generated check bits must be all low. This is 
attained by previously loading all “T’s into DIL in an 
earlier cycle. This is useful when using an error logger in 
conjunction with the DP8400 to feed the syndrome word 
into the logger whenever an error occurs. 

Error Logging with Syndrome 
Injection Capability 

An important application of the dedicated syndrome I/O 
port is for error logging. This is because the internally 
generated syndromes deriv ed du ring reading are avail- 
able on this port, provided OES is set low. These syn- 
dromes indicate the exact location of a single error, 
whether it is in the data bits or check bits; they are 
therefore useful to be stored for error logging. Every time 
an error occurs when indicated by error flag AE, the 
syndromes corresponding to this error can be logged. 

The syndrome word can be fed from SOL via the 
Syndrome Output Buffer onto the external syndrome 
bus. An Error Logger connected to this bus, as shown in 
Figure 6, will store the syndrome word in the same loca- 
tion as the corresponding address of each error that 
occurs. An intelligent error logger will differentiate 
between new errors and ones that have occurred pre- 
viously, by logging only new errors and ignoring ones 
that have already occurred. An easy way to determine 
this would be to compare the incoming memory address 
with the address of errors contained in the logger. If a 
match is not found and an error occurs, the new address 
and corresponding syndromes are logged. If a match is 
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found, then whether an error occurs or not, no further 
action is necessary. Tag bits may be provided to indicate 
whether the error is hard or soft. 

For exampie, it an error has aiready been iogged at a 
particular address and that address is re-written to, then 
if the error tepeats subsequently, it is a hard error, and if 
not, it is a soft error. So, if a tag bit is set when a write 
occurs to a previously logged address and a Subsequent 
error is detected at that address, a second tag bit is set 
indicating a hard error. A better approach would be to 
have the DP8400 correct and rewrite to the same location 
all in the same cycle, as soon as a single error is detec- 
ted. The first error detected in a locdtion is classified as a 
soft error until it recurs, and if an error does recur, a tag 
bit is set to indicate a hard error. It is assumed here that 
multiple soft errors will^not occur in the same location. 


Now that the error logger contains error information, it is 
necessary for the microprocessor to retrieve it. The 
DP8400 makes this easy, because the external syndrome 
bus data can be transferred to the data bus as described 
for operation in mode 6. If the error logger is made 
capable of outputting stored syndromes, and subse- 
quently outputting the corresponding address one byte 
at a time, then all the relevant information can be 
retrieved by the microprocessor. The user may choose to 
store this in nonvolatile memory in the event of a power 
failure. When power returns, it will be desirable to 
restore this information back to the error logger, and this 
can be achieved by first loading DIL with all “T’s to create 
all generated check bits low. Now the addresses and 
syndromes can be loaded from the higher byte of the 
microprocessor through the syndrome I/O port one byte 
at a time, with DP8400 in mode 2, to the error logger. 



MEMORY 


Figure 5a. Read Internal Generated Syndromes and Check Bit Port (Mode 6A) or 
Read Syndrome Port and Check Bit Port (Mode 6B) 



Figure Sb. Diagnostic Read— Compare Simulated Check Bits with 
Check Bits Generated from Data Stored In Previous Cycle 
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Figure 5c. DP8400: Mode 2 
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Flgure 6. Error Logger Connected to DP8400 Syndrome Port 


Correcting Double Errors 
Using the Error Logger 

It is possible to take the error logging function one stage 
further. As described so far, the error logger has been 
storing single errors (data bit or check bit). What if a 
double error is detected? If it is detected without any 
previous history at that address, one solution would be 
to perform a Double Complement to attempt to correct 
both errors. If this is not done, no useful information can 
be obtained. If both errors are corrected, the error logger 
records the syndromes of both, and tags whether they 
were both hard, or one hard and one soft. But, if there is a 
previous history at this address of a single error, then it 
is fair to assume that the second error has subsequently 
occurred. In this case, if the error logger could be made 
to inject the syndromes of the first error into the DP8400, 
the DP8400 would correct this error so that its DOL 
would then contain data with one error (if both errors are 
data bit errors). It is necessary at this point to wrap- 
around DOL back to DIL and allow the DP8400 to correct 
the second error. This approach is much faster than the 
Double Complement approach and at the same time 
offers full error logging capability. 


Any Double Error Correction Using 
The Double Syndrome Decode Approach 

The data sheet shows how the DP8400 can perform 
double error correction using the Double Complement 
Approach, provided at least one of the errors was hard. 
For very large memories, this may not be adequate, as 
some systems will require total double error correction 
capability — quickly, without having to wait two addi- 
tional memory cycles. Some of these systems will also 
required triple error detect capability. Fortunately, the 
matrix of the DP8400 has been configured to allow both 
of these capabilities. Most modern error detection/ 
correction matrices use a modified version of 
Hamming’s original code. The Hamming code allows 
single errors to be corrected, however, two errors may 
not be detected as such. For 16 data bits, five check bits 
are required. Modified Hamming codes allow double 
error detect capability, as well, by arranging that the 
Exclusive-OR of the syndrome words of any two bits in 
error produces an even parity syndrome word. A parity 
check on the syndrome bus will, therefore, indicate two 
errors (or no error, but in this case, the Any Error flag will 
be inactive). For 16 data bits, six check bits are required 
for single/double error detect and single error correction 
capabilities. 
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The DP8400 has a matrix that goes one step further by 
using a version of the Nelson code. This costs no addi- 
tional on-chip gates to those required for a Modified 
Hamming code. To be able to correct any two errors, it is 
necessary to be able to determine their location, and no 
present version of the Modified Hamming code is able to 
do this. There are matrices that do exist that can generate 
12 check bits from 16 data bits (or 14 check bits from 32 
data bits) for writing, and then generate 12 (or 14) syn- 
drome bits when reading, so that the location of both 
errors can be determined and corrected. But, because 
most applications do not require this degree of integrity 
and associated expense, they are not very popular. It 
would be ideal if two DP8400s could be configured as in 
Figure 7a, with each generating a different set of check 
bits and a different set of syndrome bits so that the 
double syndrome word could be unique and decodable for 
any two bits in error. Fortunately, National Semiconduc- 
tor has achieved this by incorporating a feature called the 
Rotational Syndrome Word Generator, which uses rotated 
data to the secondary DP8400. 

The primary DP8400 generates check bits when writing, 
and syndrome bits when reading, as in a normal 16-bit 
system. But the data port of the secondary DP8400 re- 
ceives data shifted by a number of bits, usually one bit. 
In other words, for this secondary chip, system data bit 0 
connects to DQ1, system data bit 1 to DQ2, etc. Each 
DP8400 has its own dedicated six memory check bits, 
which are obviously different from each other due to the 
data shifting on the secondary DP8400. The Nelson code 
is such that during a read, not only does each DP8400 
generate a different set of syndrome bits, but the double 
syndrome word (comprising 12 bits for 16 data bits) is 
unique for any two bits in error. It is necessary to be able 
to ou tput these syndromes as they occur and to do this, 
OES of both chips is set low during the time memory data 
is valid. 

Now that we have a unique double syndrome word for 
any two bits in error, it is necessary to decode it to cor- 
rect both errors. The easiest way to do this is to connect 
the double syndrome word to the address inputs of a 
registered PROM (a PROM with latchable data out) as 
shown in Figure 7b. In this example, 12 syndrome bits re- 
quire 4k addressing capability, and 32k registered 
PROMs will be made available soon. Some of the ad- 
dresses of the RPROM will be used for double errors and 
each address will be unique forany two bits in error. The 
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Figure 7a. 2 Different Generators 


corresponding data out could, therefore, contain one of 
the syndrome words. Double errors may be caused by 
two data bit errors, a data bit and primary check bit error, 
a -data bit and secondary check bit error, a primary and 
secondary check bit error, or two errors in either primary 
or secondary check bits. In these cases, if the RPROM 
address stores the syndrome word for one of the two 
errors, this will be available at the output of the RPROM 
when enabled. 

First of all, this dat a mu st be latched in the RPROM 
register, and then the OES input to each DP8400 must be 
set high to deactivate the two syndrome output buffers. 
Next, the RPROM data must be enabled onto the primary 
syndrome bus so the primary DP8400 can enter this syn- 
drome word, representing one of the two bits in error 
with CSLE high. At the same time, the primary DP8400 
must be set to mode 7 so that the syndrome word appears 
on the Intern al syn drome bus, replacing the generated 
syndromes. If OLE is now set from low to high, DOL will 
contain either one or no error, depending on where the 
two errors were located. In other words, th e DP 8400 has 
just corrected one of the errors. By se ttin g OLE low, then 
disabling memory and enabling OBO and OBI of the pri- 
mary DP8400, this data is output on the data bus and 
back into the DIL with DLE high. There is now only one 
data error, and this can be corrected by setting the 
DP8400 to normal read, mode 4. 

Thus, both errors have been corrected at a fairly fast rate. 
For example, for a 50ns RPROM, the total time to gener- 
ate double syndromes, feed back a one-error syndrome 
word to the primary DP8400, correct it, wraparouhd, and 
correct again, may take less than 120ns total. 

Only a few of the addresses in the RPROM are required 
for double errors. Some double syndrome words repre- 
sent single errors and triple errors. All single bit errors 
also produce a unique double syndrome word different 
from all double bit errors. 
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In fact, nearly all triple bit errors produce unique double 
syndrome words different from single and double bit er- 
rors. Those that do not produce unique double syndrome 
words, duplicate double syndrome words of other single, 
double, and triple bit errors; however, these comprise 
only about 5 percent of the total. We can say, therefore, 
that this approach will correct not only all double bit er- 
rors, but will detect 95 percent of all triple bit errors. Note 
that with error correction systems utilizing the modified 
Hamming code, the majority of triple bit errors are 
interpreted as single bit errors and falsely corrected as 
such. It is up to the designer to determine the chances of 
three errors occurring in a memory location, and the 
(likely) consequences that they will be falsely corrected. 
If this condition is undesirable, then the Double Syn- 
drome Decode Method offers greatly enhanced integrity; 
in fact, if the three errors detected do have a unique 
double syndrome word, they can be corrected. As stated, 
no presently used Modified Hamming code offers a 
unique double syndrome word for multiple errors; this is 
only possible with a Nelson code. This example was 
largely for 16 data bits, but the idea will work for other 
data widths. 

In the 16-bit example, the RPROM has to output only six 
bits representing the syndrome bits of a bit in error. This 
leaves two spare bits which can be used as flags, and the 
user can program his RPROM accordingly. One solution 
is to use these flags to indicate the type of action 
required — whether to correct at all, correct once, or cor- 
rect twice by wrapping around. 

Block Diagram of the DP8400 

This Application Note discusses first the single error 
correction, showing a simplified block diagram of the 
chip for both a write cycle to generate check bits, and a 
read cycle to detect errors and correct single bit errors. 


The most important requirement when accessing mem- 
ory is that these operations be performed with minimal 
memory delays. The DP8400, therefore, has been struc- 
tured Internally to minimize series propagation delays 
through the chip. A full block diagram of the DP8400 Is 
shown, and first impressions are that there might be ex- 
cessive delays in the various paths due to the additional 
blocks that have been added to the basic functional 
block diagram. In fact, this is not the case, because the 
DP8400 has been configured in bipolar Schottky logic 
and uses the AND-OR-INVERT gate in many of the blocks. 
This type of gate structure is used in multiplexers, Exclu- 
sive-OR gates and fall-through latches. It is possible, 
therefore, to combine these functions into one wide 
gate, reducing the propagation delays through some of 
these blocks to that of one gate. For example, the check 
bit output latch COL receives its input from an Exclu- 
sive-OR gate followed by a multiplexer. These three 
functions can be combined into one wide gate, and this 
greatly reduces the time taken to generate check bits. 


The DP8400 — A Versatile Error Checker/ 

Corrector for All Applications 

It was shown earlier how the DP8400 was able to detect 
single and double errors, and correct single errors. For 
8-and 16-bit systems, these could easily be accomplish- 
ed with a minimum of extra circuitry. The DP8400 can 
also be used in complex high integrity systems. In fact, 
investigations are still progressing as to its immense 
capabilities. It is the only error correction circuit capable 
of these features, and yet it still provides very fast through- 
put. For these reasons, the DP8400 should become the in- 
dustry standard error correction chip for the foreseeable 
future. 
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DP8400S in 64-Bit Expansion 
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The purpose of this Application Note is to provide mem- 
ory designers with detailed information on the DP8400 
parallel expansion method. This method allows fast 
check bit generation, error detection, and error correc- 
tion. A thorough understanding of the 16-bit implementa- 
tion is a prerequisite. Included in this note are the 
following: error correction expansion matrix; detailed 
steps for check bit generation, error detection and error 
correction; an example of a single error correction; and 
the detailed wiring diagram for the 64-bit configuration. 

The Error Correction Expansion Matrix 

For a 16-bit word, the DP8400 reads data between the 
processor and memory, with its 16-bit bidirectional data 
bus connected to the memory data bus. The DP8400 
uses an encoding matrix to generate six check bits from 
the 16 bits of data. This 16-bit matrix contains 16 unique 
syndrome patterns corresponding to each error location 
which allows the DP8400’s Data Error Decoder (DED) to 
identify the data error location. 

The DP8400 is easily expandable to other data config- 
urations. For a 32-bit data word with seven check bits, 
two DP8400S are used. Three DP8400S can be used for 48 
bits, four DP8400S for 64 bits, and five DP8400S for 80 
bits, ail with eight check bits. In order to expand the 
DP8400, additional check bits are required to provide the 
unique characteristic of the single data error syndrome. 
For expansion beyond 24 bits, check bits 6 and 7 (C6 and 
C7) are used. Note that these check bits can be configur- 
ed to be always either zero or word parity, depending on 
the input voltage level of the Expansion Pin (XP). By re- 
arranging all eight check bits (CO- C7) of each DP8400, 
we can obtain many different matrices that meet the 
above requirement. One of these is shown in Table 1 . For 
illustration, this matrix will be used throughout this 
application note to clarify the E^C^ expansion concept. 

Check Bit Generation, Error Detection 
And Error Correction 

Check Bit Generation {Figure 1) 

In the Check Bit Generation mode, all four DP8400s are 
set to mode 0, normal write. The 64 bits of data from the 
system-data bus are enabled into the Data Input Latches 
(DIL) of each DP8400. The individual Check Bit Genera- 
tors (CG) of the four DP8400s then produce eight parity 
bits, or partial check bits, derived from the input data. 
(Note that all the syndrome input latches should be 
cleared so that only the partial check bits will pass 
through the Check Bit Output Latches/Buffers (COL and 
COB)). In the normal write mode, the COBs are always 
enabled onto each check bit port. This allows the partial 


Table 1. Data Bit Error to Syndrome-Generate 
Matrix, 64-Bit Configuration 

The partial code of device 0; 
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check bits to be combined externaliy in the eight 
74S280S’ parity generators/checkers to produce eight 
composite check bits. Tabie 2 shows how these check 
bits are generated. 


Table 2. Composite Check Bit Generation 


Ccomp. 0 = C(0)0 © 
Ccomp. 1 = C(0)1 © 
Ccomp. 2 = C(0)2 © 
Ccomp. 3 = C(0)3 © 
Ccomp. 4 = C(0)4 © 
Ccomp. 5 = C(0)5 © 
Ccomp. 6 = C(0)6 © 
Ccomp. 7 = C(0)7 © 


C(1)1 © C(2)6 © C(3)4 
C(1)5 © C(2)3 © C(3)5 
C(1)6 © C(2)5 © C(3)3 
C(1)4 © C(2)4 © C(3)6 
C(1)3 © C(2)2 © C(3)2 
C(1)2 © C(2)7 © C(3)0 
C(1)0 © C(2)1 © C(3)1 
C(1)7 © C(2)0 © C(3)7 


Notes: 

Ccomp; composite check bit. 

C(X)N: the partiai check bit N of device X. 
(Refer to Table 1 for clarification.) 


To aid in fast error detection during memory read cycles, 
these composite check bits are complemented and 
written into memory along with the system data. If the 
syste m dat a h as va cated the data bus, the Output En- 
ables (OBO and OB1) must be set low so that the original 
data word with its eight composite check bits can be 
written into memory. 

Detection Mode (Figure 2) 

In the Detection mode, again all the DP8400s are set to 
mode 0, normal write, then the partial check bits derived 
from the memory data bits are generated in a manner 
similar to that described for the check bit generation 
mode. These partial check bits are then associatively 
compared with the memory check bits in the eight 
74S280S to produce eight external Composite Syndrome 
bits. As explained in the check bit generation mode, the 
composite check bits are complemented before being 
written into memory. This shows why complemented 
Composite Syndrome bits are produced inste ad of true 
composite sy ndromes. Then, if any bits on the Compos- 
ite Syndrome bus go low, this will cause the 74S30 NAND 
gate to go hig h, giving the Any Error i ndication. If there is 
no err or, all Co mposite Syndrome bits remain high. 
These Syndrome bits are also latched into the 74ALS533 
Octal D-type Transparent Latch (with inverted output). 
The composite syndromes are then fed into the syn- 
drome ports of the DP8400S in different combinations 
for each, for error-type determination and/or error 
correction. 

Correction Mode: (Figure 3) 

Upon receiving the Any Error indication during the 
detection mode, it takes an additional step to determine 
the error type and to correct a single data error. All the 
DP84 00S should be set to mode 7B (which is mode 7 with 
OES high), this mode enables the external syndromes 
directly to the Syndrome Generator (SG) and then the 
Data Error Decoder (DED) of each chip. For a single data 
error, the input syndrome will be unique for that error 
location; consequently, only one DP8400 can decode 
that error location and correct that bit. The other three 
do not indicate an error and do not change their data 
output latch contents. This corrected data can be ou tput 
to the system data bus by means of OBO and OB1. The 
DP8400 that decodes the data error location will indicate 
a single data error, while all others indicate a check bit 


error. If there was a single check bit error or a double bit 
error, then all the DP8400s will indicate a check bit error or 
a double bit error, respectively, through their error flags. 

An Example of a Single Data Error Correction 

Assuming all zero data is to be written into memory, we 
obtain the following set of partial check bits for all 
DP8400S: 

CO = 0 C4 = 0 

C1 = 0 C5 = 0 

C2 = 1 C6 = 0 

C3 = 1 C7 = 0 

Note that each DP8400 contains the basic 16-bit matrix 
(C0-C5). Therefore, the first six partial check bits are the 
same for all devices; only C6 and C7 are different. With 
the 64-bit configuration using the above 64-bit matrix, 
C6 = C7 = 0 (by connecting XP directly to Vcc) for the 
devices 0, 1, and 2; and C6 = C7 = word parity (by leaving 
XP pin floating) for the device 3. However, with all zero 
data, word parity is also zero (even parity). Therefore, the 
above partial check bits are obtained. 

Using the formulas given in Table 2, the composite 
check bits are as follows: 

Ccomp. 0 = 0©0©0©0 = 0 
Ccomp. 1=0©0©1©0 = 1 
Ccomp. 2 = 1©0©0©1 =0 
Ccomp. 3 = 1©0©0©0 = 1 
Ccomp. 4 = 0 © 1 © 1 ® 1 =1 
Ccomp. 5 = 0©1©0©0 = 1 
Ccomp. 6 = 0®0©0©0 = 0 
Ccomp. 7 = 0©0©0©0 = 0 

Note that these composite check bits are complement- 
ed before they are written into memory. Thus, the 
memory check bits read later from memory are 1100 
0101. 


If an error has occurred in the data position 35 which is 
bit 3 of device 2, then the partial check bits C(3)N produc- 
ed during the detection mode are as follows: 


C(3)0 = 1 

C(4) = 0 

C(3)1 = 1 

C(5) = 0 

C(3)2 = 0 

C(6) = 0 

C(3)3 = 1 

C(7) = 0 


The partial check bits of other devices are unchanged. 
Consequently, the newly generated composite check 
bits (Ccomp) and the total syndrome bits are: 


Newly Generated 

Composite Memory Composite 

Bit # Check Bits Check Bits Syndrome 


0 

1 

2 

3 

4 

5 

6 
7 


0 © 1 

1 © 0 

0 © 1 

1 © 0 

0 © 0 

1 © 0 

1 © 1 

1 © 1 


1 

1 

1 

1 

0 

1 

0 

0 
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Figure 1. Simplified Block Diagram — 
64-Bit Parallel Expansion, Check-Bit Generation 
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Figure 2. E^C^Simp 
64-Bit Paraiiei Expa 
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Figure 3. Simplified Block Diagram — 
64-Bit Parallel Expansion, Error Determination 
and Correction 
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MEMORY CHECK BIT OUT 
MEMORY CHECK BIT CLEAR 



Figure 4. 64-Bit Parallel Expansion, Detailed Block Diagram 
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The composite syndrome 1101 0000 is that of the error 
location 35. Since the syndrome is unique and fed re- 
ordered to each DP8400, only device 2 will recognize this 
syndrome pattern and complement its data bit 3. Then 
the c orrec ted data can be output to the system data bus 
when OBO and OBI of all four DP8400s go low. Devices 0, 


1, and 3 all output the same data they received from 
memory. Only device 2 changes its (erroneous) data. 
Refer to Figure 6 below for the timing diagrams of a 
memory write and memory read cycle (detect then cor- 
rect); 




Figure 6A. 64-Bit Parailei Expansion 
Memory Write Cycie 


Figure 6B. E^C^ 64-Bit Paraiiei Expansion 
Memory Read Cycie (Detect Then Correct) 
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Error Correction the Hard Way 


sYSTEii PESiBw/iiaam mmm - 

ERROR CORRECTION 
THE HARD WAY 

A double complement correct cycle in an ecc system forms a 
sophisticated double-bit error correction and management 
system 


by Bob Nelson 


T he use of parity, the most common error detection 
method, can be expanded from simple error detec- 
tion in data words to the correction of single-bit 
errors by means of a double complement correct cycle. 
The double complement method can also be used to 
advantage in combination with error checking and cor- 
rection systems to detect and correct hard and soft com- 
binations of double-bit errors, provided no more than 
one of such errors is soft. In addition, this technique 
points the way to more sophisticated double-bit error 
correction and error management systems. 

A parity bit is assigned a value of 1 or 0 on the basis 
of the number of Is in the data word. The value of the 
parity bit depends on whether the parity system chosen 
is odd or even. Thus, in an odd parity system, the sum 
of the Is in the data word and the parity bit will always 
be odd, whereas in an even parity system, the sum of the 
Is in the data word and the parity bit will always be even 
(Fig 1). All examples in this discussion, except for those 
in Fig 1, use odd parity. A single parity bit can be used 
to detect a single-bit error occurring during a memory 
read cycle, and the technique can be expanded to pro- 
vide even further error handling. 

Parity error detection and correction 

During a memory write, the parity bit which is created 
as a result of the data is written to the memory along 
with the data word for storage. When a read cycle oc- 
curs, parity generation is again performed on the data 
word, creating a new parity bit, which is then compared 
with the original parity bit read from memory. If a dif- 
ference exists between the two parity bits, an error has 
occurred. Although this error cannot be located with the 
information given, and may have occurred in any bit lo- 


Bob Nelson is responsible for digital systems 
applications and new product definition at National 
Semiconductor Corp, 2900 Semiconductor Dr, Santa 
Clara, CA 95051. His engineering career began at the 
Burroughs Corp, where he worked on semiconductor 
memory systems and system interface design for large 
mainframe computers. Mr Nelson completed his basic 
engineering studies at Citrus College, Azusa, Calif, 
following undergraduate work at Pasadena City 
College. 


Data Word 

Parity 

Number 
of Is 

System 

10001010 

1 

4 

even 

10001010 

0 

3 

odd 

01101001 

1 

5 

odd 


Fig 1 Odd and even parity. Value of parity bit is generated 
to satisfy chosen parity system (even or odd) so that sum of 
all 1$, Including parity bit, will conform to even or odd 
parity system 

cation in the data word or even in the parity bit, if it is a 
hard error, its location can be determined through the 
use of additional memory cycles. 

If an error is detected during a memory read cycle, a 
simple procedure called the double complement method 
will determine if the error is hard, and, if so, correct it. 
The method includes a routine during which the suspect 
data and parity bit are complemented and presented to 
the same location in memory for a write cycle. Follow- 
ing the write, a read cycle is performed, and if the error 
is a hard error, the memory will repeat it by providing 
the data with the error bit complemented again. After a 
second complement, the data will be correct. At the end 
of such a correct cycle the memory contains the comple- 
mented data, and one additional write cycle must be 
performed to restore the data in memory (Fig 2). 

During a double complement correct cycle involving a 
data word containing an even number of bit locations, 
the parity test is performed after the second read and 
before the second complement. If the error is hard, a 
parity error will once again be detected following the 
second read. If the error is soft, a parity error will not 
result following the second read. For data words con- 
taining an odd number of bit locations, parity testing 


1 St write 

11010011 

0 

original data 

1 St read 

11010111 

0 

PE (parity error) 

D— 

00101000 

1 

data are complemented 

2nd write 

00101000 

1 

complemented data 

2nd read 

00101100 

1 

PE (parity error) 

D-^D 

11010011 

0 

data are complemented 


^hard error location 


Fig 2 Hard error correction with parity. Single parity bit 
can be used to correct single-bit hard error with double 
complement method. On each memory read, original parity 
bit is read and new parity check is done on bits in data 
word. New parity bit is then compared with that read for 
validity 
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Even 


Odd 




1 St write 

1010 1 


10100 

1 



1 St read 

1011 1 

PE 

10110 

1 

PE 


D-*-D 

0100 0 


01001 

0 

PE 


2nd write 

0100 0 


01001 

0 



2nd read 

0101 0 

PE 

01011 

0 




,0.0, 

1 errors 

O 

n 

1 




(a) 







Hard 


Soft 




1st write 

1001 1 


1001 

1 



1 St read 

1011 1 

PE 

101 1 

1 

PE 


D-*-D 

0100 0 


0100 

0 



2nd write 

0100 0 


0100 

0 



2nd read 

0110 0 

PE 

0100 

0 



D— 

1001 1 


101 1 

1 

PE 



X errors 






(b) 






Fig 3 Even/odd word and hard/soft parity errors. Data 
words with even number of bits do not yield parity error on 
second read (a), nor soft error (b). Hard error, however, . 
will be corrected 


must be performed at different times during the correct 
cycle. In both cases, a double complement correct cycle 
can determine the type of error and, if it is hard, correct 
it (Fig 3). 

If the bit in error is hard, the double complement cor- 
rect can also be used to determine the .bit’s location in 
the data word. To do this, the data word and parity 
must be stored in a register when an error is detected. At 
the conclusion of the hard error correcting cycle, the 
location of the failing bit is determined by comparing 
the correct data with the contents of the register (Fig 4). 

Thus, the use of a single parity bit not only makes it 
possible to deduce the error type, but also to locate and 
correct hard errors. This technique is useful for low cost 
terminal and word processing systems since, where retry 
is acceptable, the small amount of additional hjirdware 


...the double complement 
method... also points the way to more 
sophisticated double-bit error 
correction and error management 
systems. 


required can often eliminate the cost of an unscheduled 
service call. If a hard error can be detected, a double 
complement correct cycle will correct it, and the tech- 


1 St write 
1 St read 

1010 1 
1011 1 

PE, D-^EG 

1011 1 

D— *-D 

0100 0 


1 

2nd write 

0100 0 


( + ) 

2nd read 

0101 0 

PE 

1 

D-*-0 

1010 1 

compare with REG 

1010 1 


t 

error location = 

0001 0 


Fig 4 Locating hard errors with parity. Use of register for 
temporary storage enabies doubie compiement cycie to 
locate single hard error 


nique combined with an error checking and correction 
(ECC) system can also provide extended error correction 
capability when hard errors are involved. 

ECC and double complement 

The double complement method in combination with an 
ECC system can correct additional errors, both hard and 
soft. The ECC system under discussion here uses the 
code implemented by National Semiconductor in the 
DP8400 ECC device (Fig 5) to perform 1-bit error correc- 
tion and 2-bit error detection. In an ECC system for 
16-bit data words, such as the one discussed here, six 
parity bits are generated. Each of the parity bits is 
assigned a value as a function of the sum of the Is in a 


111111 
01 2345678901 2345 
LSB error locations MSB 


0 0 111 
0 0 0 1 0 
10 0 11 
0 110 0 
110 0 0 
1110 1 


1110 1 
0 10 11 
0 0 0 1 0 
0 0 111 
10 110 
110 10 


110 111 
0 10 111 
10 1111 
10 10 11 
0 10 10 1 
0 0 1110 


LSB 0 

I 1 

syndrome 2 
words 3 

I 4 

MSB 5 


Fig 5 Check bit generator for data words. Code used is 


that impiemented in Nationai Semiconductor’s dp8400 ecc 
device 


unique combination of selected bits in the data word. 
Partial word parity bits in an ECC system are referred to 
as check bits. For simplicity, odd parity will be used in 
the examples, although in most ecc systems, including 
those implemented with the dp8400, a combination of 


111111 
01234567890 1 2345 

000001 0001 00000 O-^— data word 

1 - - - 1 LSB 0=1 

0001001011010111 I 1=0 

1001100010101111 check 2 = 1 
0110000111101011 bits 3=0 
1100010110010101 I 4 = 0^ 
1110111010001110 MSB 5 = 0 


Fig 6 Error check bits are generated by presenting the data 
word to ECC code matrix and noting corresponding Is. In 
first row, bits 5 and 9 correspond with Is in matrix. Thus, 
to maintain odd parity lsb of check bits is set to 1 


odd and even parity is used to improve memory diag- 
nostic capabilities. 

An ECC code forms a matrix (Fig 6) to which a data 
word can be presented for the generation of check bits. 
Given a data word, such as OOOOOIOOOIOOOOOO, and the 
uppermost horizontal row of the matrix in Fig 7, check 
bit 0 is to be assigned a value based on the sum of cor- 
responding Is in that row and the data word. Using odd 
parity, the corresponding Is in locations 5 and 9 dictate 
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Error Correction the Hard Way 


Write 00000100010000000 000101 

Read 00000100010100000 000101 error in 11 

Generate 00000 1 000 1 0 1 00000 010110 new check bits 
XOR check bits i 010011 

syndrome bits 


Fig 7 Generating syndromes for iocating error. Syndrome 
word is result of exciusive OR (xor) of error check bits. 
No-error condition woutd resutt in syndrome word of ait Os 

a value of 1 for the parity bit. For check bit 1, the 
selected location of correspondence is 9 only. Check bit 
1 is assigned a value of 0 for odd parity. The complete 
set of check bits for this particular word is 000101 
(05 HEX). 

After check bit generation, the data and check bits go . 
to the memory. During the read a new set of check bits 
are generated and compared against the check bits read 
from memory. The results of this check bit compare, an 
exclusive OR (xoR) function, are the syndromes (Fig 7). 
The single error indicating syndrome word is unique and 
is interpreted by the syndrome decoder to indicate the 
column in the matrix corresponding to the error loca- 
tion. The matrix or code is therefore a check bit genera- 
tor for data, but a syndrome generator for error 
locations. 


The... method in combination with an 
ECC system can correct additional 
errors, both hard and soft. 


1 St write 
1 St read_ 
D— w-D 
2nd write 
2njd read 
D-w-0 


5 9 

0000000000000000 

0000010001000000 

1111101110111111 

1111101110111111 

1111101111111111 

0000010000000000 

L__ 


110011 original data 
110011 2 errors 
001100 complement 
001 100 

001100 hard error fixed 
1 1001 1 complement 
000010 new check bits 


110001 syndromes for 
bit 5 


Fig 8 Correction of hard and soft errors. In the case of 
data word with one hard and one soft error, double 
complement method has corrected hard error and 
determined existence of soft error, which is then iocated by 


syndrome word and can be corrected 


The check bits, or partial word parity bits, generated 
by modified Hamming codes and the code used in the 
DP8400, are also capable of providing complete error 
reporting. Since the single error reporting syndrome 
words contain an odd number of Is and the total num- 
ber of Is is greater than one, 2-bit errors can easily be 
distinguished from a 1-bit or detectable triple-bit error. 
The DP8400 monolithic ECC device performs this error 
determination by counting the number of Is in the error 
indicating syndrome words. When no error exists, the 
syndrome word contains no Is, and when a single check 
is in error, a single 1 is present in the syndrome word. 
When an odd number of data bits are in error, the num- 
ber of Is in the syndrome word is odd and greater than 1 
(3 or 5 in this example); if an even number of bits are in 
error, the syndrome word contains an even number of 
Is greater than 0 (2, 4, or 6). 


An ECC system implemented with the DP8400 can, at 
minimum, detect l(X)<7o of 2-bit errors; all of these er- 
rors are correctable if no more than one of them is soft. 
The device has complement write and read modes to al- 
low the double complement correct technique to be used 
with no additional hardware, and other ECC devices can 
be used with additional components to implement the 
function. 

In Fig 8, a soft error exists in location 5 and a hard er- 
ror in location 9. During a memory read, the generated 


The matrix or code is... a check bit 
generator for data, but a syndrome 
generator for error locations. 


syndromes are the xoR of the single error that indicates 
syndrome words representing the error locations. 
110001 (-I-) 001011 = 111010 [31 ( + ) OB = 3A HEX]. 
Since a double error is indicated — an even number of Is 
in the syndrome word — the data and check bits are com- 
plemented and placed in the output registers for presen- 
tation to the memory. After the memory write and 
subsequent read, the new data are complemented and 
stored in the data input latch. The error in location 5 
remains in the data. A new set of check bits is generated 
from the data in the data input latch and compared with 
that in the check bit input latch, producing the syn- 
drome word 110001 (31 HEX), which corrects the 
remaining error. 

A detected double-bit error followed by a double 
complement correct cycle is properly reported as to ini- 
tial error type. If the detected errors were both soft, for 
example, no change would occur in the data or check 
bit, and the ECC device error flags would again report a 
double-bit error. If, after the second read and comple- 
ment, the error flags still report a single-bit error, the 
hard error (of a hard and soft combination) has been 
corrected and only the soft error remains. Of course, the 
single remaining error will be corrected in the normal 
manner by the ECC device. In the case of a double hard 
error, the error flags will report a no-error condition 
following the second read cycle, indicating that both er- 
rors were corrected and that the data are valid. 
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SPECIAL REPORT ON MEMORY SYSTEMS DESIGN 


SIMPLIFICATION OF 2-BIT 
ERROR CORRECTION 


Bit by bit, errors can be detected and eliminated through 
the use of an error matrix 


by Bob Nelson 


A computer-generated code, which generally obeys the 
rules attributed to the Hamming code and many of 
its variations, can be used to extend error detection 
and error correcting efficiency in an error checking and 
correction system. Such a code has been implemented 
by National Semiconductor on the DP8400, an expand- 
able error checking and correction device packaged in 
a 48-pin dual inline package. The dp8400 can be used in a 
minimum hardware implementation of a 2-bit error cor- 
rection system which will serve as an introduction to the 
rotational syndrome word generator, and also lead the 
way to expanding the error correcting capabilities even 
furfher. 

Syndrome words 

The code used in an error checking and correction (ECC) 
system designed to correct 1-bit errors and detect 2-bit 
errors for 16-bit data words may be viewed as a 16x6 
matrix (Fig 1). The matrix describes the error locations 
and the syndrome bit positions so that the upper left bit 
of the matrix defines the least significant bit (LSB) for 
both the error locations and the syndrome bit locations. 
Each vertical column of the matrix contains the syn- 
drome word (syndrome bits) for that error location in 


Bob Nelson is responsible for digital systems 
applications and new product definition at National 
Semiconductor Corp, 2900 Semiconductor Dr, Santa 
Clara. CA 95051. His engineering career began at the 
Burroughs Corp, where he worked on semiconductor 
memory systems and system interface design for large 
mainframe computers. Mr Nelson completed his basic 
engineering studies at Citrus College, Azusa, Calif, 
following undergraduate work at Pasadena City 
College. 
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the data word. For any number of errors, the syndrome 
word generated by presenting the data word to the ma- 
trix is the exclusive or (xor) of the syndrome words 
defined by the error positions. To correct an error, the 
location of the error must be uniquely identified, and 
thus the 16 vertical columns must each be unique. A 
modified Hamming code generates a unique syndrome 
word for every possible data bit error location and 
hence may be referred to as a syndrome word generator. 

Using syndrome words containing an odd number of 
Is is the most common “modification” to the Hamming 
code. By ensuring that the syndrome words (vertical col- 
umns in the matrix) contain either three or five Is, all 
applicable error conditions may be defined by counting 
the syndromes. The absence of a syndrome (ie, a syn- 
drome containing all Os and no Is) indicates no error; an 
odd number greater than one (3 or S in this case) defines 
the location of a single-bit error. Any simultaneous 
double error will provide a syndrome word containing 
an even number of Is greater than zero, while a single 1 
in the syndrome word is indicative of a failure in the 
check bit portion of memory. 

The rotational syndrome word generator described 
here also contains an odd number of Is in each syn- 
drome word. One additional characteristic common to 
both the Hamming code and most of its modified ver- 
sions is that byte parity is an integral part of the matrix 
itself. However, the code implemented in the DP8400 ECC 
device and discussed here does not consider byte parity, 
or word parity, as a part of the code itself. 

A 2-bit error correction system may be implemented 
in either of two ways. A code designed to allow 2-bit 
error correction may be used, or an existing single-bit 
error correct code may be extended by adding a second, 
different code which will ensure that each syndrome 



7-127 


Simplification of 2-Bit Error Correction 





Simplification of 2-Bit Error Correction 


111111 
0123456789012345 
LSB error locations MSB 


0011111101110111 LSB 0 

0 0 0 1 0 0 1 0 1 1 0 1 0 1 1 1 I 1 

1 0 0 1 1 0 0 0 1 0 1 0 1 1 1 1 syndrome 2 

01 100001 1 110101 1 words 3 

1 1 0 0 0 10110010101 I 4 

1110111010001110 MSB 5 


Fig 1 DPS400 generates unique syndrome word to indicate 
single-bit error position. Generated syndrome word 
containing ail te means there is no error in data word. 

word generated for any two error locations will be 
unique. Thus, a secondary, and different, 16x6 matrix 
connected to the primary matrix to form a 16 x 12 
matrix will allow double-bit error correction if the XOR 
of the two 12-bit syndrome words produces a unique 
word for any two error locations. 

Second matrix 

The definition of an ECC matrix requires specifying a 
correspondence between error locations and syndrome 
words that defines the error location for each set of 
single-error syndromes. If a matrix is resequenced Such 
that any error location corresponds to a syndrome word 
different from the original (primary) matrix, a second 
matrix has been created. For a 16-bit ECC matrix, 161, 
or 2.092279 x 10''13, different codes exist. If a second 
code exists such that when it is combined with the first 
code (each containing the same syndrome words, but in 
a different sequence), a unique, larger syndrome word is 
generated for any two error locations, then an expand- 
able code has been created (Fig 2). 

The matrix, or code, used in the dp8400 device is 
defined such that if a second matrix, identical to the 
first but shifted by one bit position, is combined with 
the first, it would form just such a larger matrix. This 
matrix is fully rotational in that the secondary matrix 
need only be rotated, or shifted one error bit position to 
the left or right with respect to the primary matrix, to 
form larger, unique syndrome words regardless of the 
assigned correspondence of the primary matrix. 
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Fig 2 Code in dps400 can be expanded by adding second 
device with code shifted by one bit position. Note that 
bottom six bits of each colomn are identicai to top six bits 
in coinmn to immediate right. 


Implementation of this code in the DP8400 allows the 
data word size to be extended beyond 80 bits, using one 
device for each additional 16-bit word or portion 
thereof. The code function as a rotational syndrome 
word generator exists for all these defined word widths 
(Fig3). 

In addition to the rotational syndrome word genera- 
tor, the DP8400 has two important features that permit 
an easy implementation of a 2-bit error correction 
system. During a memory read, the error indicating syn- 
dromes can be accessed directly by outputting them to 
the syndrome input/output (i/o) ports; syndrome can 
also be presented to the syndrome I/O ports to be xoRed 
with the internally generated syndromes inside the 
DP8400. The internal syndrome decoder is provided with 
the result. , 


Error locations ► 0 and 1 

produce 

HEX syndrome word ► E34 (-!■) A78 = 44C 

but 

Error locations 2 and 4 

produce 

HEX syndrome word ► 1E9 (-I-) C65 = D8C 


Fig 3 Unique syndrome is produced for each pair of error 
locations which is XOR of the locations. That syndrome can 
be decoded to identify pair in error. 

If, for example, the internally generated 2-bit error 
syndromes are xoRed with externally provided syn- 
dromes, representing one of the bits in error, the 
resulting syndromes representing the unknown error 
will be presented to the internal syndrome decoder. 
Once the unknown error is corrected, the data can be 
output to the data bus. The apparently correct data 
return zero syndromes (those containing all Os) which, 
when xoRed with the syndromes being injected, pro- 
duce the syndromes representing the unknown error and 
present them to the syndrome decoder. This second 
error can then be corrected. 


Using syndrome words containing an 
odd number of Is is the most common 
^modification’* to the Hamming code. 

As described, the DP8400 is implemented for a 16-bit 
system. This “primary” ECC device will provide at its 
syndrome l/o pins the primary, or least significant six, 
syndrome bits of an extended matrix ECC system. A 
“secondary” ECC device is interfaced to the memory 
system with the data pin-to-system data bit correspon- 
dence rotated by one bit position, thus producing the 
extended matrix just described. The second device re- 
quires a second set of check bits; these secondary, or 
most significant six, syndrome bits are provided by the 
second dp8400. 

The resulting 12-bit syndrome word can be externally 
decoded to provide the syndromes to be Injected to 
effect 2-bit error correction. In system use, the exter- 
nally decoded syndromes will be stored in a register. 
After the syndrome i/o port of the primary ECC device 
has been “turned around,” the register outputs are 
enabled to allow syndrome injection. 
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Each of the DP8400 devices provides a set of error 
flags. Since each device maintains an independent check 
bit field in memory, errors occurring within a given 
check bit field are easily and quickly determined. If the 
errors, regardless of number, are confined solely to the 
check bit field of one of the devices, a no-error condi- 
tion will be indicated. 

The syndrome word generated by this system is unique 
for any combination of 2-bit data errors; both devices 
see an even number, greater than zero, of Is in the syn- 
drome word (Fig 4). For 2-bit errors involving one data 
bit and one check bit in either the primary or secondary 
check bit fields, the DP8400s report an even, greater than 
zero, and odd number of Is in the syndromes; again, the 
syndromes are unique. The remaining type of 2-bit 
error, that in which both errors occur in either the 
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Fig 4 Number and type of errors can be determined by 
iooking at combination of even or odd numbers of Is in the 
primary and secondary check bit fieids. 

primary or secondary check bit fields, produces its own 
unique syndrome word. However, since one DP8400 
reports an even number of Is in its syndrome word and 
the other reports all Os, the data are known to be valid. 
In addition, in this particular 2-bit error correct system, 
nbarly half of the 3-bit errors result in unique syndrome 
words and are therefore correctable as well. 

Decoding the syndromes 

A programmable read only memory (PROM) or electri- 
cally programmable read only memory (eprom) is 
required as an external syndrome decoder for this 2-bit 
error correction system. The PROM address inputs are 
provided by the 12 syndrome bits generated by the two 
ECC devices. The least significant six bits of the PROM 
output byte provide, when required, the syndrome bits 
for subsequent injection into the primary DP8400. The 
remaining two bits of the PROM output byte provide 
flags defining the type of error and the contents of the 
six LSBs of the PROM output byte [Fig 5(a)]. 

The DP8400’s error flags provide initial error deter- 
mination; if an error that is not a single-bit error occurs, 
the external syndrome decoder will provide further error 
determination. Some types of error do not require syn- 
drome injection and are referred to as “zero-pass” cor- 
rectable errors. An example of such an error is one with 
a data bit and a secondary check bit in error. This type 
of error is corrected by the primary ECC device. An 
error type that requires “one-pass” correction is one 
with two data bits in error. In this case, syndromes rep- 
resenting a known error are injected into the dp8400. 


allowing correction of the unknown error. The re- 
maining single error is then corrected. 

The remaining error type, the “two-pass” error, can 
sometimes be a correctable 3 -bit error. The syndromes 
representing a 2-bit error condition are injected, 
allowing correction of one error. The remaining 2-bit 
error produces a new set of syndromes which requires 
external (second-pass) decoding to produce a set of 
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Fig 5 When a PROM is used as external syndrome decoder, 
its output byte can suppiy additional data about the error 
and how it is to be most efficiently corrected. 


SrSTEM 

DATA 

BUS 



Fig 6 A 2-bit ECC system can be implemented with two 


DPS400B, a 4k-byte prom for external syndrome decoding, 
and a register for temporary storage of syndromes error 
data. Note that the altered sequence of the lines from the 
secondary dpmoo reflects the bit rotation needed to expand 
the unique matrix. 
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*************************************************************< 

'DC16AR0M.BAS' Bob Nelson - Sunnyvale CA - 9/15/81 
This program generates the syndrome decoder ROM code for 
use in implementing a primary syndrome injection two bit 
correction code generated by a single bit left rotation 
of the secondary matrix. The primary is a Rotational 
Syndrome Generator as defined by National Semiconductor 
in the DP8400. The LPRINT routine may. be replaced with a 
FILE generator or OUTP routine to facilitate the use of a 
PROM/EPROM progr'amraer. 


DEFINT A-Z;DIM SYND(16), PRI(16), ROM(4096,1) 

READ A:B=A:FOR C=0 TO 14:READ D: SYND(C ) =D*64+A: PRI (C ) =A: A=D . 
NEXT:SYND(15)=B*64+A:PRI(15)=D 

DATA 52,56,41,7,37.49,35,25,62,11,13,19,44,55,47,31: >NSC 80F/2 MATRIX 
ROM(0,1)=224:FOR A=1 TO 4095 :ROM( A, 1 ) =184 : NEXT 

FOR A=0 TO 13;FOR B=A+1 TO 14:FOR C=B+1 TO 15 '300 - 560 

AD=SYND(A) XOR SYND(B) XOR SYND(C) : AE=PRI ( A) XOR PRI(B) 

IF ROM(AD,l) =184 THEN ROM( AD, 1 ) =AE+64 ELSE ROM( AD, 1 ) =18 3 
NEXT:NEXT:NEXT 

FOR A=0 TO 14: FOR B=A+1 TO 15 '200 - 120 

AD=SYND(A) XOR SYND ( B ) : ROM( AD, 1 ) =PRI ( A) 

FOR C=0 TO 5:P=2*C '201 - 720 

IF (AD AND P)=0 THEN AE=AD+P ELSE AE=AD-P 

IF (PRI(A) AND P)=0 THEN AF=PRI (A)+P+64 ELSE AF=PRI ( A ) -P+64 
IF ROM(AE,l)=184 THEN ROM(AE,l)=AF ELSE ROM( AE , 1 ) =183 
NEXT 

FOR C=0 TO 5:S=64*2*C '210 - 720 

IF (AD AND S)=0 THEN AE=AD+S ELSE AE=AD-S 

IF ROM(AE,l)=184 THEN ROM( AE , 1 ) =PRI ( A) ELSE ROM( AE , 1 ) =18 3 
NEXT:NEXT:NEXT 

FOR A=0 TO 15:AD=SYND(A) :ROM(AD,l)=228 '100 - 16 

FOR B=0 TO 5:P=2^B '101 - 96 

IF (AD AND P)=0 THEN AE=AD+P ELSE AE=AD-P 
ROMCAE,1)=205 

FOR' C=B+1 TO 5:P = 2^C '102 - 240 

IF (AE AND P)=0 THEN AF=AE+P ELSE AF=AE-P 
IF ROM(AF,l)=184 THEN R0M( AF , 1 ) =213 ELSE ROM( AF, 1 ) =183 
NEXT:NEXT 

FOR B=0 TO 5:S = 64*2''B '110 - 96 

IF (AD AND S)=0 THEN AE=AD+S ELSE AE=AD-S 

ROM(AE,l)=238 

FOR C=B+1 TO 5:S = 64*2''C '120 - 240 

IF (AE AND S)=0 THEN AF=AE+S ELSE AF=AE-S 
IF ROM(AF,l)=184 THEN ROM{ AF , 1 ) =245 ELSE ROM( AF , 1 ) =18 3 
NEXT:NEXT 

FOR B=0 TO 5:P = 2''B:FOR C=0 TO 5:S=64*2''C '111 - 596 

IF (AD AND P)=0 THEN AE=AD+P ELSE AE=AD-P 
IF (AD AND S)=0 THEN AE=AE+S ELSE AE=AE-S 
FOR D=0 TO 5:E = 2''D 

IF ROM(AE,l)=D THEN ROM ( AE , 1 ) =18 3 :GOTO 3540 
IF ROM(AE,l)=184 THEN ROM(AE,l)=P 
NEXT D . 

NEXT C:NEXT B:NEXT A ' ' 

FOR A=0 TO 5; FOR B=0 TO 5 '011-36 

AD=2''A+64*2''B:ROM(AD,l )=235 

FOR C=A+1 TO 5:AE=AD+2''C '012 - 90 

IF ROM(AE,l )=184 THEN ROM( AE , I ) =24 3 ELSE ROM( AE , 1 ) =18 3 

NEXT 

FOR C=B+1 TO 5;AE=AD+64*2''C '021 - 90 

IF ROM(AE,l)=184 THEN ROM( AE, 1 ) =243 ELSE ROM( AE, 1 ) =183 
NEXT:NEXT:NEXT 

FOR A=0 TO 5:AD = 2''A:ROM(AD,l)=225 '001 - 6 

FOR B=A+1 TO 5:AE=AD+2''B:ROM(AE,l) = 233 '002 - 15 

FOR C=B+1 TO 5:AF=AE+2''C '003 - 20 

IF ROM(AF,l)=184 THEN ROM( AF , 1 ) =24 1 
NEXT:NEXT:NEXT 

FOR A=0 TO 5:AD=64*2AA:ROM(AD,l)=226 '010 - 6 

FOR B=A+1 TO 5;AE=AD+64*2''B:ROM(AE,l)=234 '020 - 15 

FOR C=B+1 TO 5:AF=AE+64*2''C '030 - 20 

IF ROM(AF,l)=184 THEN ROM( AF , 1 ) =242 
NEXT:NEXT:NEXT 

B=0:C=0:FOR A=0 TO 409 5 : H$=HEX$ ( ROM( A, 1 ) ) : 'LPRINT ARRAY 

B=B+1:C=C+1: IF LEN(H$)=1 THEN H$="0"+H$ 

LPRINT USING "\ V';H$;:IF Col6’ THEN 3770 

C=0: LPRINT" ";HEX$(A) 

IF B0256 THEN 3790 
B=0: LPRINT: LPRINT 
NEXT 
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t*** ************************************************************* 

•*** 'DC16AMAP.BAS' Bob Nelson - Sunnyvale CA - 9/15/81 

'*** This program generates the syndrome maps for a primary 

'*** syndrome injection implementation of a 16 bit word two 

'*** bit error correct system utilizing a Rotational Syndrome 

'*** word Generator as implemented in the DP8400 by National 

' *** Semiconductor. These maps are based on single bit left 

' *** rotation of the secondary matrix. The 'c' and 'd* notes 

'*** iri the maps denote non-cor rectable and non-detectable 

I*** three bit error conditions 

***************************************************************** 


** * 
** * 
*** 
*** 
***** 


DEFINT A-Z:DIM SYND(16 ) ,PRI (16 ) ,ROM( 1132 ,1 ): P$=" PRIMARY" : S$ =" SECONDARY " 
READ A:B=A:FOR C=0 TO 14:READ D: SYND(C) =D*64+A: PRI (C ) =A: A=D 
NEXT: SYND( 15 ) =B*64+A:PRI ( 15 ) =D 

DATA 52,56,41,7,37,49,35,25,62,11,13,19,44,55,47,31: 'NSC 80F/2 MATRIX 

LPRINT "ONE DATA ERROR SYNDROME MAP":LPRINT 

FOR A=0 TO 15:LPRINT USING" # (t A; : LPRINT" "; :NEXT; LPRINT: LPRINT 
FOR A=0 TO 15:LPRINT HEX$ ( SYND( A) ) ; “ "; :NEXT: LPRINT 
FOR A=1 TO 4: LPRINT: NEXT 

LPRINT" TWO DATA ERROR CORRECT SYNDROME MAP": LPRINT 

FOR A=1 TO 15:LPRINT USING" # it "; A; : LPRINT" "; :NEXT: LPRINT: LPRINT 

FOR A=0 TO 14-.FOR B=A+1 TO 15:AD=SYND(A) XOR SYND(B) '200 - 120 

ROM(X,l)=AD:H$=HEX$(AD) :IF LEN(H$)=2 THEN H$="0"+H$ 

LPRINT H$;" " ; : X=X+1 :NEXT BrLPRINT USING"###";A 

LPRINT TAB( (A+l)*5+l) ; :NEX'P A:FOR A=1 TO 4 : LPRINT: NEXT 

FOR A=0 TO 5: S=64*2/'A:FOR B=0 TO 5:P=2*B:FOR C=0 TO 15 '111 - 576 

AD=SYND(C) : IF (AD AND P)=0 THEN AD=AD+P ELSE AD=AD-P 
IF (AD AND S)=0 THEN AD=AD+S ELSE AD=AD-S 
ROM(X,l) =AD:X=X+1:NEXT:NEXT:NEXT:A$=" " 

LPRINT"ONE DATA, ONE PRI, ONE SEC CHECK ERROR SYNDROME MAPS": LPRINT 
LPRINT: X = 120,: FOR A=0 TO 5 : LPRINT" SECONDARY CHECK BIT" ; A: LPRINT 
FOR F=0 TO 15:LPRINT USING" # it F; : LPRINT" ";:NEXT F: LPRINT: LPRINT 
FOR B=0 TO 5: FOR C=0 TO 15: FOR E=0 TO 119 

IF ROM(E,l)=ROM(X,l) THEN A$="d" : E0=E0+1 :GOTO 1370 ELSE NEXT E 
FOR D=120 TO 695: IF D=X THEN D=D+1 

IF ROM(D,l)=ROM(X,l) THEN A?="c“ :E2=E2+1 ELSE NEXT D 
HS=HEX$ (ROM(X,l) ) :IF LEN(H$)=2 THEN H$="0"+H$ 

LPRINT H$;A$; :X=X+1:A$=" ":NEXT C:LPRINT USING" ####"; B 
NEXT B: LPRINT: LPRINT:NEXT A 

LPRINT"576 ONE DATA, ONE PRI, ONE SEC CHECK errors are possible." 

LPRINT E0:"TWO DATA errors are not detectable. ": LPRINT E2; 

LPRINT "ONE DATA, ONE PRI, ONE SEC CHECK errors are not correctable." 
LPRINT 100*((576-E0)/576):"PERCENT DETECT - 
LPRINT 100*( (576-E0-E2)/576;"PERCENT CORRECT" 

FOR A=1 TO 4:LPRINT:NEXT;EA=EO:EO=0:EC=E2:E2=0 


X=0:FOR A=0 TO 15:AD=SYND(A) :ROM(X,l)=AD;X 

=X+1:NEXT 

'100 - 

16 

FOR A=0 TO 5:P = 2^A:FOR B=0 TO 5:S=64*2''B 
AD=PtS-.ROM(X,l)=AD;X=X + l:NEXT;NEXT 


'011 - 

36 

FOR A=0 TO 15: FOR B=A+1 TO 15: FOR C=B+1 TO 
AD=SYND(A) XOR SYND(B) XOR SYND(C) 

15 

'300 - 

560 

ROM(X,l )=AD:X =X+1: NEXT: NEXT: NEXT 

FOR A=0 TO 5:PO = 2''A:FOR B=A+1 TO 5:P1=2''B 


'102 - 

240 


FOR C=0 TO 15:AD=SYND(C) :IF (AD AND P0)=0 THEN AD=AD+P0 ELSE AD=AD-P0 
IF (AD AND P1)=0 THEN AD=AD+P1 ELSE AD=AD-P1 
ROM(X ,1 )=AD:X=X+1:NEXT;NEXT:NEXT 

FOR A=0 TO 5: SO=64*2^A:FOR B=A+1 TO 5;S1=64*2'^B '120 - 240 

FOR C=0 TO 15: AD=SYND(C) :IF (AD AND S0)^0 THEN AD=AD+S0 ELSE AD=AD-S0 
IF (AD AND Sl)=0 THEN AD=AD+S1 ELSE AD=AD-S1 
ROM( X , 1 ) =AD: X=X+1 : NEXT: NEXT; NEXT 

LPRINT" THERE DATA BIT ERROR SYNDROME MAPS" : LPRINT: LPRINT 
X=52:A$=" ":FOR A=0 TO 1 3 : LPRINT" DATA bi t" ; A; LPRINT 
FOR D=A+2 TO 15-.LPRINT USING" ##" ;D; : LPRINT" :NEXT: LPRINT: LPRINT 

FOR B=A+1 TO 14: FOR C=B+1 TO 15;FOR E=16 TO 51 . 

IF ROM(E,l)=ROM(X,l) THEN A$="d " : E0=E0+1 :GOTO 1690 ELSE NEXT E 
FOR F=612 TO 1091 

IF ROM(F,l)=ROM(X,l) THEN A$="c " : E1=E1+1 :GOTO 1690 ELSE NEXT F 
FOR G=52 TO 611; IF G=X THEN G=G+1 

IF ROM(G,l)=ROM(X,l) THEN A$="c ":E2=E2+1 ELSE NEXT G 
H$=HEX$(ROM(X,l) ) ;IF LEN(H$)=2 THEN HS="0"+H$ 

LPRINT H$; AS; :X=X+1:A$=" ":NEXT C;LPRINT USING "###", -B 
LPRINT TAB( (B-A)*5+l) ; :NEXT B: LPRINT; LPRINT: NEXT A 
LPRINT"560 THREE DATA BIT errors are possible. ": LPRINT EO; 

LPRINT"ONE PRI, ONE SEC CHECK errors are not de tec table .": LPRINT El; 
LPRINT"ONE DATA, TWO PRI or TWO SEC CHECK errors are not correctable." 
LPRINT E2; "THREE DATA BIT errors are not correctable." 

LPRINT 100* ( (560-E0)/560) ; "PERCENT DETECT - "; 

LPRINT 100* ( (560-E0-El-E2)/560), -"PERCENT CORRECT" 

FOR A=1 TO 4:LPRINT:NEXT A: EA=EA+E0: EB=EB+El : EC+EC+E2 

LPRINT"ONE DATA, TWO PRIMARY CHECK ERROR SYNDROME MAPS" : LPRINT: LPRINT 
A$=" " ;E0=0:El=0:E2=0:FOR A=0 TO 4 : LPRINT" PRIMARY check b i t" ; A: LPRINT 
FOR F=0 TO 15:LPRINT USING "##" ;F; : LPRINT" ";:NEXT F: LPRINT: LPRINT 
FOR B=A+1 TO 5:FOR C=0 TO 15:FOR E=852 TO 1091 
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1830 FOR F=52 TO 611 ' 

1840 IF ROM(F,l)=ROM(X,l) THEN A$="c" : E2=E2+1 :GOTO 1860 ELSE NEXT F 
1850 IF ROM(E,l)=ROM(X,l) THEN A$="c” : El-El+1 ELSE NEXT E 
1860 H$=HEX$ (ROM(X,l ) ) : IF LEN(H$)=2 THEN H$="0"+H$ 

1870 LPRINT H$;A$; :X=X + 1:A$=" ":NEXT C:LPRINT USING "####" ;B 
1880 NEXT B:LPRINT:LPRINT:NEXT A 

1890 LPRINT"240 ONE DATA, TWO PRIMARY CHECK errors are possible." 

1900 LPRINT El;"ONE DATA, TWO SECONDARY CHECK errors are not correctable." 
1910 LPRINT E2;"THREE DATA BIT errors ate not correctable." 

1920 LPRINT"100 PERCENT DETECT - 100* (( 240-E1-E2 )/240 ); "PERCENT CORRECT" 

1930 FOR A=1 TO 4 : LPRINT:NEXT A: EB=EB+E1+E2: El=0 : E2=0 

1940 LPRINT"ONE DATA, TWO SECONDARY CHECK ERROR SYNDROME MAPS":LPRINT 

1950 LPRINTiFOR A=0 TO 4 : LPRINT" SECONDARY check bi t" ; A: LPRINT 

1960 FOR F=0 TO 15s LPRINT USING "##" ;F; : LPRINT" ";:NEXT Fs LPRINT: LPRINT 

1970 FOR B=A+1 TO 5 : FOR C=G TO 15 s FOR E=612 TO 851 

1980 FOR F=52 TO 611 

1990 IF ROM(F,l)=ROM(X,l) THEN A$="c" s E2=E2+1 sGOTO 2010 ELSE NEXT F 
2000 IF ROM(E,l)=ROM(X',l) THEN A$ = "c" : El =El + l ELSE NEXT E 
2010 HS=HEX$(ROM(X,l)):IF LEN(H?)=2 THEN H$="0"+H$ 

2020 LPRINT H$ ; A$ ; : X =X + 1 s A$=" "sNEXT CsLPRINT USING "jt###"?B 
2030 NEXT Bs LPRINT: LPRINTsNEXT A' 

2040 LPRINT"240 ONE DATA, TWO SECONDARY CHECK errors are possible." 

2050 LPRINT El;"ONE DATA, TWO PRIMARY CHECK errors are not correctable." 

2060 LPRINT E2; "THREE DATA BIT errors are not correctable." 

2070 LPRINT" 100 PERCENT DETECT - 100* {( 240-E1-E2 )/240 ); "PERCENT CORRECT" 

2080 FOR A=1 TO 4 : LPRINTsNEXT A: EB=EB+E1+E2 : A$ =" ":C0=1:C1=64 

2090 IF W=1 THEN P? =" SECONDARY" : S$=" PRIMARY" :C0=64 :C1=1 

2100 X=0:FOR A=0 TO 15 : AD=SYND( A) sFOR B=0 TO 5:P=C0*2^B '101/110 - 96 

2105 IF (AD AND P)=0 THEN AE=AD+P ELSE AE=AD-P 
2110 ROM(X,l)=AE:X=X+l:NEXT BsNEXT A 

2120 FOR A=0 TO 5 : S=C1*2''A: FOR B=0 TO 15:FOR C=B+1 TO 15 '210/201 - 720 

2130 AD=SYND(B) XOR SYND(C):IF (AD AND S)=0 THEN AE=AD+S ELSE AE=AD-S 
2140 ROM(X,l)=AE:X=X+l:NEXT CsNEXT BsNEXT A 

2150 FOR A=0 TO 5 : AD=C1* 2^'A: FOR B=0 TO 4 : AE=AD+C0*2*B '012/021 - 90 

2160 FOR C=B+1 TO 5 : ROM( X , 1 ) =AE+C0*2'^C : X =X + 1 sNEXTsNEXT: NEXT 
2170 A$='' ":LPRINT"TWO DATA, ONE LPRINT S$ ; 

2180 LPRINT" CHECK ERROR SYNDROME HAPS" : LPRINT: LPRINT 
2190 X=96:E0=0:El=0:E2=0:FOR A=0 TO SsLPRINT S$; 

2200 LPRINT" check b i t" ; A: LPRINT 

2210 FOR F=1 TO 15:LPRINT USING"##" ;F; : LPRINT" ";:NEXT F: LPRINT: LPRINT 
2220 FOR B=0 TO 14:FOR C=B+1 TO 15;FOR D=0 TO 95 

2230 IF ROM(D,l)=ROM(X,l) THEN A$="d " : E0=E0+1 sGOTO 2280 ELSE NEXT D 
2240 FOR G=96 TO 815: IF G=X THEN G=G+1 

2250 IF ROM(G,l)=ROM(X,l) THEN AS="c " : E2=E2+1 :GOTO 2280 ELSE NEXT G 
2260 FOR E=816 TO 905 ' 

2270 IF ROM(E,l)=ROM(X,l) THEN A$="c ":E1+E1+1 ELSE NEXT E 
2280 H$=HEX$(ROM(X,l) ) ;IF LEN(H$)=2 THEN H$="0"+H$. 

2290 LPRINT H$ ; A$ ; : X=X+1 : A$=" ":NEXT CsLPRINT USING" ####"; B 
2300 LPRINT TAB ( ( B+1 ) * 5 + 1 ) ; :NEXT B: LPRINT : LPRINT : NEXT A 
2310 LPRINT"720 TOO DATA, ONE ";:LPRINT MID$ ( S$ , 1 , 3 ) ; 

2320 LPRINT" CHECK errors are possible." 

2330 LPRINT E0;"ONE DATA, ONE ";:LPRINT MID$ ( P$ , 1 , 3 ) ; 

2340 LPRINT" CHECK errors are not detec table .": LPRINT El;"TWO 
2350 LPRINT MID$ ( P$ , 1 , 3 );: LPRINT" , ONE ";:LPRINT MID$ ( S$ , 1 , 3 ) ; 

2360 LPRINT" CHECK errors are not correctable." 

2370 LPRINT E2;"TWO DATA, ONE ";:LPRINT MID$ ( S$ , 1 , 3 ) ; 

2380 LPRINT" CHECK errors are not correctable." 

2390 LPRINT 100* (( 720-EO )/720 ); "PERCENT DETECT - " ; 

2400 LPRINT 100 *(( 720-E0-E1-E2 )/720 );" PERCENT CORRECT" 

2410 FOR A=1 TO 4 : LPRINT: NEXT: EA=EA+E0: EB=EB+E1 : EC=EC+E2 

2420 LPRINT"TWO ";: LPRINT MID$ ( P$ , 1 , 3 );: LPRINT" , ONE ";:LPRINT MID$ ( S$ , 1 , 3 ) ; 
2430 LPRINT" CHECK ERROR SYNDROME MAPS" s LPRINT: LPRINT 
2440 X=816:E0=0:El=0:E2=0:FOR A=0 TO 5:LPRINT S$; 

2450 LPRINT" check bi t" ; As LPRINT 

2460 FOR F=1 TO SsLPRINT USING "##" ;F; s LPRINT" ";:NEXT F: LPRINT: LPRINT 
2470 FOR B=0 TO 4: FOR C=B+1 TO 5 

2480 FOR D=96 TO 815sIF ROM( D , 1 ) =ROM( X , 1 ) THEN A$="c ":E1=E1+1 ELSE NEXT D 
2490 H$=HEXS (ROM(X,l ) ) sIF LEN(H$)=2 THEN H$="0"+H$ 

2500 LPRINT H$ ; A$ ; : X=X+1 s A$=" ":NEXT CsLPRINT USING"##", -B 

2510 LPRINT TAB( (B+l)*5+l) ; sNEXT B: LPRINT: LPRINT: NEXT A:LPRINT"90 TWO 

2520 LPRINT MID$ ( P$ , 1 , 3 ); s LPRINT" , ONE ";:LPRINT MI D$ ( S$ , 1 , 3 ) ; 

2530 LPRINT" CHECK errors are possible. ": LPRINT El;"TWO DATA, ONE 
2540 LPRINT MID$ ( S$ , 1 , 3 );: LPRINT" CHECK errors are not correctable." 

2550 LPRINT"100 PERCENT DETECT - "; 100* (( 90-El ) /90 );" PERCENT CORRECT" 

2560 FOR A=1 TO 4 : LPRINTsNEXT A: EA=EA+E0; EB=EB+E1 : EC=EC+E2 
2570 IF W=0 THEN W=l:GOTO 2090 
2580 FOR A=1 TO 4 : LPRINTsNEXT 

2590 LPRINT"3290 THREE BIT ERRORS (all types) are possible." 

2600 LPRINT EA;"of these errors cannot be detected." 

2610 LPRINT EB+EC;"of these errors cannot be located." 

2620 LPRINT 100* (( 3290-EA)/3290 ), -"PERCENT DETECT - 
2630 LPRINT 100* (( 3290-EA-EB-EC )/3290 );" PERCENT CORRECT" 
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single-bit error syndromes. The error status at this point 
is that of a “one pass” error, and correction proceeds 
accordingly. 

When a zero-pass error or a noncorrectable error 
occurs, the six lsbs from the prom provide additional 
information. For example, a hexadecimal coded output 
from the prom (Fig 5(b)] defines a 2-bit error in which 
one bit in error is a data bit and the other a primary 
check bit. The primary ECC device detects a 2-bit error 
while the secondary device detects only the data bit in 


Some types of error do not require 
syndrome injection and are referred to 
as ‘'zero-pass*' correctable errors. 

error. Bit 5 of the PROM output directs the secondary 
device to output corrected data to the system. In most 
cases, bit 5 is a 1, and corrected data are output from 
the primary ECC device. Bits 0 through 4 of the prom 
output define the error type and the number of bits in 
error (Fig 6) when the MSB (bit 7) is a 1 . When the MSB is 
a 0, syndromes are required for correction, and bits 0 
through 5 represent those syndromes. 


The first of the two programs provided here is called 
“DC16AROM.BAS,” and is a listing in hexadecimal 
representing the contents of the syndrome decoding 
PROM. The file may be presented to an output port for 
loading a pROM programmer if minor program changes 
are made. The second program, called “dci6AMAP.bas,” 
generates all the required syndrome maps, which 
include flags for all correctable 3-bit errors. These 
programs were written in Microsoft Basic and are 
compilable. 
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SYSTEM PE8IBII/MM» Mlilg 

EFFORTLESS ERROR 
MANAGEMENT 

Basic application of error management techniques is 
based on error history, including the double complement 


error correction cycle 


by Bob Nelson 


W hen implemented only in hardware, error 
management is generally limited to simple error 
logging. In most systems, error logging hardware 
is designed to capture the location of one error and use 
this information for maintenance purposes. In more 
sophisticated systems, however, software extends the 
error management function: after hardware obtains . 
error information, data are accumulated on disk to 
expand storage capacity for information relating to 
error locations. Beyond the error information storage 
function of error management, which is useful for 
maintenance, some systems implement a correction pro- 
cedure based on error history. If two errors occur in a 
memory word where an error has previously occurred, it 
is likely that both errors can be corrected. The basic 
error management system described in this article will 
provide a high correction rate for all 2-bit errors, except 
when two soft errors simultaneously occur in a memory 
word with no error history. 

Error management system 

The error management system comprises the central 
processing unit (CPU), the system memory, an error 
checking and correction (ECC) device, and an error 
management unit (emu). The CPU is a 16-bit machine 


Bob Nelson is responsible for digital systems 
applications and new product definition at National 
Semiconductor Corp, 2900 Semiconductor Dr. Santa 
Clara, CA 95051. His engineering career began at the 
Burroughs Corp, where he worked on semiconductor 
memory systems and system interface design for large 
mainframe computers. Mr Nelson completed his basic 
engineering studies at Citrus College, Azusa, Calif, 
following undergraduate work at Pasadena City 
College. 


and requires commensurate memory. Actual memory, 
including the six check bits that the ECC device requires, 
is 22 bits wide. The ECC device is based on the DP8400 
monolithic ECC unit manufactured by National Semi- 
conductor. The EMU is a hypothetical device that can be 
implemented in hardware, partially or entirely, depending 
on system requirements. 

The DP8400 provides several functions and features 
that allow easy implementation of a minimum hardware 
error management system. Error indicating syndrome 
words must be available to the EMU directly and syn- 
drome injection capability must exist. (See “Simplifica- 
tion of 2-Bit Error Correction,” Jan 1982, pp 127-136, 
for a discussion of the DP8400’s syndrome input/output 
ports.) The DP8400 also provides the hardware required 
to perform a double complement correct cycle. Error 
flags must be provided to discriminate between 2-bit 
and detectable 3-bit errors; the DP8400 provides three 
such flags to include this function. 

Vertical columns in the matrix shown in Fig 1 repre- 
sent the single data bit error indicating syndrome 
words. A double data bit error syndrome word results 
from exclusive ORing (XOR) the two single-bit error 
indicating syndrome words that correspond to the 
bit locations in error. A detectable triple data bit syn- 
drome word is any one of the ten syndrome words, not 
included as part of the matrix, which contains either 
three or five Is. Syndrome words that represent check 
bit errors contain Is in the syndrome word bit positions 
corresponding to the check bits in error, and Os in the 
remaining bit positions. An error condition involving 
the data and check bit fields provides a syndrome word 
that represents the data bit(s) in error, xoRed with a 
syndrome word representing the check bit(s) in error. 

Error management unit 

The EMU is memory intensive and uses memory in the 
form of an associative stack. Three fields constitute 
each of the 16 words in the stack: the 8-bit address field, 
which is the associative portion of the word; the 2-bit 
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Fig 1 DPS400 syndrome word generator. Presenting errors to 
unique matrix produces syndrome words. 

tag field; and the 6-bit syndrome field (Fig 2). The pointer 
addresses the stack. The emu also contains a syndrome 
comparator, a temporary syndrome register, and a tag 
bit attribute register and comparator. The EMU 
monitors most ECC flags and provides flags of its own 
both to the ECC device and to the CPU; monitoring the 
memory address and comparing that address to the 


the single-bit error in the usual way. Stored syndromes 
contain an odd number of Is. In Fig 4, data bit 5 fails at 
memory address 52 hex, check bit 3 fails at address 45 
HEX, and data bit 9 fails at address C7 hex. Since the 
errors have not occurred previously at these addresses, 
they are given a tag bit value of 00. Logging errors 
should not impact the speed or function of the ECC 
system in performing single-bit error correction. 

Double-bit error; first occurrence 

When a double-bit error occurs at an address with no 
error history, the emu exercises the only available 
option, a double complement correct cycle. As the ECC 
device enters the complement write mode, the syndrome 
word that represents the double-bit error condition is 
stored in the temporary syndrome register. .Then the 
ECC system performs a double complement correct cycle 
to generate a second set of error flags. If two soft errors 
caused the initial indication of a 2-bit error, the second 
set of error flags will also indicate two errors and repre- 
sent a noncorrectable condition. Any double-bit error 
situation other than that of two soft errors will produce 
error flags that indicate a correctable condition at the 
conclusion of the double complement correct cycle. 


tag 

address syndromes 

Word 0 76543210 10 543210 

Word 15 76543210 10 543 2 10 

Fig 2 Associative stack organization. Of 16-bit address, 
•eight address bits are most significant bits. Tag bits indicate 
type of error, and syndrome bits contain syndrome word. 

stack’s address field is a major function of the EMU. 
When the “stack full’’ flag is off, however, the number 
of words in the match area is limited by the location of 
the stack pointer. If a match occurs, ie, if the current 
memory address is an address at which an error occurred 
previously, the information obtained frorn the previous 
error can be used to correct more than one error bit. 
Each EMU function will be defined in a subsequent sec- 
tion of this article. 

Single-bit error: first occurrence 

Absence of a match, accompanied by single-bit error 
indicating flags, defines the first occurrence of such an 

error in the current 

address. The error may 
be m the data bit or check 

00 soft single-bit error field of memory. Er- 

01 firm single-bit error ror address, tag bits (Fig 

1 0 hard single-bit error 3 )^ and single-bit error 

11 hard double-bit error indicating syndrome 

, ~ — . u « , word are stored in the 

Fig 3 Tag bit field of stack „ . . ^ - 

indicates error type for more . 
efHcient processing by error ^signed a value of 00, 
management system. Tag bit indicating a soft single-bit 
field could be extended in error. The stack pointer is 
other systems to provide more then incremented and the 
error information. ECC device corrects 


Fig 3 Tag bit field of stack 
indicates error type for more 
efficient processing by error 
management system. Tag bit 
field could be extended in 
other systems to provide more 
error information. 


One hard and one soft 

Error flags produced after the second complement of 
the double complement correct cycle indicate a single 
error if the initial error condition was one hard and one 
soft. At that point, the hard error will have been “cor- 
rected’’ and the remaining soft error indicated. The ECC 
device will generate a new single-bit error indicating syn- 
drome word, which the emu will XOR with the previ- 
ously stored double-bit error indicating syndrome word. 
The result, which is the single-bit hard error indicating 
syndrome word, is stored in the stack. 

To identify the bit as a single hard error, the tag bit 
field is set to a value of 10. After the error information 
is stored, the stack pointer is incremented. The ECC 
device corrects the single error in the usual manner. The 
remaining soft error may be either a check bit error or a 
data bit error. Fig 5 illustrates a soft error in data bit 
location 2 and a hard error in data bit location 1 1 . A 
double complement cycle corrects the error in location 
11. Representing the soft error, a new syndrome word is 
then xoRed with the original syndrome word to produce 




error address 

tag 

bits 

syndromes | 


Word 

0 

10100010 

0 0 

1 1 0 0 0 1 

data bit 5 

Word 

1 

01000101 

0 0 

001 000 

check bit 3 

Word 

2 

11000111 

0 0 

0 0 10 11 

data bit 9 

Word 

3 

xxxxxxxx 

X X 

X X X X XX 


Word 1 5 

X X X X X X X X 

X X 

X X X X X X 



Fig 4 Logging errors on emu stack. Single-bit errors 
occurring at addresses with no previous error history receive 
tag bit vaiue of 00. 
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1 St error 00 1 00000000 10000 
D->5 1101111111101111 
Zndread 1101111111111111 
D->D 0010000000000000 
/N 

111010 2 and 11 
000101 complement 
000101 1 1 corrected 
111010 complement 

1 


101001 new syndromes 



A 

010011 2 + 11 xor2 = 11 




(a) 


1 error address 

tag 

bits 

1 syndromes | 

Word 3 0 0 1 1 0 1 1 0 
Word 4 0 110 110 1 

1 0 
1 0 

10 10 0 1 data bit 2 
0 1 0 0 0 0 check bit 4 


(b) 



Fig 5 After correcting hard error in bit position 11 (a), 
system stores hard error syndrome on associative stack (b) 
and sets tag bit field to indicate single-bit hard error. 






tag 

1 




error address 


bits 

syndromes 


Word 

0 

1010001 

0 

0 0 

1 10001 

data bit 5 

Word 

1 

0100010 

1 

0 0 

001000 

check bit 3 

Word 

2 

1 1 0 0 0 1 1 

1 

0 0 

0 0 10 1 1 

data bit 9 

Word 

3 

0011011 

0 

1 0 

101001 

data bit 2 

Word 

4 

0 110 110 

1 

1 0 

0 1 0 0 0 0 

check bit 4 

Word 

5 

1 0 0 0 0 1 0 

0 

1 1 

10 10 0 0 

2 hard 

Word 

6 

X X X X X X X 

X 

X X 

X X X X X X 


Word 

15 

X X X X X X X 

X 

X X 

X X X X X X 



Fig 6 Contents of emu’s stack containing initial occurrence 
of each error type. 


the syndrome word that represents the hard error. These 
hard error syndromes are stored as shown in Fig 6, 
which also shows the storage of a hard check bit error at 
address 6D hex. 

Two hard 

An ECC “no-error” flag, following a double comple- 
ment correct cycle, indicates an initial error condition of 
two hard errors. Data following the second complement 
are correct; since no error exists, a syndrome word of all 
zeros is generated. The emu will store the error address, 
the tag bits, and the contents of the temporary register. 
Tag bits will be given a value of 1 1 , indicating a double- 
bit hard error. The stored syndrome word is then xoRed 
with the contents of the temporary syndrome register 
and the new syndrome word from the ECC device (as 
with a one soft/one hard error condition), and the stack 
pointer is incremented. In this example, the information 
obtained from a double-bit hard error at address 84 
HEX, including a syndrome word of 101000, is stored. A 
2-bit error indicating syndrome word provides no infor- 
mation regarding the location of the errors. Errors in 
data bit locations 13 and IS, for example, produce the 
stored syndrome word as would errors in check bit loca- 
tions 3 and 5. Fig 6 illustrates the contents of the 
associative stack portion of the emu following the first 
occurrence of each type of error discussed. Word 5 in 
the stack represents the double-bit hard error. 


Logging the errors 

As errors occur at new addresses, error data are stored 
in the stack and the stack pointer is incremented. When 
information is entered in stack word 15 a “stack full” 
flag is set. The stack full flag directs the pointer to the 
lowest word address location in the stack containing the 
value 00 in the tag bit field. After storing data, the stack 
pointer goes to the next highest word address location 
that contains a 00 in the tag bit field. The stack contains 
the most recent error addresses at which single-bit soft 
errors occurred and all addresses at which firm or hard 
errors occurred. When no tag bit field contains 00, the 
“overflow” flag is provided and no additional stack 
storage occurs. However, logged error information is 
available to the system. One of the DP8400 modes, for 
example, allows data to be provided to the syndrome 
input/output ports and output through the data input/ 
output ports, a capability that allows the error informa- 
tion to be dumped to the system disk for an additional 
level of storage. In another mode, the DP8400 can inter- 
nally transfer data from the data input to the syndrome 
output, allowing the stack to be loaded from the system 
disk via the data bus. 

Error locations are stored in real time by the logging 
procedure. Error resolution is defined by the correspon- 
dence of the memory address bits to the EMU address 
inputs. The emu described here has eight address inputs 
that allow chip level error resolution in a IM-byte memory 
system when 64k-bit dynamic random access memories 
are used. Since the EMU does not monitor the least signi- 
ficant eight memory address lines, error information — 
specifically the address and syndromes as stored in the 
EMU— represents a memory chip location. If a “read 
error” match occurs, only the tag bits and/or the stored 
syndrome word may be updated. Therefore, each xmique 
error address can exist in a single stack location. Each 
stored word location defines one defective bit (chip) loca- 
tion if the syndrome word indicates a single-bit error. In 
some cases, the error information will represent two hard 
errors, which normally cannot be located. 


Relocating the errors 

In response to new error information, it may be 
desirable to change the error locations as defined by the 
syndrome words stored in the emu. If a single-bit error 
is accompanied by an address match and tag bits repre- 
senting a stored single-bit soft error, but if the syndrome 
comparison indicates that a different bit is in error, the 

syndrome field of the 
matching stack word 
should be changed to 
the new syndrome 
word. The ECC will 
correct the single-bit 
error in the normal 
manner, and the most 
recent soft error 
information for that 
memory address will 
be maintained. Previ- 
ous soft error infor- 
mation can be off- 
loaded to a secondary 
storage device prior to 
the update. 


Stored Error 

Tags 

Detected Error 

1 bit, firm 

01 

1 soft, 1 

hard 

1 bit, hard 

10 

1 soft, 1 

hard 

1 bit, soft 

00 

1 soft, 1 

hard 

1 bit, soft 

00 

2 soft 


1 bit, firm 

01 

2 hard 


1 bit, hard 

10 

2 hard 



Fig 7 Errors for syndrome 
injection in order of 
probability. Syndrome 
injection in the dps400 allows 
faster correction than double 
complement method. 
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Maintenance help 

Maintenance tools are a by-product of the emu system. 
During the ECC procedure, error locations are identified 
and error types determined, emu generated flags, which 
are provided when the stack contents reach a deflned 
level, allow the error information to be offloaded to the 
system disk and the EMU to be cleared and reloaded with 
selected error information from disk. After the error 
information is loaded on disk, the system can be 
powered-down for maintenance. Following system 
power-up, suspect information about error location 
may be written to the emu. This extended logging 
capability is part of the total error management system. 

Redefinition 

When a single-bit error occurs in a location at which a 
single-bit error has occurred previously, and the stored 
syndrome word is the same as the single-bit error indi- 
cating syndrome word generated by the ECC device, it 
may be necessary to redefine the error type. If the match 
provides tag information indicating a soft error (tag 
field = 00), the tag field will be changed to 01 to indi- 
cate a single-bit firm error. Such a redefinition is valid. 
For instance, a firm error may be an unproved hard 
error or an error-prone memory device sensitive to 
alpha particles, system noise, or both. Such an error can 
be treated as either a soft error or a hard error, or be 
given a definition based on the present error. For the 
purpose of this discussion, a firm error will be treated as 
a hard error. 

With... double complement correct 
cycles, 100% of 2 -bit errors can be 
corrected when... one of the errors is 
hard, regardless of... error history. 

Although a soft error can occur in any given location 
within a chip, a second soft error is most likely to occur 
within the same chip. Error-prone chips are identified 
and tagged as firm error locations. In the emu, both the 
syndromes and the address field are compared, pro- 
viding higher error resolution within a word. In this 
EMU, the tag bit field is updated and the syndrome field 
is rewritten (if the second error is not in the same chip, 
the most recent single-bit error location in that word will 
be stored). The ECC device corrects the single-bit error 
in the normal manner. 

Double-bit error: subsequent occurrence 

When a double-bit error occurs and the emu obtmns a 
match, the contents of the tag bit field dictate the pos- 
sible courses of action (Fig 7). If the tag bits are 11, for 
example, a double complement correct cycle is the only 
option. If the tag bits indicate a single-bit hard error 
location, a double complement correct cycle could be 
implemented. On the other hand, it is reasonable to 


assume that the stored syndrome word represents one of 
the two present error locations; in that case the error can 
be corrected without additional memory cycles. 

One hard-ons soft, one hard 

If a match is obtained, tag bits are 10, and a 2-bit error 
has been detected, it is most likely that one error is soft 
and the other hard. Syndrome injection will obtain the 
fastest correction. The syndrome word in the stack, 
which usually represents the hard error location, is 
presented to the DP8400. There it is xoRed with the inter- 
nally generated syndrome word to provide the resulting 
soft error syndrome word, which is then presented to 
the syndrome decoder. After the ECC device corrects the 
soft error, it generates new check bits and zero syn- 
dromes. xoRing the new syndromes with the still- 
injected hard error syndrome word, the unit decodes the 
hard error location and corrects the second error. This 
procedure allows correction of 2-bit errors without 
additional memory cycles, once the location of the hard 
error has been determined. Although a firm error is 
treated as a hard error, it must be given special consid- 
eration during system maintenance. 

One soft-one soft, one hard 

If a 2-bit error is detected and a match obtained with a 
tag of 01, the highest probability is that one error is soft 
and one is hard. The syndrome word from the stack is 
injected into the DP8400, where it is xoRed with the inter- 
n^y generated syndrome word, providing the result to 
the syndrome decoder. Correcting the soft error, the 
ECC device generates new check bits and syndromes, 
xoRs the new syndromes with the still-injected hard 
error syndrome word provided by the EMU, decodes the 
known error location, and corrects it. When the loca- 
tion of one error has been determined, this procedure 
allows high speed correction of 2-bit errors without 
additional memory cycles. 

One soft-two soft 

If a match is obtained, tag bits are 01, and a 2-bit error 
is detected, both errors are probably soft and can be 
corrected by syndrome injection. The syndrome word in 
the stack (which often represents one of the soft error 
locations) is presented to the DP8400, where it is xORed 
with the syndrome word, generated internally to provide 
the unknown soft error syndrome word to the syndrome 
decoder. Correcting the soft error, the ECC device 
generates new check bits and zero syndromes. xoRing 
the new syndromes with the still-injected “known” soft 
error indicating syndrome word, it decodes the error 
location and corrects the second error. Thus, two soft 
errors can be corrected if the location of one is known. 

One firm or hard-two hard 

If two hard errors occur at an address where a single-bit 
hard error has been recorded previously, syndrome 
injection will usually accomplish the correction. The 
syndrome word in the stack, which most likely repre- 
sents one of the hard error locations, is presented to the 
DP8400 where it is xoRed with the internally generated 
syndrome word, providing the result to the syndrome 
decoder. The ECC device corrects the first error and 
generates new check bits and zero syndromes. xoRing 
the new syndromes with the still-injected “known” 
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error indicating syndrome word, the unit corrects the 
second error. This procedure allows high speed correc- 
tion of two hard errors when the location of one is 
known. 


Double complement 

The double complement error correction cycle is effec- 
tive for locating hard errors in an error management 
system. This technique is effective when speed of error 
correction is of less concern than system integrity. Use 

of the double com- 
plement correct 
cycle following the 
detection of every 
error enhances 
error determina- 
tion and correc- 
tion. Immediate 
determination of 
single-bit hard 
errors improves the 
possibility that 
double-bit errors 


Stored Error 

Tags 

Detected Error 

1 bit, soft 

00 

2 hard 

1 bit, firm 

01 

2 soft 

1 bit, hard 

10 

2 soft 


Fig 8 Errors for double 
complement correction. When 
speed is of less priority, 
double complement method 
allows more precise error 
detection, logging, and 
correction. 


in the same defined address can be corrected. The next 
level of error detection and correction efficiency, using 
the double complement correct cycle for each detected 
error, includes those error types noted in Fig 8. 


One soft-two hard 

A no-error indication from the ECC device following the 
double complement correct cycle will complete the defi- 
nition of the error type— defined as a 2-bit error by the 
syndrome word stored in the temporary syndrome regis- 
ter — as a 2-bit hard error. If a match occurs but the tag 
bit field indicates a single-bit soft error, the tag bit field 
jcan be changed to 11, indicating two hard errors, and 
the syndrome field replaced with the contents of the 
temporary syndrome register. Error information can be 
offloaded to a secondary storage device before this 
update. 

One firm or hard-two soft 

If the ECC device generates error flags indicating a 
double-bit error at the conclusion of the double comple- 
ment correct cycle, the 2-bit error that instigated the 
cycle remains and contains two soft errors. Since the only 
recorded error at the current memory location is hard, 
the errors are not recoverable and system operation ter- 
minates. In some systems, a firm error may be defined 
as a soft error, and data may be recovered. When off- 
loading of soft errors Js practiced, the disk or other 
storage mechanism can be interrogated for prior mem- 
ory errors at the current address. These soft errors can 
be corrected if proper information is available. 


Two hard-double error 

When a match occurs and the tag bits indicate that an 
earlier 2-bit error has been recorded for the present 
memory address, ECC device’s error flags identify the 
error type after the double complement correct cycle. If 
the present error is soft, system operation must be ter- 
minated— assuming that no additional relevant infor- 
mation regarding errors at this address is available from 
other sources. If the second set of error flags indicates 
that the present error is a 2-bit hard error, the errors can 
be corrected. Comparing the syndrome words in the 
temporary syndrome register and the stack will provide 
addition^ information. If the syndrome words do not 
match, three or four hard errors exist and system opera- 
tion must be terminated. 

Locating two hard errors 

When the presence of two hard errors has been deter- 
mined, a subsequent access at the same address will 
most likely indicate a single-bit error. If the single-bit 
error is in one of the two locations that had defined the 
previous 2-bit hard error, adequate information is 
available to locate the other error. The temporary syn- 
drome register will store the single-bit error indicating 
syndrome word. Data are corrected by the double com- 
plement correct cycle, and the syndrome word in the 
stack can be replaced by the contents of the temporary 
syndrome register. The double-bit hard error indicating 
syndrome word can be offloaded and the word replaced. 
The new word will then be offloaded and xoRed with 
the first syndrome word, keeping the result in the sec- 
ondary storage element. Secondary storage is available 
for interrogation if additional errors occur in the same 
address. In more sophisticated error management sys- 
tems, additional tag bits are made available in the EMU 
stack. One of these tag bits can be used to indicate that 
additional error information exists in secondary storage 
for that error address. 

Summary 

The simplified error management system presented here 
allows correction of double-bit errors if one of the 
errors has previously occurred. With the use of double 
complement correct cycles, 100% of 2-bit error correc- 
tion is provided when at least one of the errors is hard, 
regardless of previous error history. Enhanced error 
logging is provided with error type determination capa- 
bility. Maintenance aids are provided through the 
DP8400’s bidirectional data transfer capability between 
the syndrome input/output and data input/output ports. 
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PRELIMINARY 


DP84300 Programmable Refresh Timer 


General Description 


The DP84300 programmable refresh timer is a logic device 
which produces the desired refresh ciock required by all 
dynamic memory systems. 

Additional circuitry has been inciuded in the device to 
minimize iogic required by memory systems to perform 
refresh control. 


Features 

■ One chip solution to produce RFCK timing for the 
DP8408 and DP8409 dynamic RAM controliers 

■ Programmable refresh clock timer allows for a maxi- 
mum refresh period with most system clocks 

■ Timing is compieteiy synchronous with the input 
clock, preventing race conditions present in some 
memory controliers 

■ Inciudes a refresh request output, simpiifying the 
design of refresh logic in discrete controliers 


Connection Diagram 

Dual-in-Llne Package 
CLOCK — rr~ 24 i 


Block Diagram 
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Order Number DP84300N-3 
See NS Package N24C 


FIGURE 1 
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Recommended Operating 
Conditions (Commercial) 



Min Typ 

Max 

Units 

Vcc> Supply Voltage 

4.75 5.00 

5.25 

V 

loH, High Level Output Current 


-3.2 

mA 

loL. Low Level Output Current 


16 

mA 

Ta, Operating Free Air 
Temperature 

0 

75 

°C 


Electrical Characteristics over recommended operating temperature range 


Symboi 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V,H 

High Level Input Voltage 


2 



V 

V|L 

Low Level Input Voltage 




0.8 

V 


Input Clamp Voltage 

Vcc=Min, l|= -18 mA 



-1.5 

V 

VOH 

High Level Output Voltage 

Vcc = Min, V|H = 2V, V,l = 0.8V, Iqh = Max 




V 

VoL 

Low Level Output Voltage 

Vcc = Min, V|H = 2V, V|L = 0.8V, Iql= Max 



0.5 

V 

Iqzh 

Off-State Output Current 
High Level Voltage Applied 

Vcc = Max, V|H = 2V, Vq = 2.4V, V,l = 0.8V 

■ 

■ 

100 

fiA 

•oZL 

Off-State Output Current 
Low Level Voltage Applied 

Vcc = Max, V|H = 2V, Vo = 0.4V, V|l= 0.8V 

■ 


-100 


ll 

Input Current at 
Maximum Input Voltage 

Vcc= Max, V, = 5.5V . 


■ 

1.0 

mA 

IlH 

High Level Input Current 

Vcc = Max, V| = 2.4V 



25 

mA 

l|L 

Low Level Input Current 

Vcc = Max, V, = 0.4V 



-250 

^.A 

•os 

Short Circuit Output Current 

Vcc = Max 

-30 


-130 

mA 

Ice 

Supply Current 

Vcc = Max 


150 

180 

mA 


DP84300-3 Switching Characteristics over recommended ranges of temperature and Vcc 


Symbol 

Parameter 

Conditions 

Rl=667H 

Commercial 
Ta = 0‘’C to -PTS^C 
Vcc = 5.0V ±5% 


Min 

Typ 

Max 

tpD 

Clock to Output 

Cl= 45 pF 


15 

25 

ns 

•pzx 

Pin 13 to Output Enable 


15 

25 

ns 

tpxz 

Pin 13 to Output Disable 

C|_=5 pF 


15 

25 

ns 

tpzx 

Input to Output Enable 

Cl = 45 pF 


25 

35 

ns 

tpxz , 

Input to Output Disable 

Ct = 5pF 


25 

35 

ns 

tw 

Width of Clock 

High 


25 



ns 

Low 


25 



ns 

tsu 

Set-Up Time 


35 



ns 

tH 

Hold Time 


0 

-15 


ns 
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Mnemonic Description 

INPUT SIGNALS 

CLOCK Provides a time base for the programmabie 
divider. 

A-H Program inputs A through H. These inputs 

select the number of clock cycles that will 
produce one refresh period. These inputs 
are binary encoded, with input A the LSB, 
and H the MSB. Additionally, all zeros pro- 
duce the maximum count of 256, and an 
input of one will reset the counter to one. 

REFRESH This in put is us ed to reset the refresh request 
output (RFRQ). 

OE Output enable. Places the outputs in 

TRI-STATE®. 

CE Counter enable. This input, when low, 

enables the timer clock and, when high, 
stalls the timer. 

OUTPUT SIGNALS 

QA-QH Refresh timer outputs QA through OH. Timer 
starts at programmed input and counts 
down to one. 

RFRQ Refresh request. This output goes low on the 
rising edge of the refresh cloc k (RFCK). T he 
first input clock edge after the REFRESH in- 
put is set low clears this output. 

RFCK Refresh clock. The period of the clock is 
determined by setting conditions on input 
pins A through H. This output is low for 20, 
clocks, and high for the remainder of the 
period. 


Functional Description 

The DP84300 block diagram is shown in Figure 1. This cir- 
cuit is basically an 8-bit programmable counter. The user 
selects the number of input clock cycles required per 
refresh period and sets the binary equivalent on inputs A 
through H. A signal of that period is produced at the 
refresh clock (RFCK) output. This output stays low for 20 
clock cycles, and goes high for the balance of the period. 



Period of RFCK = 2x program input 


FIGURE 2a. Expansion of Clock Divisor by 2x 


When used with the DP8409 dynamic RAM controller, this 
duty cycle allows the DP8409 the maximum probability to 
perform a hidden refresh, while still allowing ample time 
for the DP8409 to perform a forced refresh when needed. 

An additional output is provided to ease the design of 
systems that d on’t use the DP8409. This output is called 
refresh request (RFRQ). Refresh request becomes true at 
the rising edge of refresh clock, and becomes false on the 
first rising edge of the input clock after a refresh. 

In systems where _ajdivisor of more than 256 is needed, an 
expansion input (CE) has been provided. When this input 
is high, all counter-relate d timing is suspended. This ex- 
cludes actions due to the REFRESH input. The circuits in 
Figures 2a and 2b show how to expand the range of the 
timer by 2x or by up to 4096 clock cycles. Figures 3a and 3b 
show two typical applications using the DP84300. 

By using the clock enable input, it is also possible to 
change the duty cycle of the refresh clock. The circuits in 
Figures 4a and 4b show how this may be done. 

To reset the counter to a known state, select an input 
divisor of one. On the next clock edge the counter will 
reset to one. On the next clock edge whatever input 
divisor that is present on input A-H will be loaded into 
the counters. 


TABLE I. DIVIDER CONSTANTS FOR GENERATION OF A 
15.5 /tS CLOCK 


CPU Ciock 
Frequency 

Divisor 

input 

Actuai Period 
of Output 

% Chance of 
Hidden Refresh 

2 MHz 

31 

15.5 nS 

35% 

3 MHz 

46 

15.3 liS 

56% 

4 MHz 

62 

15.5 nS 

67% 

5 MHz 

77 

15.6 ns 

74% 

6 MHz 

93 

15.5 (is 

78% 

7 MHz 

109 

15.6 fiS 

81% 

8 MHz 

124 

15.5 fiS 

83% 

9 MHz 

140 

15.6 nS 

85% 

10 MHz 

155 

15.5 ^s 

87% 



Period of RFCK 2 = program A x program B 
RFCK Is low for 20x program 1 clocks 
Maximum period of RFCK is 4096 clocks 


FIGURE 2b. Typical Expansion for the DP84300 


7 


TRI-STATE® Is a registered trademark of National Semiconductor Corp. 
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DP84300 


Functional Description (Continued) 


DATA 



FIGURE 3a. Dynamic Memory System Using DP84300 


DATA 



FIGURE 3b. 8086 System Using Dynamic RAMs DP8408, DP84300, and DP84332 



FIGURE 4a. Circuit for Extending RFCK Low to 40 Clocks FIGURE 4b. Circuit for Extending RFCK High by 2x 
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DP84312 


^National 

SemiconductDr 


Dynamic Memory Support 

PRELIMINARY 

DP84312 Dynamic RAM Controller Interface Circuit 
for the NS16032 CPU 

General Description 

The DP84312 dynamic RAM controller interface is a Pro- 
grammable Array Logic (PAL)* device which allows for 
easy interface between the DP8409 dynamic RAM Con- 
troller and the NS16032 microprocessor. 

Using timing signals from the NS16201 timing and control 
unit and the NS16032, the DP84312 supplies all control 
signals needed to perform memory read, write, byte write, 
and refresh. 

•PAL is a registered trademark of Monolithic Memories, Inc. 

Features 

■ Low parts count memory system 

■ Allows the DP8409 to perform hidden refresh 

■ Allows for the insertion of wait states for slow dynamic 
RAMS 

■ Supplies independent CASs for byte writing 

■ Possibility of operation at 8MHz with no wait states 

■ 20-pin 0.3 inch wide package 

■ Standard National Semiconductor PAL part 
(DMPAL16R6) 

■ PAL logic equations can be modified by the user for 
his specific application and programmed into any of 
the PALs in the National Semiconductor PAL family, 
including the new high speed PALs. 

Connection Diagram 





DuaMn-Line Package 


CLK — 


^ 20 

— Vcc 

■RaM — 

2 

19 

— rfSh 

RFRQ — 

3 

18 

—Cash 

W — 

4 

17 

— CaSl 

AO — 

5 

16 

— NC 

WTM — 

6 

15 

— NC 

cm — 

7 

14 

— NC 

R5— 

8 

13 

— NC 

Wn — 

9 

12 

— wr 

GND — 

10 

11 

— GND 


TOP VIEW 


Order Number DP84312N-3 
See NS Package N20A 
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Recommended Operating 
Conditions (Commercial) 


Vcc> Supply Voltage 

Iqh. High Level Output Current 

Iql, Low Level Output Current 

Ta, Operating Free Air 
Temperature 


Min Typ Max Units 

4.75 5.00 5.25 V 

-3.2 mA 
24 mA 
(Note 2) 


Electrical Characteristics over recommended operating temperature range 


Symbol Parameter 


V|H High Level Input Voltage 


Low Level Input Voltage 


Input Clamp Voltage 


High Level Output Voltage 


Low Level Output Voltage 


Off-State Output Current 
High Level Voltage Applied 


Off-State Output Current 
Low Level Voltage Applied 


Input Current at 
Maximum Input Voltage 


High Level Input Current 


Low Level Input Current 


Short Circuit Output Current 


Supply Current 


Conditions 


Vcc= Min, l|= - 18 mA 


Vqq = M in, V|h = 2V, V|L= 0.8V, Iqh — Max 


Vcc= Min, V,h = 2V, V,l=0.8V, Iql= Max 


Vcc= Max, V,h = 2V, Vq = 2.4V, Vm=0.8V 


Vcc= Max, Vih = 2V, Vq = 0.4V, V,l = 0.8V 


Vcc=Max, V, = 5.5V 


Vcc=Max, V| = 2.4V 


Vcc=Max, V, = 0.4V 


Vcc = Max 


Vcc = Max 


Max Units 




DP84312-3 Switching Characteristics over recommended ranges of temperature and Vcc 




WAITIN to WAIT Delay 


Clock to Output 


Pin 11 to Output Enable 


Pin 11 to Output Disable 


Width of Clock 


Set-Up Time 


Hold Time 


Conditions 
RL = 667n 


Cl = 45pF 


Cl = 45 pF 


Cl = 45 pF 


Cl = 5 pF 


Commercial 
Ta = 0°C to +75°C 
Vcc = 5.0V + 5% 


Typ 



Note 1: Ice = friax at minimum temperature. 
Note 2: One output at a time; otherwise 16 mA. 
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DP84312 


System Block Diagram 


DM74SI39 


PERIP 



OS 

WIN 

WR 

B1 

QO-6, 7 

BO 


CO-6, 7 

RASO 

DPS409 

RO-6, 7 

RASi 

ADS 


Ml 

RAS2 

RFCK 

RAS3 

RGCK 

RFI/0 

M2 

RASiN 


MM5295-12 

MM4164-12 


A16-A23 

ROY PHI2 PHI1 


ROY PHI1 PHI2 


1 — — i 


'Note: For more than 16 RAM chips, 
add buffers. 

©These outputs may need resistors. 


Mnemonic Description 

INPUT SIGNALS 

CLK Clock input. This clock comes from the FOLK 

output of the NS16201 timing and control 
unit, and supplies timing for the internal 
logic. 

BASIN RAS input. This input is connected to the 
NTSO pin of the NS16201. This signal marks 
the start of a memory cycle. 

RFRQ Refresh request. The DP8409 requests a 
forced refresh with this input. 

HBE, AO Address select inputs. These inputs select 
the type of write durin g a w rite cycle, and 
select their respective CAS outputs. These 
inputs must remain stable throughout the 
memory cycle. 

WAITIN This wait input allows other devices to use 
the NCWAIT line of the NS16201 clock chip. 

CTTL System clock input. This clock is used to syn- 

chronize the memory system to the micro- 
processor clock. 


VccGND 


Chip select. This input is used to determine if 
a memory cycle or a hidden refresh cycle is 
to be performed. 

Insert one wait state. This input allows the 
use of slow memories with a microprocessor 
using a fast clock by inserting a wait state in 
seiected memory cycles. 

5.0V ±5%. 


OUTPUT SIGNALS 


Refresh. This output switches the DP8409 to 
a refresh mode. 

CAS outputs. CASH is for controllin g th e 
high bank o f dyn amic RAMs, while CASL 
controls the CAS line of the lower bank of 
RAMs. If only eight RAMs are used in each 
bank, the CAS outputs will directly drive the 
memories. For larger arrays, these outputs 
should be buffered with a high current driver, 
such as the DP84244 MOS driver. 

This output controls the inserti on of w ait 
states. This output is ORed with WAITIN to 
allow other devices to insert wait states. 
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Functional Description 

The DP84312 detects the start of a memory cycle when 
NTSO from the NS16032 timing and control u nit (TC U) 
goes low. The NTSO signal Is also used to supply RASIN to 
the DP8409 dynamic RAM controller. After the DP8409 has 
latched the row address and supplied the column address 
to the DRAMs, the DP8431 2 latc hes the column address. 
The DP84312 supplies two CAS outputs, one for the high 
byte of memory, and the other for the low byte. The ability 
to control the upper and lower bytes of memory separately 
is important during a memory write cycle where one byte 
of memory is to be written (byte write). 

By connecting WAIT1 of the DP84312 to ground, all 
selected memory cycles will have one wait state inserted. 
This allows an NS16032 operating at high CPU clock fre- 
quencies to use slower dynamic RAMs. 

Memory refresh may be achieved in one of two ways; hid- 
den or forced. Hidden refresh Is accomplished whenever a 
refresh is requested (Internal to the DP8409) and an unse- 
lected memory cycle occurs. With a hidden refresh, the 
DP84312 does nothing while the DP8409 performs the 
refresh. If no refresh has occurred before the trailing edge 
of refresh clock, the DP8409 will request a forced refresh. 
The DP84312 detects this request, and allows the current 
memory cycle to finish. It then outputs wait states to the 
CPU, which will hold the CPU if it requests a memory 
cycle. During this time the DP84312 has switched the 
dynamic RAM controller to the auto refresh mode, allow- 
ing it to perform a refresh. At the end of the refresh cycle. 


the DP8409 is switched back to the a utoac cess mode, and 
the wait is removed after a sufficient RAS precharge time. 
The total forced refresh takes four CPU clock cycles; of 
which some, none or all may be actual wait states. If the 
CPU does not request a memory cycle during this refresh 
cycle, the refresh will not impact the CPU’s performance. 

The DP84312 can possibly be operated at 8 MHz with no 
wait states (WAIT1 = “1”) given the following conditions: 
T2 + T3 = 250 ns 
NTSO gen erati on = 15 ns max. 

RASIN t o CAS de lay DP8409-2 = 130 ns max. 

External CASH,L generation using 74S02 and 
74S240 

7.5 ns (7 4S02) -f 10 ns(74S240)- 7.5 ns (less load 
on 8409 CAS line)= 10 ns max. 

Transceiver delay = 12 ns max. 

NS16032 data setup = 20 ns max. 

Minimum tcAc = 63 ns 

= 250-15-130-10-12-20 
Minimum Iras = 250 ns 
Minimum tpp = 250 ns 
Minimum Irah = 20 ns 

The DP84312 is a standard National Semiconductor PAL 
part (DMPAL16R6). The user can modify the PAL equa- 
tions to support his particular application. The DP84312 
logic equations, function table (functional test), and 
logic diagram can be seen at the end of this Data Sheet. 


Timing Diagrams 
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DP84312 


Timing Diagrams (Continued) 

CPUSTATE — t40Rli 12 tw 13 ^ — 14 -j tlORti 





FIGURE 2b. Read or Write Memory Cycle with One Wait 


CPU STATE |- 1| OR 14 1| OR t1 1|, t1 OR Ih ►[- 1|. t1 OR 1h 1|, II OR Ih^ 1|, 11 OR Ih ►] t|, II OR 12 

--TlTUTTLJlJXriJ^^ 



FIGURE 2c. Forced Refresh Cycle 


7-148 



PAL16R6 

DP84312 

Interface Circuit for the NS16032/DP8409 

Memory System 

CK NTSO /RFRQ /HBE AO /WAITIN CTTL ICS /SLOW 

GND /OE /WAIT /D 1C IB /A /CASL /CASH /RFSH VCC 

CASH: = A • /B • /C • D «HBE • CS + 

/A • /B • D • HBE • CS 

CASL: = A • /B • /C • D • /AO • CS + 

/A • /B • D /AO • CS 

A : = /A • /B • /C • /D • /NTSO • CS • SLOW + 

B • /C • /D + 

A • /C • /D + 

A • B 

B : = /A • /B • /C • /D • NTSO • RFRQ • CTTL + 

/A • B + 

A • B • /C + 

B • C • D 

C : = /A«/B«/C«/D*NTSO*RFRQ*CTTL + 

/A»/B«D + 

A • B • D + 

B«C«/D + 

/A • /B • C • /D • /NTSO 

D : = /A • /B • /C • /D • /NTSO • CS • /SLOW + 

/A • /B • /C • /D • /NTSO • /CS + 

A • IC + 

/B • /C • D + 

/A • B • C 

IF (VCC) WAIT = /B • /C • /D • /NTSO • CS • SLOW + 
/A • B • D + 

B • /C • /D + 

A • B + 

A«C«/D + 

ICS • WAITIN 

IF(VCC)RFSH =/A* B + 

B • /C • /D + 

A • B • /C + 

A • B • C 


7-149 


DP84312 





DP84312 


Function Table 


CK 

NTSO 

RFRQ 

HBE 

AO 

WAITIN 

cm 

CS 

SLOW 

OE 

CASH 

CASL 

A 

B 

c 

D 

WAIT 

RFSH 

C 

H 

H 

L 

L 

H 

H 

H 

H 

L 

X 

X 

X 

X 

X 

X 

X 

X 

C 

H 

H 

L 

L 

H 

H 

H 

H 

L 

L 

L 

L 

L 

L 

L 

L 

L 

C 

L 

X 

L 

L 

H 

X 

L 

H 

L 

L 

L 

L 

L 

L 

H 

L 

L 

C 

L 

X 

L 

L 

H 

X 

L 

H 

L 

H 

H 

L 

L 

H 

H 

L 

L 

C 

X 

X 

L 

L 

H 

X 

L 

H 

L 

H 

H 

L 

L 

H 

L 

L 

L 

C 

H 

X 

L 

L 

H 

X 

L 

H 

L 

L 

L 

L 

L 

L 

L 

L 

L 
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L 
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DP84322 



National 

Semiconductor 


Dynamic Memory Support 

PRELIMINARY 


DP84322 Dynamic RAM Controiier interface Circuit 


for the 68000 CPU 


General Description 

The DP84322 dynamic RAM controller interface is a 
Programmable Array Logic (PAL)* device which allows 
for easy interface between the DP8409 dynamic RAM 
Controller and the 68000 microprocessor. 


The DP84322 supplies all the control signals needed to 
perform memory read, write and refresh. Logic is included 
for inserting a wait state when using fast CPUs. 


Features 

■ Provides 3-chip solution for the 68000 CPU and 
dynamic RAM interface 

■ Works with all 68000 speed versions 

■ Possibility of operation at 8 MHz with no wait states 

■ Performs hidden refresh 

■ DTACK is automatically inserted for both memory 
access and memory refresh 

■ Performs forced refresh using typically 4 CPU clocks 

■ Standard National Semiconductor PAL part 
(DMPAL16R4) 

■ PAL logic equations can be modified by the user for 
his specific application and programmed into any of 
the PAL in the National Semiconductor PAL family, 
including the new high speed PAL’s. 


Connection Diagram Block Diagram 


DuaMn-Line Package 


AS 



LDS 

Uds 

CS 


R/W 

WAIT 


RFRQ 


Order Number DP84322N-3 
See NS package N20A 



*PAL is a registered trademark of Monoiithic Memories, inc. 
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Recommended Operating 
Conditions (Commercial) 



Min lyp 

Max 

Units 

Vcc. Supply Voltage 

4.75 5.00 

5.25 

V 

Iqh. High Level Output Current 


-3.2 

mA 

Iql. Low Level Output Current 


24 

mA 

Ta, Operating Free Air 
Temperature 

0 

(Note 2) 
75 

“C 


Electrical Characteristics over recommended operating temperature range 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

VlH 

High Level Input Voltage 


2 



V 

V|L 

Lovv Level Input Voltage 




0.8 

V 

V|C 

Input Clamp Voltage 

Vcc = Min, l|= -18 niA 



-1.5 

V 

VoH 

High Level Output Voltage 

Vcc = Min, V|H = 2V, V|l= 0.8V, Iqh = Max 

mm 



V 

VoL 

Low Level Output Voltage 

Vcc = Min, V|H = 2V, V|l = 0.8V, Iql = Max 



0.5 

V 

loZH 

Off-State Output Current 
High Level Voltage Applied 

Vcc = Max, V,H = 2V, Vq = 2.4V, V,l = 0.8V 

IBB 

■ 

100 

nA 

loZL 

Off-State Output Current 
Low Level Voltage Applied 

Vcc = Max, V|H = 2V, Vo = 0.4V, V,l = 0.8V 

m 

■ 

-100 

nA 

l| 

Input Current at 
Maximum Input Voltage 

Vcc = Max, V, = 5.5V 


■ 

1.0 

mA 

l|H 

High Level Input Current 

Vcc = Max, V| = 2.4V 



25 

aA 

l|L 

Low Level Input Current 

Vcc = Max, V| = 0.4V 



-250 

vA 

los 

Short Circuit Output Current 

Vcc = Max 

-30 


-130 

mA 

Ice 

Supply Current 

Vcc = Max 


150 

225 

(Note 1) 

mA 


Switching Characteristics over recommended ranges of temperature and Vcc 


Symboi 

Parameter 

Test Conditions 
Ri. = 667t] 

Commercial 
Ta= 0»C to -h 75®C 
Vcc = 5.0V ±5% 

Units 

Min 

Typ 

Max 

tpD 

Input to Output 

Cl = 45pF 


25 

40 

ns 

tpD 

Clock to Output 


15 

25 

ns 

fpzx 

Pin 11 to Output Enable 



15. 

25 

ns 

tpxz 

Pin 11 to Output Disable 

Cl = 5pF 


15 

25 

ns 

fpzx 

Input to Output Enable 

Cl = 45 pF 


25 

40 

ns 

fpxz 

Input to Output Disable 

Cl = 5pF 


25 

40 

ns 

tw 

Width of Clock 

High 


25 



ns 

Low 


25 



ns 

tsu 

Set-Up Time 


40 



ns 

th 

Hold Time 


0 

-15 


ns 


Note 1: Ice = minimum temperature. 

Note 2: One output at a time; otherwise 16 mA. 
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DP84322 


System Block Diagram 

DP84322 and DP8409 for 68000 CPU 



Mnemonic Description 


INPUT SIGNALS • OUTPUT SIGNALS 


CLOCK The clock signal determines the timing of the 

outputs and should be connected directly to 
the 68000 clock input. 

AS Address Strobe from t he 6800 0 CPU. This in- 

put is used to generate RASIN to the DP8409. 

UDS, LDS Upper and lower data strobe from tjie 680OT 
CPU. T hese inp uts, together with AS, R/W, 
provide DTACK to the 68000. 

R/W Read/write from the 68000 CPU, when 

WAIT = 0. Selects processor speed when 
WAIT=1 (“1” = 4 to 6 MHz, "0” = 8 MHz). 

CAS Column Address Strobe from th e DP8 409. 

This input, together with LDS and UDS, pro- 
vides two separate CAS outputs for access- 
ing upper and lower memory data bytes. 

^ Chip Select. T his inpu t enables DTACK out- 

put. CS = 0, DTACK output is enabled; 
CS = 1, DTACK output is TRI-STATE®. 

RFRQ Refresh Request. This input requests the 
DP84322 for a forced refresh. 

WAIT This input allows the necessary wait state to 

be inserted for memory access cycles. 

TRI-STATE® is a registered trademark of National Semiconductor Corp. 


RASIN This output provides a memory c ycle start 
signal to the DP8409 and provides RAS tim- 
ing during hidden refresh. 

CAS U, These signals are the separate CAS outputs 

CASL needed for byte writing. 

DTACK This output is used to insert wait states into 
the 68000 memory cycles when selected and 
during a forced refresh cycle where the CPU 
attempts to access the memory. This output 
is enabled wh^ CS input is low and TRI- 
STATED when CS is high. 

RFSH This output controls the mode of the DP8409. 

It alw^s goes low for 4 CPU clock periods 
when AS is inacti ve and a forced refresh is re- 
quested through RFRQ input. This allows the 
DP8409 to perform an automatic forced 
refresh. 
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Functional Description 


MEMORY ACCESS 

As a 68000 bus cycle begins, a valid address is output on 
the address bus A1-A23. This address is decoded to pro- 
vide Chip Select (CS) to the DP8409. After the a ddress 
becomes valid, AS goes low and it is used to set RASIN 
low from the DP84322 interface circuit. Note that CS must 
go low for a minimum of 10 ns before the assertion of 
RASIN for a proper memory access. As an example, with a 
8 MHz 68000, the address is valid for at least 30 ns before 
AS goes act ive. AS then has to ripple through the DP84322 
to produce RASIN. This means the address is valid for a 
minimum of 40 ns before RASIN goes low, and the decod- 
ing of CS should take less than 30 ns. At this speed the 
DM74LS138 or DM74LS139 decoders can ^selected to 
guarantee the 10 ns minimu m requi red by CS set-up time 
going low before the access RASIN goes low (tcsPLO^ the 
DP8409). This is important because a false hidden refresh 
may tak e place when the minimum Icsrl is not met. 
Typically RAS IN occurs at the end of S2. Subseque ntly, 
selected RAS output, ro w to col umn select and then CAS 
will automatically follow RASIN as determined by mode 5 
of the DP8409. Mode 5 guarantees a 30 ns minimum for 
row address hold time (tp^H) and a minimum of 8 ns col- 
umn address set-up time (tAsc)- If th e sys tem re quire s in- 
structions that use byte writing, then CASU and CASL are 
needed for accessing upper and lower memory data b ytes, 
and they are provided byt heP P84322. In the DP84322, LDS 
and UPS ar e ga ted with CAS from the PP8409 to provide 
CASL and CASU, ther efore designers need not be con- 
cerned about delaying CAS during write cycles to assure 
valid data being written into memory. The 8 MHz 68000 
specifies during a write cycle that data output is valid fora 
mini mum of 30 ns before PS goes active. Thus, CASL and 
CASU will not go low for at least 40 ns after the output data 
becomes stable, guaranteeing the 68000 valid data is writ- 
ten to memory. 

Furthermore, the gating of UPS, LPS and CAS allows the 
PP84322 interface controller to support the test and set in- 
struction (TAS). The 68000 utilizes the read-modify-write 
cycle to execute this instruction. The TAS instruction pro- 
vides a method of communication between processors in 
a multiple processor system. Because of the nature of this 
instruction, in the_68000, this cycle is indivisible and the 
Address Strobe AS is asserted throughout the entire cy- 
cle, however PS is asserted twice for two accesses: a read 
then a write. The dynamic RAM controller and the PP84322 
respond to this read-modify-write instruction as follows 
(refer to the TAS instruct ion t iming diagram for clarifiw- 
tion). First, the sel ecte d RAS goes low as a result of AS 
going low, and this RAS output will remain low thro ughout 
t he e ntire cyc le. Then the PP84322’s selected CAS output 
(CASL or CASU) goes low to read the specified da ta by te. 
After this read, PS goes high_£ausing the selected CAS to 
go high. A few clocks later R/W goes low an d the n PS is re- 
asserted. As PS goes low, the selected CAS goes low 
strobing the CPU’s modifi^data into memory, after which 
the cycle is ended when AS goes high. 

The two CAS outputs from the PP84322, however, can only 
drive one memory bank. For additional driving capability, a 
memory driver such as the PP84244 should be added to 
drive loads of up to 500 pF. 

Since this PP84322 interface circuit is designed to operate 
with all of the 68000 speed versions, a status input called 
WAIT is used to distinguish the 8 MHz from the others. The 


WAIT input should be set low for 6 MHz or less allowing 
full speed of operati on with no wait states. Pata Transfer 
Acknowledge input (PTACK) of the 68000 at these speeds 
is automatically inserted during S2 for every memory 
transacti on cy cle and i s the n negated at the end of that cy- 
cle when UPS and/or LPS go high. For the 8 MHz 68000 
however, a wait state is required for every memory transac- 
tion cycle. At these spe eds, the WAIT input is s et high, 
selecting the PP8 409’s CAS output to generate PTACK 
and ag ain P TACK is negated at the end of the cycle when 
UPS or LPS goes high. Note that PTACK output is enabled 
only when the PP8409’s CS is low. Therefore when the 
68000 is accessing I/O or ROM (in other w ords, w hen the 
PP8409 is not selected), the PP84322’s PTACK output 
goes high impedance logic ‘1 ’ through the external pull-up 
resistor and it is now up to the designer to supply PTACK 
for a proper bus cycle. 

The following table indicates the maximum memory speed 
in terms of the PRAM t imin g parameters: tcAc (access- 
time from CAS) and tpp (RAS precharge time) required by 
different 68000 speed versions: 

Microprocessor Maximum Minimum Minimum 


Clock 

*CAC 

'rp 

*RAS 

8 MHz 

125 ns 

140 ns 

220 ns 

6 MHz 

90 ns 

170 ns 

290 ns 

4 MHz 

270 ns 

280 ns 

450 ns 


Pin 5 (R/W input to the PP84322) is not used as R/W 
when the WAIT Input is high. Therefore, when WAIT is 
high and pin 5 is low, this is configured for the 8 MHz 
68000. The dynamic RAM controller in this configuration 
operates in mode 5 and mode 1. 

When both WAIT and pin 5 are high, this is configured 
for 4 MHz and 6 MHz 68000, allowing only two micro- 
processor clocks for memory refresh. Furthermore, the 
designer can use the PP8408 because the dynamic RAM 
controller now operates in mode 0 and mode 5 or mode 
6. In addition, the programmable refresh timer, PP84300, 
should be used to determine the re fresh r ate (RFCK) and 
to provide the refresh request (RFRQ) input to the 
PP84322. The refresh timer can provide over two hun- 
dred different divisors. RFRQ is given at the beginning 
of every RFCK cycle and remains active until M2 goes 
low for memory refresh. The PP84322 samples RFRQ 
when AS is high, then sets M2 low for two microproc- 
essor clocks, taking the PP8408 or PP8409 to the exter- 
nal control refresh mode. RASIN for this refresh is also 
issued by the PP84322. If a memory access is pending, 
RASIN for this access will not be given until it is delayed 
for a pproximately one microprocessor clock, allowing 
RAS precharge time for the dynamic RAMs. 

The following table indicates different memory speeds 
in terms of the DRAM parameters required by 4 MHz and 
6 MHz 68000: 

Microprocessor Maximum Minimum Minimum Minimum 

Clock tcAC *RAS *RP ^RAH 

4 MHz 290 ns 200 ns 225 ns 20 ns 

6 MHz 110 ns 125 ns 140 ns 20 ns 

DP8408, DP8409 operate in mode 6 and mode 0. 
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Functional Description (Continued) 


When WAIT=1, pin 5 = 0 (8 MHz), the PAL controller 
supports read and write cycles with one inserted wait 
state, forced refresh with five wait states inserted if CS 
is valid, and hidden refresh. This PAL mode does not 
support the TAS instruction. 

When WAIT = pin 5=1 (4-6 MHz), the PAL controller 
supports read and write cycles with no wait states in- 
serted, and forced refresh with two wait states inserted 
if ^ is valid. This PAL mode does not support the TAS 
instruction and only supports hidden refresh when used 
in mode 5 with the DP8409 controller. 

The DP84322 can possibly be operated at 8 MHz with no 
wait states (WAIT = “0”) given the following conditions; 
FAST PAL (PALI 6R4A) 

S2 + S3 + S4 + S5 = 250_ns 
RASIN delay =60 ns (AS low max.) 

+ 25 ns (Fas t PAL delay) = 85 ns max. 

RASIN t o CAS de lay DP8409-2= 130 ns max. 

External CASH,L generation using 74S02 
and 74S240 

7.5 ns (7 4S02) +10ns (74S240)- 7.5 ns (less load 
on 8409 CAS line) = 10 ns max. 

Transceiver delay (74LS245) = 12 ns max. 

68000 data setup into S6 = 40 ns min. 

.’. Minimum tcAc = 53 ns 

= 250-85-130-10-12 + 40 
Minimum Iras = 240 ns 
Minimum 1 rp = 150 ns 
Minimum 1 bah = 20 ns 

REFRESH CYCLE 

Since the access sequence timing i s auto matically de- 
rived from RASIN in mode 5, R/C and CASIN a re no t used 
and now become Refresh Clock (RFCK) and RAS-gener- 
ator clock (RGCK) respectively. The Refresh Clock RFCK 
may be divided down from RGCK, which is the microproc- 
essor clock, using the DM74LS393 or DM74LS390. RFCK 
provid es th e refresh time interval and RGCK the fast clock 
for all-RAS refresh if forced refreshing is necessary. The 
DP8409 offers both hidden refresh in mode 5 and forced 
refresh in mode 1 with priority placed on hidden refresh- 
ing. Assume 128 rows are to be refreshed, then a 16 fis 
maximum clock period is needed for RFCK to distribute 
refreshing of all the rows over the 2 ms period. 

The DP8409 provides hidden refreshing in mode 5 when 
the refresh clock (RFCK) is high and the microprocessor is 
not accessing RAM. In other words, when the DP8409’s 
chip select is inactive because the microprocessor is 


accessing elsewhere, all four RAS outputs follow RASIN, 
strobing the conten ts of th e on-chip refresh counter to 
every memory bank. RASIN going high terminates the hid- 
den refresh and also increments the refresh counter, 
preparing it for the next refresh cycle. Once a hidden 
refresh has taken place, a forced refresh will not be re- 
quested by the DP8409 for the current RFCK cycle. 

However, if the microprocessor continuously accessed 
the DP8409 and memory while RFCK was high, a hidden 
refresh could not have taken place and now the system 
must force a refresh. Imme diately , after RFCK goes low, 
the Refresh Request signal (RFRQ) from the DP8409 goes 
low, in dicating a forced refresh is necessary. First, when 
RFRQ goes low any time during S2 to S7, the controller in- 
terface circuit waits until the en d of th e current memory, 
access cycle and then sets M2 (RFSH) low. This refresh 
takes four microprocessor clocks to complete. If the cur- 
rent cycle is another memory cycle, the 68000 will auto- 
matica lly be put in four wait states. Alternately, when 
RFRQ goes low while AS is high during SO to SI , M2 is now 
set low at S2. Therefore, it requires an additional micro- 
processor clock for this refr esh. Once the DP8409 is in 
mode 1 forced refresh, all the RAS outputs remain high un- 
til tw o RGCK trailing edges after M2 goes low, when all 
RAS outputs go low. This allows a m inimum of one and a 
half clock periods of RGCK for RAS pre char ge time. As 
specified in the DP8409 data sheet, the RAS outputs re- 
main low for two clock peri ods o f RGCK. The refresh 
counter is incremented as the RAS outputs go high. Once 
the forced refresh has ended, M2 is brought high, the 
DP8409 back to mode 5 auto access. Note that RASIN for 
the pending access is not given until it ha s bee n delayed 
for a full microprocessor clock, allowing RAS precharge 
time for the coming access. 

If the 68000 bus is inactive (i.e., the 68000’s instruction 
queue is full, or the 68000 is executing internal operations 
such as a multiply instruction, or the 68000 is in halt 
state...) and a refresh ha s been requested, a refresh will 
also tal^ place because RFRQ is continuously sampled 
while AS is high. Therefore, refreshing under these condi- 
tions will be transparent to the microprocessor. Conse- 
quently, the system throughput is increased because the 
DP84322 allows refreshing while the 68000 bus is inactive. 

The 84322 is a standard National Semiconductor PAL 
part (DM PALI 6R4). The user can modify the PAL equa- 
tions to support his particular application. The 84322 
logic equations function table (functional test), and 
logic diagram can be seen at the end of this data sheet. 
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Timing Diagrams (Continued) 

68000 Memory Read Cycle and Forced Refresh (Wait = 0, Pin 5 = R/W) 
(4 wait ciock periods inserted for forced refresh) 


0P84322 DETECTS START OF 
CYCLE, SO INSERTS REFRESH CYCLE 


DP84322 CONTINUES 
MEMORY ACCESS CYCLE 


OUTPUTS 

FROM 

68000 


OUTPUTS 

FROM 

0P84322 


OUTPUTS 

FROM 

DP8409 
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Timing Diagrams (Continued) 


Memory Read Cycle and Forced Refresh (Wait = 1, Pin 5 = 0) 


DP84322 DETECTS START OF 
'CYCLE, SO INSERTS REFRESH CYCLE' 


CLOCK I S7 A SO I S1 I S2 & S3 I S4 I SW I SW &SW I SW I SW I SW I SW I SW I SW I SW I SS 1 SS 
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DP8408, DP8409 and 68000 Interface 



•These outputs may need resistors. 
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Timing Diagrams (Continued) 


68000 Memory Read Cycle and Memory Refresh (Wait and Pin 5 = 1) 


DP84322 DETECTS START OF I DP84322 CONTINUES 

CYCLE, SO INSERTS REFRESH CYCLE H MEMORY ACCESS CYCLE 


OUTPUTS 

FROM 

68000 


OUTPUTS 

FROM 

0P84322 


OUTPUTS 

FROM 

DP8408/9 


OUTPUT 

FROM 

DP84300 
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DP84322 

Dynamic RAM Controller Interface for the 
MC68000 tDP 8409 Memory System 
CK /AS /UDS /LDS R /RFRQ /CAS ICS WAIT GND 
ICE /CL /CU /C IB I A /RFSH /DTACK /RASIN VCC 

IF (VCC) RASIN = AS • /RFSH • /A + 

RFSH • R • A • WAIT 

IF (CS) DTACK = /R • CAS • WAIT + 

UDS • /A • /B • /WAIT + 

LDS • /A • /B • /WAIT + 

AS • /R • /A • /B • /WAIT+ 

AS • /RFSH • R • /A • /B • WAIT 

RFSH :=/AS • RFRQ + 

RFSH • /R • /C • WAIT+ 

RFSH • R • /A • WAIT + 

RFSH ' /C « /WAIT 

A;= RFSH 
B: = A 

C := B 

IF(VCC)CU = UDS* CDS 
IF (VCC) CL = LDS • CAS 


Function Table 

CK AS UDS LDS R ^ WAIT OE ^ ^ C B A RFSH DTACK RASIN 


C H L 
C H L 
C H L 
C H H 
C H H 
C L L 
C L L 
C L H 
C L H 
C L . L 
C H H 
C H H 
C H H 
C L H 
C L H 
C L H 
C L H 
C L H 
C L H 
C H H 
C H H 
C H H 
C L L 
C L L 
C L L 
C L L 
C L L 
C H H 
C H H 
C H H 
C H H 
C L L 
C L L 
C L L 
C H H 
C H H 


L 

L 

H 

L 

H 

H 

H 

H 

H 

H 

H 

H 

H 

L 

L 

L 

L 

L 

L 

H 

H 

H 

L 

L 

L 

L 

L 

H 

H 

H 

H 

H 

H 

H 

H 

H 


H H 
H H 
H H 
H H 
H H 
H H 
H H 
H H 
L H 
L H 
L H 
L L 
L L 
L H 
L H 
L H 
L H 
L H 
L H 
L H 
L L 
L L 
L H 
L H 
L H 
L H 
L H 
L H 
L H 
H L 
H L 
H H 
H H 
H H 
H H 
H H 


H H L L H H 

L H L L L L 

L H L L H L 

L H L L L H 

H H L L H H 

H L L L H H 

L L L L H L 

L L L L H H 

L L L L H H 

L L L L H L 

H L L L H H 

H L L L H H 

H L L L H H 

H L L L H H 

H L L L H H 

H L L L H H 

H L L L H H 

L L L L L H 

L L L L L H 

L L L L H H 

H L H L H H 

H L H L , H H 

H L H L H H 

H L H L H H 

H L H L H H 

H L H L H H 

L L H L L L 

L L H L H H 

H H H L H H 

H L H L H H 

H L H L . H . H 

H L H L H H 

H L H L H H 

L L H L H L 

L L H L H H 

H L H H H H 


X X X X X 

X X X X X 

X X X X X 

XXX X X 

H H H H Z 

H H H H L 

H H H H L 

H H H H H 

H H H H L 

H H H H L 

H H H H H 

H H H L H 

H H L L H 

H L L L H 

L L L L H 

L L L H H 

L L H H H 

L H, H H L 

H H H H L 

H H H H H 

H H H L H 

H H L L H 

H L L L H 

L L L L H 

L L L H H 

L L H ; H H 

L H H H L 

H H H H L 

H H H H Z 

H H H L H 

H H L L H 

H L L H H 

L L H H H 

L H H H L 

H H H H H 

Z Z Z Z H 


H 

H 

H 

H 

H 

L 

L 

L 

L 

L 

H 

H 

H 

H 

H 

H 

L 

L 

L 

H 

H 

H 

H 

H 

H 

L 

L 

H 

H 

H 

L 

H 

L 

L 

H 

H 
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National 

Semiconductor 


Dynamic Memory Support 

PRELIMINARY 


DP84332 Dynamic RAM Controlier Interface Circuit for the 
8086 and 8088 CPUs 


General Description 


The DP84332 dynamic RAM controller Interface is a Pro- 
grammable Array Logic* (PAL) device which allows for 
easy interface between the DP8408 dynamic RAM con- 
troller and the 8086 and 8088 microprocessors. No wait 
states are required for memory access. Memory refresh- 
ing may be hidden (no wait states) or forced (up to three 
wait states). 

The DP84332 supplies all the control signals needed to 
perform memory read, write, and refresh. Logic is also 
included to insert a wait state when using slow memory. 


Features 

■ Low parts count controller for the DP8408/DP8409 

■ Works with 8086 systems configured in min or max 
mode 

■ Performs hidden refresh using the DP8408 dynamic 
RAM controller 

■ Compatible with both the 8086 and 8088 
microprocessors 

ri Capable of working at all CPU clock frequencies up to 
8 MHz 

■ Standard National Semiconductor PAL part 
(DMPAL16R8) 

■ PAL logic equations can be modified by the user for 
his specific application and programmed into any of 
the PALs in the National Semiconductor family, in- 
cluding the new high speed PALs. 


Connection Diagram 


Block Diagram 


Dual-ln-Line Package 



^ 20 

— Vcc 

2 

19 

— NO 

3 

18 

— NO 

4 

17 

— NO 

5 

16 

— RFSH 

6 

15 

— ROY 

7 

14 

— CASH 

8 

13 

— CASL 

9 

12 

— RASiN 

10 

11 

— Of 


CAS 

GENERATOR 



Order Number DP84322N-3 
NS Package Number N20A 


*PAL Is a registered trademark of Monolithic Memories, Inc. 
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Recommended Operating 
Conditions (Commercial) 



Min Typ 

Max 

Units 

Vcc, Supply Voltage 

4.75 5.00 

5.25 

V 

Iqh, High Level Output Current 


-3.2 

mA 

Iql, Low Level Output Current 


24 

mA 

T/v, Operating Free Air 
Temperature 

0 

(Note 2) 
75 

“C 


Electricai Characteristics over recommended operating temperature range 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 


V|H 

High Level Input Voltage 


2 




V|L 

Low Level Input Voltage 




0.8 

V 

V|C 

Input Clamp Voltage 

Vcc = Min, l| = - 18 mA 



-1.5 

V 

X 

o 

> 

High Level Output Voltage 

Vqq = Min, V||-j = 2V, V|l = 0.8V, Iqh ~ Max 




V 

_i 

o 

> 

Low Level Output Voltage 

Vcc = Min, V|H = 2V, V,l= 0.8V, Iql= Max - 



0.5 

V 

loZH 

Off-State Output Current 
High Level Voltage Applied 

Vcc = Max, V|H = 2V, Vo = 2.4V, V,l = 0.8V 


■ 

100 

/lA 

Iqzl 

Off-State Output Current 
Low Level Voltage Applied 

Vcc = Max, V|H = 2V, Vq = 0.4V, V,l = 0.8V 


■ 

-100 


ll 

Input Current at 
Maximum Input Voltage 

Vcc = Max, V, = 5.5V 


■ 

1.0 

H 

l|H 

High Level Input Current 

Vcc = Max, V, = 2.4V ^ 



25 

nA 

l|L 

Low Level Input Current 

Vcc = Max, V| = 0.4V 



-250 


I OS 

Short Circuit Output Current 

Vcc = Max 

-30 


-130 

mA 

Icc 

Supply Current 

Vcc = Max 


150 

225 

(Note 1) 

mA 


DP84332-3 Switching Characteristics over recommended ranges ot temperature and Vcc 


Symbol 

Parameter 

Conditions 

Rl=6670 

Commercial 
TA = 0®Cto -t-TS^C 
Vcc = 5.0V ±5% 

Units 

Min 

Typ 

Max 

tpD 

Clock to Output 

Cl= 45 pF 


15 

25 

ns 

tpzx 

Pin 11 to Output Enable 

Cl= 45 pF 


15 

25 

ns 

tpxz 

Pin 11 to Output Disable 

Cl= 5 pF 


15 

25 

ns 

tw 

Width of Ciock 

High 


25 



ns 

Low 


25 



ns 

fsu 

Set-Up Time 


40 



ns 

, tH 

Hold Time 


0 

-15 


ns 


Note 1: |0Q = max at minimum temperature. 
Note 2: One output at a time; otherwise 16 mA. 
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System Block Diagram 


Interfacing the DP8408 to an 8086 System 




QO-6, 7 

RO-6, 7 

^3 

CO-6, 7 


B1 


BQ 


ADS 


CS 

MS2 

DP8408 

Ms 1 

WiN 



Ms 0 

M2 

MO 

(RFSH) Ml 



ForCK<8MHzM1 =‘0', M0 = ‘1’ 
ForCK>8MHzM1 = ‘1', M0 = '0’ 


DATA BUS 

Mnemonic Description 


•These outputs may need resistors. 

INPUT SIGNALS 

OUTPUT SIGNALS 

CLOCK 

The CLOCK signal determines the timing of 
the outputs and should be connected directly 
to the 8086 clock. 

RASIN 

This output provides a memory cycle start 
signal to the DP8408, and provides RAS tim- 
ing during refresh. 

AO, BHE 

These inputs come from the 8086 CPU. They 

CASH, 

These signals are the separate CASs needed 


must remain stable during the memory cycle 
for proper operation of the CAS outputs. 

CASL 

for byte writing. Their presence is controlled 
by BHE and AO respectively. 

CE 

Chip enable. This input is used to select the 
memory and enable the hidden refresh logic. 

RDY 

This output is used to insert a wait state into 
the 8086 memory cycles when selected and 

ALE 

Address latch enable. This input is used to 
indicate the beginning of a memory cycle. 


during a forced refresh cycle where the 8086 
attempts to access the memory. The 8284A 

RFCK 

Refresh clock. The period of this input deter- 
mines the refresh interval. The duty cycle of 


clock circuit should be configured so that 
ASYNC is enabled. 


this clock will determine the length of time 
that the circuit will attempt a hidden refresh. 

RFSH 

This output controls the mode of the DP8408 
dynamic RAM controller. When low, it 

AWAIT 

RFRQ 

When connected to Vcc, the DP84332 will in- 
sert an extra wait state in selected memory 
cycles. 

Refresh request. This input’ requests the 
DP84332 to perform a refresh. The state of 
the RFCK input will determine what type of 
refresh will be performed. 


switches the DP8408 into an all RAS refresh 
mode. This signal is also used to reset the 
refresh request logic. 
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Functional Description 

A memory cycle starts when chip select (CS) and address 
latch enable (ALE) are true. RASIN is supplied from the 
DP84332 to the DP8408 dynamic RAM controller, which 
then suppiies a RAS signai to the seiected dynamic RAM 
bank. After the necessary row address hold time, the 
DP8408 switches the address outputs to the co lumn ad- 
dress . The D P843 32 then supplies the required CAS sig- 
nals (CAS H, CASL) to the RAM. For byte operations, only 
one CAS will be activated. To differentiate between a read 
and a write, the DT/R signal from the CPU is inverted and 
supplied by the DP8408 to the memory array. 

A refresh cycle is started by one of two conditions. One is 
when a refresh is requested (RFRQ is true), refresh ciock 
(RFCK) is high, and a non-seiected memory cycle is 
started (CE is not true, ALE is high). This is called hidden 
refresh because it is transparent to the CPU. in this case, 
the address suppiied to the memories c omes from the re- 
fresh counter in the DP8408, and no CAS signais are 
generated from the DP84332. The second form of refresh 
occurs when a refresh is requested, refresh clock is low, 
and there is no memory cycle in progress. This is calied 
•forced refresh, because the CPU will be forced to wait dur- 
ing the next memory cycle to allow for the refresh to be 
performed. In this case, a refresh is performed as before, 
but any attempt to access memory .is delayed by wait 
states until after the refresh is finished. In ei ther ca se, the 
refresh request is cleared by the refresh line (RFSH) which 
also goes to the DP8408. 

In a standard memory cycle, the access can be slowed 
down by one clock cycle to accommodate slower mem- 
ories. This extra wait state will not appear during the hid- 
den refresh cycle, so faster devices on the CPU bus will 
not be affected. 

With higher speed systems, memory speed requirements 
wili affect the performance of the system. Table I shows 
memory speed requirements at three different CPU ciock 
speeds. 


TABLE I. MEMORY SPEED REQUIREMENTS 



tcAC = access time from CAS Including delay through buffers (DP84244) 
tpAH = fow address hold time from RAS 


System Description 

For memory operation, the DP84332 can be directiy con- 
nected between the controi signals from the C PU c hip set 
and the DP8408 dynamic RAM controller. Each CAS output 
of the DP84332 is capable of driving eight memory 
devices. If additional drive is required, a DP84244 buffer 
can be used to increase the fanout to the fuli capabilities 
of the DP8408 (eight memories per output of the DP84244). 

The 84332 is a standard National Semiconductor PAL 
part (DMPAL16R8). The user can modify the PAL equa- 
tions to support his particular application. The 84332 
logic equations, function table (functional test) and 
logic diagram can be seen at the end of this data sheet. 

Refresh Request Logic 

To generate the refresh request for the DP84332, external 
circuitry is required. Figure 1 shows how this can be im- 
plemented, using standard SSI and MSI logic. A 
DM74LS393 counter is used to time the period between 
refresh cycles, while the DM74LS74 flip-flop is used to 
record the need of a new refresh. A better solution is to use 
the 24-pin DP84300 programmable refresh timer, as shown 
in Figure 2. This part aliows a maximum amount of time for 
a hidden refresh to occur before lowering the refresh ciock 
output, and implements the refresh request logic. 



FIGURE 1. Using a Flip-Flop and a Counter for 
Refresh Request Logic 



FIGURE 2. Using the DP84300 Refresh Counter for 
Refresh 4^equest Logic 
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Timing Diagrams (Continued) 


Transparent Refresh 
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16R8 

DP84332 

Dynamic RAM Controller Interface for the 8086-8408 System 

CK AO /SHE ICS ALE RFCK WAIT /RFRQ NC GND /OE /RASIN /CA /CB 

RDY /RFSH /A IB /MRQ VCC 

MRQ:= /RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • RFRQ • CS • ALE • /RFCK + 

MRQ ‘RASIN + 

RASIN • /CA • /CB • RDY • RFSH • /A • /MRQ • CS • ALE 

B:= RASIN • /CA • /CB • RFSH • /A • /B + 

RASIN • /CA • /CB • /RDY • /RFSH • /A • /B • WAIT + 

RASIN • RDY • /RFSH • A • /B 

A:= RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /WAIT + 

RASIN - RDY • /RFSH • /A • B + 

RASIN • RDY • /RFSH • A • /B 

RFSH:= /RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • RFRQ • ICS • ALE • RFCK + 

/RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • RFRQ • /RFCK + 

RASIN • /CA • /CB • RFSH • /A • /B 

/RDY: = /RASIN • /CA • /CB • RDY • /RFSH • /A • /B • MRQ • RFRQ • CS • ALE • /RCFK + 

RASIN • /CA • /CB • RDY • RFSH • /A • /MRQ • CS • ALE + 

/RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • /RFRQ • CS • ALE • WAIT + 

/RASIN • /CA • /CB • /RDY • /RFSH • /A • /B • MRQ • /RFRQ • WAIT + 

RASIN • /CA • /CB • /RDY • RFSH • /A + 

/RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • RFRQ • CS • ALE • RFCK • WAIT 

CB:= RASIN • /CA • /CB • /RFSH • /A • /B • BHE + 

RASIN • CB • RDY • /RFSH • /A • B • WAIT + 

RASIN • CB • RDT • /RFSH • A • /B 

CA: = RASIN • /CA • /CB • /RFSH • /A • /B • /AO + 

RASIN • CA • RDY • /RFSH • /A • B • WAIT + 

RASIN • CA • RDY • RFSH • A • /B 

RASIN: = /RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • /RFRQ • CS • ALE + 

/RASIN • /CA • /CB • /RDY • /RFSH • /A • /B • MRQ • /RFRQ + 

RASIN • /CA • /CB • /RFSH • /A • /B + 

RASIN • RDY • /RFSH • /A • B • WAIT + 

/RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • RFRQ • ALE • RFCK + 

/RASIN • /CA • /CB • RDY • /RFSH • /A • /B • /MRQ • RFRQ • /RFCK + 

RASIN • /CA • /CB • RFSH • /A • /B + 

RASIN • RDY • /RFSH • A • /B 
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Function Table 
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Interfacing the DP8408/09 
To Various Microprocessors 


National Semiconductor 
Application Note AN-309 
Chuck Pham 
June 1982 


High storage density and low cost have made dynamic 
RAMs the designer’s choice in most memory applica- 
tions. However, the major drawback of dyn amic RAMs 
is the complex timing involved. First, a RAS must occur 
with the row address previously set up on the multi- 
plexed address bus. After the ro w ad dress has been 
held for some minimum time after RAS (namely the row 
address hold time of the dynam ic RA Ms, tpAh). the 
column address is set up and then CAS occurs. In addi- 
tion, refreshing must be done periodically to keep all 
memory cells charged. 

With the introduction of the DP8408 Dynamic RAM Con- 
troller/Driver, the above complexities are simplified. The 
DP8408 is housed in a 48-pin package with eight multi- 
plexe d ad dress outputs (QO-7) and six control outputs 
(RASO-3, CAS, WE). It consists of two 8-bit address 
latches and an 8-bit refresh counter. All the output 
drivers are capable of driving 500 pF loads. 

The following discussion demonstrates a typical appli- 
cation of the DP8408 Dynamic RAM Controller/Driver in 
Z8000TM- and Z80® -based systems. The DP8408 
basically has six modes of operation: Externally Con- 
trolled Refresh, Externally Controlled All-RAS Write, Ex- 
ternally Controlled Access, Auto Access (slow tRAn). 
Auto Access (fast tRAH) and Set End of Count. 

The DP8408 , operating in the auto access mode, requires 
only RASIN to initiate a memory access cycle because 
all the dynamic RAM’s control signals are automatically 
delayed from this input. (Refer to Figure 1 for the auto 
access timing sequence.) 

In the following applications, the DP8408 operates in 
either mode 5 or mode 6 Auto Access and mode 1 or 2 
Externally Controlled Refresh to provide minimum addi- 
tional logic. 

The DP8408 and Z8000 Interface 
Memory Access Cycle: 

Figure 2a shows the detailed block diagram of the Z8000 
and the DP8408 interface. Consider a memory cycle of 
the Z8000; first, the memory address is output on the 
Address and Data muitipiexed busJADO-15) during T1 
and is latched to the DP8408 by AS. Simul taneously, 
MREQ goes low and is used to provide RASIN t o ini tiate 
a memory transaction cycle. Then the selected RAS out- 
put, row addres s hol d time (tRAn), colum n addre ss set up 
time (tAsc) and CAS output will follow RASIN as deter- 
mined by the auto access modes. A maximum of one 
wait state is required for 6 MHz and 10M Hz C PUs. This 
wait state is automatically inserted by the CAS output of 

the DP8408. For systems using byte-writing, the 

DM74S158 provides two separate CAS outputs for ac- 


cessing the low and high byte of memory. Note that DS 
from the Z8000 I s als o gated with the DP8408’s CAS out- 
put to generate CASL and CASH. This guarantees the 
valid data from the Z8000 being written into memory dur- 
ing memory write cycles. Refer to Figure 3 for the de- 
tailed memory transaction cycle timing. 

The following formula allows the designer to determine 
the p roper memory speed in terms of tcAC (access time 
from CAS): 

tcAC fTiaX. = 3 X tcC - tdc(MR) - tRicL - tcASdly “ 
tsDp(C) - 15. 

The Z8000 parameters: 

tcc: clock cycle time 
tsDR(C): read data to clock | set up time 
tdc(MR): clock to MREQ delay 
The DP8408, 74S158 and 74LS245 parameters: 
fRiCL^ RASIN to CAS delay 
tcASdiy^ propagation delay of the 74S158 
15ns: the propagation delay of the 74LS245 
(at 50 pF load) 

For the 10MHz CPU and the DP8408: 
tcAC max. = 300 - 40 - 131 - 14 - 10 - 15 = 90 ns. 

• tpicL max. (mode 6) = 131 ns at 15pF load. 

• tcASdiy max. = 14ns at 50 pF load. 

Since MREQ is connected dire ctly to RASIN, tpp (RAS 
precharge time) and tpAs (RAS pulse width) are deter- 
mined by MREQ high and low, respectively. 

Memory Refresh Cycle: 

The Z8000 CPU contains a refresh rate counter for 
automatic memory refresh. This counter should be pro- 
grammed during the processor initialization to deter- 
mine the refresh rate. Since memory refresh is auto- 
matically inserted by the Z8000, there is no additional 
refresh arbitration logic allowed. The CPU’s ST ATUS 3 
(ST3) output can be directly connected to the M2 (RFSH) 
pin of the DP8408. During the memory refresh cycle, ST3 
goes low, setting the DP8408 in the exte rnal control 
refres h mode (mode 2). Then all four RAS outputs will 
follow MREQ to strobe the DP8408’s refresh address to 
all memo ry banks (the Z8000 refresh address is ignored). 
As MREQ goes high again, the DP8408 increments its re- 
fresh counter, preparing it for the next refresh cycle. 
Refer to Figure 4 for the refresh cycle timing. Note that 
ST3 also goes low during the internal cycle, I/O refer- 
ence cycle and interrupt acknowledg e cycl e, but the 
memory will not be refreshed because MREQ is not ac- 
tive during these cycles. The DP8408 on-chip refresh 
coun ter wi ll not be incremented when M2 goes low un- 
less MREQ is inserted. 


PAL Is a registered trademark of Monolithic Memories, Inc. 
Z80 and Z80A are registered trademarks of Zllog Corp. 
Z8000 Is a trademark of Zllog Corp. 
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Figure 1. Auto Access Timing Sequence 
(Mode 5 or Mode 6) 



Figure 2a. Z8000 and DP8408 interface 
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(4) CASH (BANK 0) 


(7) CASH (BANK1) 


(9) CASL (BANKO) 


(12) CASL (BANK1) 


Figure 2b. CASH and CASL Decoder 


When the processor is in either hait state (by executing 
the priviieg ed HA LT instruction) or singie-stepping 
mode (when STOP input is iow), it introduces memory 
refresh cycies. However, care shouid be taken when the 
CPU is in either a WAIT state or a Bus Acknowiedge 
cycie, that thp dynamic RAM refresh wiii not take piace. 
if these conditions occur over a iong period of time, a 
burst refresh is recommended. This can be done by tog- 
giing RASiN while keeping M2 iow, untii ali the rows of 
the dynamic RAM have been refreshed, then the CPU 
can resume its operations. 


The DP8408 and Z80A® Interface 
Instruction Fetch Cycle: 

Figure 5 shows the detailed interconnections between 
the DP8408, the Z80® and the Dynamic RAMs. Figure 6 
shows the timing during an M1 cycle (op code fetch). The 
program counter is output on the address bus at the 
beginning of the Ml cycle. One-half cloc k later, MREQ 
goes active. This input is used to provide RASIN to the 
DP8408 to access the dynamic memory. Subsequently, 


the s elected RAS output. Row to Colum n Selec t and then 
CAS output will automatically follow RASIN as deter- 
mined by the Auto Access modes of the DP8408. The RD 
line also goes active to indicate a memo ry re ad cycle is 
in progress. After tcAc (access time from CAS), read data 
becomes valid. This da ta is _sampled on the rising edge 
of T3, then bot h MRE Q and RD go inactive. Immediately 
following this, RFSH goes low, putting the DP8408 in the 
Externally Controlled R efres h mode. The MREQ goes 
active causing all four RAS outputs to go active to 
perform a refresh to all the banks of the dynamic RAMs. 
Note that during memory refresh cycles, the refresh 
address from the CPU is output on the address bus. 
However, the contents of the DP8408 on-chip refresh 
counter are used instead to provide the row address to 
the dynamic memory array. Since the Z80 provides only a 
7-bit refresh address, it is an advantage to use the 
DP8408 8-bit refresh counter to support 64k dynamic 
RAMs direc tly. The DP8408 refresh counter is incre- 
mented as MREQ returns high, ending the rhemory 
refresh. The RFSH goes inactive returning the DP8408 
back to the Auto Access mode, preparing it for the next 
access cycle. 
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DP84D8 OUTPUTS 



Figure 5. DP8408 and Z80A Interface 
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Memory Access Cycle: 

Figure 7 shows the timing of the memory read and 
memory write cycie other than for the M1 op cod e fetch 
cycie. Simi iar to t h e op co de fetch cycle, MREQ is used 
to provide RASiN. MREQ goes active after the add ress 
to the memory has had time to stabiiize . Aga in, RAS out- 
put, Row to Coiumn Seiect a nd then CAS output wiii 
automatically follow RASIN to access the sp ecified 
memory location. For a memory rea d cyc le, both MREQ 
and RD go active, and as a result, WIN remains high 
(refer to Figure 5), which allows a m emory read opera- 
tion to occur. On the other hand, on ly MR EQ goes active 
during a write cycle, which forces WIN low. Indic ating 
an early write cycle. It should be noted that the CAS 
output to the memory array will not go low until WR 
goes low during memory write cycles as this guarantees 
the valid CPU data will be written into memory. 

It is worth mentioning that the Z80 CPU provides power- 
ful block transfer instructions. An example is the LOIR 
(load, increment and repeat); using only this instruction, 
the programmer can move any block of data from the 


location pointed to by the D and E registers. This opera- 
tion is repeated until the byte counter (B and C 
registers) reaches zero. Thus, this single Instruction can 
move any block of data from one location to any other. 
Due to the fact that this instruction is refetched after 
each data byte transfer, the memory refresh cycle 
always takes place even though a transfer of up to 64k 
bytes of data may be performed. Furthermore, when the 
CPU has executed the software HALT instruction and is 
waiting for an interrupt before normal CPU operations 
can resume, the CPU executes NOP instructions to 
maintain memory refresh activity. 

However, care should be taken when the CPU is in either 
WAIT state or a Bus Acknowledge cycle, the dynamic 
RAM refresh will not take place. If these conditions 
occur long enough, a burst r efresh is recommended, 
and it can be done by toggling RASIN while keeping M2 
low until all the rows of the dynamic RAM have been 
refreshed before the CPU can resume its operation. 



Figure 7. Z80A Memory Read and Memory Write Cycle 
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The following formulas allow designers to select the 
appropriate dynamic memory, based on different CPU 
and DP8408 speed versions, to ailow the CPU full speed 
of operation: 

max.tcAc: 1.5xtcmin-tDL+(MR)-tRICL- 
tcASOLY - fs+fD) 

min. tRp: tw(MRH) = tw(<)>H) -(-tf-20 
min. tpAs: tw(MRL)-20 = tc-50 
Dynamic RAM Parameters: 

tcAC^ access time from CAS 
tpp: RAS precharge time 
tpAs: RAS pulse width 
Z80 Parameters: 

tc: clock period 

tw(<tiH): clock pulse width, clock high 
tf: clock fall time 

tDLf(MR): MREQ delay from falling edge of clock, 
MREQ low 

ts,^(D): Data set up time to rising edge of 
clock during M1 cycle 
DP8408 and 74S00 Parameters: 

tpicL: RASIN to CAS output delay 

^casdly: propagation delay of the two 74S00 
NAND gates 

For example, if the Z80A (4 MHz) and the DP8408 are 
used, then: 

max. tcAc: 1.5(250) -85- 132- 13 -50 = 95 ns 
min. tpp: 110 + 20-20 = 110ns 
min. tpAS- tc - 50 = 200ns 
tpicL max. 

(mode 6): 132 ns at 15 pF load 
tcASDLY max.: 13ns at 50 pF load 

Therefore, in this case, the designer should choose a 
dynamic memory which has maximum tcAC of 95ns, 
minimum tpp of 110ns and minimum tpAS of 200ns. 

DP8409 and MC68B09E Interface 

DP8409 Overview: 

The DP8409 Dynamic RAM Controller/Driver is designed 
to control all multiplexed-address dynamic RAMs. It con- 
sists of two 9-bit address latches and a 9-bit refresh 
counter, thus allowing control of all 16k, 64k, and the 
coming generation 256k dynamic RAMs. More important, 
all the DP8409 outputs are capable of driving 500 pF 
loads. 

The DP8409 basically has eight modes of operation: 

Externally Controlled Refresh, Automatic Forced 

Refresh, Internal Auto Burst Refresh, All RAS Auto 
Write, Externally Controlled Access, Auto Access (slow 
tRAH and with hidden refresh). Fast Auto Access (fast 
Irah) and Set End of Count. Of all these modes, Auto 
Access (mode 5) and Auto Forced Refresh (mode 1) are 
the most popular and will be us ed thro ughout this 
application. Mode 5 requires only RASIN to initiate a 
memory access cycle, because all the dynamic RAM’s 


control signals are automatically delayed from this 
input, as shown in Figure 1. To attain maximum system 
throughput, it is obviously advantageous to perform 
refreshes without interrupting the system. The DP8409 
can do this by monitoring the CS input to see if it is 
high. If CS is high, the RAMs are not being accessed. If 
CS is high for one cycle, the DP8409 performs a hidden 
refresh during this cycie, and stops in time for the 
system to start another access. But if a hidden refresh 
does not occur in a specific time siot, a refresh must be 
forced and this can be done by using Mode 1, Automatic 
Forced Refresh. 

To perform automatic forced refresh, the DP8409 must 
receive two clock sig nals : the refresh period clock, 
RFCK, and RGCK, the RAS-generator clock; RGCK can 
be the microprocessor clock. It takes approximately 
four RGCK clock periods to perform this automatic 
forced refresh. The DP8409 gives preference to hidden 
refresh using RFCK as a level reference. The refresh 
time slot commences as RFCK goes high. If CS goes 
high while RFCK is high, the refres h co unter is enabled 
in the address outputs. All four RAS output s follow 
RASIN; so to perform a hidden refresh, RASIN must be 
set low and the refresh counter gets incremented as 
RASIN goes high. The DP8409 allows only one such 
hidden refresh to occur with a clock cycle of RFCK to 
minimize power consumption. 

If a hidden refresh does not occur the DP8409 must 
force a refresh before RFCK begins a new cycle on a 
low-to-high transition. Therefore, as RFCK goes low 
(and a hidden refresh has not occurred), RF I/O (Refresh 
Request) goes low, requesting that a refresh be per- 
formed. When the system acknowledges the request, it 
sets M2 low, and prevents further access to the DP8409. 
Then t wo RG CK negative edges after M2 has gone low, 
all four RAS outputs go low and and rema in low for two 
RGCK clock periods. After all four RAS outputs have 
gone low, M2 can go high any time to end the Automatic 
Forced Refresh. The DP8409 allows only one automatic 
refresh to occur within a clock cycle of RFCK. 

Memory Access: 

The MC68B09E starts a memory access cycle when E 
goes low, then the memory address becomes valid on 
the Address Bus AO-15. This address is decoded to 
provide Chip Select ( CS) to the DP8409. Then Q goes 
high and sets RASIN low from the PAL® Control Logic 
as shown in Figure 12. Note that CS must go low for a 
minimum of 10ns before the assertion of RASIN for a 
proper memory access. This is important because a 
false hidden refresh may take place when this 10ns 
minimum setup time is not met. RASIN goes low initiat- 
ing the auto access sequence as shown in Figure 1. 
Mode 5 guarantees a 30ns minimum for row address 
hold t ime an d a minimum of 8ns column address set up 
time. RASIN remains low until E goes low at the end of 
the current access cycle. Using the 16R6 A-1 Program- 
mable Arr ay L ogic (25ns PAL), the maximum access 
time from CAS of the selected dynamic RAM is deter- 
mined as follows: 

Max.tcAc: 3x125-25-160-40=150 ns 8409 
tcAc: 3x125-25-130-40=180 ns 8409-2 

Q high to 

E low: 3 X 125 ns (8 MHz clock) = 375 ns 
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Q hig h to 

RASIN low: 25ns(16R6A-1 PAL Parameter) 
RASIN to 


Output low: 


Read data setup 
time (before E 
going low): 


160 ns (DP8409’s tpicL. Mode 5, at 
500 pF load) 

130 ns (DP8409-2’s Iricl) 


40 ns 


Memory Refresh: 

As described above, RASIN goes active when Q and/or E 
are high. This scheme, therefore, maximizes chances for 
hidden refresh because CS is high during nondynamic 
memory cycle. For example, when the CPU is executing 
ijn^ernal operation or the CPU is accessing ROM or I/O, 
CS is high during these time s. The DP8409 therefore per- 
forms a hidden refresh as RASIN goes low, assuming 
that RFCK is high. 


However, if no hidden refresh occurs whiie RFCK was 
high, RF I/O goes low immediately after the RFCK high-to- 
low transition requests a forced refresh. The PAL Control 
Logic samples RF I/O, when E and Q are high and low 
respectively, to set M2 (RFSH) low, as shown in Figure 13. 
Once M2 has gone low, a forced refresh automatically 
occurs (as described in the DP8409 Overview). M2 remains 
low for four system clock periods to allow for this forced 
refresh. If the current microprocessor cycle is a non- 
dynamic memory cycie (CS is hig h), this ref resh is trans- 
parent to the microprocessor and STRETCH remains high 
(E and Q are not stretched). Nevertheies s, if the cu rrent 
cycle is a dynamic memory access cycle, STRETCH goes 
low str etching E and Q for a maximum of four system 
clocks. RASIN for the pending access will be issued a full 
syste m clock after M2 has gone high; this is to aliow some 
RAS prechargetime forthedynamic RAM. Afterthis, mem- 
ory will be accessed in the manner as described in the 
Memory Access Cycie. 




Figure 8. NSC800 and DP8408 Interface 
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NSC 800 OUTPUTS 



Figure 9. NSC800 Op Code Fetch Cycle 
Showing Memory Refresh 
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*IF CS IS HIGH THROUGHOUT THIS CYCLE (RFCK IS ALSO HIGH), HIDDEN 
REFRESH OCCURS INSTEAD OF A MEMORY ACCESS. 


Figure 12. MC68B09E Memory Read Cycle 
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Figure 14. PAL (16R6 A-1) Control Logic 
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Memoiy Systems with ECC 
Using the DP8400 


National Semiconductor 
Application Brief #2 
Brian Edem 
June 1982 


This brief explains how a memory system can easily per- 
form single error correction, double error detection, auto 
accessing and refreshing of memory, and byte writing. 

Figure 1 shows the NS16032 with DP8409, DP8400, and a 
2-PAL® (Programmable Array Logic) controller. The 
memory cycle for the NS16032 starts at the CPU clock 
cycle where the address strobe goes active. At the 
middle of this clock cycle, the 74ALS02 latch is set, pro- 
viding RASIN to the DP8409 Dynamic RAM Controller, 
which starts its Auto Access cycle. The latch output is 
also sent to the two PAL controllers, indicating that a 
memory cycle has started. On the next PAL clock cycle 
(50 ns later), the PAL will enter one of five memory cycles: 
Read, Byte-Write, Word-Write, or Cycle Inhibit. 

For a read cycle, one wait state will be needed, so the 
controller pulls the NCWAIT line low for one CPU clock 
cycle. Three CPU clock cycles after RASIN, the correct- 
ed data is latched at the output of the DP8400, the 
memory buffers are disabled, and the DP8400's output 
buffers are enabled. At the beginning of the fifth CPU 
clock cycle, the CPU latches the data from the data bus, 
and the PAL deactivates all control signals, resets the 
74ALS02 latch, and outputs an interrupt to the CPU if a 
double error is detected. This allows the CPU to grace- 
fully crash or perform a memory test on the system. 

In a byte-write cycle, the data must first be read from 
memory to be corrected if necessary. The new byte to be 
written, along with the byte that remains unchanged, will 
then be written to memory with the new checkbits. 

The byte-write memory cycle needs two wait states, so 
the PAL controller first pulls the NCWAIT line low for two 
CPU clock cycles. Three CPU clock cycles after RASIN is 
activated, corrected data is latched at the output of the 
DP8400. Also at this time the memory buffers are dis- 
abied, the new byte from the CPU and the unaddressed 
memory byte from the DP8400 are enabled onto the inter- 
nal data bus, creating a new word of data. A half of the 
CPU clock cycle after the new data is enabled, it is 
latched into the DP8400, the mode of which has been 
changed to generate check bits. A half of the CPU clock 
cycle after the data has been latched intotheinput of the 
DP8400, the data is again latched at the output to the 
DP8400 along with the newly generated check bits. Also 
at this time, a write strobe is generated by the PAL. At 
the end of the write strobe, the PAL outputs a reset 
pulse, resetting the 74ALS02 latch. If a double bit error 
occurred during the read portion of the memory cycle, 
then the interrupt wiil be triggered. 


For a word-write cycie, no wait states are used. The 
buffer from the CPU is enabled, the DP8400 is put into a 
write mode, and the DP8409 is instructed to write mem- 
ory. After CAS has occurred, the PAL controlier resets 
the 74ALS02 latch. 

During any memory cycle that the dynamic RAM is not 
selected, the controller effectively performs a cycle 
inhibit, allowing the DP8409 to perform a refresh if 
needed. One CPU ciock cycle after the cycle starts, the 
74ALS02 latch is cieared. The DP8409 will use this short 
RASIN strobe to generate an All-RAS strobe if a hidden 
refresh is pending. 

If a hidden refresh has not occurred in the allocated time 
(period of RFCK high), a forced refresh will be requested. 
The PAL controller will wait for the end of the current 
memory cycle, and immediately request a cycle hold, 
and then switch the DP8409 to the auto refresh mode. 
While the NS16201 is in the cycle hold state, NTSO will 
stay high, preventing the start of another memory cycle. 
After sufficient time has been allowed for the DP8409 to 
perform a forced refresh, the PAL controller will remove 
the cycle hold. 

Figure 2 shovjs how, using the 68000, DP8409and DP8400, 
and a controller, the same functions can be performed 
with a memory system controlled by a 68000 micro- 
processor. Timing for the 68000 system is similar to that 
for the NS16000, except for forced refresh and the 
generation of RASIN. The 68000 does not have a feature 
equivalent to cycle hold, so DTACK (Data Acknowledge) 
must be delayed if a memory cycle is requested during a 
forced refresh. 


PAL Is a registered trademark of Monolithic Memories, Inc. 
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Figure 1. Memory System for NS16032 Using DP8409, 
DP8400, and 64k Dynamic RAMs, Performing Error 
Checking/Correcting, Refreshing and Byte-Writing 
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Figure 2. Memory System for the 68000 Using 
DP8409, DP8400 and 64k Dynamic RAMs 
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Section 8 

a 

Microprocessor 

Support WMbM 


TEMPERATURE RANGE 
55“Cto+125“C 0"Cto+70°C 


DESCRIPTION 


PAGE 

NUMBER 


DP8212M DP8212 8-Bit Input/Output Port 

‘DP8216M DP8216 4-Bit Bidirectional Bus Transceiver 

‘DP8226M DP8226 4-Bit Bidirectional Bus Transceiver 

— DP8224 Ciock Generator and Driver 

‘DP8228M DP8228 System Controller and Bus Driver 

‘DP8238M DP8238 System Controller and Bus Driver 

— NS16201 NS16000 Timing Control Unit 


8-4 

8-11 

8-11 

8-16 

8-22 

8-22 

Microprocessor 


‘Also available screened in accordance with MIL-STD-883 Class B. Refer to National Semiconductor’s “The Reliability Handbook”. 




MICROPROCESSOR SUPPORT CIRCUITS 


DESCRIPTION 

GENERAL 

PURPOSE 

8080 

CPU 

1 PART NUMBER | 

PAGE 

NO. 

0°C to +70°C 

-55°Cto -H25°C 

8-Bit I/O Port 

• 

• ' 

DP8212 

DP8212M 

8-4 

4-Bit Parallel Receiver/Driver 

• 

• 

DP8216, 

DP8216M, 

8-11 




DP8226 

DP8226M 

8-11 

Clock Generator/Driver 


• 

DP8224 


8-16 

System Controller/Bus Driver 


• 

DP8228, 

DP8228M, 

8-22 




DP8238 

DP8238M 

8-22 

8-Bit 48 mA Bus Transceiver 

• 


DP8303 

DP7303 

2-6 

8-Bit 48 mA Bus Transceiver 

• 


DP8304B 

DP7304B 

2-11 

8-Bit 48 mA Bus Transceiver 

• 


DP8307 

DP7307 

2-16 

8-Bit 48 mA Bus Transceiver 

• 


DP8308 

DP7308 

2-20 

CRT Controller 

• 

• 

DP8350 


5-6 

CRT Controller 

• 

• 

DP8352, 


5-6 

CRT Controller 

• 

• 

DP8353 


5-6 

Octal D-Type Latch 

• 


MM74C373 

MM54C373 

CMOS 

Octal D-Type Flip-Flop 

• 


MM74C374 

MM54C374 

CMOS 

16-Key Encoder' 

• 


MM74C922 

MM54C922 

CMOS 

20-Key Encoder 

• 


MM54C923 

MM54C923 

CMOS 

Octal Transparent D Latch 

• 


DM74LS373 

DM54LS373 

LOGIC 

Octal Edge-Triggered D Flip-Flop 

• 


DM74LS374 

DM54LS374 

LOGIC 















DP8212/DP8212M 


National Microprocessor Support 

Semiconductor 

DP8212/DP8212M 8-Bit Input/Output Port 


General Description 

The DP8212/DP8212M is an 8-bit input/output port 
contained in a standard 24-pin dual-in-line package. The 
device, which is fabricated using Schottky Bipolar tech- 
nology, is part of National Semiconductor's N8080A 
microcomputer family. The DP8212/DP8212M can be 
used to implement latches, gated buffers, or multi- 
plexers. Thus, all of the major peripheral and input/ 
output functions of a microcomputer system can be 
implemented with this device. 

The DP8212/DP8212M includes an 8-bit latch with 
TRI-STATE® output buffers, and device selection and 
control logic. Also included is a service request flip-flop 
for the generation and control of interrupts to the 
microprocessor. 


Features 

• 8-Bit Data Latch and Buffer 

• Service Request Flip-flop for Generation and Control 
of Interrupts 

• 0.25mA Input Load Current 

• TRI-STATE TTL Output Drive Capability 

• Outputs Sink 15mA 

• Asynchronous Latch Clear 

• 3.65V Output for Direct Interface to INS8080A 

• Reduces System Package Count by- Replacing Buffers, 
Latches, and Multiplexers in Microcomputer Systems 



N8080A Microcomputer Family Block Diagram 
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Absolute Maximum Ratings 


Operating Conditions 


Storage Temperature ,-65°C to +160°C 

All Output or Supply Voltages -0.5V to +7V 

All Input Voltages -1.0V to 5.5V 

Output Currents 125 mA 

Maximum Power Dissipation* at 25°C 

Cavity Package 1903 mW 

Molded Package 2005 mW 

’Derate cavity package 12.7 mW/°C above 25° C; derate molded 
package 16.0 mW/°C above 25° C. 


Supply Voltage (Vcc^ 
DP8212M 
DP8212 

Operating Temperature (T^) 
DP8212M 
DP8212 


MIN 

MAX 

UNITS 

4.50 

5.50 

Vdc 

4.75 

5.25 

VdC 

-55 

■H25 

°c 

0 

-H75 

°c 


Note: Maximum ratings indicate limits beyond which permanent damage may occur. Continuous operation at these limits is not intended and 
should be limited to those conditions specified under dc electrical characteristics. 

Electrical Characteristics (Min < Ta < Max, Min < Vcc ^ Max, unless otherwise noted) 


SYMBOL PARAMETER 


F Input Load Current, 

STB, DS2,^, Dli-DIa Inputs 


Input Load Current, MD Input 


Input Load Current, DS1 Input 


Input Leakage Current 

STB, DS2, CLR, Dli-DIa Inputs 


Input Leakage Current, MD Input 


Input Leakage Current, DS1 Input 


Input Forward Voltage Clamp 


Input "Low" Voltage 


Input "High" Voltage 


Output "Low" Voltage 


Output "High" Voltage 


Short-Circuit Output Current 


Output Leakage Current, High 
Impedance State 


Power Supply Current 


CONDITIONS 


Vf = 0.45V 


Vf = 0.45V 


Vf = 0.45V 


Vr = Vcc Max 


Vr = Vcc Max 


Vr = Vcc Max 


IC = -5 mA 



lOL “ 10 mA 


lOL = 15 mA 


DP8212M 


DP8212 


DP8212M 


DP8212 


|QH= -0.5 mA DP8212M 


IOH = -10niA DP8212 


Vo = OV, Vcc = 5V 


Vq = 0.45V/Vcc Max 


DP8212M 


DP8212 
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Capacitance * 

F = 1MHz, VbiaS = 2.5V, Vcc = 5V, Ta = 25°C. 


SYMBOL 

PARAMETER 

C|N 

DS1 , MD Input Capacitance 

C|N 

DS2, CLR, STB, Dli-Dls Input Capacitance 

COUT 

D01— DOS Output Capacitance 



TYP 

MAX 

UNITS 

9 

12 

PF 

5 

9 

PF 

8 

12 

pF 


’This parameter is sampled and not 100% tested. 
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DP8212/DP8212M 



























































































































Switching Characteristics 

(Min < T/\ < Max, Min < Vcc ^ Max) 


SYMBOL 

PARAMETER 

CONDITIONS 

1 DP8212M 1 

1 DP8212 1 

UNITS 

MIN 

MAX 

MIN 

MAX 

tpw 

Pulse Width 


40 


30 


ns 

tPD 

Data to Output Delay 

(Note 5) 


30 


30 

ns 

tWE 

Write Enable to Output Delay 

(Note 5) 


50 


40 

ns 

tSET 

Data Set-Up Time 


20 


15 


ns 

tH 

Data Hold Time 


30 


20 


ns 

tR 

Reset to Output Delay 

(Note 5) 


55 


40 

ns 

ts 

Set to Output Delay 

(Note 5) 


35 


30 

ns 

tE 

Output Enable/Disable Time 

(Note 6) 


50 


45 

ns 

tc 

Clear to Output Delay 

(Note 5) 


65 . 


55 

ns 


Switching Conditions 

Conditions of Test: 

1. Input Pulse Amplitude = 2.5 V. 

2. Input Rise and Fall Times = 5ns. 

3. Between 1V and 2V Measurements made at 1.5V 
with 15mA & 30pF Test Load. 

4. C[_ includes jig and probe capacitance. 

5. CL = 30pF. 

6. Cl = 30 pF except for DP8212M tE(DlSABLE) Cl = 5 pF 


Test Load Alternate Test Load 

(Refer to Timing Diagram) 
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DP8212/DP8212M 





DP8212/DP8212M 


Logic Diagram 


■T> TS5T 

0S2 


rrr> stb 

ri4~S cIr 
i~r^ MD 




h=l> 




Logic Table A 


STB 

MD 

(DSi-OSj) 

DATA OUT 
EQUALS 

0 

0 

0 

TRI-STATE 

1 

0 

0 

TRI-STATE 

0 

1 

0 

DATA LATCH 

1 

1 

0 

DATA LATCH 

0 

0 

1 

DATA LATCH 

1 

0 

1 

DATA IN 

0 

1 

1 

DATA IN 

1 

1 

1 

DATA IN 


'Internal Service Request flip-flop. 


CLR “\_ resets data latch to the output low state. 

The data latch clock 1$ level sensitive, a low level clock 
latches the data. 


Logic Table B 


CLR 

(DS 1 DS 2 ) 

STB 

KB 

EH 

0 RESET 

0 

0 

0 

1 

1 

0 

0 , 

0 

1 

1 

0 


1 

0 

1 

1 RESET 

0 

0 

0 

1 

0 

0 

0 

1 


IDSfPS2) 




Q> Dl| 


[T> Dl2 


rr> Di3 


I 9 > DI 4 


nr> D15 


nr> Dii; 


n°> 017 


nr> D's 



lUPPERS I 

#1 


D02 [T> 








nr> 


D 01 n~^ 


D03 rr> 


■ D 04 


D 05 rir'> 


— ■ DOS E> 


■ DO? □£> 


DOS I 21 > 


Functional Pin Definitions 

The following describes the function of all the DP8212/ 
DP8212M input/output pins. Some of these descriptions 
reference internal circuits. 


INPUT SIGNALS 

Device Select (DS-|, DS 2 ): When DSi is low and DS 2 is 
high, the device is selected. The output buffers are enabled 


and the service request flip-flop is asynchronously reset 
(cleared) when the device is selected. 

Mode (MD): When high (output mode), the output buffers 
are enabled and the source of the data latch clock input is 
the device selection logic (DSi • DS 2 ). When low (input 
mode), the state of the output buffers is determined by the 
device selection logic (DSi • DS 2 ) and the source of the 
data latch clock input is the strobe (STB) input. 
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Functional Pin Definitions (Continued) 

Strobe (STB): Used as data latch clock input when the 
mode (MD) input is low (input mode). Also used to synch- 
ronously set the service request flip-flop, which is negative 
edge triggered. 

Data In (Dli - DIa): Eight-bit data input to the data latch, 
which consists of eight D-type flip-flops. Incorporating a 
level sensitive clock while the data latch clock input is high, 
the Q output of each flip-flop folfows the data input. When 
the clock input returns low, the data latch stores th e data 
input. The clock input high overrides the clear (CLR) 
input data latch reset. 

Clear (CLR): When low, asynchronously resets (clears) 
the data latch and the service request flip-flop. The service 
request flip-flop is in the non-interrupting state when reset. 


OUTPUT SIGNALS 

Interrupt (INT): Goes low (interrupting state) when either 
the service request flip-flop is synchronously set by the 
strobe (STB) input or the device is selected. 

Data Out (DOi - DO3): Eight-bit data output of data 
buffers, which are TRI-STATE, non-inverting stages. These 
buffers have a common control line that either enables the 
buffers to transmit the data from the data latch outputs or 
disables the buffers by placing them in the high-impedance 
state. 


Connection Diagram 


DSl— - 

1 


24 

— Vcc 

MD 

2 


23 

INT 

Dll — 

3 


22 

— DIa 

DOi 

4 


21 

DD8 

DI 2 

5 


20 

— DI 7 

D 02 — 

6 

DP8212/ 

10 

DO 7 

013 — 

7 

DPS212M 

18 

— Olo 

D 03 — 

8 


17 

— DOe 

D 14 — 

9 


16 

— DI 5 

D 04 — 

10 


15 

— DD 5 

STB — 

11 


14 

— CTR 

GND — 

12 


13 

— DS2 


Order Number DP8212J, DP8212N 
or DP8212MJ 

See NS Package J24A or N24A 


Applications in Microcomputer Systems 


Gated Buffer 
(TRI-STATE) 


Vcc- 


GATING 

CONTROL 


INPUT 

DATA 

(2S0pA) 


o 


DP8212/ 

DP8212M 


{= 


CLR 

pTMD PS2 


GNO 




OUTPUT 
DATA 
(ISmA) 
(3.65V MIN) 


Vcc 
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DP8212/DP8212M 








Applications in Microcomputer Systems (Continued) 

Interrupting Input Port 


INPUT ^ 


STROBE 

1 

(FROM INPUT 

STB 

DEVICE) 


SYSTEM ( \ 

DP8212/ 

INPUT 1— y/ 

DP8212M 

SYSTEM 

CLR INT 

RESET 

DSi MD 0S2 

portJ” 

T 1 

-■ GND 


Interrupt Instruction Port 

Vcc 


RESTART 

INSTRUCTION 

(RST0-RST7) 


TO PRIORITY CKT 
■(ACTIVE LOW) 


PORT SELECTION 
INTERRUPT ACKNOWLEDGE 



Output Port (with Hand-Shaking) 


SYSTEM 

INTERRUPT 



OUTPUT STROBE 
(HANDSHAKING 
SIGNAL FROM 
OUTPUT DEVICE) 


PORT SELECTION 
(LATCH CONTROL) 


IIMS8080A Status Latch 


f Do 

I D) 

02 

0 3 

04 

INS8080A Ds 


CLOCK GEN IffVrT'-’l 
&0RIVER 


OP8212/ 

DP8212M OE 
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National 

Semiconductor 


Microprocessor Support 


DP8216/DP8216M, DP8226/DP8226M 
^Bit Bidirectional Bus Transceivers 


General Description 


The DP8216/DP8216M and DP8226/DP8226M are 
4-bit bidirectional bus drivers for use in bus oriented 
applications. The non-inverting DP8216/DP8216M and 
inverting DP8226/DP8226M drivers are provided for 
flexibility in system design. 

Each buffered line of the four-bit driver consists of two 
separate buffers that are TRI-STATE® to achieve direct 
bus interface arid bidirectional capability. On one side 
of the driver the output of one buffer and the input of 
another are tied together (DB); this side is used to inter- 
face to the system side components such as memories, 
I/O, etc., because its interface is TTL compatible and it 
has high drive (50 mA). On the other side of the driver 
the inputs and outputs are separated to provide maximum 
flexibility. Of course, they can be tied together so that 
the driver can be used to buffer a true bidirectional bus. 
The DO outputs on this side of the driver have a special 
high voltage output drive capability so that direct inter- 
face to the 8080 type CPUs is achieved with an adequate 
amount of noise immunity. 

The CS input is a device enable. When it is "high" the 
output drivers are all forced to their high-impedance 
state. When it is a "low" the device is enabled and the 
direction of the data flow is determined by the DIEN 
input. 


Logic and Connection Diagrams 


The DIEN input controls the direction of data flow, 
which is accomplished by forcing one of the pair of 
buffers into its high-impedance state and allowing the 
other to transmit its data. A simple two-gate circuit is 
used for this function. 


Features 

■ Data bus buffer driver for 8080 type CPUs 

■ Low input load current — 0.25 mA maximum 

■ High output drive capability for driving system data 
bus — 50 mA at 0.5 V 

■ Power up-down protection 

■ DP8216/DP8216M have non-inverting outputs 

■ DP8226/DP8226M have inverting outputs 

■ Output high voltage compatible with direct interface 
to MOS 

■ TRI-STATE outputs 

■ Advanced Schottky processing 

■ Available in military and commercial temperature 
ranges 
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DP8216/DP8216M 


DP8226/PD8226M 




DuaMn>Line Package 


CHIP SELECT T5— 1 
DATA OUTPUT DOo— 2 


DATA INPUT did— 14 


DATA OUTPUT DOiHS 


DATA INPUT Oh-^7 


iRL_f7TrnDATAlN ENABLE 
I8p UltN (0|R£CTt0N CONTROL) 


141—003 DATA OUTPUT 


12 — Dl3 DATA INPUT 
11 — D02 DATA OUTPUT 


Order Number DP8216J, DP8216N, DP8226J, 
DP8226N, DP8216MJ or DP8226MJ 
See NS Package J16A or N16A 
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DP8216/DP8216M, DP8226/DP8226M 






DP8216/DP8216M, DP8226/DP8226M 


Absolute Maximum Ratings (Note d 

Operating Conditions 



Min 

Max Units 


Min Max Units 

All Output and Supply Voltages -0.5 

-t7.0 V Supply Voltage, Vqc 



All Input Voltages -1.0 

Output Currents 

Storage Temperature -65 

Maximum Power Dissipation at 25°C 

+55 V DP8216M, DP8226M 

^ DP8216, DP8226 

125 m A 

Op Temperature, Ta 

DP8216M, DP8226M 
DP8216, DP8226 

4.5 5.5 V 

4.75 5.25 V 

55 +125 °C 

0 +70 °C 

Cavity Package 

1509 mW 





Molded Package 

1476 mW 





Lead Temperature (soldering, 10 seconds) 

+300 °C 





*Derate cavity package 10.1 mW/°C above 25° C; derate molded package 11 .8 mW/°C 





above 25“ C. 







Electrical Characteristics dp 8216 , dp 8226 vcc = 5 v ± 5% (Notes 2, 3, and 4) 



Parameter 

: 

Limits 


Symbol 

Description 

Conditions 

Min 

Typ 

Max 

Units 

DRIVERS 

V|L 

Input Low Voltage 




0.95 

V 

V|H 

Input High Voltage 


2 



V 

If 

Input Load Current 

Vp = 0.45 V 


-0.03 

-0.25 

mA 

ir 

Input Leakage Current 

Vr = 5.25 V 



10 

pA 

Vc 

Input Clamp Voltage 

Ic ~ -5 mA 



-1.2 

V 

V0L1 

Output Low Voltage 

Iql ~ 25 mA 


0.3 

0.45 

V 

VOL2 

Output Low Voltage 

DP8216 Iql = 55 mA 
DP8226 Iql = 50 mA 


0.5 

0.6 

V 

VOH 

Output High Voltage 

lOH “ -10mA 

2.4 

3.0 


V 

•sc 

Output Short Circuit Current 

Vcc = 5.0 V 

-30 

-75 

-120 

mA 

Hol 

Output Leakage Current TRI-STATE 

Vq = 0.45V/5.5V 



100 

pA 

RECEIVERS 

V|L 

Input Low Voltage 




0.95 

V 

V|H 

Input High Voltage 


2 



V 

If 

Input Load Current 

Vp = 0.45 V 


-0.08 

-0.25 

mA 

Vc 

Input Clamp Voltage 

•C “ -5 mA 



-1.2 

V 

VOL 

Output Low Voltage 

lOL “ 15 mA 


0.3 

0.45 

V 

VqhI 

Output High Voltage 

•OH = -1 mA 

■ 3.65 

4.0 


V 

isc 

Output Short Circuit Current 

Vq^OV 

-15 

-35 

-65 

mA 

Hol 

Output Leakage Current TRI-STATE 

Vo = 0.45V/5.5V 



20 

pA 

CONTROL INPUTS (CS, DIEN) 

V|L 

Input Low Voltage 




0.95 

V 

V|H 

Input High Voltage 


2 



V 

If 

Input Load Current 

Vp = 0.45V 


-0.15 

-0.5 

mA 

'r 

Input Leakage Current 

Vr = 5.25 V 



20 

pA 

icc 

Power Supply Current 




■■ 



DP8216 



95 


mA 


DP8226 



85 


mA 
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DP8216/DP8216M, DP8226/DP8226M 

































































































































DP8216/DP8216M, DP8226/DP8226M 


Switching Characteristics (Notes 2, 3, and 4) 


Symbol 

Description 

Conditions 

DP8216M, DP8226M, Vcc = 5V ±10% 

tPDI 

Input to Output Delay, DO Outputs 

Cl = 30pF, Ri =300f2, 
R2 = 600i2 

tPD2 

Input to Output Delay, DB Outputs 
DP8216M 
DP8226M 

C|_ = 300 pF, R-| = 90J2, 
R2= 1800 

tE 

Output Enable Time 
DP8216M 
DP8226IVI 

DO Outputs: C[_ = 30 pF, 
Rl =3000/10k0, 

R2 = 6000/1 kO 
DB Outputs: Cl = 300 pF, 
Rt = 90 0/10k0, 

R2= 1800/1 kO 

Id 

Output Disable Time 
DP8216M 
DP8226M 

DO Outputs: Cl = 5 pF, 
Rl =3000/10k0, 

R2 = 6000/1 kO 
DB Outputs: Cl = 5 pF, 
Rl = 90 0/10 kO, 

R2= 180 0/1 kO 

DP8216, DP8226 Vcc = 5.0V±5% 

tPDI 

Input to Output Delay, DO Outputs 

Cl = 30pF, R ■] = 3000, 
R2 = 6000 

tPD2 

Input to Output Delay, DB Outputs 
DP8216 
DP8226 

CL = 300pF,Ri =90 0, 
R2=1800 

tE 

Output Enable Time 
DP8216 
DP8226 

DO Outputs: Cl = 30 pF, 
Rl = 3000/10 kO, 

R2 = 600 0/1 kO 
DB Outputs: Cl = 300 pF, 
Rl = 90 0/10k0, 

R2= 180 0/1 kO 

tD 

Output Disable Time 

DO Outputs: Cl = 5pF, 
Rl = 300 0/10k0, 

R2 = 6000/1 kO 
DB Outputs: Cl = 5 pF, 
Rf = 900/10k0, 

R2= 180 0/1 kO 






25 

ns 

33 

ns 

25 

ns 

75 

ns 

62 

ns 

40 

ns 

38 

ns 


15 

25 

ns 

20 

30 

ns 

16 

25 

ns 

45 

65 

ns 

35 

54 

ns 

20 

35 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not 
meant to imply that the devices should be operated at these limits. The tables of "Electrical Characteristics" provide conditions for 
actual device operation. 

Note 2: Unless otherwise specified, min/max limits apply across the — 55°C to +1 25° C temperature range for the DP8216M and DP8226M 
and across the 0°C to +70°C temperature range for the DP8216 and DP8226. All typical values are given for Vqq = 5 V and ~T /\ = 25° C. 
Note 3: All currents into device pins are positive; all currents out of device pins are negative. All voltages are referenced to ground unless 
otherwise specified. 

Note 4; Only one output at a time should be shorted. 
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Test Conditions 


Test Load Circuit 


Vcc 

Input pulse amplitude of 2.5 V. 

Input rise and fall times of 5.0 ns between 1.0 V and 2.0 V. 

Output loading is 5.0 mA and lOpF. 

Speed measurements are made at 1.5 V levels. 


Switching Time Waveforms 



D.SV 


Capacitance ta = 25 °c 




Limit 

Symbol 

Parameter 

Min. 

Typ. 

Max. Unit 

C|N 

Input Capacitance 


4 

6 pF 

COUT 

Output Capacitance 





DO Outputs 


6 

10 pF 


DB Outputs 


13 

18 pF 


Note: This parameter is periodically sampled and is not 100% 
tested. Condition of measurement is f = 1 MHz, Vbias “ 2.5 V, 
Vcc = 5.0 V, and Ta = 25° C. 
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DP8216/DP8216M, DP8226/DP8226M 




DP8224 


National 

Semiconductor 


DP8224 Clock Generator and 


General Description 

The DP8224 is a clock generator/driver contained in a 
standard, 16-pin dual-in-line package. The chip, which is 
fabricated using Schottky Bipolar technology, generates 
clocks and timing for National Semiconductor's N8080A 
microcomputer family. 

Included in the DP8224 is an oscillator circuit that is 
controlled by an external crystal, which is selected by 
the designer to meet a variety of system speed require- 
ments. Also included in the chip are circuits that provide: 
a status strobe for the DP8228 or DP8238 system con- 
trollers, power-bn reset for the INS8080A microproces- 
sor, and synchronization of the READY input to the 
INS8080A. 


Microprocessor Support 


Driver 


Features 

• Crystal-Controlled Oscillator for Stable System , 
Operation 

• Single Chip Clock Generator and Driver for I NS8080A 
Microprocessor 

• Provides Status Strobe for DP8228 or DP8238 System 
Controllers 

• Provides Power-On Reset for INS8080A Micro- 
processor 

• Synchronizes READY Input to INS8080A Micro- 
processor 

• Provides Oscillator Output for Synchronization of 
External Circuits 

• Reduces System Component Count 



N8080A Microcomputer Family Block Diagram 
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MAX 


UNITS 


Absolute Maximum Ratings (Note 2) 


Supply Voltage 
'^CC 

Vdd 

Input Voltage 

Storage Temperature Range 
Maximum Power Dissipation at25°C 
Cavity Package 
Molded Package 

Lead Temperature (Soldering, 10 seconds) 


7V 

15V 

-IV to +5.5V 
-65‘’Cto+150°C 

1509 mW 
1476 mW 
300° C 


’Derate cavity package 10.1 mW/°C above 25°C; derate molded 
package 11 .8 mW/°C above 25° C. 


Operating 

Conditions 


MIN 

Supply Voltage 


Vcc 

4.75 

Vdd 

11.4 

Temperature (T/\) 

0 


Electrical Characteristics (Note 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

If 

Input Current Loading 

Vp = 0.45V 



-0.25 

mA 

ir 

Input Leakage Current 

Vr = 5.25V 



10 

juA 

Vc 

Input Forward Clamp Voltage 

IC = -5 mA 



-1.0 

V 

V|L 

Input "Low" Voltage 

Vcc = 5V 



0.8 

V 

V|H 

Input "High" Voltage 

RESIN Input 

2.6 



V 



All Other Inputs 

2.0 



V 

V|H-V|L 

RESIN Input Hysteresis 

Vcc = 5V 

0.25 



V 

VOL 

Output "Low" Voltage 






(01, 02), Ready, Reset, 
STSTB 

•OL = 2.5 mA 



0.45 

V 

Osc., 02 (TTL) 

IOL= 10 mA 



0.45 

V 

Osc.,02 (TTL) 

Iql= 15mA 



0.45 

V 

VOH 

Output "High" Voltage 






01,02 

•oh = -100 pA 

9.4 



V 

Ready, Reset 

•oh = -100 pA 

3.6 



V 

Osc.,02 (TTL), STSTB 

IQH = -1 nnA 

2.4 



V 

isc 

Output Short-Circuit Current 
(All Low Voltage Outputs 
Only), (Note 1) 

Vq = 0V, Vcc=.5V 

-10 


-60 

mA 

icc 

Power Supply Current 




115 

mA 

Idd 

Power Supply Current 




12 

mA 


Note 1 : Caution — 01 and 02 output drivers do not have short circuit protection. 

Note 2: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 3: Unless otherwise specified min/max limits apply across the 0°C to +70°C range for the DP8224. All typical values are for T/\ = 25°C, 
Vcc ~ 5V, and Vqd = 12V. 


Crystal Requirements* 

Tolerance 0.005% at 0°C to +70°C Equivalent Resistance 75J2 to 20n 

Resonance Fundamental** Power Dissipation (Min) 4 mW 

Load Capacitance 20pFto30pF 


*lt is good design practice to ground the case of the crystal 
**With tank circuit, use 3rd overtone mode 
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DP8224 


Switching Characteristics (Note s) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

t0i 01 Pulse Width 

Cl = 20 pF to 50 pF 

2 'cy 

20 

9 



ns 

t(j)2 02 Pulse Width 

55:!1-35 

9 



ns 

tQi 01 to 02 Delay 

0 



ns 

tQ2 . 02 to 01 Delay 

9 



ns 

tD3 01 10 02 Delay 

2tCY 

9 


2'CY 

+ 20 

9 

ns 

tr 01 and 02 Rise Time 



20 

ns 

tf 01 and 02 Fall Time , 



20 

ns 

1D02 02 to 02 (TTL) Delay 

02TTL, Cl = 30pF, 

R1 = 300a, R2= 6oon 

-5 


15 

ns 

IDSS '^’2 to STSTB Delay 

STSTB, Cl = 15 pF 
R1 = 2kn,R2 = 4kn 

6tCY 

-30 

. 9 


6tcY 

9 

ns 

tpw STSTB Pulse Width 

’-^-15 

9 



ns 

IDRS RDYIN Set-Up Time to Status Strobe 

50 -^5:^ 

9 



ns 

IDRH RDYIN Hold Time After STSTB 

1 

o 
1 -< 



ns 

tDR READY or RESET to 02 Delay 

Ready and Reset, Cl = 10 pF, 
R1 =2kn, R2 = 4kn 

1^-25 

9 • 

' 

, 

ns 

ICLK CLK Period 



ICY 

9 

' 

ns 

ImAX Maximum Oscillating Frequency 


27 



MHz 

C|N Input Capacitance 

Vcc = 5V, Vdo = 12V, 
VbIAS= 2.5V,f = 1 MHz 



8 

pF 


Test Circuit 


Vcc 
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Waveforms 



VOLTAGE MEASUREMENT POINTS: 01 , 02 Logic "0" = 1 .OV, Logic = 8.0V. All other signals measured at 1 .5V. 


Switching Characteristics (FortcY = 4 S 8 28ns) 


CONDITIOIMS 


PARAMETER | 

t01 

01 Pulse Width 

t02 

02 Pulse Width 

tD1 

Delay 01 to 02 

tD2 

Delay 02 to 01 

tD3 

Delay 01 to 02 Leading Edges 



toss 

02 to STSTB Delay 

tD02 

02 to 02 (TTL) Delay 

tpw 

Status Strobe Pulse Width 

tDRS 

RDYIN Set-Up Time to STSTB 

tDRH 

RDYIN Hold Time after STSTB 

tDR 

READY or RESET to 02 Delay 

fMAX 

Oscillator Frequency 


(pi and 02 Loaded to C|_ = 20 to 50 pF 
Re^dy & Reset Loaded to 2 mA/10 pF 
All Measurements Referenced to 1.5V 
unless Specified Otherwise 
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DP8224 


Functional Pin Definitions 

The following describes the function of all of the 
DP8224 Input/output pins. Some of these descriptions 
reference internal circuits. 

INPUT SIGNALS 

Crystal Connections (XTAL 1 and XTAL 2): Two inputs 
that connect an external crystal to the oscillator circuit 
of the DP8224. Normally, a fundamental mode crystal 
is used to determine the basic operating frequency 
of the oscillator. However, overtone mode crystals 
may also be used. The crystal frequency is 9 times 
the desired microprocessor speed (that is, crystal fre- 
quency equals 1/tcY ^ 9). When the crystal frequency 
is above 10 MHz, a selected capacitor (3 to 10 pF) 
may have to be connected in series with the crystal 
to produce the exact desired frequency. Figure A. 

Tank: Allows the use of overtone mode crystals with 
the oscillator circuit. When an overtone mode crystal is 
used, the tank input connects to a parallel LC network 
that is ac coupled to ground. The formula for determin- 
ing the resonant frequency of this LC network is as 
follows: 1 

F = 

27r^/La 

Synchronizing (SYNC) Signal: When high, indicates the 
beginning of a new machine cycle. The INS8080A 
microprocessor outputs a status word (which describes 
the current machine cycle) onto its data bus during the 
first state (SYNC interval) of each machine cycle. 

Reset In (RESIN): Provides an automatic system reset 
arid start-up upon application of power as follows. The 
RESIN input, which is obtained from the junction of 
an external RC network that is connected between Vcc 
and ground, is routed to an internal Schmitt Trigger 
circuit. This circuit converts the slow transition of the 
power supply rise into a sharp, clean edge when its input 
reaches a predetermined value. When this occurs, an 
internal D-type flip-flop is synchronously reset, thereby 
providing the RESET output signal discussed below. 

Logic and Connection Diagrams 


For manual system reset, a momentary contact switch 
that provides a low (ground) when closed is also con- 
nected to the RESIN input. 

Ready In (RDYIN): An asynchronous READY signal 
that is re-clocked by a D-type flip-flop of the DP8224 to 
provide the synchronous READY output discussed 
below. 

+5 Volts: Vcc supply. 

-H2 Volts: Vqp supply. 

Ground: 0 volt reference. 

OUTPUT SIGNALS 

Oscillator (OSC): A buffered oscillator signal that can 
be used for external timing purposes. 

and 02 Clocks: Two non-TTL compatible clock phases 
that provide nonoverlapping timing references for 
internal storage elements and logic circuits of the 
INS8080A microprocessor. The two clock phases are 
produced by an internal clock generator that consists 
of a divide-by-nine counter and the associated decode 
gating logic. Figure B. 

02 (TTL) Clock: A TTL 02 clock phase that can be used 
for external timing purposes. 

Status Strobe (STSTB): Activated (low) at the start of 
each new machine cycle. The STSTB signal is generated 
by gating a high-level SYNC input with the 0 ia timing 
signa l from the internal clock generator of the DP8224. 
The STSTB signal is used to clock status information 
into the status latch of the DP8228 system controller 
and bus driver. 

Reset: When the RESET signal is activated, the content 
of the program counter of the INS8080A is cleared. 
After RESET, the program will start at location 0 in 
memory. 

Ready: The READY signal indicates to the INS8080A 
that valid memory or input data is available. This signal 
is used to synchronize the INS8080A with slower 
memory or input/output devices. 


nr> XTAL 1 

□£> XTAL 2 


0> SYNC 
U> RESIN 



OSC I 12 > 

n rTr> 
01 0i>- 

01 (TTL) o> 
STSTB D> 

RESET o 
READY d> 


Dual-In-Line Package 



Order Number DP8224J or DP8224N 
See NS Package J16A or N16A 
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Figure A. DP8224 Connection Diagram 





DP8228/DP8228M, DP8238/DP8238M 


National 

MSemicor 


Microprocessor Support 


JCM Semiconductor 

DP8228/DP8228M, DP8238/DP8238M 
System Controller and Bus Driver 

General Description 


The DP8228/DP8228M, DP8238/DP8238M are 

system controller/bus drivers contained in a standard, 
28-pin dual-in-line package. The chip, which is fabri- 
cated using Schottky Bipolar technology, generates all 
the read and write control signals required to directly 
interface the memory and input/output components of 
National Semiconductor's INS8080A microcomputer 
family. The chip also provides drive and isolation for 
the bidirectional data bus of the INS8080A micro- 
processor. Data bus isolation enables the use of slower 
memory and input/output components in a systerh, 
and provides for enhanced system noise immunity. 

A user-selected single-level interrupt vector (RST 7) is 
provided by the device for use in the interrupt structure 
of small systems that need only one basic vector. No 
additional components (such as an interrupt instruction 
port) are required to use the single, interrupt vector in 
these systems. The d evices also generate an Interrupt 
Acknowledge (INTA) control signal for each byte of a 
multibyte CALL instruction when an interrupt is 


acknowledged by the INS8080A. This feature permits 
the use of a multilevel priority interrupt structure in 
large, interrupt-driven systems. , 

Features 

• Single Chip System Controller and Bus Driver for 
INS8080A Microcomputer Systems 

• Allows Use of Multibyte CALL Instructions for 
Interrupt Acknowledge 

• Provides User-Selected Single-Level Interrupt Vector 
(RST 7) 

• Provides Isolation for Data Bus 

• Supports A Wide Variety of System Bus Structures 

• Reduces System Component Count 

• DP8238/DP8238M Provides Advanced Input/Output 
Write and Memory Write Control Signals for Large 
System Timing Control 


N8080A Microcomputer Family Block Diagram 
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Absolute Maximum Ratings Operating Conditions 





MIN 

MAX 

UNITS 

Storage Temperature 

-65°Cto+150°C 

Supply Voltage (Vcc) 




Supply Voltage, Vqc 

-0.5V to +7V 

DP8228M, DP8238M 

4.50 

5.50 

Vdc 

Input Voltage 

-1.5V to +7V 

DP8228, DP8238 

4.75 

5.25 

Vdc 

Output Current 

100 mA 

Operating Temperature (T^) 




Maximum Power Dissipation* at 25°C 


DP8228M, DP8238M 

-55 

+125 

°C 

Cavity Package 

2179 mW 

DP8228, DP8238 

0 

+70 

°C 

Molded Package 

2361 mW 






Derate cavity package 14.5 mW/°C above 25° C; derate molded 
package 18.9 mW/°C above 25° C. 


Note: Maximum ratings indicate limits beyond which permanent damage may occur. Continuous operation at these limits is not intended and 
should be limited to those conditions specified under DC electrical characteristics. 

Electrical Characteristics 

(Min < Ta < Max, Min < Vqq < Max, unless otherwise noted) 


PARAMETER 

CONDITIONS 

MIN. 

TYP 
(Note 1) 

MAX 

UNITS 

vc 

Input Clamp Voltage, All Inputs 

Vcc = IC “ “5 mA 


0.6 

-1.0 

V 

If 

Input Load Current 

1 Vcc “ 







STSTB 

Vf = 0.45V for DP8228,DP8238 



500 

fA 


D2 and 06 

Vf = 0.40V for DP8228M, DP8238M 



750 

AiA 


DO, D1,D4, D5andD7 





250 

pA 


All Other Inputs 





250 

gA 

IR 

Input Leakage Current 

Vcc= Max, Vr = Vcc 







DB0-DB7 





20 

fa 


All Other Inputs 





100 

pA 

vth 

Input Threshold Voltage, 
All Inputs 

Vcc = 5V 

0.8 


2.0 

V 

Icc 

Power Supply Current 

Vcc= Max 

DP8228, DP8238 


160 

190 

mA 



DP8228M, DP8238M 


160 

210 

mA 

VOL 

Output Low Voltage 







D0-D7 

Vcc Min, Iql = 2 mA 

DP8228M, DP8238M 



0.50 

V 



DP8228, DP8238 



0.45 i 

V 


All Other Outputs 

Vcc “ Min, Iql = 10 "lA 

DP8228M, DP8238M 



0.50 

V 



DP8228, DP8238 



0.45 

V 

VOH 

Output High Voltage 







D0-D7 

Vcc = Min, Iqh = —10 aA 

DP8228M, DP8238M 

3.3 

3.8 


V 



DP8228, DP8238 

3.6 

3.8 


V 


All Other Outputs 

Vcc ~ Min, Iqh —1 

2.4 

3.8 

1 


, V 

lOS 

Short Circuit Current, All Outputs 

Vcc = 5V, Vo = OV 

15 


90 

mA 

lO(OFF) 

OFF State Output Current 

VCC= Max, Vo = Vcc 



100 

ma 


All Control Outputs 

Vcc = Max, Vo = 0.45V 



-100 

juA 

l|NT 

INTA Current 

(See Test Conditions, Figure 3) 



5 

mA 


Note 1 : Typical values are for T/\ = 25°C and typical supply voltages. 


Capacitance 

VbiaS = 2.5V, Vcc = 5.0V, Ta = 25°c, f = 1 MHz. 



PARAMETER 

MIN 

TYP 
(Note 1) 

MAX 

UNITS 

C|N 

Input Capacitance 


8 

12 

pF 

COUT 

Output Capacitance Control Signals 


7 

15 

PF 

I/O 

I/O Capacitance (D or DB) 


8 

15 

PF 


This parameter is periodically sampled and not 100% tested. 
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Switching Characteristics 

(Min < Vcc ^ Max, Min < T/\ < Max) 



PARAMETER 

CONDITIONS 

DP8228M, 

DP8238M 

DP8228, 

DP8238 

UNITS 




MIN 

MAX 

MIN 

MAX 


tpw 

Width of Status Strobe 


25 


22 


ns 

tss 

Set-Up Time, Status Inputs DO— D7 


8 


8 


ns 

tSH 

Hold Time, Status Inputs DO— D7 


5 


5 


ns 

tDC 

Delay from STSTB to Any Control 
Signal 

(Figure 2) 

20 

75 

20 

60 

ns 

tRR 

Delay from DBIN to Control 
Outputs 

(Figure 2) 


30 


30 

ns 

tRE 

Delay from DBIN to Enable/ 
Disable 8080 Bus 

(Figure 1) 

\ 


45 


45 

ns 

tRD 

Delay from System Bus to 8080 
Bus during Read 

(Figure 1) 


45 


30 

ns 

tWR 

Delay from WR to Control Outputs 

(Figure 2} 

5 

60 

5 

45 

ns 

tWE 

Delay to Enable System Bus 
DB0-DB7 after STSTB 

(Figure 2) 


30 


30 

ns 

tWD 

Delay from 8080 Bus DO— D7 to 
System Bus DB0—DB7 during Write 

(Figure 2) 

5 

40 

5 

40 

ns 

tE 

Delay from System Bus Enable to 
System Bus DBO— DB7 

(Figure 2) 


30 


30 : 

ns 

tHD 

HLDA to Read Status Outputs 

(Figure 2) 


25 


25 

ns 

tDS 

Set-Up Time, System Bus Inputs 
to HLDA 


10 


10 


ns 

tDH 

Hold Time, System Bus Inputs 
to HLDA 


20 


20 


ns 


Test Conditions 



FIGURE I.Test Load 




FIGURE 2. Test Load FIGURE 3. INTA Test Circuit (For RST 7) 
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Timing Diagram 


INTA, row, MM 


SYSTEM BUS DURING READ 


INS8080A BUS DURING WRITE 
SYSTEM BUS DURING WRITE 


SYSTEM BUS ENABLE. 



INS8080A BUS DURING READ f-f 



SYSTEM BUS OUTPUTS ■ 


VOLTAGE MEASUREMENT POINTS: Dq - D 7 (when outputs) Logic "0” = 0.8 V, Logic "1 " = 3.0 V. All other signals measured at 1 .5 V. 
’Advanced l/OW MEMW for 8238 only. 


Functional Pin Definitions 

The following describes the function of all of the 
DP8228/DP8228M, DP8238/DP8238M pinouts. Some 
of these descriptions reference internal circuits. 

INPUT SIGNALS 

Status Strobe (STSTB): Activat ed (low ) at the start of 
each new machine cycle. The STSTB input is used to 
store a status word (refer to chart) from the INS8080A 
microprocessor into the internal status latch of the 
dP822 8, DP8238. The status word is latched when the 
STSTB returns to the high state. The INS8080A outputs 
this status word onto its data bus during the first state 
(SYNC interval) of each machine cycle. 

Data Bus In (DBIN): When high, indicates that the 
INS8080A data bus is in the input mode. The DBIN 
signal is used to gate data from memory or an input/ 
output device onto the data bus. 

Write (WR): When low, indicates that the data on the 
INS8080A data bus are stable for WRITE memory or 
output operation. 

Hold Acknowledge (HLDA); When high, indicates that 
the INS8080A data and address buses will go to their 
high impedance state. When in the data bus read mode, 
DBIN input in the high state, a high HLDA input will 
latch the data bus information into the driver circuits 
and gate off the applicable control signal I/OR, MEMR, 
or INTA (return to the output high state). 

Bus Enable (BUSEN): Asynchronous DMA input to the 
internal gating array. When low, normal operation of the 
internal bidirectional bus driver and gating array occurs. 
When high, the bus driver and gating array are driven 
to their high impedance state. 

Vqc Supply: +5 volts. 

Ground; 0 volt reference. 


OUTPUT SIGNALS 

Memory Read (MEMR): When low, signals data to be 
loaded in from memory. The MEMR signal is generated 
by strobing in status word 1, 2, or 4. (Refer to status 
word chart.) , 

Memory Write (MEMW): When low, signals data to be 
stored in memory. The MEMW signal is generated for 
the DP8238 by strobing in status word 3 or 5. (Refer to 
status word chart.) For the DP8228, the MEMW signal 
is generated by gating a low-level WR input with the 
strobed in status word 3 or 5. 

Input/Output Read (I/OR): When low, signals data to be 
loaded in from an addressed input/output device. The 
I/OR signal is generated by strobing in status word 6. 

Input/Output Write (l/OW): When low, signals data to 
be tra nsferred to an addressed input/output device. The 
l/OW signal for the DP8238 is generated by s trobing in 
status word 7. For the DP8228 the l/OW signal' is 
generated by gating in a low-level WR input with the 
strobed in status word 7. 

Interrupt Acknowledge (INTA): When low, indicates that 
an interrupt has been acknowledged by the INS8080A 
microprocessor. The I NTA signal is generated by strobing 
in status word 8 or 10. 

Single Level Interrupt (RST7): When the INTA output 
is tied to 12 V through a 1 resistor, strobing in status 
word 8 or 10 will cause tiie CPU data bus outputs, when 
active, to go to the high state. 

INPUT/OUTPUT SIGNALS 

CPU Data (Dy- Dq) Bus: This bus comprises eight 

TRI-STATE input/output lines that connect to the 
INS8080A microprocessor. The bus provides bidirec- 
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DP8228/DP8228M, DP8238/DP8238M 


Functional Pin Definitions (Continued) 


tional communication between the CPU, memory, and 
input/output devices for instructions and data transfers. 
A status word (which describes the current machine 
cycle) is also outputted on this data bus during the first 
microcycle of each machine cycle (SYNC = logic 1). 


System Data (DB 7 -DB 0 ) Bus: This bus comprises eight 
TRI-STATE input/output lines that connect to the 
memory and input/output components of the system. 
The internal bidirectional bus driver isolates the 
DB 7 - DBq Data Bus from the D 7 - Dq Data Bus. 


Status Word Chart 


IVlachine Cycle 


Instruction Fetch 

Memory Read 

Memory Write 

Stack Read 

Stack Write 

Input Read 

Output Write 

Interrupt Acknowledge 

Halt Acknowledge 

Interrupt Acknowledge While Halt 


Data Bus Bit 
D4 [03 I 



Di 

Do 

Signal 

1 

0 

MEMR 

1 

0 

MEMR 

0 

0 

MEMW 

1 

0 

MEMR 

0 

, 0 

MEMW 

1 

0 

T7^ 

0 

0 

iTow 

1 

1 

INTA 

1 

0 

(none) 

1 

1 

INTA 


Block and Connection Diagrams 


DO— ► ^ 

— ► DBa 




— ► OB2 

03 — ► 

BIDIRECTIONAL OB3 

D4 ■ » 

BUS DRIVERS — ► — OB4 

D5 » 


DS ' ' » 

— ► DB6 

07— ► ^ 

-► ^OB^ 


Dual-ln-Line Package 


■ SYSTEM DATA BUS 


DRIVER CONTROL 


■ MEM R 

DB3 — 
D3 — 

9 

MEM W 

0B2 


T76T 



l/OW 



•BUSEN 

GND 

14 


IfiTA 





Order Number DP8228J, DP8228MJ, DP8228N, 
, ' DP8238J, DP8238MJ or DP8238N 

See NS Package J28A or N28A 


8-26 















Section 9 

Data 

Communications 

Support 



DEVICE 

DESCRIPTION 

PAGE 

NUMBER 

DP8340 

Serial Bi-Phase Transmitter/Encoder 
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DP8341 

Serial Bi-Phase Receiver/Decoder 
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DP8342 

High-Speed Serial Transmitter/Encoder 
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DP8343 

High-Speed Serial Receiver/Decoder 
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Data Communications Support 


DP8340 Serial Bi-Phase Transmitter/Encoder 


General Description 

The DP8340 generates a complete encoding of parallel 
data for high speed serial transmission which conforms 
to the protocoi as defined by the IBM 3270 information 
display system standard. The DP8340 converts parallel 
input data into a seriai data stream. Aithough the IBM 
standard covers bi-phase serial data transmission over a 
coax iine, the DP8340 also adapts to general high speed 
seriai data transmission over other than coax lines, at 
frequencies either higher or lower than the IBM standard. 

The DP8340 and its complementary chip, the DP8341 
(receiver/decoder) have been designed to provide maxi- 
mum flexibility in system designs. The separation of the 
transmitter/receiver functions provides convenient addi- 
tion of more receivers at one end of a bi-phase line with- 
out the need of unused transmitters. This is specificaily 
advantageous in controi units where typical bi-phase 
data is muitipiexed over many bi-phase lines and the 
number of receivers generally exceeds the number of 
transmitters. 


Connection Diagram 


Features 

■ Ten bits per data byte transmission 

■ Singie-byte or multi-byte transmission 

■ internal parity generation (even or odd) 

■ Internal crystal controlled oscillator used for the 
generation of all required chip timing frequencies 

■ Clock output directly drives receiver (DP8341) ciock 
input 

■ Input data holding register 

■ Automatic ciear status response feature 

■ Line drivers at data outputs provide easy interface to 
bi-phase coax iine or general transmission lines 

■ <2ns driver output skew 

■ Bipoiar technoiogy provides TTL input/output com- 
patibility 

■ Data outputs power up/down glitch free 

■ Internal power up clear and reset 

■ Single -fSV power supply 



AUTO RESPONSE 
TRANSMITTER ACTIVE 


FIGURE 1. Pin-Out Diagram 


Order Number DP8340J or DP8340N 
See NS Package J24A or N24A 
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DP8340 


Block Diagram 


Vcc 


CLOCK 

OUTPUT 


PARITY 

CONTROL/ 

RESn 


TRANSMinER 

ACTIVE 


EVEN/OOD 

PARITY 


REGISTER 

LOAO 


AUTO 

RESPONSE 



SERIAL 

OUTPUTS 


REGISTERS 

FULL 


Dl2 TO Dili 
DATA INPUTS 


FIGURE 2. DP8340 Serial Bl-Phase Transmitter/Encoder Block Diagram 


Block Diagram 
Functional Description 

Figure 2 is a block diagram of the DP8340 Bi-Phase 
Transmitter/Encoder. The transmitter/encoder contains 
a crystal oscillator whose input is a crystal with a 
frequency eight (8) times the data rate. A Clock Output 
is provided to drive the DP8341 receiver/decoder Clock 
Input and other system components at the oscillator 
frequency. Additionally, the oscillator drives the control 
logic and output shift register/format logic blocks. 

Data is parallel loaded from the system data bus to the 
transmitter/encoder’s input holding register. This data 
is in turn loaded by the transmitter/encoder to its output 
shift register if this register was empty at the time of the 
load. During this load, message formatting and parity 
are generated. The formatted message is then shifted 
out at the bit rate frequency to the TTL to Bi-Phase 
block which generates the pr oper d ata bit formatting. 
The three data outputs, DATA, DATA, and DATA DELAY 
provide for flexible interface to the coax line with a 
minimum of external comporients. 

The Control Logic block interfaces to all blocks to insure 
proper chip operation and sequencing. It controls the 
type of parity generation through the Even/Odd Parity 
input. An additional feature provided by the transmitter/ 
encoder is generation of odd parity and placement in bit 
10 position while still maintaining even or odd parity in 


the bit 12 position. This is the format of data word bytes 
and other commands in the 3270 Standard. The Parity 
Control input is the pin which controls when this 
operation is in effect. 

Another feature of the transmitter/encoder is the internal 
TT/AR (Transmission Turnaround/Auto Response) cap- 
ability. After each Write type message from the control 
unit in thq 3270 Standard, the receiving unit must 
respond with clean status (bits 2 through 11). With the 
transmitter/ encoder this function is accomplished 
simply by forcing the Auto-Response input to the Logic 
“0” state. 

Operation of the transmitter/encoder is automatic. 
After the first data byte is loaded, the Transmitter Active 
output is set and the transmitter/encoder immediately 
formats the input data arid serially shifts it out its data 
outputs. If the message is a multi-byte message, the 
internal format logic will modify the message data 
format for multibyte as long as the next byte is loaded 
to the input holding register before the last data bit of 
the previous data byte is transferred out of the internal 
output shift register. After all data is shifted out of the 
transmitter/encoder the Transmitter Active output will 
return to the inactive state. 
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Detailed Pin/Functional Description 

Crystal Inputs X1 and X2 

The oscillator is controlled by an external, parallel reso- 
nant crystal connected between the X1 and X2 pins. Nor- 
mally, a fundamental mode crystal is used to determine 
the operating frequency of the oscillator; however, over- 
tone mode crystals may be used. 


function is edge sensitive, the data present during the 
logic “0” state of this input is loaded, and the input data 
must be valid before the logic “0” to logic “1” transition. 
It is after this transition that the transmitter/encoder 
begins formatting of data for serial transmission. 


Crystal Specifications (Parallel Resonant) 


Type 

Tolerance 

Stability 

Resonance 

Maximum Series Resistance 
Load Capacitance 


AT-cut crystal 
0.005% at 25°C 
0.01 % from 0°C to +70°C 
Fundamental (Parallel) 
Dependent on Frequency 
(For 18.867MHz, 50Q) 
15pF 


TO PIN X2 
PIN (14) 


TO PIN XI 
PIN (13) 


n u 

^i-vvv— jHI 


Vcc 


I I CRYSTAL 

SEE (FIG. 16) 


J 


FREQ 

R 

C 

<20MHz 

SOOQ 

±10% 

30 pF 

>20MHz 

120Q 

±10% 

15pF 


FIGURE 3. Connection Diagram 

If the DP8340 transmitter is clocked by a system clock 
(crystal oscillator not used), pin 13 (XI input) should be 
clocked directly using a Schottky series (74S) circuit. 
Pin 14 (X2 input) may be left open. The clocking frequency 
must be set at eight times the data bit rate. Maximum 
input frequency is 28 MHz. For the IBM 3270 Interface, 
this frequency is 18.867 MHz. At this frequency, the 
serial bit rate will be 2.358 Mbits/sec. 

Clock Output 

The Clock Output is a buffered output derived directly 
from the crystal oscillator block and clocks at the oscilla- 
tor frequency. It is designed to directly drive the DP8341 
receiver/decoder Clock Input as well as other system 
components. 

Registers Full 

This output is used as a flag by the external operating 
system. A logic “1” (active state) on this output indicates 
that both the internal output shift register and the input 
holding register contain active data. No additional data 
should be loaded until this output returns to the logic “0” 
state (inactive state). 

Transmitter Active 

This output will be in the logic “1” state while the trans- 
mitter/encoder is about to transmit or in the process of 
transmitting data. Otherwise, it will assume the logic “0” 
state indicating no data presently in either the input 
holding or output shift registers. 


Register Load 

The Register Load input is used to load data from the 
Data Inputs to the input holding register. The loading 


Auto Response (TT/AR) 

This input provides for automatic clear data transmis- 
sion (all bits in logic “0”) without the need of loading all 
zero’s. When a logic “0” is forced on this input the trans- 
mitter/encoder immediately responds with transmission 
of “clean status’’. This function is necessary after the 
completion of each write type command and in other 
functions in the 3270 specification. In the logic “1” state 
the transmitter/encoder transmits data entered on the 
Data Inputs. 

Even/Odd Parity 

This input sets the internal logic of the DP8340 trans- 
mitter/encoder to generate either even or odd parity for 
the data byte in the bit 12 position. When this pin is in 
the logic “0” state odd parity is generated. In the logic 
“1” state even parity is generated. This feature is useful 
when the control unit is performing a loop back check 
and at the same time the controller wishes to verify prop- 
er data transmission with its receiver/decoder. 

Parity Control/Reset 

Depending on the type of message transmitted, it is at 
times necessary in the IBM 3270 specification to gen- 
erate an additional parity bit in the bit 10 position. The 
bit generated is odd parity cn the previous eight (8) bits 
of data. When the Parity Control input is in the logic “1” 
state the data entered at the Data Bit 10 position is 
placed in the transmitted word. With the Parity Control 
input in the logic “0” state the Data Bit 10 input is ignored 
and odd parity on the previous data bits is placed in the 
normal bit 10 position while over all w ord parity (bit 12) is 
even or odd (controlled by Even/Odd Parity input). This 
eliminates the need for external logic to generate the 
parity on the data bits. 


Truth Table 


Parity Control Input 

Transmitted Data Bit 10 

Logic “1” 

Data entered on Data Input 10 

Logic “0” 

Odd Parity on 8-bit data byte 


When this input is driven to a voltage that exceeds the 
power supply level (7V to 13V) the transmitter/encoder 
is reset. 


Serial Outputs — DATA, DATA, and DATA DELAY 

These three output pins provide for convenient applica- 
tion of data to the Bi-Phase Coax line (see Figure 15 for 
application). The Data outputs are a direct bit represen- 
tation of the Bi-Phase data while the DATA DELAY 
output provides the necessary increment to clearly 
define the four (4) DC levels of the pulse. The DATA and 
DATA outputs add flexibility to the DP8340 transmit- 
ter/encoder for use in high speed differential line driving 
applications. 
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Functional Timing Waveforms — Message Format 

Single Byte Transmission 


TRANSMISSION 
START SEQUENCE 


PARITY 




TRANSMISSION 

TERMINATION 

SEQUENCE 



11111 CODE VIOLATION 1 0 1 10 1 0 

SYNC BIT « BIT BIT BIT BIT 
BIT 2 9 10 11 12 


-STARTING SEQUENCE- 


ENDING ^ 
SEQUENCE 


FIGURE 4. Overall Timing Waveforms for Single Byte 


Multi-Byte Transmission 


I nin^lfrc CODE SYNC 

pmERN ''"’NATION BIT 


PARITY SYNC BIT PARITY 

BYTE1 ] I BYTE 2 BYTEX' 


ENDING 

IDLE 

SEQUENCE 




1 1 1 1 1 CODE VIOLATION 1 0 1 1 0 1 

SYNC BIT “bit SYNC bit BIT 
' ' ' ' BIT 2 12 BIT ' 2 12 


-STARTING SEQUENCE- 


^ ENDING 
SEQUENCE 


FIGURE S. Overall Timing Waveforms for Multi-Byte 















Absolute Maximum Ratings (Note i) 

Supply Voltage, Vcc 7 V 

Input Voltage 5.5V 

Output Voltage 5.25V 

Storage Temperature Range -65'’C to 150°C 

Lead Temperature (soldering, 10 seconds) SOO^C 

Maximum Power Dissipation* at 25*0 
Cavity Package 2237 mW 

Molded Package 2500 mW 

* Derate cavity package 14.9 mW/"C above 25*C; derate molded package 
20 mW/'C above 25'C. 

Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 

r 

Supply Voltage, (Vcc) ‘■ 

Ambient Temperature, Ta 


Symbol 


V|H 


Parameter 


Logic “1” Input Voltage (All Inputs 
Except XI and X2) 


Logic “0” Input Voltage (All Inputs 
Except XI and X2) 


VcLAMP Input Clamp Voltage (All Inputs Except 
XI and X2) 


Logic “1” Input Current 
Register Load Input 


All Others Except XI and X2 


Logic “0” Input Current 
Register Load Input 


All Inputs Except XI and X2 


Logic “1” All Outputs Except CLK OUT, 
DATA, DATA, and DATA DELAY 


Logic “1” for CKL OUT, DATA, 
DATA and DATA DELAY Outputs 


Logic “0” All Outputs Except CLK OUT, 
DATA, DATA, and DATA DELAY 


L ogic “0 " for CLK OUT, DATA, 
DATA and DATA DELAY Outputs 


Short Circuit Current for All Outputs 
Except CLK OUT, DATA, DATA, and 
DATA DELAY 


Short Circuit Current for DATA, 
DATA, and DATA DELAY Outputs 


Short Circuit Current for CLK OUT 


Power Supply Current 


Conditions 


Vcc = 5.25V 
V,N= 5.25V 



I 



Vcc = 5.25V 
V|n=0.5V 


Iqh =~100/iA 


loH = “1nnA 


loH=“10mA 


OL = 5mA 


loL = 20mA 


VouT = 0V 

Note 4 


Vqut ~ OV 
Note 4 


Note 4 


Vcc = 5.25V 


Typ. Max. Units 




Symbol 


^pdl 


Parameter 


REG LOAD to Transmitter Active (Ta) 
Positive Edge 


REG LOAD to REG FULL; Positive Edge 


Register Full to Ta; Negative Edge 


Conditions 


Load Circuit 1 
Figure 7 


Load Circuit 1 
Figure 7 


Load Circuit 1 
Figure 7 


Load Circuits 1 & 2 
Figure 9 


Load Circuits 1 & 2 
Figure 9, Note 6 


REG LOAD to DATA DELAY; Positive Edge Load Circuits 1 & 2 

Figure 9, Note 6 



Positive Edge of REG LOAD to 
Positive Edge of DATA 


REG LOAD to DATA; Positive Edge 



0.35 

0.5 

0.4 

0.6 

-30 

-100 

-140 

-250 

-90 

-200 

170 

250 

i) 

Typ. 

Max. 

60 

90 

45 

75 

40 

70 

50 

80 

380 

475 

160 

250 
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Timing Characteristics (Continued) Oscillator Frequency = 18.867MHz (Notes 2 and 3) 


Symbol 

Parameter 

Conditions 

Min. 

Typ. 

Max. 

Units 

lpd7 

Positive Edge of DATA to Negative Edge 
of DATA DELAY 

Load Circuit 2 
Figure 9, Note 6 


100 

115 

ns 

tpd8 

Positive Edge of DATA DELAY to Negative 
Edge of DATA 

Load Circuit 2 
Figure 9, Note 6 


110 

125 

ns 

lpd9i 

IpdfO 

Skew between DATA and DATA 

Load Circuit 2 
Figure 9 


2 

6 

ns 

Ipdfl 

Negative Edge of Auto Response to 
Positive Edge of TA 

Load Circuit 1 
Figure 10 


70 

110 

ns 

lpd12 

Maximum Time Delay to Load Second Byte 
After Positive Edge of REG FULL 

Load Circuit 1 
Figure 8, Note 6 



4XT-50 

ns 

lpd13 

XI to CLK OUT; Positive Edge 

Load Circuit 2 
Figure 13 


21 

30 

ns 

lpd14 

XI to CLK OUT; Negative Edge 

Load Circuit 2 
Figure 13 


23 

33 

ns 

m 

Negative Edge of AR to Positive 
Edge of REG FULL 

Load Circuit 1 
Figure 10 


45 

75 

ns 

tpdie 

Skew between TA and REG FULL during 
Auto Response 

Load Circuit 1 
Figure 10 


50 

80 

ns 

tpd17 

REG LOAD to REG FULL; Positive Edge 
for Second Byte 

Load Circuit 1 
Figure 14 


45 

75 

ns 

Ipwl 

REG LOAD Pulse Width 

Figure 12 

40 



ns 

lpw2 

First REG FULL Pulse Width (note 5) 

Load Circuit 1 
Figure 7, Note 6 


8XT-I-60 

8XT-I-100 

ns 

tpw3 

REG FULL Pulse Width Prior to Ending 
Sequence(Note 5) 

Load Circuit 1, 
Figure 7, Note 6 


5xB 


ns 

lpw4 

Pulse Width for Auto Response 

Figure 10 

40 . 



ns 

Is 

Data Setup Time prior to REG LOAD 
Positive Edge. Hold Time (tH) = 0 ns 

Figure 12 


15 

25 

ns ■ 

■ 

Rise Time for DATA, DATA, and DATA 
DELAY Output Waveform 

Load Circuit 2 
Figure 11 


7 

13 

ns 

■ 

Fall Time for DATA, DATA, and DATA 
DELAY Output Waveform 

Load Circuit 2 
Figure 11 


5 

11 

ns 

tr2 

Rise Time for TA and REG FULL 

Load Circuit 1 
Figure 15 


20 

30 • 

ns 

tf2 

Fall Time for TA and REG FULL 

Load Circuit 1 
Figure 15 


15 

25 

ns 

^MAX 

Data Rate Frequency 
(Clock Input must be 8X this Frequency) 

1 Note 7 

DC 


3.5 

Mbits/s 


Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual device operation. 

Note 2; Unless otherwise specified, min. /max. limits apply across the 0”C to +70°C temperature range and the 4.75V to 5.25V power supply range. All 
typical values are for T;^ = 25°C and Vcc = 5-OV. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, 
unless otherwise specified. All values shown as max. or min. are so classified on absolute basis. ^ 

Note 4: Only one output should be shorted at a time. 

Note 5: T = 1/(Oscillator Frequency), unit for T should be ns. B = 8T 
Note 6: Oscillator Frequency Dependent. 


Note 7: For the IBM 3270 Interface, the data rate frequency is 2.358 Mbits/s. 
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Load Circuit 1 


Load Circuit 2 


Timing Waveforms 


FIGURE 6. Test Load Circuits 



FIGURE 7. Timing Waveforms for Single Byte Transfer 



WINDOW 

TO LOAD MULTI-BYTE DATA' 
17'AxB 


FIGURE 8. Maximum Window to Load Multi-Byte Data 



FIGURE 9. Timing Waveforms for Three Serial Outputs 


DP8340 




Timing Waveforms (Continued) 



FIGURE 10. Timing Waveforms for Auto-Response FIGURE 11. Output Waveform for DATA, DATA, DATA 

DELAY (Load Circuit 2) 


-tpwl- 


\- 50 % / 

l\ /^ov 




DATA OR PARITY 
CONTROL 


I- ts 

♦I 1- — tH=0ns 

tpd13 — ► 


h— 

1 1: 

i 

— A OV 

CLK OUT ^ 



-Ipd14 

I 

50% 


VOL 


FIGURE 12. Register Load Waveform Requirement FIGURE 13. Timing Waveforms For Clock Pulse 




50% 

OV 


-•pd2 


-tpdlT 




VOH 

50H 




-Ipw2 


tpd3 — 


Vau 

r ^ 

•Un- 
r50% 
\ V 

ipw3 — — ► 



•VOL 


■VoL 


FIGURE 14. Timing Waveforms For Two Byte Transfer 


■VOL 


FIGURE 15. Rise and Fall Time Measurement for TA and REG Full 




SYSTEM INTERFACE (3274, 3276, 3278) 


Typical Applications 


18.867 MH> 

(NOTE 3) FIG.3 



FIGURE 16. Typical Application For IBM 3270 Interface 


1 ' 6 _ _ 

iT.a “1 i"o 



I — _ — I 
X 8 


Notes: 1) Resistance values are In ohms, ±5%, ViW 

2) T1 Is a 1;1;1 pulse transformer, LMir^ = 500^H for 18MHz system clock 
Pulse Engineering Part No. 5763 

Technitrol Part No. 11LHA or equivalent transformers 

3) Crystal manufacturer Midland Ross Corp. NEL Unit Part No. NE-18A 
@ 18.867MHz. 


FIGURE 17. Translation Logic 
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DP8341 


Semiconductor 


Data Communications Support 


DP8341 Serial Bi-Phase Receiver/Decoder 


General Description 


The DP8341 provides complete decoding of data for 
high speed serial data communications. In specific, the 
DP8341 recognizes serial data that conforms to the IBM 
3270 Information Display System Standard and converts 
it into ten (10) bits of parallel data. Although this stand- 
ard covers Bi-Phase serial data transmission over a 
coax line, this device easily adapts to generalized high 
speed serial data transmission on other than coax lines 
at frequencies either higher or lower than the IBM 3270 
standard. 

The DP8341 receiver and its complementary chip, the 
DP8340 transmitter, are designed to provide maximum 
flexibility in system designs. The separation of trans- 
mitter and receiver functions allows addition of more 
receivers at one end of the Bi-Phase line without the 
necessity of adding unused transmitters. This is advan- 
tageous specifically in control units where typically Bi- 
Phase data is multiplexed over many Bi-Phase lines and 
the number of receivers generally outnumber the number 
of transmitters. The separation of transmitter and re- 
ceiver function provides an additional advantage in flex- 
ibility of data bus organization. The data bus outputs of 
the receiver are TRI-STATE®, thus enabling the bus con- 
figuration to be organized as either a common transmit/ 
receive (bi-directional) bus or as separate transmit and 
receive busses for higher speed. 


Features 

■ DP8341 receives ten (10) bit data bytes and conforms 
to the IBM 3270 Interface Display System Standard 

■ Separate receiver and transmitter provide maximum 
system design flexibility 

■ Even parity detection 

■ High sensitivity input on receiver easily interfaces to 
coax line 

■ Standard TTL data input on receiver provides gener- 
alized transmission line interface and also provides 
hysteresis 

■ Data holding register 

■ Multi-byte or single byte transfers 

■ TRI-STATE receiver data outputs provide flexibility 
for common or separated transmit/receive data bus 
operation. 

■ Data transmission error detection on receiver provides 
for both error detection and error type definition 

■ Bi-polar technology provides TTL input/output com- 
patibility with excellent drive characteristics 

■ Single -i-5V power supply operation 


TRI-STATE® is a registered trademark of National Semiconductor Corp. 


Connection Diagram 


RECEIVER DISABLE 
-l-AMPLIFIER INPUT 


-AMPLIFIER INPUT 


RECEIVER ACTIVE 


DATA AVAILABLE 
OUTPUT CONTROL 



OUTPUT ENABLE 


FIGURE 1. Pin-Out Diagram 


Order Number DP8341J or DP8341N 
See NS Package J24A or N24A 
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Block Diagram 


DATA 

CONTROL 


DATA (TTL) 


AMPLIFIER 

(INPUT) 


RECEIVER 

DISABLE 



RECEIVER 

ACTIVE 


REGISTER 

READ 


DATA 

AVAIUBLE 


OUTPUT 

CONTROL 


OUTPUT 

ENABLE 


ERROR OUTPUT 


PARALLEL OUTPUT DATA 


FIGURE 2. DP8341 Serial Bi-Phase Receiver/ Decoder Block Diagram 


Block Diagram Functional Description 

Figure 2 is a block diagram of the DP8341. This chip is 
essentially a serial in/parallel out shift register. However, 
the serial input data must conform to a very specific for- 
mat (see Figures 3-5). The message will not be recognized 
unless the format of the starting sequence is correct. 
Deviations from the format in the data, sync bit, parity 
or ending sequence will cause an error to be detected, 
terminating the message. 

Data enters the receiver through the differential input am- 
plifier or the TTL Data input. The differential amplifier is a 
high sensitivity input which may be used by connecting it 
directly to a transformer coupled coax line, or other trans- 
mission medium. The TTL Data input provides 400 mV of 
hysteresis and recognizes TTL logic levels. The data then 
enters the demodulation block. 

The data demodulation block samples the data at eight 
(8) times the data rate and provides signals for detecting 
the starting sequence, ending sequence, and errors. 
Detection of the starting sequence sets the Receiver 
Active output high and enables the input shift register. 

As the ten bits of data are shifted into the shift register, 
the receiver will verify that even parity is maintained on 
the data bits and the sync bit. After one complete data 
byte is received, the contents of the input shift register 
is parallel loaded to the holding register, assuming the 
holding register is empty, and the Data Available output 
is set. If the holding register is full, this load will be 
delayed until that register has been read. If another data 
byte is received when the shift register and the holding 


register are full a Data Overflow Error will be detected, 
terminating the message. Data is read from the holding 
register through the TRI-STATE Output Buffers. The 
Output Enable input is the TRI-STATE control for these 
outputs and the Register Read input signals the 
receiver that the read has been completed. 

When the receiver detects an ending sequence the Re- 
ceiver Active output will be reset to a logic “0” indicating 
the message has been terminated. A message will also 
terminate when an error is detected. The Receiver Active 
output used in conjunction with the Error output allows 
quick response to the transmitting unit when an error 
free message has been received. 

The Error Detection and Identification block insures that 
valid data reaches the outputs of the receiver. Detection 
of an error sets the Error output to a logic “1 ” and resets 
the Receiver Active output to a logic “0” terminating the 
message. The error type may be read from the data bus 
outputs by setting the Output Control input to logic “0” 
and enabling the TRI-STATE outputs. The data bit out- 
puts have assigned error definitions (see error code 
definition table). The Error output will return to a logic 
“0" when the next starting sequence is received, or 
when the error is read (Output Control to logic “0” and a 
Register Read performed). 

The Receiver Disable input is used to disable both the 
amplifier and TTL Data receiver inputs. It will typically be 
connecteddirectly to theTransmitter Active output of the 
DP8340 transmitter circuit (see Figure 12). 
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Detailed Functional Pin Description 

Receiver Disable 

This input is used to disabie the receiver’s data inputs. 
The Receiver Disabie input wiil typicaiiy be connected to 
the Transmitter Active output of the DP8340. However, at 
the system controiler it is necessary for both the trans- 
mitter and receiver to be active at the same time in the 
loop-back check condition. This variation can be 
accomplished with the addition of minimal external 
logic. 


Truth Table 


Receiver Disable 

Data Inputs 

Logic “0” 

Active 

Logic “1” 

Disabled 


Amplifier Inputs 

The receiver has a differentiai input amplifier which 
may be directiy connected to the transformer coupled 
coax line. The amplifier may aiso be connected to a 
differentiai type TTL iine. The ampiifier has 20 mV of 
hysteresis. 

Data Input 

This input can be used either as an aiternate data input 
or as a power-up check input, if the system designer 
prefers to use his own ampiifier, instead of the one pro- 
vided on the receiver, then this TTL input may be used. 
Using this pin as an alternate data input aliows self-test 
of the peripheral system without disturbing the trans- 
mission line. 

Data Control 

This input is the control pin that seiects which of the 
inputs are used for data entry to the receiver. 


Truth Table 


Data Control 

Data Input To 

Logic “0” 

Data Input 

Logic “1” 

Amplifier Inputs 


Note; This input is also used fortesting. When the inut voltage is raised to 
7.5 V the chip resets. 


Clock Input 

This input is the internal clock of the receiver. It must be 
set at eight (8) times the line data bit rate. For the IBM 
3270 Standard, this frequency is 18.87 MHz or a data bit 
rate of 2.358 MHz. The crystai-controiied osciiiator pro- 


vided in the DP8340 transmitter aiso operates at this 
frequency. The Ciock Output of the transmitter is de- 
signed to directiy drive the receiver’s Ciock input. In 
addition, the receiver is designed to operate correctiy to 
a data bit rate of 3.5 MHz. 

Receiver Active 

The purpose of this output is to inform the externai sys- 
tem when the DP8341 is in the process of receiving a 
message. This output will transition to a iogic “1 ” state 
after the receipt of a vaiid starting sequence and 
transition to logic “0” when a valid ending sequence is 
received or an error is detected. This output combined 
with the Error output wiii inform the operating system of 
the end of an error free data transmission. 

Error 

The Error output transitions to a iogic “1 ” when an error 
is detected. Detection of an error causes the Receiver 
Active and the Data Available outputs to transition to a 
iogic “0”. The Error output returns to a iogic “0” after 
the error register has been read or when the next starting 
sequence is detected. 

Register Read 

The Register Read input when driven to the iogic “0” 
state signais the receiver that data in the hoiding regis- 
ter is being read by the external operating system. The 
data present in the hoiding register will continue to re- 
main vaiid until the Register Read input returns to the 
iogic "1” condition. At this time, if an additionai byte is 
present in the input shift register it wiil be transferred to 
the holding register, otherwise the data will remain valid 
in the holding register. The Data Available output will be 
in the logic ’’0” state for a short interval while a new 
byte is transferred to the holding register after a regis- 
ter read. 

Data Available 

This output indicates the existence of a data byte within 
the output holding register. It may also indicate the 
presence of a data byte in both the holding register and 
the input shift register. This output will transition to the 
logic "1" state as soon as data is available and return to 
the logic “0” state after each data byte has been read. 
However, even after the last data byte has been read and 
the Data Available output has assumed the logic “0” 
state, the last data byte read from the holding register 
will remain until new data has been received. 
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Output Control 

The Output Control input determines the type of infor- 
mation appearing at the data outputs, in the iogic “1” 
state data wili appear, in the logic “0” state error codes 
are present. 

Truth Table 


Output Control 

Data Outputs 

Logic “0” 

Error Codes 

Logic “1” 

Data 



fined in the table below. The Output Control input is the 
multiplexer control for the Data/Error bits. 

Error Code Definition 
Data Bit Error Type 

D02 Data Overflow (Byte not removed from 

holding register when it and the input shift 
register are both fuil and new data is 
received) 




Output Enable 

The Output Enable input controis the state of the TRI- 
STATE Data outputs. 

Truth Table 


1 

Output Enable 

TRI-STATE® 
Data Outputs 

Logic “0” 

Disabled 

Logic “1” 

Active 


I 


D03 

Parity Error (Odd parity detected) 

D04 

Transmit Check conditions (existence of 
errors on any or ali of the foiiowing data 
bits; D03, DOS, and DOS 

DOS 

An invalid ending sequence 

D06 

Loss of mid-bit transition detected at other 
than normai ending sequence time 

D07 

New starting sequence detected before 
data byte in holding register has been read 


Data Outputs 

The DP8341 has a ten (10) bit TRI-STATE data bus. Seven 
bits are muitipiexed with error bits. The error bits are de- 


Message Format 


Receiver disabled during receiver active 
mode 


Single Byte Transmission 


TRANSMISSION 
START SEQUENCE 


TRANSMISSION 

TERMINATION 

SEQUENCE 


10-BIT DATA BYTE 


ENDING I '“••E 
SEQUENCE 


TRANSMISSION 

START 


TRANSMISSION 

TERMINATION 


Multi-Byte Transmission 


PARITY , , SYNC BIT PARITY 

BYTE1 ^ I BYTE 2 BYTEX" 


QUIESCE 

PATTERN VIOLATION BIT 


ENDING I IDLE 
SEQUENCE 
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Message Format 


juiruui 


LINE QUIESCE 



u"iJi_n_njirLJinru 


00 00 DO DO DO DO DO 
2 3 4 5 6 7 8 


DO DODO 
9 10 11 


ENDING 

SEQUENCE 


SYNC 


PARITY 


RECEIVER 

ACTIVE 


DATA 

AVAILABLE 


REGISTER 

READ 


IJ 

TL/F5238-4 


FIGURE 4A. Single Byte Message 


juuuiii-jTin^^ijnjijTr^ nrujinnj 


CODE 

VIOLATION 


-LAST BYTE- 


ENDING 

SEQUENCE 


RECEIVER 

ACTIVE 


DATA 

AVAILABLE 


REGISTER 

READ 


n 


r" 


U 


¥ 


~L 

¥“ 


FIGURE 4B. Multi-Byte Message 


mrimjnnr¥¥mj¥mjij¥i 


CODE 

VIOLATION 


-CORRECT DATA BYTE- 


RECEIVER 

ACTIVE 


DATA 

AVAILABLE 


ERROR 


j¥jui_ruu 

ERROR DETECTED 



REGISTER 

READ 


U 


OUTPUT 

CONTROL 


FIGURE 5. Message with Error 
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Absolute Maximum Ratings (Note i) 


Supply Voltage, Vcc 

Input Voltage 

Output Voltage 

Storage Temperature Range 


7V 

+5.5V 

5.25V 

-65°Cto150°C 


Operating Conditions 

r 

Supply Voltage, (Vcc) ‘■ 

Ambient Temperature, (Ta) 


Max. Units 
5.25 V 

+70 °C 


Lead Temperature (soldering, 10 seconds) 
Maximum Power Dissipation* at 25°C 
Cavity Package 
Molded Package 


2040 mW 
2237 mW 


Derate cavity package 13.6 mW/°C above 25'C; derate molded package 
17.9 mW/°C above 25°C. 


Eiectricai Characteristics (Notes 2, 3, and 5) 


Symbol 

Parameter 

V|H 

Input High Level 

V|L 

Input Low Level 

_t 

> 

1 

X 

> 

Data Input Hysteresis (TTL, Pin 4) 

VcLAMP 

Input Clamp Voltage 


Conditions 


Logic “1” Input Current 


Logic “0” Input Current 


Logic “1” Output Voltage 


Logic “0” Output Voltage 


Output Short Circuit Current 


TRI-STATE® Output Current 


Amplifier Input Hysteresis 


Power Supply Current 



Vcc = 5.25V, Vo = 0.5V 


Vcc = 5.25V 


Timing Characteristics (Notes 2, 6, 7, and 8) 


Symbol 


Conditions 



Output Data to Data Available Positive 
Edge 


Register Read Positive Edge to Data 
Available Negative Edge 


Error Positive Edge to Data Avaiiable 
Negative Edge 


Error Positive Edge to Receiver Active 
Negative Edge 


Register Read Positive Edge to Error 
Negative Edge 


Delay from Output Control to Error Bits 
from Data Bits 


Delay from Output Control to Data Bits 
from Error Bits 


First Sync Bit Positive Edge to Receiver 
Active Positive Edge 


Receiver Active Positive Edge to First Data 
Available Positive Edge 


Negative Edge of Ending Sequence to 
Receiver Active Negative Edge 


Data Control Set-up Multiplexer Time Prior 
to Receiving Data through Selected Input 



9-17 


DP8341 















































































































































Timing Characteristics (cont d) (Notes 2, e, 7, and s) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Tpwi 

Register Read (Data) Pulse Width 


40 

30 


ns 

Tpw 2 

Register Read (Error) Pulse Width 


40 

30 


ns 


Data Available Logic “0” State between 
Data Bytes 


25 

45 


ns 

Ts 

Output Control Set-up Time Prior to 
Register Read Negative Edge 


0 

-5 


ns 

Th 

Output Control Hold Time After the 
Register Read Positive Edge 


0 

-5 


ns 


Delay from Output Enable to Logic “1” or 
Logic "0” from High Impedance State 

Load Circuit 2 


25 

35 

ns 

Tez 

Delay from Output Enable to High Imped- 
ance State from Logic “1” or Logic “0” 

Load Circuit 2 


25 

35 

ns 

Fmax 

Data Bit Frequency (Clock Input must be 
8x the Data Bit Frequency) 


DC 


3.5 . 

M Bits/s 


Note 1: “Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of “Electrical Characteristics” provides conditions tor actual device operation. 

Note 2: Unless otherwise specified, min. /max. limits apply across the 0°C to +70'C temperature range and the 4.75V to 5.25 V power supply range. All typical 
val ues are for T/v = 25°C and Vcc = 5.0 V. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, 
unless otherwise specified. All values shown as max. or min. are so classified on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Input characteristics do not apply to amplifier Inputs (pins 2 & 3). 

Note 6: Unless otherwise specified, all AC measurements are referenced to the 1.5V level of the input to the 1.5V level of the output and load circuit 1 is used. 
Note 7: AC tests are done with input pulses supplied by generators having the following characteristics: Zout = 50Q and T, < 5ns, Tf < 5ns. 

Note 8: T = 1/ (clock input frequency), units for "T” should be ns. 



Load Circuit 1 Load Circuit 2 

TUF523S-7 


FiGURE 6. Test Load Circuits 
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Timing Waveforms 


DO2-DO11 
OUTPUTS 
(OUTPUT CONTROL = HI) 


OATA 

AVAILABLE 


OATA 

AVAILABLE 


r tpwl— ► 

> 


FIGURE 7. Data Sequence Timing 


-Tpwz ^-^Th- 


FIGURE8. Error Sequence Timing 


0 MCV MCV 


Utdio-*! 


DATA 

AVAILABLE 


FIGURE 9. Message Timing 
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Timing Waveforms (Continued) 


4T±(T-25ns) 




1.3V MAX. 
40 mV MIN. 


FIGURE 10. Data Waveform Constraints: Amplifier Inputs 


-8T±(T-25ns)- 


CLOCK INPUT FREQUENCY 


Note; |Tf -T(| < 10ns 


FIGURE 11. Data Waveform Constraints: Data Input (TTL) 
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SYSTEM INTERFACE (3274, 3276, 3278) 


Typical Applications 


18.867 MHz (NOTE 1) 


iQhHH' 


I REG LOAD 


DATA 

DP8340 ► 

TRANSMITTER/ q/^TA TRANSLATION 

ENCODER BELAY 

► FIG. 14 


TRANSMITTER 

ACTIVE 


DATA 

AVAILABLE 


OUTPUT CONTROL 


DP8341 

RECEIVER/ 

DECODER 


I RECEIVER ACTIVE 


Note 1; Crystal manufacturer Midland Ross Corp. 
NEL Unit Part No. NE18A @ 18.867MH2 


FIGURE 12. Typical Application for IBM 3270 Interface 



FIGURE 13. Equivalent Circuit for DP8341 Input Amplifier 
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Typical Applications (Continued) 


+ 5V 



GNO TL/F5238-15 


Notes: 1) Resistance values are in ohms, ±5%, ViW 

2) T1 Is a 1:1:1 pulse transformer, Lhi,|n = 500hH for 18MHz system clock 
Pulse Engineering Part No. 5762 
Technitrol Part No. 11LHA or equivalent transformers 

FIGURE 14. Translation Logic 


IDEAL 
WAVEFORM 
AT TRANSMITTER 
END OF CABLE 



ACTUAL 
WAVEFORM 
AT TRANSMITTER 
END OF CABLE 



' TO MAINTAIN LOSS AT 95% OF IDEAL SIGNAL, 
SELECT TRANSFORMER INDUCTANCE SUCH THAT: 


L(MIN) = 


L = 10,000 

18.87 X 106 


ICLK= SYSTEM CLOCK 
FREQUENCY 
(e.g., 18.87MHz) 


Notes: 1) Less inductance will cause greater amplitude 
attenuation 

2) Greater inductance may decrease signal rise 
time slightly and increase ringing, but these 
effects are generally negligible. 


-L(MIN) = 530)iH 


FIGURE 15. Transformer Selection 
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Data Communications Support 


DP8342 High-Speed Seriai Transmitter/Encoder 


General Description 


The DP8342 generates a complete encoding of parallel 
data for high speed serial transmission. It generates a 
five bit starting sequence, three bit code violation, fol- 
lowed by a syn bit and eight bit per byte of data plus a 
parity bit. A three-bit ending code signais the termination 
of the transmission. The DP8342 adapts to generalized 
high speed serial data transmission as well as the coax 
lines at a maximum data rate of 3.5 MHz. 

The DP8342 and its complementary chip, the DP8343 
(receiver/decoder) have been designed to provide maxi- 
mum flexibility in system designs. The separation of the 
transmitter/receiver functions provides convenient addi- 
tion of more receivers at one end of a bi-phase iine with- 
out the need of unused transmitters. This is specifically 
advantageous in control units where typicai bi-phase 
data is multipiexed over many bi-phase lines and the 
number of receivers generaliy exceeds the number of 
transmitters. 

TRI-STATE® is a registered trademark of National Semiconductor Corp. 


Features 

■ Eight bits per data byte transmission 

■ Single-byte or multi-byte transmission 

■ Internal parity generation (even or odd) 

■ Internal crystal controlled oscillator used for the 
generation of all required chip timing frequencies 

■ Clock output directly drives receiver (DP8343) clock 
input 

■ Input data holding register 

■ Automatic clear status response feature 

■ Line drivers at data outputs provide easy interface to 
bi-phase coax line or general transmission media 

■ <2ns driver output skew 

■ Bipolar technology provides TTL input/output com- 
patibility 

■ Data outputs power up/down glitch free 

■ Internal power up clear and reset 

■ Single -i-5V power supply 


Connection Diagram 


OUTPUT ENABLE 



AUTO RESPONSE 
TRANSMITTER ACTIVE 


Order Number DP8342J or DP8342N 
See NS Package J24A or N24A 
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DP8342 


Block Diagram 


Vcc 


CLOCK 

OUTPUT 


TRANSMITTER 

ACTIVE 


EVEN/ODD 

PARITY 


register 

LOAD 


AUTO 

RESPONSE 



REGISTERS 

FULL 


BIT 1 TO BIT 8 
DATA INPUTS 


FIGURE 2. 


Functional Description 

Figure 2 is a block diagram of the DP8342 Bi-Phase Trans- 
mitter/Encoder. The transmitter/encoder contains a 
crystal oscillator whose input is a crystal with a fre- 
quency eight (8) times the data rate. A Clock Output is 
provided to drive the DP8342 receiver/decoder Clock 
Input and other system components at the oscillator 
frequency. Additionally, the oscillator drives the control 
logic and output shift register/format logic blocks. 

Data is parallel loaded from the system data bus to the 
transmitter/encoder’s input holding register. This data is 
in turn loaded by the transmitter/encoder to its output 
shift register if this register was empty at the time of the 
load. During this load, message formatting and parity are 
generated. The formatted message is then shifted out at 
the bit rate frequency to the TTL to Bi-Phase block which 
generates the pr oper data bit formatting. The 
data outputs, DATA, DATA, and DATA DELAY provide for 
flexible interface to the transmission medium with little 
or ho external components. 

The control Logic block interfaces to all blocks to insure 
proper chip operation and sequencing. It c ontro ls the 
type of parity generation through the Even/Odd Parity 
input. An additional feature provided by the transmitter/ 


encoder is the Reset and Output-TRI-STATE® capability. 
Another feature of the DP8342 is the Byte Clock output 
which keeps track of the number of bytes transferred. 

The transmitter/encoder is also capable of internal TT/AR 
(Transmission Turn around/Auto Response). When the 
Auto-Response (AR) input is forced to the logic “0” state, 
the transmitter/encoder responds with clean status (all 
zeros on data bits). 

Operation of the transmitter/encoder is automatic. After 
the first data byte is loaded, the Transmitter Active output 
is set and the transmitter/encoder immediately formats 
the input data and serially shifts it out its data outputs. 
If the message is a multi-byte message, the internal format 
logic will modify the message data format for multibyte 
as long as the next byte is loaded to the input holding 
format logic will modify the message data format for 
multibyte as long as the next byte is loaded to the input 
hiding register before the last data bit of the previous 
data byte is transferred out of the internal output shift 
register. After all data is shifted out of the transmitter/ 
encoder the Transmitter Active output will return to the 
inactive state. 
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Detailed Pin/ Functional Description 

Crystal Inputs X1 and X2 

The oscillator is controlled by an external, parallel reso- 
nant crystal connected between the X1 and X2 pins. Nor- 
mally, a fundamental mode crystal is used to determine 
the operating frequency of the oscillator; however, over- 
tone mode crystals may be used. 

Crystal Specifications (Parallei Resonant) 

Type <20MHzAT-cutor>20MHz BT-cut 

Tolerance 0.005% at 25°C 

Stability 0.01 % from 0°C to -i-70°C 

Resonance Fundamental (Parallel) 

Maximum Series Resistance Dependent on Frequency 

(For 20MHz, 50Q) 

Load Capacitance 15pF 


Connection Diagram 


n I 

— VA - I I 


|— ► Vcc 


FREQ 

R 

C 

<20MH2 

500 Q 

30 pF 

>20MH2 

120Q 

15pF 


TO PIN XI 
PIN (13) 


If the DP8342 transmitter is clocked by a system clock 
(crystal oscillator not used), pin 13 (XI input) should be 
clocked directly using a Schottky series (74S) circuit. 
Pin 14 (X2 input) may be left open. The clocking frequency 
must be set at eight times the data bit rate. Maximum 
input frequency is 28 MHz. 

Clock Output 

The Clock Output is a buffered output derived directly 
from the crystal oscillator block and clocks at the oscilla- 
tor frequency. It is designed to directly drive the DP8343 
receiver/decoder Clock Input as well as other system 
components. 

Registers Full 

This output is used as a fl^ag by the external operating 
system. A logic “1” (active state) on this output indicates 
that both the internal output shift register and the input 
holding register contain active data. No additional data 
should be loaded until this output returns to the logic “0” 
state (inactive state). 

Transmitter Active 

This output will be in the logic “1” state while the trans-. 
mitter/encoder is about to transmit or in the process of 
transmitting data. Otherwise, it will assume the logic “0” 
state indicating no data presently in either the input 
holding or output shift registers. 


Register Load 

The Register Load input is used to load data from the 
Data Inputs to the input holding register. The loading 
function is level sensitive, the data present during the 
logic “0” state of this input is loaded, and the input data 
must be valid before the logic “0” to logic “1” transition. 
It is after this transition that the transmitter/encoder 
begins formatting of data for serial transmission. 

Auto Response (TT/AR) 

This input provides for automatic clear data transmis- 
sion (all bits in logic “0”) without the need of loading all 
zero’s. When a logic “0” is forced on this input the trans- 
mitter/encoder immediately responds with transmission 
of “clean status”. When this input is in the logic “1” 
state the transmitter/encoder transmits data entered on 
the Data Inputs. 

Even/Odd Parity 

This input sets the internal logic of the DP8342 trans- 
mitter/encoder to generate either even or odd parity for 
the data byte in the bit 10 position. When this pin is in 
the logic “0” state odd parity is generated. In the logic 
“1” state even parity is generated. This feature is useful 
when the control unit is performing a loop back check 
and at the same time the controller wishes to verify 
proper data transmission with its receiver/decoder. 

Serial Outputs — DATA, DATA, and DATA DELAY 

These three output pins provide for convenient applica- 
tion of data to the Bi-Phase transmission line. The Data 
outputs are a direct bit representation of the Bi-Phase 
data while the Data Delay output provides the neces- 
sary increment to clearly defi ne the four (4) DC levels 
of the pulse. The DATA and DATA outputs add flexi- 
bility to the DP8342 transmitter/encoder for use in high 
speed di fferen tial line driving applications. The typical 
DATA to DATA skew is 2ns. 


When a logic “0” is forced on this input, all outputs 
except Clock Output are latched low. 

Output Enable 

When a logic "0” is forced on this input the three serial 
data outputs are in the high impedance state. 

Byte Clock 

This pin registers a pulse at the end of each byte trans- 
mission. The number of pulses registered corresponds 
to the number of bytes transmitted. 
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TRANSMISSION 

START 


Multi-Byte Transmission 


I niM«rc CODE SYNC 

PAHERN VIOLATION BIT 


TRANSMISSION 

TERMINATION 


PARITY , , SYNC BIT PARITY 

BYTE1 ] ^ BYTE 2 BYTE X' 


ENDING 

IDLE 

SEQUENCE 



Functional Timing Waveforms 

REG LOAD I I 


FIGURE 3. 


11111 CODE VIOUTION SYNC 0 


-STARTING SEQUENCE- 


BIT BIT 
^ ® PARITY 


\ 8 BIT -(- PARITY 

FIGURE 4. Overall Timing Waveforms for Single Byte 


^ ENDING J 
SEQUENCE < 


1 1111 CQDE VIOLATION SYNC 0 

BIT . 


10 10 


-STARTING SEQUENCE - 


'I /j 

BIT??PARITY BIT^^PARITY 
1 1 


ENDING J 
SEQUENCE I 


8 BIT + PARITY 8 BIT + PARITY 

FIGURE 5. Overall Timing Waveforms for Multi-Byte 
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Absolute Maximum Ratings (Note d Operating Conditions 

Supply Voltage, Vcc 7V Min. Max. Units 

Input Voltage 5.5V Supply Voltage, (Vcc) 4.75 5.25 V 

Output Voltage 5.25V Ambient Temperature, Ta 0 +70 °C 

Storage Temperature Range -65°Cto+150°C 

Lead Temperature (soldering, 10 seconds) 300°C 

Maximum Power Dissipation* at 25*0 
Cavity Package 2237 mW 

Molded Package 2500 mW 

* Derate cavity package 14.9 mW/*C above 25*C; derate molded package 
20 mW/’C above 25“C. 

Electrical Characteristics (Notes 2 and 3 ) 

Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

Logic “1” Input Voltage (All Inputs 
Except XI and X2) 

Vcc = 5V 

2.0 



V 

V|L 

Logic “0” Input Voltage (All Inputs 
Except XI and X2) 

Vcc = 5V 



0.8 

V 

VclaMP 

Input Clamp Voltage (All Inputs Except 
X1 and X2) 

liN = -12mA 


-0.8 

-1.2 

V 

l|H 

Logic "1” Input Current 
Register Load Input 

Vcc = 5.25V 
V,N = 5.25V 


0.3 

120 

fA 

All Others Except X1 and X2 


0.1 

40 

fA 

l|L 

Logic “0” Input Current 
Register Load Input 

Vcc = 5.25V 
V|n = 0.5V 


-15 

-300 

fA 

All Inputs Except XI and X2 


-5 

-100 

fA 

■ I 

Logic “1" All Outputs Except CLK OUT, 
DATA, DATA, and DATA DELAY 

Iqh = ~100^A 
Vcc = 4.75V 

3.2 

3.9 


V 

loH = -1nnA 

2.5 

3.4 


V 

VqH2 

Logic “1” for CKL OUT, DATA, 
DATA and DATA DELAY Outputs 

Vcc = 4.75V, 
loH = -10mA 

2.6 

3.0 


V 

V 0 L 1 

Logic “0" All Outputs Except CLK OUT, 
DATA, DATA, and DATA DELAY 

Vcc = 4.75V 

loL = 5mA 


0.35 

0.5 

V 

VoL2 

Logic "0” for CLK OUT, DATA, 
DATA and DATA DELAY Outputs 

Vcc = 4.75V 
loL = 20mA 


0.4 

0.6 

V 

lost 

Output Short Circuit Current for All Except 
CLK OUT, DATA, DATA, and DATA 
DELAY Outputs 

Note 5 
Vqut = OV 

-10 

-30 

-100 

mA 

l0S2 

Output Short Circuit Current DATA, 
DATA, and DATA DELAY Outputs 

Note 5 
VouT = OV 

-50 

-140 

-250 

mA 

l0S3 

Output Short Circuit Current for CLK OUT 

Note 5 
Vqut = OV 

-30 

-90 

-200 

mA 

Ice 

Power Supply Current 

Vcc = 5.25V 


170 

250 

mA 

Timing Characteristics Vcc = sv ± 5 %, Ta = 0°C to 70°C, Osclllator Frequency = 28 MHz (Notes 2 and 3) 

Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

^pdl 

REG LOAD to Transmitter Active (T^) 
Positive Edge 



60 

90 

ns 

^pd2 

REG LOAD to Register Full; 
Positive Edge 



45 

75 

ns 

Kill 

Ta to Register Full; 
Negative Edge 



40 

70 

ns 

tpd4 

Positive Edge of REG LOAD to 
Positive Edge of DATA 



50 

80 

ns 

tpd5 

REG LOAD to DATA; 
Positive Edge 



280 

380 

ns 

tpd6 

REG LOAD to DATA DELAY; 
Positive Edge 



150 

240 

ns 

tpd7 

Positive Edge of DATA to Negative Edge 
of DATA DELAY 

Load Circuit 2 
Figure 9 


70 

85 

ns 
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DP8342 


Timing Characteristics (Continued) Oscillator Frequency = 28MHz (Notes 2 and 3) 


Symbol 

Parameter 

tpdS 

Positive Edge of DATA DELAY to Negative 
Edge of DATA 

1pd9i 

tpdio) 

Skew between DATA and DATA 

Ipdil 

Negative Edge of Auto Response (AR) 
to Positive Edge of TA 

tpd12 

Maximum Time Deiay to Load Second Byte 
After Positive Edge of REG FULL 

tpd13 

XI to CLK OUT; Positive Edge 

tpd14 

XI to CLK OUT; Negative Edge 

tpd15 

Negative Edge of 7(R to Positive Edge of 
REG FULL 

tpd16 

Skew between TA and REG FULL during 


Auto Response 

tpd17 

REG LOAD to REG FULL; Positive Edge 
for Second Byte 

tpd18 

REG FULL to BYTE CLK; Negative Edge 

tpd19 

REG FULL to BYTE CLK; Positive Edge 

tzH 

Output Enabie to DATA, DATA, or DATA 
Delay outputs: HiZ to High 

tzL 

Output Enable to DATA, DATA, OR DATA 
Delay Outputs; HiZ to High 

»HZ 

Output Enable to DATA, DATA, or DATA 
Delay Outputs; High to HiZ 

tLZ 

Output Enable to DATA, DATA, or DATA 
Delay Outputs; Low to HiZ 

tpw1 

REG LOAD Pulse Width 

tpw2 

First REG FULL Pulse Width (Note 6) 

tpw3 

REG FULL Pulse Width Prior to Ending 
Sequence (Note 6) 


Pulse Width for Auto Response 

^pw5 

Pulse Width for BYTE CLK 

ts 

Data Setup Time prior to REG LOAD 
Positive Edge. Hold Time = 0ns 

tr1 

Rise Time for DATA, DATA, and DATA 
DELAY Output Waveform 

tf1 

Fall Time for DATA, DATA, and DATA 
DELAY Output Waveform 

^2 

Rise Time for TA and REG FULL 

tf2 

Fall Time for TA and REG FULL 

fwAX 

Data Rate Frequency 
(Clock Input must be 8X this Frequency) 


Input Capacitance — Any Input 


Conditions 


Max Units 



CL = 15pF 
Figures 16, 17 


CL=15pF 
Figures 16, 17 


Figure12 


33 


75 


80 


75 


90 


180 


25 45 ns 


15 30 ns 


65 100 ns 


45 70 ns 


ns 


8xT + 60 8xT + 100 ns 



Mbits/s 


pF 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual device operation. 

Note 2; Unless otherwise specified, min. /max. limits apply across the O'C to +70°C temperature range and the 4.75V to 5.25V power supply range. All 
typical values are for T/^ = 25°C and Vqc = 5.0V. 

Note 3; All currents into device pins are shown as positive; atl currents out of device pins are shown as negative; all voltages are referenced to ground, 
unless otherwise specified. All values shown as max. or min. are so classified on absolute basis. 

Note 4: Input capacitance is guaranteed by periodic testing. fTEST = '^0kHz at 300mV, Ta = 25°C. 

Note 5: Only one output should be shorted at a time. 

Note 6: T= 1/(Oscillator Frequency). Unit forT should be in ns. B = 8T. 

Note 7: Oscillator Frequency Dependent. 
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Timing Waveforms (Continued) 





TUF5236-13 


FIGURE 12. REG LOAD 



TUF5236-15 


FIGURE 14. Rise and Fall Time Measurement 
for TA and REG FULL 


Vcc 



FIGURE 16. Load Circuit for Output TRi-STATE Test 



TUF5236-U 


FIGURE 13. Output Waveform for DATA, DATA, 
DATA DELAY (Load Circuit 2) 


Vcc Vcc 



TUF5236-16 


Load Circuit 1 Load Circuit 2 
FIGURE 15. Test Load Circuits 



FiGUREIT. TRI-STATE Test 




FROM DP8342 



TRANSMITTER 

ACTIVE 



90Q COAX 
(RG62A/U) 


“xr--* 


CONNECT TO 

0P8343 

RECEIVER 




(NOTE) 

DATA 

1 • 

DPS342 

THANSMinER/ 

ENCODER 

DATA i 


TA 

2 



5» 

+ IN-^-n 


CONNECT TO 

0P8343 

RECEIVER 


Notes: 1) Resistance values are in ohms, ±5%, 'AVJ 

2) T1 is a 1:1:1 pulse transformer, L = 500pH tor 18 to 28MHz system clock. 

Pulse Engineering Part No. 5762 

Technitrol Part No. 11LHA or equivalent transformer 

3) Crystal manufacturer Midland Ross Corp. NEL Unit Part No. NE-18A @ 28MHz. 


Note: Data rates up to 3.5Mbits/s at 5000ft stili appiy. 


FIGURE 19. Interface Logic for a Coax Transmission Line 


FIGURE 20. Direct Interface for a 

Coax Transmission Line 
(Non-IBM Voltage Levels) 
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Data Communications Support 


DP8343 High-Speed Serial Receiver/ Decoder 


General Description 


The DP8343 provides complete decoding of data for 
high speed serial data communications. In specific, the 
DP8343 receiver recognizes Bi-Phase serial data sent 
from its complementary chip, the DP8342 transmitter, 
and converts it into eight (8) bits of parallel data. These 
devices are easily adapted to generalized high speed 
serial data transmission systems that operate at bit 
rates up to 3.5 MHz. 

The DP8343 receiver and the DP8342 transmitter are 
designed to provide maximum flexibility in system 
designs. The separation of transmitter and receiver 
functions allows addition of more receivers at one end 
of the Bi-Phase line without the necessity of adding 
unused transmitters. This is advantageous in control 
units where the data is typically multiplexed over many 
lines and the number of receivers generally exceeds the 
number of transmitters. The separation of transmitter 
and receiver function provides an additional advantage 
in flexibility of data bus organization. The data bus 
outputs of the receiver are TRI-STATE®, thus enabling 
the bus configuration to be organized as either a 
common transmit/receive (bi-directional) bus or as 
separate transmit and receive busses for higher speed. 


Features 

■ DP8343 receives eight (8) bit data bytes 

■ Separate receiver and transmitter provide maximum 
system design flexibility 

■ Even parity detection 

■ High sensitivity input on receiver easily interfaces to 


■ Standard TTL data input on receiver provides gener- 
alized transmission line interface and also provides 
hysteresis 

■ Data holding register 

■ Multi-byte or single byte transfers 

■ TRI-STATE receiver date outputs provide flexibility 
for common or separated transmit/receive data bus 
operation 

■ Data transmission error detection on receiver provides 
for both error detection and error type definition 

■ Bipolar technology provides TTL input/output com- 
patibility with excellent drive characteristics 

■ Single -+-5V power supply operation 


TRl-STATE® Is a registered trademark of National Semiconductor Corp. 


Connection Diagram 


RECEIVER DISABLE 
+AMPUFIER INPUT 


-AMPLIFIER INPUT 


RECEIVER ACTIVE 


OUTPUT CONTROL 



FIGURE 1. 

Order Number DP8343J or DP8343N 
See NS Package J24A or N24A 
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Block Diagram 


AMPLIFIER ' 
INPUT 


STARTING/ENDING 

SEQUENCE 

DETECTOR 


MUX 


AND 

DEMOO. 

CONTROL 

LOGIC 

♦ 


SHIFT REGISTER 


SERIAL DATA CLOCK 


ERROR DETECTION 
AND IDENTIFICATION 
LOGIC 


HOLDING REGISTER 
AND 

LOADING LOGIC 


DATA 

AVAILABLE 


TRI-STATE® 
DUTPUT BUFFERS 


PARALLEL DUTPUT DATA 


FIGURE 2. DP8343 Bi-Phase Receiver 


Block Diagram Functional Description 

Figure 2 is a block diagram of the DP8343 receiver. This 
chip is essentially a serial in/parallel out shift register. 
However, the serial input data must conform to a very 
specific format (see Figures 3-6). The message will not 
be recognized unless the format of the starting 
sequence is correct. Deviations from the format in the 
data, sync bit, parity or ending sequence will cause an 
error to be detected, terminating the message. 

Data enters the receiver through the differential input am- 
plifier or the TTL Data input. The differential amplifier is a 
high sensitivity input which may be used by connecting it 
directly to a transformer coupled coax line, or other trans- 
mission medium. The TTL Data input provides 400 mV of 
hysteresis and recognizes TTL logic levels. The data then 
enters the demodulation block. 

The data demodulation block samples the data at eight 
(8) times the data rate and provides signals for detecting 
the starting sequence, ending sequence, and errors. 
Detection of the starting sequence sets the Receiver 
Active output high and enables the input shift register. 

As the eight bits of data are shifted into the shift register, 
the receiver will verify that even parity is maintained on 
the data bits and the sync bit. Serial Data and Serial 
Data Clock, the inputs to the shift register, are provided 
for use with external error detecting schemes. After one 
complete data byte is received, the contents of the input 
shift register is parallel loaded to the holding register, 
assuming the holding register is empty, and the Data 
Available output is set. If the holding register is full, this 
load will be delayed until that register has been read or 


the start of another data byte is received, in which case a 
Data Overflow Error will be detected, terminating the 
message. Data is read from the holding register through 
the TRI-STATE Output Buffers. The Output Enable input 
is the TRI-STATE control for these outputs and the 
Register Read input signals the receiver that the read 
has been completed. 

When the receiver detects an ending sequence the Re- 
ceiver Active output will be reset to a logic “0” indicating 
the message has been terminated. A message will also 
terminate when an error is detected. The Receiver Active 
output used in conjunction with the Error output allows 
quick response to the transmitting unit when an error 
free message has been received. 

The Error Detection and Identification block insures that 
valid data reaches the outputs of the receiver. Detection 
of an error sets the Error output to a logic "1” and resets 
the Receiver Active output to a logic “0” terminating the 
message. The error type may be read from the data bus 
outputs by setting the Output Control input to logic “0” 
and enabling the TRI-STATE outputs. The data bit out- 
puts have assigned error definitions (see error code 
definition table). The Error output will return to a logic 
“0” when the next starting sequence is received, or 
when the error is read (Output Control to logic “0” and a 
Register Read performed). 

The Receiver Disable input is used to disable both the 
amplifier and TTL Data receiver inputs. It will typically 
be connected directly to the Transmitter Active output 
of the DP8342 transmitter circuit. 
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Detailed Functional Pin Description 


Receiver Disable 

This input is used to disable the receiver’s data inputs. 
The Receiver Disable input wiil typicaliy be connected to 
the Transmitter Active output of the DP8342. However, at 
the system controller it may be necessary for both the 
transmitter and receiver to be active at the same time. 
This variation can be accomplished with the addition of 
minimal external logic. 


Truth Table 


Receiver Disable 

Data Inputs 

Logic “0” 

Active 

Logic “1” 

Disabled 


Amplifier Inputs 

The receiver has a differential input amplifier which 
may be directly connected to the transformer coupled 
coax line. The amplifier may aiso be connected to a dif- 
ferential type TTL line. The amplifier has 20 mV of 
hysteresis. 

Data Input 

This input can be used either as an alternate data input 
or as a power-up check input. If the system designer 
prefers to use his own amplifier, instead of the one pro- 
vided on the receiver, then this TTL input may be used. 
Using this pin as an aiternate data input aliows self-test 
of the peripheral system without disturbing the trans- 
mission line. 

Data Control 

This input is the control pin that selects which of the 
inputs are used for data entry to the receiver. 


Truth Table 


Data Control 

Data Input To 

Logic “0” 

Data Input 

Logic “1” 

Amplifier Inputs 


Note: This input is aiso used tor testing. When the input voitage is 
raised to 7.5V the chip resets. 


Clock Input 

This input is the internal clock of the receiver. It must be 
set at eight (8) times the line data bit rate. The crystal- 
controiled oscillator provided in the DP8342 transmitter 
aiso operates at this frequency. The Clock Output of the 
transmitter is designed to directiy drive the receiver’s 
Clock Input. In addition, the receiver is designed to 
operate correctly to a data bit rate of 3.5 MHz. 

Receiver Active 

The purpose of this output is to inform the external sys- 
tem when the DP8343 is in the process of receiving a 
message. This output will transition to a iogic “1” state 
after a receipt of a valid starting sequence and transition 
to logic “0” when a vaiid ending sequence is received or 
an error is detected. This output combined with the Error 
output will inform the operating system of the end of an 
error free data transmission. 


Error 

The Error output transitions to a iogic “1” when an error 
is detected. Detection of an error causes the Receiver 
Active and the Data Available outputs to transition to a 
logic “0”. The Error output returns to a logic “0” after 
the error register has been read or when the next starting 
sequence is detected. 

Register Read 

The Register Read input when driven to the logic “0” 
state signals the receiver that data in the holding regis- 
ter is being read by the external operating system. The 
data present in the holding register will continue to re- 
main vaiid until the Register Read input returns to the 
logic “1” condition. At this time, if an additional byte is 
present in the input shift register it will be transferred to 
the holding register, otherwise the data will remain valid 
in the holding register. The Data Available output will be 
in the logic “0” state for a short interval while a new 
byte is transferred to the holding register after a regis- 
ter read. 

Data Available 

This output indicates the existence of a data byte within 
the output holding register, it may also indicate the 
presence of a data byte in both the holding register and 
the input shift register. This output wiil transition to the 
logic “1” state as soon as data is available and return to 
the logic “0” state after each data byte has been read. 
However, even after the last data byte has been read and 
the Data Available output has assumed the logic “0” 
state, the last data byte read from the holding register 
wiil remain until new data has been received. 

Output Control 

The Output Control input determines the type of infor- 
mation appearing at the data outputs. In the logic "1” 
state data wili appear, in the logic "0” state error codes 
are present. 

Truth Table 


Output Control 

Data Outputs 

Logic “0” 

Error Codes 

Logic "1” 

Data 


Output Enable 

The Output Enable input controls the state of the TRI- 
STATE Data outputs. 


Truth Table 


Output Enable 

TRISTATE 
Data Outputs 

Logic “0” 

Disabled 

Logic “1” 

Active 


Data Outputs 

The DP8343 has an eight (8) bit TRI-STATE data bus. 
Seven bits are multiplexed with error bits. The error bits 
are defined in the table below. The Output Control input 
is the multiplexer control for the Data/Error bits. 
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Message Format 


Single Byte Transmission 


TRANSMISSION 


TRANSMISSION 

TERMINATION 


, 



I ~ 

SEQUENCE 

IDLE 

LINE 

QUIESCE 

PATTERN 

CODE 

SYNC 

8-BIT DATA BYTE 


ENDING 

IDLE 

) 

VIOLATION 

BIT 


SEQUENCE 



TRANSMISSION 

START 


TRANSMISSION 

TERMINATION 


Multi-Byte Transmission 


PARITY 
BYTE 1 ■ 


SYNC BIT 
"BYTE 2 


IDLE 

LINE 

QUIESCE 

PATTERN 

CODE 

SYNC 

_1st 8-BIT 




^ 2nd 8-BIT 


BYTE 


ENDING 

IDLE 

) 

VIOLATION 

BIT 

BYTE 



BYTE 

X 


SEQUENCE 

’( 


FIGURE 3. 


OATA 


jmjmru“inji_n_rinrLnr 


LINE QUIESCE 


CODE 

VIOLATION 


BITBIT BIT BIT BITBIT BIT BIT 
1 2 3 4 5 6 7 8 


DATA 


ENDING 

SEQUENCE 


SYNC 


PARITY 


RECEIVER 

ACTIVE 


DATA 

AVAILABLE 


REGISTER 

READ 


U 


TL/F5237-4 



FIGURE 4A. Single Byte (8-Bit) Message 


juinj¥Lj~inn^njTjn_nr^ 


LINE QUIESCE 


CODE 

VIOLATION 


-2nd BYTE- 


RECEIVER 

ACTIVE 


nrujuiTu 


LAST BYTE 


ENDING 

SEQUENCE 


DATA 

AVAILABLE 


n r 


LI L 


REGISTER 

READ 


U 


U“ 


TUF5237-5 


FIGURE 4B. Multi-Byte Message 
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Error Code Definition 

Data Bit 

DP8343 Error Type 

Bit 1 Data Overflow (Byte not removed from holding register when it and the input shift register are both full 
and new data is received) 

Bit 2 Parity Error (Odd parity detected) 

Bit 3 Transmit Check conditions (existence of errors on any or all of the following data bits: Bit 2, Bit 4, and Bit 
5)__ 

Bit 4 An invalid ending sequence 

Bit 5 Loss of mid-bit transition detected at other than normal ending sequence time 

Bit 6 New starting sequence detected before data byte in holding register has been read , 

Bit 7 Receiver disabled during receiver active mode 

Serial Data Data Clock 

The Serial Data output is the serial data coming into the The Data Clock output is the clock to the input shift - 

input shift register. register. 

Message Format (Continued) 



JuuinjLj^LrmjnjiJin^^ 



TUF5237-7 

FIGURE 6. Data Clock and Serial Data 
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Absolute Maximum Ratings (Note i) 

Operating Conditions 



Supply Voltage, Vcc 7.0V 


Min 

Max 

Units 

Input Voltage 5.5V Supply Voltage, (Vcc) 

4.75 

5.25 

V 

Output Voltage 5.25V Ambient Temperature, Ta 

0 

-+■70 

°C 

Storage Temperature Range -65°C to 150° 

c 





Lead Temperature (soldering, 10 seconds) 300°C 





Maximum Power Dissipation* at 25°C 






Cavity Package 2040 mW 





Molded Package 2237 mW 





* Derate cavity package 13.6 mW/°C above 25'’C; derate molded package 





17.9mW/'C above 25"C. 






Electrical Characteristics (Notes 2, 3, and 5) 





Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

Input High Level 


2.0 



V 

■ V,u 

Input Low Level 




0.8 

V 


Data Input Hysteresis (TTL, Pin 4) 


0.2 

0.4 


V 

VCLAMP 

Input Clamp Voltage 

liN = -12mA 


-0.8 

-1.2 

V 

l|H 

Logic “1” Input Current 

Vcc = 5.25V, V|N = 5.25V 


2 

40 

pA 

l|L 

Logic “0” Input Current 

Vcc = 5.25V, V|n = 0.5V 


-20 

-250 

pA 

VoH 

Logic “1” Output Voltage 

loH =-100fiA 

3.2 

3.9 


V 



loH=-1mA 

2.5 

3.2 


V 

VoL 

Logic “0” Output Voltage 

loL = 5mA 


0.35 

0.5 

V 

los 

Output Short Circuit Current 

Vcc = 5V, VouT = 0V 

-10 

-20 

-100 

mA 



(See Note 4) 





loz 

TRI-STATE^ Output Current 

Vcc = 5.25V, Vo = 2.5V 

-40 

1 

■f40 

pA 



Vcc = 5.25V, Vo = 0.5V 

-40 

-5 

-1-40 

mA 

Ahys 

Amplifier Input Hysteresis 


5 . 

20 

30 

mV 

Icc 

Power Supply Current 

Vcc = 5.25V 


160 

250 

mA 

Timing Characteristics (Notes 2, e, 7, and 8) 

Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Tdi 

Output Data to Data Available Positive 







Edge 


5 

20 

40 

ns 

Td2 

Register Read Positive Edge to Data 







Available Negative Edge 


’ 10 

25 

45 

ns 

Td3 

Error Positive Edge to Data Available 







Negative Edge 


10 

30 

50 

ns 

Td4 

Error Positive Edge to Receiver Active 







Negative Edge 


5 

20 

40 

ns 

Td5 

Register Read Positive Edge to Error 







Negative Edge 


20 

45 

75 

ns 

Td6 

Delay from Output Control to Error Bits 







from Data Bits 


5 

. 20 

50 

ns 

Td7 

Delay from Output Control to Data Bits 







from Error Bits 


5 

20 

50 

ns 

Td8 

First Sync Bit Positive Edge to Receiver 



3.5*T 




Active Positive Edge 



-t-70 



Td9 

Receiver Active Positive Edge to First Data 







Available Positive Edge 



76*T 


ns 

Tdio 

Negative Edge of Ending Sequence to 



11.5*T 




Receiver Active Negative Edge 



-1-50 


ns 

Toil 

Data Control Set-up Multiplexer Time Prior 







to Receiving Data through Selected Input 


40 

30 


ns 

Td12 

Serial Data Set-Up Prior to Data Clock 



mm 

■nmn 



Positive Edge 



KSI 


ns 
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DP8343 


Symboi 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Tpwi 

Register Read (Data) Pulse Width 


40 

30 


ns 

TpW2 

Register Read (Error) Pulse Width 


40 

30 


ns 

TpW3 

Data Available Logic “0” State between 
Data Bytes 


25 

45 


ns 

■ 

Output Control Set-up Time Prior to 
Register Read Negative Edge 


0 

-5 

m 

ns 

B 

Output Control Hold Time After the 
Register Read Positive Edge 


0 

-5 


ns 

Tze 

Deiay from Output Enabie to Logic “1” or 
Logic “0” from High Impedance State 

Load Circuit 2 


25 

35 

ns 

Tez 

Delay from Output Enable to High Imped- 
ance State from Logic “1” or Logic “0" 

Load Circuit 2 

■ 

25 

35 ■ 

ns 


Data Bit Frequency (Ciock Input must be 
8x the Data Bit Frequency) 


DC 


3.5 

M Bits/s 


Timing Characteristics (Continued) (Notes 2, 6, 7, and 8) 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to imply that the 
device should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual device operation. 

Note 2: Unless otherwise specified, mln./max. limits apply across the 0°C to +70“C temperature range and the 4.75V to 5.25V power supply range. All 
typical values are for Ta = 25”C and Vcc = 5.0V. 

Note 3: All currents into device pins are shown as positive; all currents out of device pins are shown as negative; all voltages are referenced to ground, 
unless otherwise specified. All values shown as max. or min. are so classified on absolute value basis. 

Note 4 : Only one output at a time should be shorted. 

Note 5: Input characteristics do not apply to amplifier Inputs (pins 2 & 3). 

Note 6: Unless otherwise specified, all AC measurements are referenced to the 1.5V level of the input to the 1.5V level of the output and load circuit 1 is 
used. 

Note 7; AC tests are done with input pulses supplied by generators having the following characteristics; Zout = 50Q, T^ < 5ns, and Tf < 5ns. 

Note 8: T= 1/ (clock input frequency), units for “T” should be ns. 


Test Load Circuits 


Vcc 


Vcc 




Load Circuit 1 


Load Circuit 2 


FIGURE 7. 
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Timing Waveforms 


D02-D011 
OUTPUTS 
(OUTPUT CONTROL = HI) 


OATA 

AVAILABLE 


OATA 

AVAIUBLE 


r tpwl— ► 

t 


FIGURE 8. Data Sequence Timing 


-Tpw2 ►N^Th- 


FiGURE 9. Error Sequence Timing 


111 


COOE 

VIOLATION 


0 MCV MCV 


DATA 

AVAIUBLE 


FIGURE 10. Message Timing 
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Typical Applications 


28 MHz MAX. (NOTE 1) 



Note 1: Crystal manufacturer Midland Ross Corp., NEL Unit Part No. NE-18A @ 28MHz 



FIGURE 15. 
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Typical Applications (Continued) 


+ 5V 



GND TUF5237-17 


Notes: 1) Resistance values are In ohms, ±5%, V«W. 

2)T1 Is a 1:1:1 pulse transformer, LMiN = 500)iH for 18 MHz system clock. 
Pulse Engineering Part No. 5762 
Technitrol Part No. IILHAor equivalent transformers. 

FIGURE 16. Interface Logic for A Coax Transmission Line 




* TO MAINTAIN LOSS AT 95% OF lOEAL SIGNAL, 
SELECT TRANSFORMER INDUCTANCE SUCH THAT: 


L(MIN) = 


10,000 

<CLK 


EXAMPLE: 



fCLK= SYSTEM CLOCK 
FREQUENCY 
(s.g., 18.S7MHZ) 


»>L(MIN)=S30fiH 


TUF5237-18 

Notes: 1) Less Inductance will cause greater amplitude 
attenuation. 

2) Greater Inductance may decrease signal rise time 
slightly and Increase ringing, but these effects are 
generally negligible. 


FIGURE 17. Transformer Selection 
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LSI Components for 
Winchester Disk Drives 
and Controllers 


National Semiconductor 
Application Note 334 
Mike Evans 
John Payne 
Tim Stout 
March 1983 


INTRODUCTION 

Designing an LSi soiution for disk system data path elec- 
tronics requires careful examination of the total disk 
market place. The objective is to have a high performance 
solution able to handle state-of-the-art, 14-inch drives 
while still being reasonably priced for the lower perform- 
ance, highly cost-sensitive 5 1/4-inch market. The OEM 
Winchester disk market consists of three main device 
types: 14-inch, 8-inch and 5 1/4-inch. OEM supplied 14-inch 
drives range from capacities of 40 megabytes upwards to 
1 gigabyte with data rates of 10-24 megabits/second and 
access times of 25 ms. The 8-inch Winchester drives 
evolved from scaling of the 14-inch drives and are suitable 
devices for minicomputer environments. Storage capaci- 
ties vary from 16 megabytes to 200 megabytes with typical 
data rates of 7-9 megabits/second and typical access 
times of 30 ms. The 5 1/4-inch Winchester drive offers a 
high performance, high capacity version of the estab- 
lished 5 1/4-inch floppy disk. It is thus ideally suited to 
packaging in microcomputer-based systems. Initially, 
5 1/4-inch drives offered 6 megabytes of storage with typi- 
cal access times of 170 ms. Recently, devices have been 
announced with storage capacities of over 100 megabytes 
and access time of 30 ms. Data rates are typically 5 Mbits/ 
second, but will increase. 


PERFORMANCE/STANDARDS SET DESIGN AIMS 

The rapid evolution of Winchester drives has pushed 
storage capacities, data rates and access times to the 
limit. The DP8460 series hard disk chip set has been 
designed to handle data rates as high as 25 megabits/ 
second to interface with the fastest drives now available. 
The chip set uses the latest bipolar and CMOS processing 
techniques as shown in Figure 1. 


The use of high density run-length-limited codes is well 
established in the 14-inch market and will migrate to the 
8-inch and 5 1/4-inch drives. A further consideration of the 
design was the ability to work with such codes. Similarly, 
as storage densities increase, the necessity for ECC (error 
checking and correcting) electronics becomes apparent. 
Specific codes have yet to become standard since some in 
use today are considered inadequate for the future. The 
hard disk chip set design was required to anticipate such 
future developments. Furthermore, the design and func- 
tional partitioning had to take into account existing 
standards such as SMD and ANSI X3.101 and yet allow 
flexibility in areas where standards are still emerging. 
Finally, the introduction of removable media cartriciges 
places increasing emphasis on programmable format. 



M^CMOS™ 


24 MBITS/SEC 
DATA RATE 


FIGURE 1. Two New Processes Provide Fast Data Rate Capability 


M^CMOS ^ is a trademark of National Semiconductor Corp. 
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FUNCTIONS COMMON TO ALL DISK SYSTEMS 

There are certain functions which aii disk systems typi- 
caliy perform (Figure 2). As one iooks at the data path of a 
disk system during a read operation, foiiowing it from the 
recording head to the host, there emerge eight weii de- 
fined functions that are common to aii disk drives. 

These are: 

1. Select the desired head and preamplify the signal from 
it. 

2. Convert the data signal from an analog waveform into a 
sequence of digital pulses. 

3. Generate a clock and synchronized data from the dig- 
ital pulse train using phase-locked-loop techniques. 

4. Decode the synchronized data using the clock. 

5. Deserialize the data into byte-wide blocks and byte- 
align. 

6. Identify the desired sector and strip off synchroniza- 
tion information, addressing information, and error 
check information. 

7. Buffer the valid data from the desired sector. 

8. Transfer the data into the hosts’s main storage. 

Six similar functions are required for writing the data: 

1. Transfer the data out of the host’s main storage. 

2. Buffer the data. 

3. Identify the desired sector, then append synchroniza- 
tion and error checking fields to the data field. 

4. Serialize the data. 

5. Encode the data. 

6. Select the correct recording head and drive it with the 
encoded data signal. 


A disk system is typically separated into two subsystems, 
the drive and the controller. However, there is no single 
definition as to which functions are performed in which 
place, the major disk-to-controller interfaces make the 
division in different places. ' 

In the floppy extension interface (ST506), the drive per- 
forms the functions related to head selection, driving, 
preamplification, and the analog-to-digital conversion. 
Everything else is done in the controller. For the SMD and 
ANSI X3.101 interfaces the drive also performs read clock 
generation, data decoding, and data encoding. Finally, 
with the intelligent disk interface, all of the functions are 
performed by the drive except DMA, which is done by the 
controller. 

The DP8460 series will work with all of the interfaces dis- 
cussed above. The chips implementing the various func- 
tions are placed in the drive or the controller depending 
upon the particular interface used. The first chips in the 
set, the pulse detector, data separator, and disk data con- 
troller perform all of the functions discussed above with 
the exception of head operations. 

The DP8464 pulse detector converts the analog signal 
from the head preamplifier into digital pulses. The DP8460 
data separator performs read clock generation utilizing 
an internal phase-locked-loop and data signal decoding. 
The DP8466 disk data controller performs the remaining 
functions. 



TL/F/5264-2 


FIGURE 2. Disk Data Path Functions 
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DP8464 PULSE DETECTOR 

The pulse detector receives the analog signal from the 
read/write head amplifier and converts the peaks to digital 
pulses. It is aivvays situated in the disk drive. The primary 
purpose of the pulse detector is to convert the analog 
signal received from the recording head into a sequence of 
digital pulses that can be decoded by the data separator 
(Figure 3). Each flux reversal of the recording media 
represents a coded “1”; the absence of a reversal in a 
given window time represents a coded “0”. 

The pulse detector sees flux reversals as signal peaks 
from the recording head, and produces digital output 


pulses coinciding with the position of the incoming signal 
peaks. 

Figure 4a is a plot of relative pulse amplitude versus bits 
per inch (or recording density). As the recording density in- 
creases, bit interaction causes the signal amplitude to 
decrease. 

Pulse shapes as received by the pulse detector are shown 
in Figure 4b. Regions 1 and 2, the ones predominantly 
associated with disk drives, are characterized by the 
analog signal returning to the baseline between pulses. 


FUTURE DISK DRIVE ELECTRONICS^ ►[ 



I I 

I I 


TL/F/5264-3 

FIGURE 3. Pulse Detector in a Disk System 



TL/F/5264-11 


FIGURE 4a. Pulse Amplitude vs Bit Density 



TL/F/5264-4 

FIGURE 4b. Typical Waveforms 
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DATA SEPARATOR 


Peak detection is compiicated by the susceptibiiity of the 
circuitry to noise peaks during this period. The trickiest 
part of the puise detector design is to distinguish between 
signal peaks and noise peaks. 

Region 1 is characterized by minimal amplitude distortion 
with a prolonged return to the baseline. Drives using thin 
film media or thin film head technology or run-length-lim- 
ited codes characteristically produce such pulses. The 
region 1 detector functions by enabling the differentiator 
from a threshold comparator {Figure 5). Only if the signal 
is greater than a preset threshold will an output pulse be 
enabled. Since noise peaks are characteristically of low 
amplitude, this approach effectively eliminates output 
pulses due to noise. 

Average signal strengths from the recording head will vary 
from track to track and even along the same track. Hence, 
use of threshold comparison and signal processing man- 
dates automatic gain control (AGO) circuitry to maintain a 
constant output from the wideband amplifier. 

Region 2 is characterized by some amplitude distortion 
and a tendency for the signal to return to the baseline. 
Drives using conventional ferrite heads with MFM typi- 
cally produce such pulses. The pulse detector will work 
with most drives operating in regions 1 and 2. 


The DP8460 data separator performs the two basic func- 
tions of read clock generation (using an internal phase- 
locked-loop) and MFM decoding (for MFM systems). It is 
usable with all of the interfaces discussed in this article. It 
receives encoded data from a pulse detector and outputs 
data and clock signals to the controller (Figure 6). A block 
diagram of the chip is shown in Figure 7. .. 




* Soft-sectored disks only 


TUFf5264-6 


FIGURE 6. Data Separator in a Hard Disk System 
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DELAY DISABLE ZEROES/ONES SET PLL LDCK 

PREAMBLE 


TL/F/5264 7 


FIGURE 7. Data Separator Detailed Block Diagram 
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The upper half of the block diagram is the phase-locked- 
loop which is the heart of the chip. The PLL may be used 
with disks employing MFM or run-length-limited codes. A 
serial data output is derived from the incoming raw data 
that is synchronized to the clock generated by the PLL. 
The synchronized data and clock pair then connect to an 
external data decoder for run-length-limited codes. When 
MFM encoding is used, the output connects internally to 
the MFM decoder. 

The PLL features two user-selectable tracking rates. A 
high tracking rate is used while the PLL is locking onto the 
data stream, but once lock-on is achieved, a more stable 
and slower tracking rate is used. This offers an extremely 
quick lock-on time of less than two bytes, while allowing 
reliable operation by removing bit shift distortions when 
reading the actual data. The tracking rate switches when 
the external SET PLL LOCK signal goes active. When the 
chip is not read-enabled, the PLL tracks an external clock 
source. In a servo system, this is typically the servo clock, 
while stepper motor drives use a crystal. This allows the 
PLL to be at frequency when data decoding begins. 

Internal to the phase-locked-loop is a clock gate circuit 
which delays the data’signal by an amount equal to half of 
the window. No external delay lines are required. The delay 
is guaranteed to be within a specified narrow time slot for 
all internal sources of error combined. 

To generate the read clock, a clock multiplexer and de- 
glitcher are used. The ANSI X3.101 specification calis for 
only one clock between the drive and controiier, which is a 
combined read clock/servo clock signal. The SMD specifi- 
cation, on the other hand, specifies both ciocks are to be 
on the interface simultaneously. The chip foilows the 
ANSI specification so that it can work in both systems. 

When SET PLL LOCK goes active, the READ CLOCK out- 
put switches from external clock to the PLL clock. The 
switch back takes piace when the READ GATE signal goes 
inactive. The deglitcher ensures that no short clock 
periods are ever sent to the controller as a result of the 
switch between the two clocks. 


FLOPPY EXTENSION SMD OR ANSI X3.101 



The other portion of the chip is a data decoder that is used 
with systems using the MFM data code. Before lock-on the 
MFM decoder assumes that every incoming pulse is a 
clock pulse and not MFM data. When SET PLL LCCK goes 
active, the phase pattern between clock pulses and data 
pulses is frozen to allow decoding of the data. The output 
of this section is sent to the controller as NRZ READ DATA 
along with the synchronous READ CLOCK. 

The missing clock detector monitors the incoming data 
pattern for an MFM missing clock violation. If there is an 
incoming address mark, and a missing clock is detected, 
the chip activates the signai MISSING CLOCK DETECTED. 


DISK DATA CONTROLLER 

The DP8466 disk data controller is designed to controi the 
data transfer between the disk drive and the system as 
shown in Figure 8. All other functions are left to a 
microcontroller or microprocessor. The DDC interfaces to 
the data separator, on one side, and the system bus or an 
intelligent disk interface, on the other side. The primary 
data path functions are to sequence the format field, iden- 
tify the desired sector, serialize memory data when writing 
to disk, and to deserialize and byte-align the disk data. 
Other data path functions performed are data buffering 
and DMA handling. See Figure 9 for a block diagram of the 
chip. 

It is inadequate to store data on the disk media directly as 
received from the host. Various extra fields are needed. 
The external PLL needs a preamble field in order to 
achieve lock-on. The deserializer needs a synch field to 
distinguish the end of the preamble to establish byte 
boundaries within the serial data stream. Address fields, 
called headers, are needed to identify and locate specific 
blocks of data. Error checking and correcting fieids are 
typically appended to the data, as well as various types of 
postambles and gaps. 

SYSTEM INTERFACE 
OR INTELLIGENT DRIVE 
INTERFACE 



FIGURE 8. Disk Data Controller in a Disk System 
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ADDRESS/ 

DATA 


CRC/ECC 

GENERATOR 

CHECKER 


DATA BUS 
DATA BUS CDNTROLS 
TIMING 
AND 

CDNTROL 


FIGURE 9. Disk Data Controller Block Diagram' 


PREAMBLE I A.M. I SYNCH I HDR I CRC/ECC I EXT ECC I POSTAMBLE I PREAMBLE I A.M. I SYNCH I DATA I CRC/ECC I EXT ECC I POSTAMBLE 


PREAMBLE I SYNCH I HDR I CRC/ECC I EXT ECC i POSTAMBLE I PREAMBLE I SYNCH I DATA I CRC/ECC I EXT ECC I POSTAMBLE I GAP 


PREAMBLE I SYNCH I HDR I CRC/ECC I DATA I CRC/ECC I EXT ECC I POSTAMBLE I GAP 


FIGURE 10. Typical Disk Formats 


The particular sequence and combination of fields used in 
storing information on the disk is called the format. There 
is ho standard format which is used in all disk drives, but 
three popular formats are shown in Figure 10. To meet all 
the different needs of these drives, the chip is externally 
programmable. The user chooses his own preamble, synch 
pattern, address mark, postamble and gap, and the order 
of the format. This is usually performed only once, at in- 
itialization. During normal operations such as reading to, 
or writing from the disk, header information is written to 
the chip from the microprocessor, along with the mode of 
operation to be performed such as single or multi-sector, 
read, or write. Information in the status register or the error 
register may be accessed. 


The serializer converts the parallel data from memory into 
a serial bitstream and outputs it as NRZ data coincident 
with the WRITE CLOCK, to interface direct to the SMD or 
ANSI interfaces. The DDC may also be configured to out- 
put MFM encoded data to interface easily to the floppy ex- 
tension (ST506) interface. The deserializer converts the 
serial bitstream into byte-wide data for memory. The 
deserializer features a comparator which is not only used 
to perform the initial byte-boundary synchronization but is 
also used in identifying header address. 


An internal 32-byte (16-word) FIFO buffers memory data 
transfers. This FIFO is sufficiently deep to allow extensive 
microprocessor usage during transfer operations without 
causing overruns. The chip can be set to transfer data 8 
bits or 16 bits at a time. Direct memory access (DMA) capa- 
bilities are also included on-chip. A counter provides a 
16-bit address field which can be strobed out of the I/O bus 
prior to valid data. DMA handshake and control signals 
are provided. This eliminates the need for an external DMA 
controller chip, and allows faster memory transfers. 

Cyclic redundancy check (CRC) or ECC calculations are 
made on-chip and appended to the data stream when writ- 
ing, or checked with the CRC/ECC appendage when read- 
ing. When the on-chip CRC/ECC codes are undesirable, 
external circuitry may be used. The disk data controller 
has twocontrol pins forcommunication with such circuitry. 

Besides the standard features discussed above, the chip 
has a number of special features. A unique interrupt, called 
HFASM, notifies the microprocessor that the header 
failed but the sector numbered matched; this is usually a 
serious condition requiring immediate attention. If this 
condition occurs, the last header field read is stored inter- 
nally and is accessible to the microprocessor. Sector inter- 
locking is available for special microprocessor format 
sequencing. In multiple sector operations, checkpoint in- 
terrupts to the microprocessor are available. 
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DP8460 Data Separator 


General Description 

The DP8460 Data Separator is designed for application in 
disk drive memory systems, and depending on system re- 
quirements, may be located either in the drive or in the con- 
troller. It receives digital pulses from a pulse detector circuit 
(such as the DP8464 Disk Pulse Detector), if the DP8460 is 
situated in the drive, or from the Floppy Extension Interface 
if it is situated in the controller. After locking on to the fre- 
quency of these input pulses, it separates them into syn- 
chronized data and clock signals. If the input pulses are 
MFM encoded data, the data is made available as decoded 
NRZ data to be deserialized directly by a controller (such as 
the DP8466 Disk Data Controller). If a run-length-limited 
code is used, the synchronized data output is available to 
allow external circuitry to perform the data decoding func- 
tion. Ail of the digital input and output signals are TTL com- 
patible and only a single +5V supply is required. The chip is 
housed in a standard narrow 24-pin dual-in-line package 
(DIP) and is fabricated using Advanced Schottky bipolar an- 
alog and digital circuitry. This high speed I.C. process allows 
the chip to work with data rates up to 25Mbit/sec. There are 
three versions of the chip, each having a different decode 
window error specification. All three versions (-2, -3, -4) 
will operate from 2 to 25Mbit/sec, with respectively increas- 
ing window errors, as specified in the Electrical Characteris- 
tics Table. 

The DP8460 features a phase-lock-loop (PLL) consisting of 
a pulse gate, phase comparator, charge pump, buffering 
amplifier, and voltage-controlled-oscillator (VCO). Pins are 
provided for the user to select the values of the external 
filtering components required for the pulse gate and amplifi- 
er, the frequency setting components required for the VCO, 
and two current setting resistors for the charge pump. The 


DP8460 has been designed to lock on to the incoming pre- 
amble data pattern within the first two bytes, using a high 
rate of charge pump current. Once lock-on has been 
achieved, the charge pump switches to a lower rate (both 
rates being determined by the external resistors) to maintain 
stability for the remainder of the read operation. At this time 
the READ CLOCK output switches, without glitching, from 
half the 2f-CLOCK frequency to half the VCO CLOCK fre- 
quency. After lock-on, with soft sectored disks, the MISS- 
ING CLOCK DETECTED output indicates when a missing 
clock in an address mark field occurs so the controller can 
align byte boundaries to begin deserialization of the incom- 
ing data. 

Features 

■ Operates at data rates up to 25Mbit/sec 

■ Separates MFM data into read clock and serial NRZ 
data 

■ 4 byte preamble-lock indication capability 

■ Preamble recognition of MFM encoded “0”s or ‘‘1”s 

■ User-determined PLL loop filter network 

■ PLL charge pump has two user-determined tracking 
rates 

■ External control of track rate switchover 

■ No glitch on READ CLOCK at switchover 

■ Synchronized data provided as an output (for RLL 
codes) 

■ ORed phase comparator outputs for monitoring bit-shift 

■ Missing clock detected for soft sectored disks 

■ Less than V 2 W power consumption 

■ Standard narrow 24-pin DIP 

■ Single +5V supply 


DP8460 Simplified 
Block Diagram 


EXTERNAL COMPONENTS 



PHASE COMPARATOR 
TEST 


SYNCHRONIZED 

DATA 


ZEROES/ SETPLUOCK 
ONES 
PREAMBLE 
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20 — ENCODED DATA 


19^ — READ CLOCK 


18^ — SET PLL LOCK 


VCQ CLOCK ^8 


17 — OELAY OISABLE 


PHASE COMP TEST ^9 


zeroes/Snes preamble to 


15 — LOCK OETECTEO 


MISSING CLOCK OETECTEO n 


14 — NR2 REAO DATA 


13 — SYNCHRONIZED DATA 


PIN DEFINITIONS: 

Power Supply 
24 Vcc +5V ±5% 

12 Ground 

TTL Level Logic Inputs 

16 READ GATE: This is an active high input signal that sets 
the DP8460 Data Separator into the Read Mode. 

17 DELAY DISABLE: This input determines the delay from 
READ GATE going high to the time the DP8460 enters the 
Read Mode. If DELAY DISABLE is set high, this delay is 
within one cycle of the 2f-CLOCK signal. If DELAY DISABLE 
is set low, the delay is thirty two cycles of the 2f-CLOCK, as 
shown in Figure 1. 

18 SET PLL LOCK: This input allows the user to determine 
when the on-chip PLL will go into the low track rate. A high 
level at this input results in the PLL being in the high t rack 
rate. If this input is connected to the LOCK DETECTED out- 
put, the PLL will go into the low track rate mode immediately 
after lock is detected. 

10 ZEROES/ONES PREAMBLE: A high level on this input 
enables the circuit to recognize an All Zeros data preamble. 
A low level results in the recognition of an All Ones data 
preamble. 

20 ENCODED DATA: This input is connected to the output 
of the head amplifier/pulse-detecting network located in the 
disk drive. Each positive edge of the ENCODED DATA 
waveform identifies a change of flux on the disk. In the case 
of MFM encoded data, the input will be raw MFM. 

21 2f-CLOCK: This is a system clock input, which is either a 
signal generated from the servo track (for systems utilizing 
servo tracks), or a signal buffered from a crystal. 

TTL Level Logic Outputs 

8 VCO CLOCK: This is the output of the on-chip VCO, 
transmitted from an Advanced Schottky-TTL buffer. It is 
synchronized to the MFM data output and, if needed, it can 
be used as the 2f-CLOCK for encoding MFM when writing to 
the disk. 

15 LOCK DETECTED: This output goes active low only af- 
ter both PLL Lock has occurred and the preamble pattern 
has been recognized. It remains low until READ GATE goes 
inactive. 


14 NRZ READ DATA: This is the NRZ decoded data output, 
whose leading edges coincide with the trailing edge of 
READ CLOCK. 

13 SYNCHRONIZED DATA: This output is the same encod- 
ed data that is input to the chip, but is synchronous with the 
negative edge of the VCO CLOCK. 

11 MISSiNG CLOCK DETECTED: When a missing clock is 
detected, this output will be a single pulse (of width equal to 
one cycle of READ CLOCK) occurring as shown in Figure 2. 
19 READ CLOCK: This is half VCO CLOCK frequency dur- 
ing read mode after PLL Lock; it is half 2f-CLOCK frequency 
at all other times. A deglitcher is utilized to ensure that no 
short clock periods occur during either switchover. 

9 PHASE COMP TEST: This output is the logical "OR" of 
the Phase Comparator outputs, and may be used for the 
testing of the disk media. 

Analog Signals 

23, 22, PG1, PG3: The external capacitors and resistor of 
the Pulse Gate filter are connected to these pins. 

1 PG2: This is the Pulse Gate current supply. 

3 IRSET: The current into the rate set pin (VeE/Rpate) 's 
half the charge pump output current for the slow tracking 
rate. 

2 IBSET: The current into the boost set pin (Vse/RboosO is 
half the amount by which the charge pump current is in- 
creased for the high tracking rate. (Ihirate = Irate Set + 
■boost Set). 

4 CPOUT: CHARGE PUMP OUT/BUFFER AMP IN is avail- 
able for connection of external filter components, for the 
phase-lock-loop. In addition to being the charge pump out- 
put node, this pin is also the noninverting input to the op- 
amp of the Buffer Amplifier. 

7 RVCO: The current into this pin determines the operating 
currents within the VCO. 

5, 6 VCO Cl, C2: An external capacitor connected across 
these pins sets the nominal VCO frequency. 
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Absolute Maximum Ratings 

Supply Voltage 

7V 





TTL Inputs 


7V 





Output Voltages 

7V 





Input Current (CPOUT, IRSET, IBSET, RVCO) 

2mA 





Storage T emperature - 65“C to 1 50‘C 





Operating Conditions 






Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

Vcc 

Supply Voltage 


4.75 

5.00 

5.25 

V 

Ta 

Ambient Temperature 


0 

25 

70 

-c 

>OH 

High Logic Level Output Current 

Vco Clock 



-2000 

)xA 



Others 



-400 

lOL 

Low Logic Level Output Current 

Vco Clock 



20 

mA 



Others 



8 

fpATA 

Input Data Rate 


2.0 


25 

Mbit/sec 

tWCK 

Width of 2f-CLOCK, High or Low 


10 



ns 

%PD 

Width of ENCODED DATA Pulse, 
High or Low (Note 2) 


0.25t 



ns 

V|H 

High Logic Level Input Voltage 


2 



V 

V|L 

Low Logic Level Input Voltage 




0.8 

V 


DC Electrical Characteristics Over Recommended Operating Temperature Range 


Symbol 

Parameter 

Conditions 

V|C 

Input Clamp Voltage 

Vcc = Min., I| = -18mA 

VOH 

High Level Output Voltage 

Vcc = Min., Iqh “ Max. 

VoL 

Low Level Output Voltage 

Vcc = Min., Iql = Max. 

l|H 

High Level Input Current 

Vcc = Max.. V| = 2.7V 

l|L 

Low Level Input Current 

Vcc = Max.. V| = 0.4V 

•o 

Output Drive Current 

Vcc = Max., Vo = 2.125V1 

Icc 

Supply Current 

Vcc = Max. 

■out 

Charge Pump Output Current 

Irset = Vbe/Rrate 
Ibset = Vbe^Rboost 


Vcc-2V 


VCC-1.6V 


2xIrset 

2x(Irset+IbSET) 


1. This value has been chosen to produce a current that closely approximates one-half of the true short-circuit output current. Iqs- 

2. t is defined as the period of the encoded data 
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AC Electrical Characteristics Over Recommended Vcc and Operating Temperature Range. 
(All Parts unless stated othenwise) (tp = tp = 2.0ns, V|h = 3.0V, V|l = OV) 


Symbol 

Parameter 

Min 

Typ 

Max 

Units 

tREAD 

Positive READ CLOCK transitions from READ GATE set active 
until PLL Lock sequence begins (DELAY DISABLE low) 


16 

17 

— 

'read 

Positive READ CLOCK transitions from READ GATE set active 
until PLL Lock sequence begins (DELAY DISABLE high) 

■ 

1 

1 

I 

— 

tOECODE NRZ 

Number of READ CLOCK cycles required to output 
each decoded MFM data biH 

■ 

2 

3 

T-clock 

'transmit MFM 

Positive READ CLOCK transitions required to transmit 
input MFM to output 

1 

2 

3 

— 

'read abort 

Number of READ CLOCK cycles after READ GATE 
set low to read operation abort 


■ 

2 

T-clock 

'window 

DP8460-2 

Variance of center of decode window from nominal^ DP8460-3 

DP8460-4 

■ 

■ 

2+0.6%r 

3+0.8%t 

4+1.0%t 

ns 

<J>LINEARITY 

Phase range for charge pump output Iinearity2 

-7T 


+ 7T 

Radians 

Kl 

Phase Comparator — Charge Pump gain constant^ 

■ 

Vbe 

ttR 


Amps/rad 

VCONTROL 

Charge pump output voltage swing from nominal 


±100 


mV 

Kvco(=AxK2) 

VCO gain constant (wyco = VCO center frequency in rad/s)6 

1.4ti)c 

1.6o)c 

1.8ti)c 

rad/sec. V 

Vbe 

Vbe 

Vbe 

'vco 

VCO center frequency variation over temperature and Vcc 

-5 


±5 

% 

'max VCO 

VCO maximum frequency 

70 



MHz 

'hold 

Time READ CLOCK is held low during changeover 
after lock detection has occurred3 


■ 

1V2 

T-clock 

'mfmskew 

Output skew between VCO clock and Synchronized Data 




ns 

'nrzskew 

Output skew between READ CLOCK, NRZ READ 
DATA and MISSING CLOCK DETECTED 




ns 


1. A sample calculation of frequency variation vs. control voltage: V|n = ±0.2V; ■ 


wqut “C 2.0 lOQ (rad/sec) 
"vjf] oiv V~ (volt) 

2. -IT to +7T with respect to 2f VCO CLOCK 

3. T-clock is defined as the time required for one period of the READ CLOCK to occur. 

4 . This number remains fixed after PLL Lock occurs. 

5. Vifith respect to VCO CLOCK; Ipyi^^p ouT " 2 IsET 

Vbe 
Rset 

6. Although specified as the VCO gain constant, this is the gain from the Buffer Amplifier input to the VCO output. 

‘7. T is defined as the period of the incoming data stream 


SET 
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LOCXOeTECTEb 

SCTKLLUK 


Cp, Dp preamble clock and preamble data bits respectively. 

L = Number of 2f-clock cycles required for VCO to lock (typically = 20 2f-clock cycles), but determined by external component values 
At 32 + L, VCO has just locked. 

At 64 + L, circuit has confirmed lock (has been In lock for 16 MFM clock bits). This sequence shows the MFM preamble pattern. 

FIGURE 1. Lock-on Sequence Waveform Diagram 


09V26Q 
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TL/F/5182-4 

* READ CLOCK and NRZ READ DATA may be delayed by one VCD clock period depending on the phase of the Internal clock at activation of READ GATE input 
O MISSING CLOCK DETECTED is one READ CLOCK period ahead of the chip issuing D8 on the NRZ READ DATA output when READ CLOCK Is delayed by one VCO clock period 
® MISSING CLOCK DETECTED is synchronous with the chip Issuing D8 on the NRZ READ DATA Output when READ CLOCK Is not delayed 


FIGURE 2. Missing Clock Detection Waveform Diagram 












10-17 



09t^9dQ 

































10-18 


DP8460 


DEAD 

GATE 



* L Indicates the number of cycles required for the VCO to lock to the 2f-CLOCK 

NOTE 1: READ GATE going low will always result in NRZ READ DATA going low regardless of the state of the last bit 

FIGURE 4. Lock-Ending Sequence Waveform Diagram 
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DP8460 Detailed Block Diagram 
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CIRCUIT OPERATION 

When the READ GATE input goes high, the DP8460 Data 
Separator enters the read mode after a period determined 
by the state of the DELAY DISABLE pin. This may be either 
one or thirty two 2f-CLOCK cycles. Referring to Figure 1, 
once in the read mode, the phase-locked-loop reference 
signal is switched from 2f-CLOCK input to the ENCODED 
DATA input. The PLL, initially in the high-tracking rate mode, 
then attempts to lock onto the incoming encoded data 
stream. By careful selection of the loop filter components, 
this can be within 2 bytes. Preamble pattern recognition 
then can begin. As soon as two bytes of the selected pre- 
amble are detected, (the selection is determined by the ZE- 
ROES/ONES PREAMBLE pin) the LOCK DETECTED out- 
put goes low. In a typical MFM disk drive application, the 
LOCK DETECTE D output is directly connected to the 
SET PLL LOCK input. With this connection, track rate se- 
lection, clock output switchover, and data output enabling 
will occur after four consecutive preamble bytes have been 
fed into the chip, from the time the read mode began. 

A low level on the SET PLL LOCK causes the PLL Charge 
Pump to switch from the high to low tracking rate. At the 
same time the source of the READ CLOCK signal is 
switched from half the frequency of the 2f-CLOCK to half 
the VCO clock. The MFM decoder also becomes enabled 
and begins to output decoded NRZ data. If the preamble is 
being decoded, and it is a zeroes data preamble, the NRZ 
READ DATA output will remain low until the end of the pre- 
amble. It will then output NRZ data some 2f-CLOCK periods 
after the preamble field has ended, as shown in Figures 2 
and 3. 

Figure 4 shows the sequence when READ GATE goes low, 
signifying the end of a read operation. The PLL reference 
signal is switched back to half the 2f-CLOCK and the 
LOCK DETECTE D output (and therefore the 
SET PLL LOCK input) goes high. The PLL then returns to 
the high tracking rate, and the output signals return to their 
initial conditions. 

CIRCUIT DESCRIPTION 

1. Read Enable and Delay: If the DELAY DISABLE input is 
connected low, then thirty two 2f-CLOCK cycles after READ 
GATE goes active, the DP8460 will go into the read mode. If 
the DELAY DISABLE input is connected high, the chip will 
go into the read mode one 2f-CLOCK cycle after READ 
GATE goes active. This feature allows the user to choose 
the time at which the PLL Lock Sequence begins and thus 
accommodates systems with short preambles. 

2. Pulse Gate, including Input Multiplexer and Data Synchro- 
nizer: The Input Multiplexer selects the input to the phase- 
iock-loop. While the chip is in the bypassed mode, the PLL 
is locked on half the 2f-CLOCK frequency, but in the read 
mode, the Input Multiplexer switches to the ENCODED 
DATA signal. The VCO CLOCK then begins to synchronize 
with the ENCODED DATA signal. The Pulse Gate allows a 
reference signal from the VCO into the Phase Comparator 
oniy when a ENCODED DATA bit is valid. The Pulse Gate 
utilizes a scheme which delays the incoming data by one- 
half the period of the 2f-CLOCK. This optimizes the position 
of the decode window and allows input jitter up to ± half the 
2f-CLOCK period, assuming no error in the decode window 
position. The decode window error can be determined from 
the specification in the Electrical Characteristics Table. 


3. Phase Comparator: The Phase Comparator receives its 
inputs from the Pulse Gate, and is edge-triggered from 
these inputs to provide charge-up and charge-down out- 
puts. 

4. Charge Pump; The high speed charge pump consists of a 
switchable constant current source and sink. The charge 
pump constant current is set by connecting external resis- 
tors to Vcc from the charge current rate set (IRSET) and 
current boost set (IBSET) pins. Before lock is indicated, the 
PLL is in the fast tracking rate and both resistors determine 
the current. In the slow tracking rate after lock-on, only the 
IRSET resistor determines the charge pump current. The 
output of the charge pump feeds into external filter compo- 
nents and the Buffer Amplifier. 

5. Buffer Amplifier: The input of the Buffer Amplifier is inter- 
nally connected to the charge pump’s constant current 
source/sink output as well as the external Loop Filter com- 
ponents. The Buffer Amplifier is configured as a high input 
impedance amplifier which allows for the connection of ex- 
ternal PLL filter components to the Charge Pump output pin 
CPOUT. The output of the Buffer Amplifier is internally con- 
nected to the VCO control input. 

6. VCO: The Voltage-Controlled-Osciilator requires a resis- 
tor from the RVCO pin to ground and a capacitor between 
pins C1 and C2, to set the center frequency. The VCO fre- 
quency can be varied from nominal by approximately 
±20%, as determined by its control input voltage. 

7. PLL Lock-on/Preamble Pattern Detector: To recognize 
preamble, the preamble pattern from the disk must consist 
exclusively of either data bit zeroes (encoded into ..10.. 
MFM clock pulses) when the ZEROES/ONES PREAMBLE 
pin is set high, or data bit ones (encoded into ..01.. MFM 
clock pulses) when set low. The preamble pattern must be 
long enough to allow the PLL to lock, and subsequently for 
the Preamble Pattern Detector circuit to detect two com- 
plete bytes. 

Once the chip is in the read mode, the VCO proceeds to 
lock on to the incoming data stream. The Preamble Pattern 
Detector then searches for a continuous pattern of 
10101010101010101010101010101010 (16 consecutive pui- 
ses at the data rate) to indicate lock has been achieved. 
The LOCK DETECTED output then goes low. 

Any deviation from the above-mentioned one-zero pattern 
at any time before PLL Lock is detected will reset the PLL 
Lock Detector. The lock detection procedure will then start 
again. 

8. MFM Decoder: The MFM Decoder receives synchronized 
MFM data from the Pulse Gate and converts it to NRZ 
READ DATA. For run-length-limited codes the MFM Decod- 
er and Missing Clock Detector will not be used. 

9. Missing Clock Detector: This block is only required for 
soft-sectored drives, and is used to detect a missing clock 
violation of the MFM pattern. The missing clock is inserted 
when writing to soft-sectored disks to indicate the location 
of the Address Mark in both the ID and the Data fields of 
each sector. Once PLL Lock has been indicated, the Miss- 
ing Clock Detector circuit is enabled. MISSING CLOCK DE- 
TECTED will go active only if the incoming data pattern con- 
tains one suppressed clock bit framed by two adjacent 
clock bits. The output signal goes high for one cycle of 
READ CLOCK. 
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10. Clock Mu ltiplexer and Deglitcher: When the 
SET PLL LOCK input changes state this circuit switches 
the source of the READ CLOCK signal between the half 2f- 
CLOCK frequency and the half VCO CLOCK frequency. A 
deglitcher circuit is utilized to ensure that no short clock 
periods occur during either switchover. 

BIT-JITTER TOLERANCE 

The three options of the DP8460, the -4, -3 and -2 offer 
decreasing window errors (respectively) so that the parts 
may be selected for different data rates (up to 25Mbit/sec). 
The -4 part will be used in most low data rate applications. 
As an example, at the SMbit/sec data rate of most inch 
drives, T = 200ns so that from the Electrical Characteristics 
Table, twiNDOW = (4 + (1% of 200ns)) or 6ns. The chip 
therefore contributes up to 6ns of window error, out of the 
total allowable error of 50ns (half the 2f*clock period of 
100ns). This allows the disk drive to have a margin of 44ns 
of jitter on the transition position before an error will occur. 


ANALOG CONNECTIONS TO THE DP8460 

External passive components are required for the Pulse 
Gate, Charge Pump, Loop Filter and VCO as shown in Fig- 
ure 5. The information provided here is for guidelines only. 
The user should select values according to his own system 
requirements. Phase-Locked Loops are complex circuits 
that require detailed knowledge of the specific system. Fac- 
tors such as loop gain, stability, response to change of sig- 
nal, lock-on time, etc are all determined by the external 
components. In many disk systems these factors are crit- 
ical, and National Semiconductor recommends the designer 
be knowledgeable of phase-locked-loops, or seek the ad- 
vice of an expert. Inaccurate design will probably result in 
excessive disk error rates. The phase-locked-ioop in the 
DP8460 has many advantages over all but the most sophis- 
ticated discrete designs, and if the component values are 
selected correctly, it wiil offer significant performance ad- 
vantages. This should result in a reduction of disk error 
rates over equivalent discrete designs. 


PG2 X PG1 4 P63 


Cr__ Rmte< Ca IteoosT* 


rIRSET IBsnX X CPOUT 


pJI Cvco 

dh Hh [~t 

H r 

w Cl w C2 1 p RVCO 


PHASE 

COMPARATOR 


VOLTAGE 

CONTROLLED 

OSCILLATOR 


ki=^e , R*; 


FIGURE 5. Phase-Locked-Loop Section 
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Pulse Gate 

There are four external components connected to the Pulse 
Gate as shown in Figure 6 with the associated internal com- 
ponents. The values of Rrgi. Rrg 2 . Crqi. and Crq 2 are 
dependent on the data rate. Rrqi is proportional to the data 
rate, while Rrg 2 . Crgi and Crg 2 are inversely proportional. 
Table I shows component values for the data rates given. 
For other data rates, use the equations Rrgi = (TBD x 
fvco) kn, Rrg 2 = ((TDB / fvco) ~ 0-89) kn, Crgi = (TBD / 
fvco) PF and Crg 2 = (TBD / fvco) PF, where fyco 'S the 
VCO frequency in MHz. As an example, at SMbits/sec data 
rate, fvco = 10 MHz. This produces Rrgi = ... kn, Rrg 2 = 
... kfl, Crgi = ... pF and Crg 2 = - pR- Components with 
5% tolerance will suffice. 


Data Rate 

RPG2 

Rrgi 

CpGi 

CpG2 

2Mbit/sec 

16 kn 




SMbit/sec 

4.7kft 




lOMbit/sec 

1.9kn 




1 SMbit/sec 

750n 




20Mbit/sec 

soon 




25Mbit/sec 

0 





TABLE I. Pulse Gate Component Selection Chart 


Charge Pump 

Resistors Rrate and Rboost determine the charge pump 
current. The Charge Pump bidirectional output current is ap- 
proximately (within ±1 0%) twice the in put current. In the 
high tracking rate with SET PLL LOCK high, the input cur- 
rent is Ibset + Irset. ia. ihe sum of the currents through 
Rboost and Rr ate from Vcc. In the low tracking rate, with 
SET PLL LOCK low, this input current is Irset only. 

A recommended approach would be to select Rrate f'r®f- 
The External Component Limits table allows Rrate 1o be 
1.2kft to 6.5kn, so for simplicity select Rrate = 3.3kft. A 
typical loop gain change of 4:1 for high to low tracking rate 
would require Rboost = Rrate /3 or l.lkfl. Referring to 
Figure 7 the input current is effectively Vbe / Rrate io fh© 
low tracking rate, where Vbe is an internal voltage. This 
means that the current into or out of the loop filter is approx- 
imately 2 Vbe / Rrate- of i^i this example approximately 
0.4mA. Note that although it would seem the overall gain is 
dependent on Vbe- this is not the case. The loop gain is 
altered internally by an amount inversely proportional to 
Vbe- as detailed in the section on the Loop Filter. This 
means that as Vbe varies with temperature or device 
spread, the gain will remain constant for a particular fixed 
values of Rrate and Rboost- This alleviates the need for 
potentiometers to select values for each device. The toler- 
ance required for these two resistors will depend on the 
total loop gain tolerance allowed, but 5% would be typical. 
Also Vcc by-pass capacitors are required for these two re- 
sistors. A value of lOOOpF is suitable for each. 



TL/F/5182-9 

FIGURE 6. Pulse Gate Controls 
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The value of Rvco is fixed at 1 kfl ±1% in the External 
Component Limits table. This requires a resistor more accu- 
rate than 1% to allow for temperature variations. Figure 8 
shows how Rvco is connected to the internal components 
of the chip. This value was fixed at 1kfl to set the VCO 
operating current such that optimum performance of the 
VCO is obtained for production device spreads. This means 
fixed value components will be adequate to set the VCO 
center frequency for production runs. The value of Cyco 
can therefore be determined from the VCO frequency fyco. 
using the equation: Cvco= 1 ! (Rvco) (^vco) where fyco is 
twice the input data rate. As an example, for a 5Mbit/sec 
data rate, fyco = lOMhz, requiring that Cvco = fOOpF. The 


capacitor tolerance also should be better than 1%. The ca- 
pacitor is connected to internal circuitry of the chip as 
shown in Figure 9. 

This equation does not cover the whole range of data rates. 
As the data rate increases and Cvco 9s's smaller, the ef- 
fects of unwanted parasitic capacitances influence the fre- 
quency. As a guide the graph of Figure 10 shows approxi- 
mately the value of Cvco for a given data rate. 

The center frequency may be checked by applying pulses at 
the ENCODED DATA input with READ GATE set high. The 
input frequency should be varied above and below the cho- 
sen center frequency until the VCO stops tracking. Typically 
this will be 20% either side of the center frequency. 


r Cvco 

Cl II C2 


FIGURE 8. VCO Current Setting Resistor 


FIGURE 9. VCO Capacitor 


DATA RATE (Mbits/sec) 


FIGURE 10. VCO Capacitor Value for Disk Data Rates 
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Loop Filter 

The input current into the Buffer Amplifier is offset by a 
matched current out of the Charge Pump, and even so is 
much less than the switching current in or out of the Charge 
Pump. It can therefore be assumed that all the Charge 
Pump switching current goes into the Loop Filter compo- 
nents Rlfi and Clfi and Clf 2 - The tolerance of these com- 
ponents should be the same as Rrate and Rboost. and 
will determine the overall loop gain variation. The three 
components connected to the Charge Pump output are 
shown in Figure 11. Note the return current goes to analog 
GND, which should be electrically very close to the GND pin 
itself. 

The value of capacitor Clfi basically determines loop sta- 
bility-the larger the value the longer the loop takes to re- 
spond to an input change. If Clfi is too small, the loop will 
track any jitter on the ENCODED DATA input and the VCO 
output will follow this jitter, which is undesirable. The value 
of Clfi should therefore be large enough so that the PLL is 
fairly immune to phase jitter but not large enough that the 
loop won’t respond to longer term data rate changes that 
occur on the disk drive. 

The damping resistor Rlfi is required to damp any oscilla- 
tion on the VCO input that would otherwise occur due to 
step function changes on the input. A value of Rlfi that 
would give a phase margin of around 45 degrees would be a 
reasonable starting point. 

The main function of the capacitor Cj_F 2 is to integrate the 
effects of the VCO frequency on the. VCO input voltage. 
Typically its value will be about one tenth of Clfi- 


lak 
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FIGURE 12. Loop Response Components 


Figure 12 shows the relevant phase-locked-loop blocks that 
determine system response, namely the Phase Detector, 
Filter/Buffer Amplifier, and VCO. The Phase Detector 
(Phase Comparator and Charge Pump) produces an aggre- 
gate output current i which is proportional to the phase dif- 
ference between the input signal and the VCO signal. The 
constant (Ki) is Vre/itR amps per radian. R is either Rrate 
or Rrate II Rboost- This aggregate current feeds into or 
out of the filter impedance (Z), producing a voltage to the 
VCO that regulates the VCO frequency. The VCO gain con- 
stant is 0.4 wvco/Vbe radians per second per volt. Under 
steady state conditions, i will be zero and there will be no 
phase difference between the input signal and the VCO. 
Any change of input signal will produce a change in VCO 
frequency that is determined by the loop gain equation. This 
equation is determined from the gain constants Ki, A and 
K 2 and the filter v/i response. 

The impedance Z of the filter is: 


1 

SC 2 


(5^ * "’) - 


1 + sCiR-| 

C 2 

sCi(1 + 7^ + SC2R1) 
Cl 


If C 2 < Cl then the impedance Z approximates to: 


1 + sC^Ri 

sCi (1 + SC2R1) ^ 

K1AK2 1 + sCiRi 

The overall loop gain is then G(s)= ~ 

s sCi(i + SC 2 R 1 ) 
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The desired Bode plot of gain and phase is shown in Figure 
13, with -20dB/decade slope at wq for stability at unity 
gain. 


Select a bandwidth fo = 200kHz so that wq = 27t x 200kHz 
(giving a ratio of fyco / ^0 = 50) 

Select a phase margin <f> between 30” and 70” for stability. 
Choose <f> = 45“ for optimum response 
(1 - sin 45”) 

Then C2R1 = t — = 0.33 x 10~6 sec 

^ 277 X 200 X 103 X cos 45“ 



FIGURE 13. Bode Plot of Loop Response 

If the point of inflexion of the phase curve is at too. (the loop 
natural frequency and therefore the closed loop bandwidth), 
then it can be shown that for a phase margin <f>, 

^ ^ 1 - sin <|) 

C9R1 = r sec 

tOQ COS<|) 




and Cl = 


1 + cooCiRi 
1 + toQC2Ri 


As an example, if we want the PLL to lock-on within two 
bytes of preamble in the high tracking rate mode, and the 
disk data rate is 5Mbits/sec, or one bit every 200ns. 

(Thus fvco = 10MHz) 
time to lock = 16 x 0.2jas = 3.2jxs 
Closed loop bandwidth fo> (0.3/3.2) MHz or about 
100kHz 

(the factor 0.3 is a rule of thumb guideline derived from the 
product of rise time and bandwidth). 


and C1R1 = -- — ■■■■ " - = 1.92x10-6 sec 

(277x200x103)2x0.33x10-6 

To determine Cl, we need to know Ki, A and K2. 

Vrp 

Ki = — — amps per radian 
ttR 

In the high tracking rate, R = 1.1k || 3.3k = 825fl for our 
example from the Charge Pump calculations 

Vbe 

So = — T amps/radian 

77 X 825 

the Buffer Amplifier gain A is internally set to 4.0 
0.4WVCO j. 

K2 = — radians per sec per volt 

Vbe 

0.4 X 2t7 X 107 

K2 = radians per sec per volt 

Vbe 

Vrc 0.4 X 277 X 10^ 

so Cl = X 4.0 X ^ X 

’ 77 X 825 Vbe X (2ir x 200 x 103)2 

1 + (2t7 X 200 X 103 X 1.92 x 10-6) 

1 + (2 t7 X 200 X 103 X 0.33 x 10-6) ^ 

The Vbe in the Ki equation cancels with the Vbe >n the K2 
equation provided good matching is maintained on the 
DP8460. 

Thus Cl = 5.923 x 10-8p. Select Ci to be 0.056jaF 
1.92 X 10-6 


radians per sec per volt 


.. Ri = 


56000 X 10-12 


n = 34.28fl. Select Ri = 33ft 


0.33x10-6 

. . C2 — F = lO-Sp = 0.01 JU.F. Select C2 = 0.01 juF 
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The calculated values are only a guide, the user should then 
empirically test the loop and determine stability, lock-on 
time, jitter tolerance, etc. . 

Note that capacitor C 2 affects the amount by which the 
Charge Pump switching current affects the filter voltage. 
Obviously as C 2 is increased in value ripple will decrease, 
but the closer the -40dB/decade slope gets to wq on the 
Bode plot the more unstable the loop will be. Thus if C 2 is 
made too large the loop will oscillate. 

Resistor determines where the low-frequency end 
-40dB/decade slope changes into the -20dB/decade 
slope. The wider the -20dB/decade slope is around unity 
gain, the more stal^le the loop becomes. If is too large it 
will reduce the impact of Ci, while too small a value will 
increase instability. The capacitor Ci strongiy effects the re- 
sponse of the loop. Too high a value will slow down the 
response time, but make it iess prone to jitter or frequency 
shift whereas too low a value will improve response time 
while tending to react to jitter. 

Other filter combinations may be used, other than Ri_fi in 
series with Clfi. all in parallel with Clf 2- example the 
filter shown in Figure 14 will also perform similarly, and in 
fact for some systems it will yield superior performance. 


DIGITAL CONNECTIONS TO THE DP8460 

Figure 17 shows a connection diagram for the DP8460 in a 
typical application. All logic inputs and outputs are TTL com- 
patible as shown in Figures 15 and 16. The VCO CLOCK 
output is 74AS compatible and can therefore drive up to 40 
74AS (or 74F) inputs, or 10 74S inputs, or 100 74ALS inputs, 
or 50 of 74LS inputs. All other outputs are 74ALS compati- 
ble and so will drive up to 16 74AS inputs, or 4 74S inputs, or 
40 74ALS inputs or 20 74LS inputs. All inputs are 74ALS 
compatible and therefore can be driven easily from any 74 
series devices. The raw MFM from the pulse detector in the 
drive is connected to the ENCODED DATA input. The DE- 
LAY DISABLE input determines whether attempting lock-on 
will begin immediateiy after READ GATE is set or after 2 
bytes. Typically in a hard-sectored drive, READ GATE is set 
active as the sector pulse appears, meaning a new sector is 
about to pass under the head. Normally the preamble pat- 
tern does not begin immediately, because gap bytes from 
the preceding sector usually extend just beyond the sector 
pulse. Allowing 2 bytes to pass after the sector pulse helps 
ensure that the PLL will begin locking on to preamble, and 
will not be chasing non-symmetrical gap bits. Attempting to 
lock-on to a fixed ....1010.... preamble pattern speeds up 
lock-on, and after another two bytes the PLL will nominally 
have locked-on. Thus DELAY DISABLE should be set low 
for this kind of disk drive. 



I I 


FIGURE 14. Alternate Loop Filter Configuration 
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FiGURE 15. Logic Inputs 



TL/F/5182-19 

FIGURE 16. Logic Outputs 
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For soft sectored drives, the controller normally will not wait 
for the index pulse before it attempts lock-on, so that READ 
GATE may go active at any time. Chances are the head will 
not be over a preamble field and therefore there is no need 
to wait 2 bytes before attempting lock-on. DELAY DISABLE 
can therefore be set high. If a non-preamble field is passing 
by as READ GATE goes active, the DP8460 will not indicate 
lock, and no data decoding will occur nor will MISSING 
CLOCK DETECTED go active. Normally, if lock-on has not 
been achieved after a certain time limit, the controller will 
de-activate READ GATE and then try again. 

For MFM encoded disk drives, th e LOCK DETEC TED out- 
put will be connected back to the SET PLL LOCK input. As 
the PLL achieves lock-on, the DP8460 wilj automatically 
switch to the slower tracking rate and decoded data will 
appear at the NRZ READ DATA output. Also the READ 
CLOCK output will switch from half the 2f-clock frequency to 
the disk data rate frequency. If a delay is required before the 
changeover occurs, a time delay may be inserted between 
the two pins. 


Some drives have an all-ONES data preamble instead of all- 
ZEROES and the DP8460 must be set to the type being 
used b efore it can properly decode data. The ZEROES/ 
ONES PREAMBLE input selects which preamble type the 
chip is to lock-on to. 

If the drive uses a run-length-limited (RLL) code such as 
'2, 7’, instead of MFM, the phase-locked-loop function of 
the DP8460 may still be used. Figure 18 shows how the 
DP8460 may be connected to a RLL ENDEC circuit. The 
RLL ENDEC performs encoding of NRZ data to RLL encod- 
ed data, and RLL encoded data back to NRZ data. The RLL 
ENDEC can use the SYNCHRONIZED DATA output of the 
DP8460 along with VCO CLOCK to lock-on to the preamble 
and then decode data. Once lock-on has bee n detected, 
the RLL ENDEC can set the SET PLL LOCK input of the 
DP8460 low so that the tracking rate can be changed. 



TL/F/51 82-21 


FIGURE 18. DP8460 with Run-Length-Limited (RLL) Codes 
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APPLICATIONS OF THE DP8460 DATA SEPARATOR 

The DP8460 is the first integrated circuit to place on one 
chip a PLL with features that offer the improved speed and 
reliability required by the disk industry. Not only does the 
chip simplify disk system design, but also provides fast lock- 
on to the incoming preamble. Once locked on, the loop is 
set into a more stable mode. This inherent loop stability 
allows for a sizeable amount of jitter on the data stream, 
such as is encountered in many disk systems. Once in the 
stable tracking rate, the SYNCHRONIZED DATA output rep- 
resents the incoming ENCODED DATA and is synchronous 
with VCO CLOCK. If the disk is MFM encoded, then the chip 
can decode the synchronized data into NRZ READ DATA 
and READ CLOCK. These are available as outputs from the 
chip allowing the NRZ READ DATA to be deserialized using 
the READ CLOCK. 

The DP8460 is capable of operating at up to 25Mbits/sec 
data rates and so is compatible with a wide assortment of 
disk drives. The faster data rates of the 8-inch and 14-inch 
disk drives will mandate the selection of either the 


DP8460-3 or -2 parts with their narrower window margins 
on the incoming data stream. This will also be the case 
when 514-inch drives achieve higher data rates. Some 8- 
inch and 14-inch disk drives incorporate the functions of the 
DP8460, but use many discrete ICs. In these cases, replac- 
ing these components with the DP8460 will offer reduced 
P.C. board area, lower cost, and improved performance 
while simplifying circuit testing. 

Most 5%-inch and many 8-inch and 14-inch disk drives 
manufactured at present do not incorporate any of the func- 
tions of the DP8460. This is so primarily because the PLL 
function is difficult to design and implement, and requires 
circuitry which covers a large area of the printed circuit card. 
This is undesirable both from the drive size aspect and from 
the cost aspect (the cost includes soldering, testing, and 
adjusting the components). Consequently, most smaller 
disk drives output MFM encoded data so that the phase- 
locked-loop and data separation have to be performed by 
the controller. The DP8460 will therefore replace these 
functions in controller designs, as shown in Figure 19. 



J 
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FIGURE 19. DP8460 in the Controller 
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System design criteria may now change because the 
DP8460 is a one-chip solution, requiring only a few external 
passive components with fixed values. It operates from a 
+5V supply, consumes about 0.5W, and is housed in a nar- 
row 24-pin package. The circuitry has been designed so that 
the external resistors and capacitors need not be adjusta- 
ble; the user chooses the values according to the disk drive 
requirements. Once selected, they will be fixed for that par- 
ticular drive type. These features make it possible to trans- 
fer these functions to the disk drive, as shown in Figure 20. 
Apart from a slight increase in board area, the advantages 
outweigh the disadvantages. First, the components select- 
ed are fixed for each type of drive and this facilitates the 
problem of interchangeability of drives. At present, control- 
lers are adjusted to function with each specific drive; with 
the DP8460 in the drive, component adjustment will no long- 
er be required. Second there is often a problem of reliability 
of data transfer. Because the MFM data is clock encoded, 
this signal is susceptible to noise, bit shift, etc. Soft errors 
will sometimes occur when the incoming disk data bit posi- 


tion is outside the Pulse Gate window as it is being synchro- 
nized to the VCO clock in the phase-locked-loop. Obviously, 
the nearer the PLL is to the MFM source, the less chance 
there is that errors will occur. Thus placing the DP8460 in 
the drive will increase the reliability of data transfer within 
the sysem. 

A third advantage is data rate upgrading. Most 5%-inch 
drives have SMbit/sec data rate because the early drives 
were made with this data rate. This meant the controllers 
had to be designed with PLLs which operate at this data 
rate. It is therefore, difficult for drive manufacturers to intro- 
duce new drives that are not compatible with existing con- 
trollers. Since no new standard data rate has emerged, they 
must continue to produce drives at this data rate to be com- 
patible with the controllers on the market. With the DP8460 
in the drive, and its associated components set for the 
drive’s data rate, it no longer becomes a problem to in- 
crease the data rate, assuming the controllers digital circuit- 
ry can accommodate the change. This will allow the manu- 
facturers to increase the bit density and therefore the ca- 
pacity of their drives. 
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National 
Semiconductor 

DP8464 Disk Pulse Detector 

General Description 

The DP8464 disk pulse detector utilizes anaiog and digital 
circuitry to detect ampiitude peaks of the signai received 
from the read/write amplifier fitted in the heads of disk 
drives. The DP8464 produces a TTL compatibie output 
which, on the positive edge, indicates a signal peak. Elec- 
trically, these peaks correspond to 1 s or flux reversals on 
the magnetic medium. The signai received when reading a 
disk is therefore a series of puises which aiternate in 
polarity. The disk pulse detector must accurately deter- 
mine the time positions of these peaks. This task is com- 
plicated by variable pulse amplitudes depending on the 
media type, head position, head type, and read/write 
amplifier circuit gain. Additionally, as the bit density on 
the disk increases the amplitude decreases and signifi- 
cant bit interaction occurs resulting in pulse distortion. 

The graph below shows how pulse amplitude varies with 
the number of bits per inch (or recording density). The pre- 
dominant disk applications are associated with the first 
two regions on the graph, regions 1 and 2. Typical 
waveforms received by the pulse detector for regions 1 
and 2 operation are shown next to the graph. A region 1 
signal is characterized by the waveform returning to the 
baseline between pulses. A region 2 waveform will go from 
a tendency to return to the baseline (called shouldering) to 
almost sinusoidal at the higher frequencies. 


Disk Support 

PRELIMINARY 


The disk pulse detector is fabricated using the advanced 
Schottky process, and has been designed to function with 
data rates up to 25 megabits/second. The DP8464 is housed 
in a standard narrow 24-pin package. Normally, it will be 
fitted in the disk drive, and its output may be directiy con- 
nected to the DP8460 data separator. 

Features 

■ Connects directly with the disk head read/write 
amplifier 

■ Wide input signal amplitude range— from 20 mVpp to 
600 mVpp differential 

■ Data rates up to 25 Mbits/sec 

■ On-chip wideband differential AGC amplifier, differen- 
tiator, comparator gating circuitry, output pulse 
generator 

■ Adjustable comparator threshold 

■ Selectable attack and differentiator capacitors 

■ Inputs and outputs TTL compatible 

■ Output may connect directly to the DP8460 data 
separator 

■ Standard narrow 24-pin dual-in-line package 

■ Standard supply: 12V ± 10% 



FUTURE DISK DRIVE ELECTRDNICS 




Pulse Amplitude vs Bit Density with Typical Waveforms 
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Functional Description 

DETECTOR OPERATION 

Region 1 is the high resolution area characterized by a 
large spread between flux reversals and a definite return 
to baseline (no signal) between these peaks. Pulses of this 
type are predominantly found in systems which use thin 
film heads, plated media and systems which utilize run- 
length-limited coding techniques (like the 2,7 code) which 
spread the distance between flux reversals. 

The main circuit blocks of the DP8464 are shown in Figure 1. 
The output from the read/write amplifier is fed directly to 
the amplifier input of the DP8464. This amplifier is a high 
bandwidth amplifier with automatic gain control (AGC). 
The amplifier’s output voltage is fed back via an external 
filter to an internal fullwave rectifier and compared 
against the external voltage on the Vrep pin. The AGC cir- 
cuit adjusts the gain of the amplifier to make the peak to 
‘ peak differential analog output four times the voltage on 
Vref- The circuit is designed for a Vref of IV which pro- 
duces constant 4V peak to peak differential output for dif- 
ferential input signals ranging from 20 mVpp to 300 mVpp. 

The peak detection is performed by feeding the output of 
the wideband amplifier through an external filter to the dif- 
ferentiator. The differentiator output changes state when 
the input pulse changes direction, generally this will be at 
the peaks. However, if the signal exhibits shouldering (the 
tendency to return to the baseline) as seen in region 1 and 
the upper part of region 2, the differentiator will also re- 
spond to noise near the baseline. To avoid this, the signal 
is also fed to a comparator which is used to define a level 
around the baseline. Data detection Is prevented when the 
input is less than this level. The threshold for this compar- 
ator is externally set via the SET THRESHOLD pin. The 
comparator output feeds the hold input of the differen- 
tiator. The output of the differentiator then drives the bi- 
directional one-shot. A 4 Vpp differential output voltage 
will produce a 1V fullwave rectified signal at the input of 
the comparator. Therefore, if the voltage on the SET 
THRESHOLD pin is 0.3V, the input must be larger than 
± 300 mV before the differentiator is allowed to trigger the 
one-shot. This comparator circuit thus acts as a gating 
channel to prevent any noise near the baseline from con- 


taminating the data. The diff output, encoded data, and 
comp out are all standard TTL outputs. The pulse width of 
the encoded data can be adjusted from 20 ns to 200 ns via 
the set pulse width. 

The timing of the gating channel with respect to the dif- 
ferentiator output is critical. If the delay through the com- 
parator is longer than the delay through the differentiator, 
then the window is not centered around the peak of the 
waveform and the circuit will not perform optimally. The 
correct operation is to have the differentiator output 
switch in the middle of the comparator output waveform. 
Often, to make the differentiator less sensitive to high fre- 
quency noise, an RLC filter will be used in place of the dif- 
ferentiator capacitor. This will increase the delay time 
through the differentiator. To cancel out the effect of this 
delay, an external delay can be inserted between comp out 
and diff hold. 

Offset of the differentiator is critical to the performance of 
the circuit. Offset will cause “pulse pairing” which simply 
means that every other pulse is delayed. This happens 
because a positive offset will delay all the positive pulses. 
This obviously will ruin the encoded data. The DP8464 pro- 
vides two Coffset pins for an external capacitor. This 
capacitor will bandlimit the differential signal going into 
offset adjust circuitry in the differentiator. In this way, the 
differentiator is actively corrected to eliminate the initial 
offset and drift with temperature and time. 

The wideband amplifieroutput Is provided to allowthe use 
of external filters to the differentiator and to the AGC cir- 
cuit. The filter to the differentiator enables the user to limit 
the bandwidth for noise considerations. The filter to the 
AGC circuit allows the user to insert a lead network to pre- 
vent the AGC amplifier from responding to frequency in- 
duced amplitude changes. 

The DP8464 has a READ/WRITE control pin which is used 
to minimize the effect on the AGC amplifier of a write-to- 
read transition. This allows a reduction in the size of the 
track gap on disk. This pin may be connected to the WRITE 
GATE output of the DP8466 disk data controller. 
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National 

Semiconductor 


DP8466 Disk Data Controller 


General Description 

The disk data controller (DDC) performs many of the func- 
tions in the data path electronics of either disk controllers 
or intelligent disk drives. It interfaces between serial data 
on the disk side and the memory/microprocessor bus on 
the system side. The primary function of the chip is to cor- 
rectly identify the selected sector on disk and then trans- 
fer the sector’s data to or from memory, utilizing a 32-byte 
(16-word) FIFO buffer with optional DMA control. The 
48-pin chip is fabricated using the M^CMOS™ process, 
which allows complex functions to be implemented with 
high operating speeds and modest power consumption. 
Internal gate delays of 2 ns allow the DDC to function with 
data rates oyer24 Mbits/sec, enabling it to be used with all 
sizes of Winchester and floppy disk drives. 

The disk side of the DDC interfaces directly with drives 
compatible with the ESDI, SMD or ANSI X3.101 interfaces. 
If the DDC is part of a controller that interfaces directly to 
the ST506 (floppy extension interface), then the DP8460 
data separator may be used and its signals will connect 
directly to the DDC. The DDC may be part of an intelligent 
disk drive that has SCSI (SASI) or IPI or ISI compatible 
interfaces. 


Disk Support 

PRELIMINARY 


Features 

■ Useable with Winchester, floppy, optical and vertically 
recorded drives 

■ Disk data rates up to 24 Mbits/sec 

■ Meets requirements of all standard disk drive 
interfaces 

■ User programmable format 

■ Compatible with all disk drive sizes, fixed or removable 

■ Compatible with hard and soft sectored drives 

■ Single or multiple sector operation 

■ Independent header and data operations 

■ Internal CRC or ECC, or external ECC, for header and 
data 

■ Internal ECC has programmable polynomial and 
correction span 

■ Configurable for disk formatting 

■ System side interfaces to memory and microprocessor 

■ Easily controlled by popular 8-bit or 16-bit 
microprocessors 

■ 8 or 16-bit wide memory transfers 

■ Internal data buffering with 32-byte FIFC 

■ Single channel 32-bit or dual channel 16-bit DMA 
controller 

■ Powerful data path diagnostics 

■ Low power consumption at lower data rates and 
standby 

■ Single -I-5V power supply 

■ Standard 48-pin DIP 


Block Diagram 

SYSTEM INTERFACE 
OR INTELLIGENT DRIVE 

FLOPPY EXTENSION SMD OR ANSI X3.101 INTERFACE 
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The system side of the DDC may interface directly to the 
main system bus, or the local bus of a larger system. The 
DDC has a 16-bit I/O bus and associated microproc- 
essor/DMA handshake signals. The I/O bus is used both 
for disk data transfers to or from memory (user-selectable 
for 8 or 16 data bits) and for microprocessor access. The 
microprocessor may have a multiplexed or separate ad- 
dress and data bus. The DDC has two DMA channels avail- 
able for memory transfer operations. In a typical low-end 
system the DDC connects directly to the main system bus, 
and only one DMA channel is required to output memory 
addresses. The on-chip DMA issues the address on the I/O 
bus, followed by the data to be transferred between the 
DDC and memory. The DDC has variable burst transfer 
length capability that allows microprocessor usage of the 
bus during transfer operations. The DDC supports a sec- 
ond mode of DMA capability which is ideal for intelligent 
disk drives or higher-end systems that use a buffer mem- 
ory. One DMA channel controls disk-memory transfers, 
and the second controls memory-system transfers. 

To be compatible with the differing needs of these disk 
drives, the DDC has been configured so that the format 


and mode of operation are user programmable. The user 
selects the length and pattern of the preamble, address 
mark (if required), synch, postamble, and gap of both the 
ID and data segments of the sector. At system initializa- 
tion, the microprocessor loads these parameters into the 
parameter RAM of the DDC. For normal transactions such 
as reading from or writing to the disk, the desired ID bytes 
must first be loaded into the DDC, followed by the disk 
drive command. The DDC can also be configured to format 
disks. 

Extensive diagnostic and interrogation features are pro- 
vided on-chip. CRC or ECC calculations are performed on 
both the ID and data segments that pass through the DDC. 
The ECC code may be an internally generated 32-bit fully 
programmable ECC code or up to 15 bytes of externally 
generated ECC code. The DDC contains status and error 
registers that can be accessed by the microprocessor. 

Control functions not in the data path electronics have 
been omitted to allow for versatility in interfacing to dif- 
ferent drive requirements. The drive control signals may 
be provided by either a dedicated microcontroller or a 
microprocessor I/O port. 


DDC Connection Diagram ( 48 pins) 


DISK 

INTERFACE 


AMF/EARLY PRECOMP 

CS 

AME/LATE PRECOMP 

RD 

SECTOR PULSE 

WR 

INDEX PULSE 

AD8-15 

A24-31 

WRITE DATA 

ADO-7/ 

WRITE CLOCK 

A16-23 

WRITE GATE 

ADSO 

NRZ READ DATA 

RRQ/ADS 1 
RACK 

READ CLOCK 

LRQ 

READ GATE 

LACK 
DMA CLOCK 

SERIAL DATA VALID 

INTERRUPT 

EXT ECC FIELD 

RS0-RS5 

EXT ECC ERROR 


RESET Vcc 

GND 


BUS 

INTERFACE 
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AM/FM Digital Phase-Locked Loop Frequency Synthesizer 
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DS8907 

AM/FM Digital Phase-Locked Loop Frequency Synthesizer 
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AM/FM Digital Phase-Locked Loop Frequency Synthesizer 
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130/225 MHz Low Power Dual Modulus Prescalers 
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Digital PLL Synthesis 
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Frequency Synthesizers Selection Guide 


Product Type 

Frequency Bands 

PLL FREQUENCY SYNTHESIZERS 

DS8906 

AM/FM 

DS8907 

AM/FM 

DS8908 

AM/FM 

AN-335 Digital 
PLL Synthesis 



Power (mA) 



Tuning Resolution 


500 Hz/12.5 kHz 
10 kHz/25 kHz 
1 kHz, 9 kHz, 10 kHz, 20 kHz 


Product Type Divide Modulus 


HIGH FREQUENCY PRESCALERS 


Power (mA) 


Single (Fixed) Modulus Dividers 


DS8626 

-40 

125 

120 MHz 

11-27 

DS8627 

-^24 

7/10 

130/225 MHz 

11-30 

DS8628 

-20 

7/10 

130/225 MHz 

11-30 

DS8629 

-^100 

135 

120 MHz 

11-27 

DS8621 

-64, -256 

32 

275 MHz, 1.2 GHz 

11-33 


Dual-Modulus Dividers 


DS8614 

-^20/21 

7/10 

130/225 MHz 

11-23 

DS8615 

-32/33 

7/10 

130/225 MHz 

11-23 

DS8616 

- 40/41 

7/10 

130/225 MHz 

11-23 

DS8617 

64/65 

7/10 

130/225 MHz 

11-23 

DS8622 

-126/128, -252/256 

32 

550 MHz, 1.2 GHz 

11-36 


































DS8906 



National 

Semiconductor 


Frequency Synthesis 


DS8906 AM/FM Digital Phase-Locked Loop Synthesizer 

General Description 


The DS8906 is a PLL synthesizer designed specifically 
for use in AM/FM radios, it contains the reference 
oscillator, a phase comparator, a charge pump, a 
120 MHz ECL/I^L dual modulus programmable divider, 
and a 20-bit shift register/latch for serial data entry. 
The device is designed to operate with a serial data 
controller generating the necessary division codes 
for each frequency, and logic state information for 
radio function inputs/outputs. 

The Colpitts reference oscillator for the PLL operates 
at 4 MHz. A chain of dividers is used to generate a 
500 kHz clock signal for the external controller. Ad- 
ditional dividers generate a 12.5 kHz reference signal 
for FM and a 500 Hz reference signal for AM/SW. 
One of these reference signals is selected by the data 
from the controller for use by the phase comparator. 
Additional dividers are used to generate a 50 Hz timing 
signal used by the controller for "time-of-day". 

Data is transferred between the frequency synthesizer 
and the controller via a 3 wire bus system. This consists 
of a data input line, an enable line, and a clock line. 
When the enable line is low, data can be shifted from 
the controller into the frequency synthesizer. When 
the enable line is transitioned from low to high, data 
entry is disabled and data present in the shift register 
is latched. 

From the controller 22-bit data stream, the first 2 
bits address the device permitting other devices to share 
the same bus. Of the remaining 20-bit data word, 
the next 14-bits are used for the PLL divide code. The 
remaining 6 bits are connected via latches to output 
pins. These 6 bits can be used to drive radio functions 
such as gain, mute, FM, AM, LW and SW only. These 
outputs are open collector. Bit 18 is used internally 
to select the AM or FM local oscillator input and to 
select between the 500 Hz and 12.5 kHz reference. A 
high level at bit 18 indicates FM and a low level in- 
dicates AM. 

The PLL consists of a 14-bit programmable I^L div- 
ider, an ECL phase comparator, an ECL dual modulus 
(p/p + 1) prescaler, and a high speed charge pump. 
The programmable divider divides by (N-t-1), N being 
the number loaded into the shift register (bits 1—14 
after address). It is clocked by the AM input via an 
ECL 7/8 prescaler, or through a 63/64 prescaler 
from the FM input. The AM input will work at fre- 
quencies up to 8 MHz, while the FM input works up 
to 120 MHz. The AM band is tuned with a frequency 
resolution of 500 Hz and the FM band is tuned with 
a resolution' of 12.5 kHz. The buffered AM and FM 
inputs are self-biased and can be driven directly by the 
VCO thru a capacitor. The ECL phase comparator pro- 
duces very accurate resolution of the phase difference 
between the input signal and the reference oscillator. 


The high speed charge pump consists of a switchable 
constant current source (-0.3 mA) and a switchable 
constant current sink (+0.3 mA). If the VCO frequency 
is low, the charge pump will source current, and sink 
current if the VCO frequency is high. 

A separate Vqcm pin (typically drawing 1.5 mA) powers 
the oscillator and reference chain to provide controller 
clocking frequencies when the balance of the PLL is 
powered down. 


Features 

■ Uses inexpensive 4 MHz reference crystal 

■ F|n capability greater than 120 MHz allows direct 
synthesis at FM frequencies 

■ FM resolution of 12.5 kHz allows usage of 10.7 
MHz ceramic filter distribution. 

■ Serial data entry for simplified control. 

■ 50 Hz output for "time-of-day" reference with 
separate low power supply (Vccm)- 

■ 6-open collector buffered outputs for band switching 
and other radio functions. 

■ Separate AM and FM inputs. AM input has 15 mV 
(typical) hysteresis. 


Connection Diagram 


Dual-ln-Lihe Package 



TOP VIEW 

Order Number DS8906N 
See NS Package N20A 
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Absolute Maximum Ratings (Noten 


Supply Voltage 

(Vcci) 7V 

('/CCm) 7V 

Input Voltage 7V 

Output Voltage 7V 

Storage Temperature Range -€5°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

DC Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 


Supply Voltage, Vqq 
'^CCM 

Temperature, T/\ 


MIN 

MAX 

UNITS 

4.75 

5.25 

V 

4.5 

6.0 

V 

0 

70 

°c 


PARAMETER 

V|H 

Logical Input Voltage 

l|H 

Logical "1" Input Current 

V|L 

Logical "0" Input Voltage 


CONDITIONS 


MIN TYP 


2.1 


Logical "0" Input Current 


Logical "1" Output Current 
All Bit Outputs, 50 Hz Output 
500 kHz Output 


Logical "0" Output Voltage 
All Bit Outputs 


50 Hz Output, 500 kHz Output Iql = 250 /uA 


V|N = Vcci 


Data, Clock, and ENABLE Inputs, V||\] = OV 


Vqh = 5.25V 


Vqh = 2.4V, VcCM = 4.5V 


MAX UNITS 


V 


pA 


Icci Supply Current (Vcci ) 


'CCM(STANDBY) VcCM Supply Current 


IquT Charge Pump Output Current 


'CCM(OPERATE) VcCM Supply Current 


All Bit Outputs High 


VccM “ 6.0V, All Other Pins Open 


1.2V < VquT< VcCM “ 1-2V Pump Up 

VccM^®'0V Pump Down 

TRI-STATE® 


VcCM = 6.0V, Vcci = 5.25V, 

All Other Pins Open 


TRI-STATE® Is a registered trademark of National Semiconductor Corp. 

AC Electrical Characteristics vcc = 5v,TA = 25°c,tr<ions,tf<ions 


CONDITIONS 


AM and FM Inputs, 0°C < < 70°C 


AM and FM Inputs, 0°C < < 70°C 


V|f\| = 100 mV rms AM 

0°C<Ta<70°C FM 


120 MHz, ViN = 100 mV rms 


2 MHz. V|N = 100 mV rms 


V|n = 120MHz 



PARAMETER 

V|N(MIN)(F) 

F|[\| Minimum Signal Input 

V|N(MAX)(F) 

F||\j Maximum Signal Input 

f^OPERATE 

Operating Frequency Range 
(Sine Wave Input) 

R|N (FM) 

AC Input Resistance, FM 

R|N (AM) 

AC Input Resistance, AM 

C|N 

Input Capacitance, FM and AM 

' .1EN1 

Minimum ENABLE High 
Pulse Width 


tENO 

Minimum ENABLE Low 
Pulse Width 

tCLKENO 

Minimum Time Before ENABLE 
Goes Low that CLOCK Must 
be Low 

tENOCLK 

Minimum Time After ENABLE 
Goes Low that CLOCK Must 
Remain Low 

tCLKENI 

Minimum Time Before ENABLE 
Goes High that Last Positive 
CLOCK Edge May Occur 

tENICLK 

Minimum Time After ENABLE 
Goes High Before an Unused 
Positive CLOCK Edge May Occur 


MIN TYP 


20 


1000 1500 


MAX UNITS 


100 mV (rms) 


mV (rms) 


8 MHz 

120 MHz 


n 
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DS8906 


AC Electrical Characteristics (continued) vcc = 5v,TA = 25°c,tr<ions,tf<ions 


PARAMETER 

tCLKH 

Minimum CLOCK High 
Pulse Width 

tCLKL 

Minimum CLOCK Low 


Pulse Width 

tDS 

Minimum DATA Setup Time, 
Minimum Time Before CLOCK 
that DATA Must be Valid 

tDH 

Minimum DATA Hold Time, 
Minimum Time After CLOCK 
that DATA Must Remain Valid 


CONDITIONS 



TYP 

MAX 

UNITS 

275 

550 

ns 

400 

800 

ns 

150 

300 

ns 

400 

800 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the 0°C to +70°C temperature range for the DS8906. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


Schematic Diagrams (osagoe am/fm pll Typical input/output schematics) 

Vcci 


7 DIODE RAIL 
FROM Vqqj/i 


BIT OUTPUTS, 
"so Hz OUTPUT 



CLOCK IN 
(HYSTERESIS) 



COLPITTS 

OSCILLATOR 



TO 4 DIODE 
RAIL 


TO 2 DIODE 
RAIL 
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Timing Diagrams 


EKSBTt 


ENABLE vs CLOCK 



CLOCK vs DATA 



AM/FM Frequency Synthesizer (Scan Mode) 


PLL ADDRESS 
1,1 


t t ( ♦ ♦ » » ♦ ( ♦ 

1 2 3 4 5 16 17 18 19 20 

DATA BITS 

BITS 1-14, N CODE (LSB FIRST) 

BITS 15-20, OUTPUT BITS 


NEGATI VE TRANSITION ON 
ENABLE CLEARS PREVIOUS 
ADDRESS, CLOCK MUST BE 
LOW DURING TRANSITION, 


POSITIVE TRANSITION ON 
ENABLE LATCHES IN NEW ' 
CODE IF PLL IS ADDRESSED, 


Timing diagrams are not drawn to scale. Scale within any one drawing may not be consistent, and intervals are defined positive as drawn. 


SERIAL DATA ENTRY INTO THE DS8906 

Serial information en try into t he DS8906 is enabled by 
a low level on the ENABLE input. One binary bit is 
then accepted from the DATA input with each positive 
transition of the CLOCK input. The CLOCK input 
must be low for the specified tim e precedin g and fol- 
lowing the negative transition of the ENABLE input. 

The first 2 bits accep ted following the negative tran- 
sition of the ENABLE input are interpreted as address. 
If these address bits are not 1,1, no further information 
will be accepted from the DATA inputs , and the internal 
data latches will not be changed when ENABLE returns 
high. 

If these first 2 bits are 1,1, then all succeeding bits are 
accepted as data, and are shif ted succe ssively into the 
internal shift register as long as ENABLE remains low. 

Any data bits preceding the 20th to last bit will be 
shifted out, and are thus irrelevant. Data bits are 
counted as any bits following 2 valid (1,1) address 
bits with the ENABLE low. 

When the ENABLE input returns high, any further 
serial data in put is inh ibited. Upon this positive tran- 
sition of the ENABLE, the data in the internal shift 
register is transferred into the internal data latches. 


Note that until this time, the states of the internal 
data latches have remained unchanged. 

These data bits are interpreted as follows: 

DATA BIT POSITION DATA INTERPRETATION 


Last 

Bit 20 Output (Pin 2) 

2nd to Last 

Bit 19 Output (Pin 1) 

3rd to Last 

Bit 18 Output (FM/^) (Pin 20) 

4th to Last 

Bit 17 Output (Pin 19) 

5th to Last 

Bit 16 Output (Pin 18) 

6th to Last 

Bit 1 5 Output (Pin 17) 

7 th to Last 

MSB of N (2''3 )'v 

8th to Last 

(212) 

9th to Last 

(2l1) 

10th to Last 

(2l0) 

1 1th to Last 

(2^) 

12th to Last 

(2^) 

1 3th to Last 


14th to Last 

(26) 

1 5th to Last 

(25) 

16th to Last 

(24) 

1 7th to Last 

(2^) 

1 8th to Last 

(22) 

19th to Last 

(21) 

20th to Last 

LSB of N (2^) ^ 


Note. The actual divide code is N+1, i.e., the number loaded 
plus 1 . 
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Typical Application Additional application notes are located at the back of section 11. 

Electronically Tuned Radio Controller System; Direct Drive LED 



B+ TO RADIO 


11-8 



Logic Diagram 


AM/FM PLL Synthi 


CHARGE 

PUMP 

OUT 



* Sections operating from supply 

Address (1,1) 
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DS8907 


^ National 

Semiconductor 

DS8907AM/FM Digital 

Phase-Locked Loop Frequency Synthesizer 

General Description 


Frequency Synthesis 


The DS8907 is a PLL synthesizer designed specifically 
for use in AM/FM radios. It contains the reference 
oscillator, a phase comparator, a charge pump, a 120 
MHz ECL/I^L dual modulus programmable divider, 
and an 18-bit shift register/latch for serial data entry. 
The device is designed to operate with a serial data 
controller generating the necessary division codes 
for each frequency, and logic state information for 
radio function inputs/outputs. 

The Colpitts reference oscillator for the PLL operates 
at 4 MHz. A chain of dividers is used to generate 
a 500 kHz clock signal for the external controller. 
Additional dividers generate a 25 kHz reference signal 
for FM and a 10 kHz reference signal for AM. One 
of these reference signals is selected by the data from the 
controller for use by the phase comparator. 

Data is transferred between the frequency synthesizer 
and the controller via a 3 wire bus system. This consists 
of a data input line, an enable line, and a clock line. 
When the enable line is low, data can be shifted from 
the controller into the frequency synthesizer. When 
the enable line is transitioned from low to high, data 
entry is disabled and data present in the shift register 
is latched. 

From the controller 20-bit data stream, the first 2 
bits address the device permitting other devices to 
share the same bus. Of the remaining 18-bit data word, 
the next 13 bits are used for the PLL divide code. 
The remaining 5 bits are connected via latches to output 
pins. These 5 bits can be used to drive radio functions 
such as gain, mute, FM, AM and stereo only. These 
outputs are open collector. Bit 16 is used internally 
to select the AM or FM local oscillator input and to 
select between the 10 kHz and 25 kHz reference. A 
high level at bit 16 indicates FM and a low level in- 
dicates AM. 

The PLL consists of a 13-bit programmable I^L div- 
ider, an ECL phase comparator, an ECL dual modulus 
(p/p-H) prescaler, and a high speed charge pump. The 
programmable divider divides by (N-M), N being the 
number loaded into the shift register (bits 1 — 13 after 
address). It is clocked by the AM input via an ECL 
^ 7/8 prescaler, or through a 63/64 prescaler from 
the FM input. The AM input will work at frequencies 
up to 15 MHz, while the FM input works up to 120 
MHz. The AM band is tuned with a frequency resolution 
of 10 kHz and the FM band is tuned with a resolution 
of 25 kHz. The buffered AM and FM inputs are self 
biased and can be driven directly by the VCO through 
a capacitor. The ECL phase comparator produces very 
accurate resolution of the phase difference between the 
input signal and the reference oscillator. The high 
speed charge pump consists of a switchable constant 
TRI-STATE® Is a registered trademark of National Semiconductor Corp. 


current source (—0.3 mA) and a switchable constant 
current sink (-^0.3 mA). If the VCO frequency is low, 
the charge pump will source current, and sink current if 
the VCO frequency is high. When using an AFC the 
charge pump output may be forced into TRI-STATE® 
by applying a low level to the charge pump enable input. 

A separate VqcM Pin (typically drawing 1.5 mA) 
powers the oscillator and reference chain to provide 
controller clocking frequencies when the balance of 
the PLL is powered down. 

Features 

■ Uses inexpensive 4 MHz reference crystal 

■ F||\) capability greater than 120 MHz allows direct 
synthesis at FM frequencies 

■ FM resolution of 25 kHz allows usage of 10.7 MHz 
ceramic filter distribution 

■ Serial data entry for simplified control 

■ 50 Hz output for "time-of-day" reference driven 
from separate low power Vqcm 

■ 5-open collector buffered outputs for controlling 
various radio functions 

■ Separate AM and FM inputs. AM input has 15 mV 
(typical) hysteresis 

Connection Diagram 


Dual-ln-Line Package 



TOP VIEW 

Order Number DS8907N 
See NS Package N20A 
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Absolute Maximum Ratings (Note 1) 


Supply Voltage 

(Vcci) 

(VcCM> 

Input Voltage 7V 

Output Voltage 7V 

Storage Temperature Range -65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

DC Electrical Characteristics (Notes 2 and 3) 


Operating Conditions 

MIN 

Supply Voltage, Vqq 

Vcci 4.75 

VCCM 4.5 

Temperature, T/\ 0 


PARAMETER 

V|H 

Logical "1" Input Voltage 

l|H 

Logical "1” Input Current 

V|L 

Logical "0" Input Voltage 


CONDITIONS 



Logical "0" Input Current 


l|L Logical "0" Input Current 


Iq 1-I Logical "1" Output Current 

All Bit Outputs, 50 Hz Output 
500 kHz Output 


Vql Logical "0" Output Voltage 

All Bit Outputs 

50 Hz Output, 500 kHz Output 


ICCI Supply Current (Vcci ) 


ICCM(STANDBY) ^CCM Supply Current 


Iqut Charge Pump Output Current 


'CCM(OPERATE) VCCM Supply Current 


Data, Clock, and ENABLE Inputs, V||\| = OV 


Charge Pump Enable, V||\] = OV 


VoH = 5.25V 


VoH = 2.4V, VcCM = 4.5V 


Iql = 5 mA 


Iql “ 250 /uA 


All Bit Outputs High 


VccM = 6.0V, All Other Pins Open 


1.2V< VoUT<VcCM“ 1-2V Pump Up 

VccM ^6.0V Pump Down 


TRI-STATE® 


VcCM = 6.0V, Vcci = 5.25V, 
All Other Pins Open 


AC Eiectricai Characteristics vcc = 5v, = 25° c, v< 10 ns, tf < 10 


PARAMETER 

V|N(MIN)(F) 

F||\| Minimum Signal Input 

'/|N(MAX)(F) 

F|(\| Maximum Signal Input 

^OPERATE 

Operating Frequency Range 
(Sine Wave Input) 

R|N (FM) 

AC Input Resistance, FM 

R|N (AM) 

AC Input Resistance, AM 

C|N 

Input Capacitance, FM and AM 

— 

tENI 

Minimum ENABLE High 
Pulse Width 

tENO 

Minimum ENABLE Low 
Pulse Width 

tCLKENO 

Minimum Time Before ENABLE 
Goes Low that CLOCK Must 
be Low 

tENOCLK 

Minimum Time After ENABLE 
Goes Low that CLOCK Must 
Remain Low 

tCLKENI 

Minimum Time Before ENABLE 
Goes High that Last Positive 
CLOCK Edge May Occur 


CONDITIONS 


AM and FM Inputs, 0°C < Ta < 70°C 


AM and FM Inputs, 0°C < Ta < 70°C 


V|[\| = 100 mV rms 
0°C < Ta < 70‘’C 


120 MHz, V|N = 100 mV rms 


2 MHz, V|fvi = 100 mV rms 


V|N = 120 MHz 



AM 

0.4 


8 

MHz 

FM 

60 


120 

MHz 
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DS8907 


AC ElGCtnCdl ChdrdCtGriStlCS (continued) Vcc “ 5V, T/\ = 25°C, tp< 10 ns, tf < 10 ns 


PARAMETER 

tENICLK 

Minimum Time After ENABLE 
Goes High Before an Unused 
Positive CLOCK Edge May Occur 

tCLKH 

Minimum CLOCK High 
Pulse Width 

tCLKL 

Minimum CLOCK Low 
Pulse Width 

tps 

Minimum DATA Setup Time, 
Minimum Time Before CLOCK 
that DATA Must be Valid 

tDH 

Minimum DATA Hold Time, 
Minimum Time After CLOCK 
that DATA Must Remain Valid 


CONDITIONS 



TYP 

MAX 

UNITS 

175 

350 

ns 

275 

550 

ns 

400 

800 

ns 

150 

300 

ns 

400 

800 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating 
Temperature Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics" 
provides conditions for actual device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -40°C to +85°C temperature range for the DS8907. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. 
All values shown as max or min on absolute value basis. 


SchGmatiC Diagrams (DSSQO? AM/FM PLL Typical Input/Output schematics) 

VccM 


Vcci Vcci 


20k 

(CHARGE PUMP 
ENABLE ONLY) 


DATA IN, Enable, 
CHARGE PUMP ENABLE 



^ 5 : 


BIT OUTPUTS, 
50 Hz OUTPUT 



CLOCK IN 
(HYSTERESIS) 


CHARGE 

PUMPOUT 



Vcci Vcci 


COLPITTS 

OSCILLATOR 



TO 4 DIODE 
RAIL 


TO 2 DIODE 
RAIL 


7 DIODE RAIL 
FROM VccM 


iMjlp 
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Timing Diagrams* 


ENABLE vs CLOCK 

-tpfjo 


ENABLE -/l.SV 


-*CLKL-*+"<CLKhH tCLKfT3l-r — ^r"^fWlCLK 


CLOCK vs DATA 



AM/FM Frequency Synthesizer (Scan Mode) 


♦ ( I t t 

1 2 3 4 5 


PLL ADDRESS 
1,1 


♦ ( ( ♦ t 

14 15 IE 17 18 


DATA BITS 

BITS 1-13. -i-N CODE aSB FIRST) 
BITS 14-18, OUTPUT BITS 


NEGATI VE TRANSITION OM 
EMSn CLEARS PREVIOUS 
ADDRESS. CLOCK MUST BE 
LOW DURING TRANSITION. 


POSITIVE TRANSITION ON 
ENABLE LATCHES IN NEW 
CODE IF PLL IS ADDRESSED. 


Timing diagrams are not drawn to scale. Scale within any one drawing may not be consistent, and intervals are defined positive as drawn. 


SERIAL DATA ENTRY INTO THE DS8907 

Serial information entry into the DS8907 is enabled 
by a low level on the ENABLE input. One binary 
bit is then accepted from the DATA input with each 
positive transition of the CLOCK input. The CLOCK 
input must be low for the specified time preceding 
and following the negative transition of the ENABLE 
input. 

The first two bits acce pted following the negative tran- 
sition of the ENABLE input are interpreted as address. 
If these address bits are not 1,1, no further information 
will be accepted from the DATA inputs, an d the inte rnal 
data latches will not be changed when ENABLE re- 
turns high. 

If these first two bits are 1,1, then all succeeding 
bits are accepted as data, and are shifted su ccessively 
into the internal shift register as long as ENABLE 
remains low. 

Any data bits preceding the 18th to last bit will be 
shifted out, and thus are irrelevent. Data bits are 
counted as any bits following two valid address bits 
(1,1) with the ENABLE low. When the ENABLE 
input returns high, any further serial data entry is 
inhibited. Upon this positive transition, the data in 


the internal shift register is transferred into the internal 
data latches. Note that until this time, the states of 
the internal data latches have remained unchanged. 

These data bits are interpreted as follows: 

DATA BIT POSITION DATA INTERPRETATION 
Last Bit 18 Output (Pin 2) 

2nd to Last Bit 17 Output (Pin 1) 

3rd to Last Bit 16 Output (FM/AM) (Pin 20) 

4th to Last Bit 15 Output (Pin 19) 

5th to Last Bit 14 Output (Pin 18) 


6th to Last 

MSB of vN (212) 

7th to Last 

(211) 

8th to Last 

(2l0) 

9th to Last 

(2^) 

1 0th to Last 

(28) 

1 1th to Last 

(2^) 

1 2th to Last 

(26) 

13th to Last 

(26) 

14th to Last 

(24) 

1 5th to Last 

(23) 

1 6th to Last 

(22) 

17th to Last 

(21) 

1 8th to Last 

LSBof^N (2°) 


Note. The actual divide code is N+1, 
plus 1 . 


the number loaded 
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Typical Application Additional application notes are located at the back of section 11. 

Electronically Tuned Radio Controller System; Direct Drive LED 



B+ TO RADIO 
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DS8908 


National 
Semiconductor 

DS8908 AM/FM Digital Phase- 
Frequency Synthesizer 



Frequency Synthesis 
Locked Loop 


General Description 

The DS8908 is a PLL synthesizer designed specifically 
for use in AM/FM radios. It contains the reference 
osciilator, a phase comparator, a charge pump, an opera- 
tionai ampiifier, a 120 MHz ECL/|2 l dual modulus pro- 
grammable divider, and a 19-bit shift register/latch for 
serial data entry. The device is designed to operate with a 
serial data controller generating the necessary division 
codes for each frequency, and logic state information for 
radio function inputs/outputs. 

A 3.96 MHz pierce oscillator and divider chain generate a 
1.98 MHz external controller clock, a 20 kHz, 10 kHz, 9 kHz, 
and 1 kHz reference signals, and a 50 Hz time-of-day sig- 
nal. The oscillator and divider chain are sourced by the 
VccM pin thus providing a low power controller clock drive 
and time-of-day indication when the balance of the PLL is 
powered down. 

The 21-bit serial data stream is transferred between the 
frequency synthesizer and the controller via a 3-wire bus 
system comprised of a data line, a clock line, and an 
enable line. 

The first 2 bits in the serial data stream address the syn- 
thesizer thus permitting other devices such as display 
drivers to share the same bus. The next 14 bits are used for 
the PLL (N + 1) divide code. The 15th bit is used internally 
to select the AM or FM local oscillator input. A high level 
on this bit enables the FM input and a low level enables the 
AM input. The 16th and 17th bits are used to select one of 
the 4 reference frequencies. The 18th and 19th bits are con- 
nected via latches to open collector outputs. These out- 
puts can be used to drive radio functions such as gain, 
mute, AM, FM, or charge pump current source levels. 

The PLL consists of a 14-bit programmable I^L divider, an 
ECL phase comparator, an ECL dual modulus (p/p + 1) pre- 
scaler, a high speed charge pump, and an operational am- 
plifier. The programmable divider divides by (N -f 1), N be- 
ing the number loaded into the shift register. The program- 
mable divider is clocked through a -i-718 prescaler by the 
AM input or through a -^63/64 prescaler by the FM input. 
The AM input will work at frequencies up to 15 MHz, while 
the FM input works up to 120 MHz. The VCO can be tuned 
with a frequency resolution of either 1 kHz, 9 kHz, 10 kHz, 
or 20 kHz.The buffered AM and FM inputs are self-biased 
and can be driven directly by the VCO through a capacitor. 
The ECL phase comparator produces very accurate reso- 
lution of the phase difference between the input signal 
and the reference oscillator. The high speed charge pump 
consists of a switchable constant current source and 
sink. The charge pump can be programmed to deliver from 
75 nA to 750 nA of constant current by connection of an ex- 
ternal resistor from pin Rprogram to ground or the open 
collector bit outputs. Connection of programming resis- 
tors to the bit outputs enables the controller to adjust the 


loop gain for the particular reference frequency selected. 
The charge pump will source current if the VCO frequency 
is high and sink current if the VCO frequency is low. The 
low noise operational amplifier provided has a high im- 
pedance JFET input and a large output voltage range. The 
op amp’s negative input is common with the charge pump 
output and its positive input is internally biased. 

Features 

■ Uses inexpensive 3.96 MHz reference crystal 

■ F|n capability greater than 120 MHz allows direct syn- 
thesis at FM frequencies 

■ FM resolution of either 10 kHz or 20 kHz allows usage of 
10.7 MHz ceramic filter distribution 

■ Serial data entry for simplified control 

■ 50 Hz output for time-of-day reference driven from 
separate low power Vqq^,, 

■ 2 open collector buffered outputs for controlling various 
radio functions or loop gain 

■ Separate AM and FM inputs; AM input has 15 mV (typical) 
hysteresis 

■ Programmable charge pump current sources enable ad- 
justment of system loop gain 

■ Operational amplifier provides high impedance load to 
charge pump output and a wide voitage range for the VCO 
input 

Connection Diagram 


Dual-ln-Line Package 



TOP VIEW 

Order Number DS8908N 
See NS Package N20A 
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Absolute Maximum Ratings (Note i) 


Operating Conditions 


Supply Voltage 

(Vcci)(Vccm) 7V 

(Vcc2) 17V 

Input Voltage 7V 

Output Voltage 7V 

Storage Temperature Range -GS^Cto +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 



Min 

Max 

Units 

Vcci 

4.5 

5.5 

V 

Vcc2 

Vcci + 1.5 

15.0 

V 

VccM 

3.5 

5.5 

V 

Temperature, T^ 

-40 

•P85 

°c 


DC Electrical Characteristics (Notes 2 and 3) 


Parameter 


Logical “1” Input Voltage 


Logical “1” Input Current 


Logical “0” Input Voltage 


Logical “0” Input Current 


Logical “1” Output Current 
All Bit Outputs, 50 Hz Output 
1.98 MHz Output 


Logicai “0” Output Voltage 
All Bit Outputs 


50 Hz Output, 1.98 MHz Output | Iql = 250 nA 


Conditions 


Max Units 


V 


1.98 MHz Output 


Supply Current (Vcci) 


VccM Supply Current 


Charge Pump Output Current 


CC2 Vcc 2 Supply Current 


OPvoH Op Amp Minimum High Level 


OPvoL Op Amp Maximum Low Level 


OPObias Charge Pump Bias Voltage 
Delta 




Parameter 


” F|nj Minimum Signal Input 


F|m Maximum Signal Input 


Fqperate Operating Frequency Range 
(Sine Wave Input) 


Rin (FM) AC Input Resistance, FM 


R|fg (AM) AC Input Resistance, AM 


C|M Input Capacitance, FM and AM 


1eN1 


Minimum ENABLE High 
Pulse Width 


TRI-STATE® Is a registered trademark of National Semiconductor Corp 



Iql ~ ^ 70°C 

Iql ~ 20 fiA, Ta s 70°C 


All Bit Outputs High 


VccM = 5'5V, All Other Pins Open 


3.33k sRpROG^33-3k Pump Up 

Iqut Measured Between Pump Down 

Pin 17 and Pin 18 
•pROG = Vcci/ 2 RpROG 


VccM = 5V, Vcci = 5.5V, Vcc 2 = 15V 
All Other Pins Open 


Vcci = 4.5V, loH= -750^A 


Vcci = 5.5V, Iql = 750 mA 


CPO Shorted to Op Amp Output 

CPO = TRI-STATE 

Op Amp Iql: 750 /tA vs - 750 /lA 


AC Electrical Characteristics Vgc = sv, Ta = 25 °c, t^< io ns, t,< io ns 


Conditions 


AM and FM Inputs, -40°C, <Ta<85°C 


V|N = 100mVrms 
-40 °C<Ta<85°C 


120 MHz, V|N = 100 mV rms 


15 MHz, V|N = 100 mV rms 


V|N = 120 MHz (FM), 15 MHz (AM) 


-40°C<Ta<85°C 

1000 

AM 

0.5 

FM 

80 
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DS8908 


AC Electrical Characteristics (continued) Vcc= 5 v,TA= 25 °c,tr<ions,t,<ions 


Parameter 

^ENO 

Minimum ENABLE Low 
Pulse Width 

tcLKENO 

Minimum Time Before ENABLE 
Goes Low that CLOCK Must 
be Low 

'enoclk 

Minimum Time After ENABLE 
Goes Low that CLOCK Must 
Remain Low 

'CLKENI 

. Minimum Time Before ENABLE 
Goes High that Last Positive 
CLOCK Edge May Occur 

^ENICLK 

Minimum Time After ENABLE 
Goes High Before an Unused 
Positive CLOCK Edge May Occur 

tcLKH 

Minimum CLOCK High 
Pulse Width 

^CLKL 

Minimum CLOCK Low 
Pulse Width 

bs 

Minimum DATA Set-Up Time, 
Minimum Time Before CLOCK 
that DATA Must be Valid 

<DH 

Minimum DATA Hold Time, 
Minimum Time After CLOCK 
that DATA Must Remain Valid 


Conditions 


IIM 



Typ 

Max 

Units 

375 

750 

ns 

-50 

0 

ns 

275 

550 

ns 

300 

600 

ns 

175 

350 

ns 

275 

550 

ns 

400 

800 

ns 

150 

300 

ns 

400 

800 

ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range" they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -40°C to +85“C temperature range for the DS8908. 

Note 3: All currents Into device pins. shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. AM values 
shown as max or min on absolute value basis. 

Schcmstic DiSQrBmS (DSSQOS AM/FM PLL Typical Input/Output Schematics) 


V 



BIT OUTPUTS 
OR 

50 Hz OUTPUT 
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DS8908 


Timing Diagrams* 




Serial Data Entry into the DS8908 

Serial Informati on entry into the DS8908 is enabled by a 
low level on the ENABLE input. One binary bit is then ac- 
cepted from the DATA input with each positive transition 
of the CLOCK input. The CLOCK input must be low for the 
specified ti me preced ing and following the negative tran- 
sition of the ENABLE input. 

The first tw o bits ac cepted following the negative transi- 
tion of the ENABLE input are interpreted as address. If 
these address bits are not 1,1, no further information will 
be accepted from the DATA input s, and the internal data 
latches will not be changed when ENABLE returns high. 

If these first two bits are 1,1, then all succeeding bits are 
accepted as data, and are shift ed succes sively into the in- 
ternal shift register as long as ENABLE remains low. 

Any data bits preceding the 19th to last bit will be shifted 
out, and thus are irrelevant. Data bits are count ed as any 
bits following t wo valid a ddress bits (1,1) with the ENABLE 
low. When the ENABLE input returns high, any further 
serial data entry is inhibited. Upon this positive transition, 
the data in the internal shift register is transferred into the 
internal data latches. Note that until this time, the states 
of the internal data latches have remained unchanged. 


These data bits are interpreted as follows: 


Data Bit Position 

Data Interpretation 

Last 

Bit 19 Output (Pin 2) 

2nd to Last 

Bit 18 Output (Pin 1) 

3rd to Last 

Ref. Freq. Select Bit'^) 17 

4th to Last 

Ref. Freq. Select Bit'^> 16 

5th to Last 

AM/FM Select Bit 15 

6th to Last 

(213) " 

7th to Last 

(2^2) 

8th to Last 

(2'') 

9th to Last 

(2i0) 

10th to Last 

(29) 

11th to Last 

(2®) 

12th to Last 

(2^) 

13th to Last 

(2®) ‘ ■ 

14th to Last 

(2®) 

15th to Last 

(2^) 

16th to Last 

(2®) 

17th to Last 

(22) 

18th to Last 

(2^) 

19th to Last 

LSBof -i-N (2°) 

J 


Note 1: See Reference Frequency Select Truth Table. 

Note 2: The actual divide code Is N + 1, le., the number loaded plus 1. 
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Truth Table 


REFERENCE FREQUENCY SELECTION TRUTH TABLE 


Serial Data 

Relerence 

Frequency 

Bit 16 Bit 17 

(kHz) 

1 1 

20 

■ 1 0 

10 

0 1 

9 

0 0 

1 


Typical Application Additional appiication notes are located at the back of section 11. 

Electronically Tuned Radio Controller System; Direct Drive LED 



SWITCHED B+ 
TO RADIO 
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National 

Semiconductor 


Frequency Synthesis 


DS8614, DS8615, DS8616, DS8617 130/225 MHz Low Power 
Dual Modulus Prescalers 


General Description 


The DS8614 series products are low power dual modulus 
prescalers which divide by 20/21, 32/33, 40/41, and 64/65, 
respectively. The modulus control (MC) input selects divi- 
sion by N when at a high TTL level and division by N -i- 1 
when at a low TTL level. The clock inputs are buffered, pro- 
viding 40 mVrms input sensitivity. The two outputs provide 
the user the option to wire either a totem-pole or open- 
collector output structure. Additionally, the user can wire 
a resistor between the two output pins to minimize edge 
transition emissions. The outputs are designed to drive 
positive edge triggered PLLs. These products can be oper- 
ated from either an unregulated 6.8V to 13.5V source or 
regulated 5V±10% source. Unregulated operation is ob- 
tained by connecting Vs to the source with Vr^q open. 
Regulated operation is obtained by connecting both Vs 
and Vrsg to the supply source. 


The device can be used in phase-locked loop applications 
such as FM radio or other communications bands to pre- 
scale the input frequency down to a more usable level. A 
digital frequency display system can also be derived 
separately or in conjunction with a phase-locked loop, and 
it can extend the useful range of many inexpensive fre- 
quency counters to 225 MHz. 

Features 

■ Input frequency: 130 MHz (-4, -3); 225 MHz (-2, std) 

■ Low power: 10 mA (-4, -2); 7 mA (-3, std) 

■. Input sensitivity: 100 mVrms (-4, -3); 40 mVrms (-2, std) 

■ Pin compatible with Motorola MC12015-17 prescalers 

■ Unregulated/regulated power supply option 


Logic Diagram 


Generalized V N/N 1 



Connection Diagram 


Dual-In-Line Package 



vxEc Order Number DS8614N, DS8615N, 
DS8616N or DS8617N (-4, -3, -2) 
-INPUT See NS Package N08E 
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DS8614, DS8615, DS8616, DS8617 


Absolute Maximum Ratings (Note i) 

Vs, Unregulated Supply Voltage 15V 

Vreg. Regulated Supply Voltage 7V 

Modulus Control Input Voltage 7V 

Open-Collector Output Voltage 7V 

Operating Free AirTemperature Range - 30°Cto -i- 70°C 
StorageTemperature Range - 65“Cto -f 150”C 


Recommended Operating Conditions 


Symbol 

Parameter 

Conditions 

DS8614-4 

DS861S-4 

DS8616-4 

DS8617-4 

DS8614-3 

DS861S-3 

DS8616-3 

DS8817-3 

DS8614-2 

0S8615-2 

DS8616-2 

DS8617-2 

DS8614 

DS8615 

DS8616 

DS8617 

Units 

Min 

Max 

Min 

Max 

Min 

Max 

Min 

Max 

Vs 

Unregulated Supply Voltage 

Vreg = Open 

6.8 

13.5 

■■ 

13.5 

■■ 

13.5 


13.5 

V 

Vreg 

Regulated Supply Voltage 

Vs and Vreg Shorted 


5.5 

4.5 

5.5 

4.5 

5.5 

mm 


V 

‘max 

Toggle Frequency 

V|M = 100 mVrms 

20 

130 

20 

130 


225 


225 

MHz 

V|N 

Input Signal Amplitude 


100 

300 

100 

300 

40 

300 

40 

300 

mVrms 

VSLW 

Slew Rate 


20 


20 


20 


20 


yitiS 

'oh 

High Level Output Current 



-400 


-400 


-400 


-400 


'OL 

Low Level Output Current 





2.0 


2.0 


2.0 

mA 


DC Electrical Characteristics (Notes 2 and 3) 


Symbol 

Parameter 

Conditions 

DS6614-4 

DS861S-4 

DS8616-4 

DS8617-4 

DS8614-3 

DS8615-3 

DS8616-3 

DS8617-3 

DS8614-2 

DS8615-2 

DS8616-2 

DS8617-2 

DS8614 

DS8615 

DS8616 

DS8617 

Units 

Min 

Max 

Min 

Max 

Min 

Max 

Min 

Max 

V|H 

High Level MC Input 
Voltage 

Vs = 13.5 V, Vreg = Open 

2.0 




2,0 


2.0 



V|L 

Low Level MC Input 
Voltage 

Vreg = Vs = 4.5V 


0.8 


H 


H 


0.8 

H 

VOH 

High Level Output 
Voltage 

Iqh- ~0-4 mA, 

Pins 2 and 3 Shorted 

Vreg -2 


Vreg -2 


VrEG-2 


Vreg -2 


■ 

'CEX 

Open-Collector High 
Level Output 

Lower Output = 5.5V 


100 


100 


100 


100 

^A 

VoL 

Low Level Output 
Voltage 

Vreg = 4-5V, Iol = 2 mA 


H 

■ 




■ 

||||R|9| 

V 

m 

Max MC Input Current 

Vs = 13.5V, Vreg = Open, 
V|h = 7V 


100 


100 


100 


100 

^LA 

l|H 

High Level MC Input 
Current 

Vreg = 4.5V, V|H = 2.7V 


20 


20 


20 


20 

,.A 

l|L 

Low Level MC Input 
Current 

Vs = 13.5V, Vreg = Open, 
V|l = 0.4V 


-200 


-100 

■ 

-200 


-100 


's 

Supply Current, 
Unregulated Mode 

Vs = 13.5V, Vreg = Open 


10 


■ 

■ 

10 


7 

mA 

Ireg 

Supply Current, 
Regulated Mode 

Vs = V reg = 5.5V 


10 


■ 


10 


7 

mA 
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AC Electrical Characteristics Vcc=5v±io%,Ta= -ao'ctoyo'c 


Symbol 



Parameter 


Modulus Set-Up Time DS8614 
(Notes 4 and 5) DS8615, DS8616 


AC Input Resistance 


Input Capacitance 


Conditions 



V|iM = 100 MHz and 50 mVrms 


V|N = 100 MHz and 50 mVrms 



Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range” they are not meant to Imply that the devices should beoperated at these limits. The tableof "Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified minfmax limits apply across the - 30*C to + 70*C temperature range. 

Note 3: All currents Into device pins are shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 

Note 4: t modulus = the period of time the modulus control level must be defined prior to the positive transition of the prescaler output to ensure proper 
modulus selection. 


Notes: See Timing Diagrams. 

Timing Diagram 


OUTPUT 

WAVEFORM 


MODULUS CONTROL 
INPUT WAVEFORM 



The logic state of the modulus control input just prior to the output's rising edge will determine the modulus ratio of the device imme- 
diately following that rising edge. The pulse width difference of N and N -t- 1 operation occurs during the output = HI condition. 


Typical Applications 


. i: 


0.001 iJr 0.001 ^F 

U 


. IlN 

X' 


^ 0.001 fif 0.001 ^F 

k |5 


MC four 


Schematic Diagrams 


MC four 
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DS8614, DS8615, DS8616, DS8617 































DS8614, DS8615, DS8616, DS8617 


Application Hints 

OPERATING NOTES 

The signal source is usually capacitively coupled to the in- 
put. At higher frequencies a 0.001 input capacitor (Cl) is 

usually sufficient, with larger values used at the lower fre- 
quencies. If the input signal is likely to be interrupted, it 
may be desirable to connect a 100 kO resistor between one 
input and ground to stabilize the device. In the single- 
ended mode, it is preferable to connect the resistor to the 
unused input. In the differential mode, the resistor can be 
connected to either input. The addition of the 100 kO pull- 
down resistor causes a loss of input sensitivity, but 
prevents circuit oscillations under no signal (open circuit) 
conditions. In addition, in the single ended mode, a capac- 
itor of 0.001 nF (C2) should be connected between the 


unused input and the ground plane to provide a good high 
frequency bypass. The capacitor should be made larger 
for lower frequencies. . 

The input waveform may be sinusoidal, but below about 
20 M Hz the operation of the circuit becomes dependent on 
the slew rate of the input rather than amplitude. A square 
wave input with a slew rate of greater than 20yins will per- 
mit correct operation down to lower frequencies, provided 
the proper input coupling capacitor is provided. 

For regulated mode operation connect Vs to Vreg to en- 
sure proper operation (see Typical Application diagram). 
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National Frequency Synthesis 

Semiconductor 

DS8626 120 MHz Divide-by-40 Prescaler 
DS8629 120 MHz Divide-by-100 Prescaler 

General Description Features 

The DS8626 and DS8629 are fixed ratio counters ■ High frequency, dc— 120 MHz— small input amplitude 


General Description 

The DS8626 and DS8629 are fixed ratio counters 
combining ECL and Low Power Schottky technology on 
a single monolithic substrate. Both provide high fre- 
quency capability and TTL compatibility. A single 
5.2V ±10% supply is needed. 

The device can be operated in a single-ended or differen- 
tial input mode, with the signal source typically capa- 
citively coupled to the input. An input amplifier is 
included to allow use of extremely small amplitude, 
high frequency signals. The output of the device is a 
square wave of frequency foUT ^ f|N/100 for the 
DS8629 and foUT = f|N/40 for the DS8626. The output 
is standard Low Power Schottky. 


Logic and Connection Diagrams 


■ Sine wave input 30 MHz < f||\] < 120 MHz 

■ TTL compatible output 

■ May be used with TTL input 

■ Single supply operation 5.2V ±10% 

■ Single ended or differential input modes 

■ Positive or negative-edge triggered 

■ Count down sequence avoids broadcast FM IF 
harmonics 



N = 2 DS8626 
N = S DS8629 


□ual-ln-Line Package 


CND 1 « 

(ECL/BUFFER) 



VcQ, (ECL/BUFFER) 


INPUT 

(NEGATIVEEDGETRIGGERED) 


INPUT 

(POSITIVE-EDGE TRIGGERED) 


TOP VIEW 

Order Number DS8626N or DS8629N 
See NS Package N08A 


Typical Applications 

High Frequency— Single-Ended Input 



TTL Input-dc < f|fj < f(y|AX 

4.75 < Vqc < 5.25V 


OS8629 2 

5 3 4 


7TERM Is termination impedance 
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DS8626, DS8629 


Absolute Maximum Ratings (Note 1) 


Supply Voltage 7V 

Input Voltage 5V 

Output Voltage 5.5V 

Storage T emperature Range -65° C to +1 50° C 

Lead Temperature (Soldering, 10 seconds) 300° C 


Electrical Characteristics (Notes 2 and 3) 


PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

V|N1(p-p) 

Input Voltage (Peak-To- 

Single-Ended @ 120 MHz 

200 


1000 

mV 


Peak) 







Q. 

CM 

z 

> 

Input Voltage (Peak-To- 

Differential @120 MHz 

100 


1000 

mV 


Peak) 







^SINE 

Input Frequency with 

V||\| = 600 mVp-p 

30 


120 

MHz 


Sine Wave 







fTTL 

Input Frequency with TTL 
Input 


0 


120 

MHz 

dv 

Minimum Slew Rate of 

V||\| = 600 mVp-p 



100 

V//is ■ 


Square Wave Input 







VOH 

Logical "1" Output Voltage 

Vqc = Min, Iqh = ~10/jA 

2.9 



V 



Vcc “ Min, Iqh ~ “400 mA 

2.4 



V 



Vcc = Min, Iqh = "1 -6 mA 

2.0 



V 

lOS 

Output Short-Circuit 
Current 

Vcc “ Max 

-10 


-40 

mA 

VOL 

Logical “O" Output 

Vcc “ Min 

Iql = 8 mA DS8629 



0.5 

V 


Voltage 


Iql = 1 mA DS8626 



0.4 

V 

icc 

Supply Current 

Vcc “ Max 

DS8629 


90 

135 

mA 




DS8626 


80 

125 

mA 

Z|N 

Input Impedance 

V||M = 0.1 Vp.pto 1 Vp.p 
Freq. = 120 MHz 

100 

200 

350 

n 


Note 1 : "Absolute Maximum Ratings" are those values beyond which the safety of the device cannot be guaranteed. They are not meant to impiy 
that the device should be operated at these limits. The table of "Electrical Characteristics" provides conditions for actual device operation. 

Note 2: Uniess otherwise specified, min/max iimits apply across the 0°C to 70°C range for the DS8629 and DS8626. All typical values are for 

T/^ = 25°C and Vqq = 5.2V. 

Note 3: All currents into device pins shown as positive, out of device pins negative, all voltage referenced to ground unless otherwise noted. All 
values shown as max or min on absolute value basis. 


Operating Conditions 



MIN 

MAX 

UNITS 

Supply Voltage (Vcc) 

4.68 

5.72 

V 

Temperature (T/^) 

0 

+70 

°C 
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Application Hints 


OPERATING NOTES 


Two ground and two Vcc connections are provided 
separating the ECL and buffer/amplifier stages from the 
TTL section, isolating the noise transients inherent in 
the TTL structure. In most cases, shorting the two 
grounds externally to a good ground plane and the 
Vcc's fo a wide Vqc bus will provide sufficient isola- 
tion. All components used in the circuit layout should 
be suitable for the frequencies involved and leads should 
be kept short to minimize stray inductance. A well 
by-passed. voltage source should be used. 

The signal source is usually capacitively coupled to the 
input.' At higher frequencies a 0.01 fiF input capacitor 
(Cl) is usually sufficient, with larger values used at the 
lower frequencies. If the input signal is likely to be 
interrupted, it may be desirable to connect a 100 k^^ 
resistor between one input and ground to stabilize the 
device. In the single-ended mode, it is preferable to 
connect the resistor to the unused input. In the differen- 
tial mode, the resistor can be connected to either input. 
The addition of the 100 kf2 pull-down resistor causes a 
loss of input sensitivity, but prevents circuit oscillations 
under no signal (open circuit) conditions. In addition, 
in the single ended mode, a capacitor of 0.0^ fiF (C2) 


should be connected between the unused input and 
the ground plane to provide a good high frequency 
bypass. The capacitor should be made larger for lower 
frequencies. 

The input waveform may be sinusoidal, but below about 
30 MHz the operation of the circuit becomes dependent 
on the slew rate of the input rather than amplitude. 
A square wave input with a slew rate of greater than 
100 y/ns will permit correct operation down to lower 
frequencies, provided the proper input coupling capaci- 
tor is provided. If it is desired to use a TTL input signal 
source, the unused input should have a 10 kfi resistor 
added to ground and the input coupling capacitor should 
be eliminated with the TTL source dc coupled to the 
input. 

The device can be used in phase-locked loop applications 
such as FM radio or other communications bands to 
prescale the input frequency down to a more usable 
level. A digital frequency display system can also be 
derived separately or in conjunction with a phase-locked 
loop, and it can extend the useful range of many inex- 
pensive frequency counters to 160 MHz (typically). 


Input Configuration 


Output Configuration 


PIN? I 
INPUT I 


I PIN 6 

I INPUT (POSITIVE-EDGE TRIGGERED) 
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DS8627, DS8628 


National 

Semiconductor 


Frequency Synthesis 


DS8627, DS8628 130/225 MHz Low Power Prescalers 


General Description 


The DS8627 and DS8628 are low power fixed ratio pre- 
scalers which divide by 24 and 20, respectively. The inputs 
can be driven either single or double-ended and they are 
buffered, providing 40/100 mVrms input sensitivity. The 
output provided is open-col iector and is capable of inter- 
facing with TTL and CMOS. 

The device can be used in phase-iocked loop applications 
such as FM radio or other communications bands to pre- 
scaie the input frequency down to a more usable level. A 
digital frequency display system can also be derived 


separately or in conjunction with a phase-locked loop, and 
it can extend the useful range of many inexpensive fre- 
quency counters to 225 MHz. 


Features 

■ Input frequency: 130 MHz (-4, -3); 225 MHz (-2, std) 

■ Low power: 10 mA (-4, -2); 7 mA (-3, std) 

■ Input sensitivity: 100 mVrms (-4, -3); 40 mVrms (-2, std) 



TOP VIEW 

Order Number DS8627N or DS8628N (-4, -3, -2) 
See NS Package N08E 


11-30 











Absolute Maximum Ratings (Note i) 

Vcc Supply Voltage 7V 

V|N Input Voltage <Vcc 

Open-Collector Output Voltage 7V 

Operating Free AIrTemperature Range -30°Cto -t-70°C 
! Storage Temperature Range -65°Cto -t- 150°C 


Recommended Operating Conditions 


Symbol 

Parameter 

Conditions 

DS8627-4 

DS8628-4 

DS8627-3 

DS8628-3 

DS8627-2 

DS8628-2 

DS8627 

DS8628 

Units 




Min 

Max 

Min 

Max 

Min 

Max 

Min 

Max 


Vcc 

Supply Voltage 


11^1 

5.5 

19 

5.5 

1^1 

5.5 

1^9 

5.5 

V 

^MAX 

Toggle Frequency 

V|N = 100 mVrms 

20 

130 

20 

130 

20 

225 

20 

225 

MHz 

V,N 

Input Signal Amplitude 


100 

300 

100 

300 

40 

300 

40 

300 

mVrms 

VsLW 

Slew Rate 


20 


20 


20 


20 


V//rS 

•oL 

Low Level Output Current 



3 

I 

3 



1 

3 

mA 


DC Electrical Characteristics (Notes 2 and 3) 


Symbol 

Parameter 

Conditions 

DS8627-4 

DS8628-4 

DS8627-3 

DS8628-3 

DS8627-2 

DS8628-2 

DS8627 

DS8628 

Units 




Min 

Max 

Min 

Max 

Min 

Max 

Min 

Max 


•CEX 

Open-Collector High Level Output 

Output = 5.5V 


100 


100 


100 


100 

aA 

VoL 

Low Level Output Voltage 

Vcc = 4.5V, 
Iol = 3 mA 


0.4 


0.4 


0.4 


0.4 

V 

•cc 

Supply Current 

Vcc = 5.5V 


10 


7 


10 


7 

mA 


AC Electrical Characteristics Vcc=5v±io%,ta= -3o°cto7o°c 


Symbol 

Parameter 

Conditions 

Min 

Max 



AC Input Resistance 


1.0 


kfi 


Input Capacitance 

3 

10 

PF 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range" they are not meant to imply that the devices should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified mln/max limits apply across the - 30'C to + 70'G temperature range. 

Note 3: All currents Into device pins are shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 
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DS8627, DS8628 


Application Hints 

OPERATING NOTES 

The signal source is usually capacitively coupled to the in- 
put. At higher frequencies a 0.001 nF input capacitor is 
usually sufficient, with larger values used at the lower fre- 
quencies. If the input signal is likely to be interrupted, it 
may be desirable to connect a 100 kO resistor between one 
input and ground to stabilize the device. In the single- 
ended mode, it is preferable to connect the resistor to the 
unused input. In the differential mode, the resistor can be 
connected to either input. The addition of the 100 kO pull- 
down resistor causes a loss of input sensitivity, but 
prevents circuit oscillations under no signal (open circuit) 


conditions. In addition, in the single ended mode, a capac- 
itor of 0.001 nF should be connected between the unused 
input and the ground plane to provide a good high fre- 
quency bypass. The capacitor should be made larger for 
lower frequencies. ■ 

The input waveform may be sinusoidal, but below about 
20 MHz the operation of the circuit becomes dependent on 
the slew rate of the input rather than amplitude. A square 
wave input with a slew rate of greater than 20V/^s will per- 
mit correct operation down to lower frequencies, provided 
the proper input coupling capacitor is provided. 


Schematic Diagrams 



Typical Application 
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National 

Semiconductor 


Frequency Synthesis 

PRELIMINARY 


DS8621 275 MHz/1.2 GHz VHF/UHF Prescaler 


General Description 

The DS8621 is a levy power, high speed prescaler intended for 
use in frequency synthesized television tuners. The device 
performs division by 64 from the VHF input and division by 
256 from the UHF input. The VHF and UHF inputs are buf- 
fered providing 50 mVrms sensitivity at frequencies in excess 
of 275 MHz and 1.2 GHz respectively. (The VHF and UHF input 
signals can be applied either single or double-ended.) The 
TTL compatible bandswitch (BSW) input selects the VHF in- 
puts when at a low level and the UHF inputs when at a high 
level. The outputs are complementary ECL structures which 
have controlled edge-transition rates to minimize spurious 
harmonic emissions. The device operates from a 5V ± 10% 
supply source. Vcc 2 and GND 2 POwer the VHFand UHF input 
stages while Vcci and GNO^ power the remainder of the cir- 
cuit, thus limiting internal feedback. 


Features 

■ Broadband operation 

■ High sensitivity 

■ Separate VHF and UHF Inputs 

■ Low power 

■ Pin compatible with RCA (CA3179) and Motorola 
(MC12071) 


Logic Diagram 


VCC2 


Vcci 


UHF 

INPUTS 


VHF 

INPUTS 


^ 



GND2 


GNOi 


OUTPUTS 


Connection Diagram 

Dual-ln-Line Package 



Logic Truth Table 


BSW 

Input 

Mode 

Modulus 

0 

1 

VHF 

UHF 

64 

256 


Order Number DS8621N 
See NS Package N14A 



TOP VIEW 
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DS8621 


Absolute Maximum Ratings (Note i) 

Vcci, Supply Voltage 7V 

Vcc 2 . Supply Voltage 7V 

InputVoltage 7V 

Operating Free AirTemperature Range -30°Cto +70°C 
Storage Temperature Range - 65°C to + ISO^C 


Recommended Operating Conditions 


Symbol 


Supply Voltages 
Vcci 
Vcc2 


Toggle Frequency 
VHF 
UHF 


Input Signal 
Sensitivity 
VHF 
UHF 


Input Slew Rate 
VHF 
UHF 


High Level 
Output Current 


Low Level 
Output Current 


Conditions 


V|N = 100 mVrms 


80 MHz-275 MHz 
80 MHz-450 MHz 
450 MHz-1200 MHz 



-300 

IX fK 

300 

/tA 



DC Electrical Characteristics (Notes 2 and 3) 



Parameter 

Conditions 

High Level BSW Input Voltage 

Vcc = 5.5V 

Low Level BSW Input Voltage 

Vcc = 4.5V 

Max High Level BSW Input 
Current 

Vcc = 4.^5V 
V,h = 7V 

High Level BSW Input Current 

Vcc = 4.5V 
V,h = 2.7V 

Low Level BSW Input Current 

Vcc = 5.5V 
V|l=0.4V 

Output Voltage Range 

Refer to Output Load Diagram 

Supply Current 

Vcc = 5.5V 



Max 

Units 


V 

0.8 

V 

100 

liA 

20 

ixA 

-100 

IxA 

1.6 

Vp-p 

32.0 

mA 


AC Electrical Characteristics Vcc=5v±io%,ta= -3o°cto +7o°c 


Parameter 

Conditions 

Min 

Max 

Units 

Output Rise/Fall Time 

Refer to Output Load Diagram 

40 

110 

ns 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature 
Range” they are not meant to imply that the devices should be operated at these limits. The tableof “Electrical Characteristics" provides conditions for actuai 
device operation. 

Note 2: Unless otherwise specified min/max limits apply across the -30’Cto +70°C temperature range. , 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 
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Typical Input/Output Schematics 


Bandswitch Buffer Output Buffer 


Vcci 



VCC2 



UHF/VHF Input Buffers 

INPUT 1 INPUT 2 



Output Load Diagram 

5V 
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National Frequency Synthesis 

Semiconductor preliminary 

DS8622 500 MHz/1.2 GHz Dual Modulus VHF/UHF Prescaler 

General Description 

The DS8622 is a low power broadband dual modulus pre- sible Operating Conditions. The outputs are internally 
scaler intended for use in frequency synthesized television edge-transition controlled to minimize spurious harmonic 
tuners. The device features separate VHF and UHF buffered emissions. The device operates from a standard 5V ±10% 
inputs, VHF input division by 126or128, UHF input division by supply source. Vcc 2 and GND 2 power the VHF and UHF in- 
252 or 256, TTL compatible bandswitch and modulus control put stages, and Vqq^ andGNDi power the remainder of the 
inputs, complementary ECL outputs, and 5V operation. circuit, thus limiting internal feedback. 

Features 

■ Broadband operation 

■ Increased frequency resolution 

■ High input sensitivity 

■ Separate VHF and UHF inputs 

■ Low power 


The VHF and UHF inputs cover a frequency range from 
80 MHz to 1200 MHz and can be driven either single or 
double-ended. The bandswitch (BSW) input selects the 
VHF inputs when at a low level and the UHF inputs when at 
a high level. The modulus control (MC) Input selects 
division by 126 or 252 when at a high ievei and division by 
128 or 256 when at a iow Ievei. The dual modulus feature of 
this prescaler can provide frequency resolution steps of 
3.9 kHz, 7.8 kHz, or 15.6 kHz as.shown in the tabie of Pos- 




Connection Diagram 


DuaMn-Line Package 



TOP VIEW 


Logic Truth Table 


BSW 

MC 

Input 

Mode 

Modulus 

0 

0 

VHF 

128 

0 

1 

VHF 

126 

1 

0 

UHF 

256 

1 , 

1 

UHF 

252 


Order Number DS8622N 
See NS Package N14A 
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Absolute Maximum Ratings (Note i) 

Vcci. Supply Voltage 7V 

Vcc 2 . Supply Voltage 7V 

BSW.MC Input Voltage 7V 

Recommended Operating Conditions 


Operating Free AIrTemperature Range -30°Cto +70'C 
Storage Temperature Range -65'Cto + 150“C 


Symbol 

Parameter 

Conditions 

Min 

Max 

• Units 


Supply Voltages 






Vcci 



5.5 

V 


Vcc2 



5.5 

V 

^MAX 

Toggle Frequency 






VHF 

V|N = 100mVrms 


550 

MHz 


UHF 



1200 

MHz 

V|N 

Input Signal 
Sensitivity 






VHF 

80 MHz-550 MHz 

50 

500 

mVrms 


UHF 

80 MHz-550 MHz 

100 

500 

mVrms 



550 MHz-1200 MHz 

50 

500 

mVrms 


input Slew Rate 


■mum 




VHF 






UHF 




V/^s 

•oh 

High Level 
Output Current 



-300 

/^A 

Iql 

Low Level 
Output Current 



300 

mA 


DC Electricai Characteristics (Notes 2 and 3) 


Symbol 


Parameter 


Conditions 


Min 


Max 


Units 


V|H 


High Level Input Voltage (Note 4) 


Vcc = 5.5V 


2.0 


V|L 


Low Level Input Voltage (Note 4) 


Vcc = 4.5V 


0.8 


Max Input Current (Note 4) 


Vcc = 4.5V 

V|h = 7V 


100 




High Level Input Current (Note 4) 


Vcc = 4.5V 
V|h = 2.7V 


20 




Low Level Input Current (Note 4) 


Vcc=5.5V 
V|l = 0.4V 


-100 




Output Voltage Range 


Refer to Output Load Diagram 


0.75 


1.6 


Vp-p 


Icc 


Supply Current 


32.0 


mA 


AC Eiectricai Characteristics Vcc=5v±io%,Ta= -3o°cto +7o°c 


Symbol 


Parameter 


Conditions 


Min 


Max 


Units 


MODULUS 


Modulus Set-Up Time 
(Note 5) 


65 


tsEL 


BSW Select Time 


20 


fiS 


Output Rise/Fall Time 


Refer to Output Load Diagram 


40 


110 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature 
Range” they are not meant to imply that the devices should be operated at these limits. The tabie of “Eiectricai Characteristics” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified min/max iimits apply across the -30°Cto +70°C temperature range. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. V 

Note 4: Applies to BSW and MC inputs. 

Note 5; t MODULUS = the period of time the modulus control level must be defined prior to the positive transition of the prescale output to ensure proper 
modulus selection. 
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DS8622 


typical Input/Output Schematics 

Modulus Control Buffer Bandswitch Buffer 




UHF/VHF Input Buffers 


INPUT 1 INPUT 2 



GND2 


Output Load Diagram 



* Includes capacitance ot probes. 


Output Buffer 


Vcci 



GNDi 


POSSIBLE OPERATING CONDITIONS 


Reference 

Frequency 

(kHz) 

Mode 

Frequency 

Resolution 

(kHz) 

Min Lock 
Frequency* 
(MHz) 


VHF 

31.25 

124.03125 


UHF 

62.5 

248.0625 


VHF 

15.625 

62.015625 


UHF 

31.25 

124.03125 


VHF 

7.8125 

31.0078 


UHF 

15.625 

62.015625 


* Frequencies obtainable using minimum continuous N code. 
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Timing Diagram 


(VHF) + 126 (VHF)4-128 (VHF)-126 
(UHF)-i-252 (UHF)-i-256 (UHF) + 252 



The modulus control Input level is sensed Immediately prior to the output iow-to-high level transition. The prescaler's modulus value 
will respond to the change In the modulus control input level immediately alter that same output Iow-to-high level transition. 
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I. System Concepts 

INTRODUCTION 

Digital tuning systems are fast replacing the conventional 
mechanical systems in AM/FM and television receivers. 
The desirability of the digital approach is mainly due to the 
following features: 

• Precise tuning of station frequencies 

• Exact digital frequency display 

• Keyboard entry of desired frequency 

• Virtually unlimited station memory 

• Up/down scanning through the band 

• Station “search” (stop on next active station) 

• Power on to the last station 

• Easy option for time-of-day clock 

In addition, recent developments in large scale integrated 
circuit technology and new varactor diodes for the AM 
band have made the cost-benefit picture for digital tuning 
very attractive. System partitioning is extremely important 
in optimizing this cost-benefit picture, as wiii be discussed. 


SYSTEM DESCRIPTION 

A simplified block diagram of a typical digitally tuned re- 
ceiver is shown in Figure 1. Notice this receiver could be 
one for AM, FM, marine radio, or television; it makes no dif- 
ference. The frequency synthesizer block generates the 
local oscillator frequency for the receiver, just as a conven- 
tional mechanical tuner would. However, the phase- 
locked-loop (PLL) acts as an integral frequency multiplier 
of an accurate crystal controlled reference frequency 
while the mechanical type provides a continuously vari- 
able frequency output with no reference. Some method of 
controlling the value of the multiplier for channel tuning 
must be provided. The other RF, IF, and audio/video cir- 
cuitry will be the same as in the mechanical tuning 
method. 

There are many different ways to partition the frequency 
synthesizer system to perform the digital tuning function. 



FIGURE 1. Block Diagram of a Digitally Tuned Receiver 


COPS^^ is a trademark of National Semiconductor Corp. 
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PROGRAMMABLE CONTROLLER FUNCTION 

The most cost-effective application of different 1C process 
technologies is shown in Figure 2. The controller is 
separate from the PLL. The controller can be as simple as 
a mask programmable microcontroller* or as complicated 
as a high-powered microprocessor system. It can be done 
most economically with NMOS technology because of the 
logic density possible and the small sizeof the RAM/ROM 
memory cells. It could also be CMOS for extremely low 
power consumption in standby mode. 

BASIC PHASE-LOCKED-LOOP FUNCTION 

The DS8906/7/8 series of PLLs utilize a dual-modulus fre- 
quency synthesis technique. The reasons for this and the 
PLL itself will now be discussed. 

Figure 3 is a diagram of the most simple phase-locked- 
loop. A particular reference frequency is generated by a 
crystal oscillator and some fixed divider, and this goes 

*Such as National’s COPS^*^ family. 


into one side of a digital phase comparator. A voltage con- 
trolled oscillator (VCO) feeds directly into the other input 
of the phase comparator. The output of the phase compar- 
ator is an error signal which is filtered and fed back to the 
VCO as a DC control voltage. 

In lock, the phase error must be zero, so fiN equals fpEp- 
This system provides only one output frequency, that 
being equal to the reference frequency. 

Figure 4 is basically the same but now a programmable 
divide-by-N counter is between the VCO and the phase 
comparator. The input to the phase comparator (f|fg) now 
becomes the output frequency of the VCO (four) divided by 
N, where N is the division code loaded into the program- 
mable counter. This means fouT^N must equal fREP- Thus, 
the VCO output frequency becomes N x f rep, and four can 
now be changed in integral steps of fpEp by merely chang- 
ing N. 


j” KEYBOARD 


n" FREQUENCY T F" TIME OF DAY 


FREQUENCY 
I OISPUY I 

*"nTn“* 

,_UJLU_ 

I OISPUY I 


PROGRAMMABLE 

CONTROLLER 


! ON/OFF , 

1 AURM I 

j^CIRCUITRY J 


1 
I 
I 
I 
I 

I 

STATION 

DETECT 




r~ TIME OF OAY "1 

I OISPUY I 

*-nTn-* 
_u J-U_ 

I OISPUY I 

I CONTROLLER ■ 

— xr 


FREQUENCY 

SYNTHESIZER 

BLOCK 

(PLL. LPF, VCO) 


TUNER 


FIGURE 2. System Block Diagram 



TL/F/5269-3 


FIGURE 3. Basic Phase-Locked-Loop 




TL/F/5269-4 


hN = fpEF 


. ’out 
’in = -n- 


’OUT , 

— ='REF 

fOUT=Nx’REF“*’STEP = ’REF 


FIGURE 4. Basic PLL Frequency Synthesizer 
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In applications where the output frequency desired ex- 
ceeds the maximum clock frequency of available pro- 
grammable dividers, a common soiution is to add a pre- 
scaler preceding the programmable divider, as shown in 
Figure 5. In this case four = N (M x f ref) and so the output 
frequency step size becomes MxfREF- So, whiie this 
technique aliows higher frequency operation, it does so at 
the expense of either increased channel spacing for a 
given reference frequency, or decreased reference fre- 
quency if a specific channei spacing is required. This 
latter limitation is often undesirable as it can cause in- 
creased lock-on time, decreased scanning rates, and side- 
bands at undesirable frequencies. 


Figure 6 shows the basic dual-modulus scheme. Here, a 
dual-modulus prescaler Is substituted for the fixed pre- 
scaler and the modulus Is controlled by programmable 
counters. The advantage to this approach is that the step 
size is again equal to the reference frequency while the 
prescaling still allows the programmable counters to 
operate at lower frequencies. As In the fixed prescale tech- 
nique, only the prescaler needs to be high speed. The 
DS8906/7/8 prescale by 7/8 for AM and In a similar fashion 
by 63/64 in FM. 



TL/F/5269-5 


*IN = *REF 



*OUT = {NxM)fREF 

four = N (M X f ref)-* tSTEP = M x f ref 


FIGURE 5. PLL Frequency Synthesizer with Fixed Prescaler 



TUF/5269-6 


FIGURE 6. Basic Dual-Modulus Frequency Synthesizer 
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II. Application Hints 


VOLTAGE CONTROLLED OSCILLATORS 

In all radio and television applications, the voitage con- 
trolled oscillator (VCO) is a varactor tuned, LC type of cir- 
cuit. The LC circuit is used over the various RC current 
controlled circuits because of their superior noise charac- 
teristics. Figure 7 shows a collection of popular VCOs 
used in radio and television tuners. The AM VCO is a 
Hartley design chosen for wide tuning range. Commonly 
used varactors will show a capacitance change of 350 pF 
at IV to 20 pF at 8V, which if used in a iow capacitance 
osciliator circuit, can produce a tuning range approaching 
3 to 1. 


In the higher frequency ranges, above 50 MHz, Coipitts 
oscillators are used because stray circuit capacitance wili 
be in paraiiel with desired feedback capacitance and not 
cause undesirable spurious resonances that might occur 
with the tapped coii Hartley design. The FM VCO shown is 
a grounded base design with feedback from collector to 
emitter. A UHF television oscillator is also shown. It too is 
a grounded base oscillator, but using a transmission line 
as the resonant element instead of a coil. The transmis- 
sion line and tuning capacitors are arranged in tt network 
which offers improved noise characteristics over a paral- 
lel tuned circuit.This circuit wiil tune over almost an octave. 


Hartley Oscillator 


SV321 
20 pF-30Q pF 


100k 

0.002 0.02 



50 kHz- 15 MHz VCO 
Tuning range = 3;1 


Coipitts Oscillator 


Coipitts Oscillator 


TUNING 
B+ VOLTAGE 


BB609 
3 pF-20 pF 


^T^OOO pF 


i 1 10 00 pF L 


IT I 



470 

390 > 4 



► 

> 

' TUNED LINE 

H \ 

22 pF 


I ? 

150 pF.^TN. < 

>560 

»3.9k _L I 

n7-5pF 


50 MHz -300 MHz VCO 
Tuning range = 2;1 


500 MHz -1000 MHz VCO 
Tuning range= 1.8:1 


FIGURE 7. Typical VCO Circuits (Typical Values Shown) 
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PLL LOOP FILTER CALCULATIONS 

Andrzej Przedpelski, in two articles published in Elec- 
tronic Design (#19, Sept. 13, 1978 and #10, May 10, 1978) 
explains how to calculate the three time constants associ- 
ated with a third order type 2 loop which is typically used 
with the DS8906/7/8 series. Figure 8 explains his method 
and shows a sample calculation. His articles illustrate 
how to calculate three time constants, and plot open loop 
gain and phase, and closed loop noise response. 

It should be noted that VCO gain, Ky, is in terms of radians 
per second per volt, and phase detector gain, Kq, is in 
terms of amps per radian. The phase detector gain for the 
DS8906/7/8 series is ± Iqut divided by Air. 

Figure 9 illustrates an example calculation of time con- 
stants, and a plot of open loop gain and phase based on 
the preceding analysis. 


REFERENCES 

1. Manassewitsch V., "Frequency Synthesizers" (Wiley, 
New York, 1976) 

2. Rohde, A. L, "Digital PLL Frequency Synthesizers" 
(Prentice Hall, Englewood Cliffs, 1983) 

3. Egan, W.F., "Frequency Synthesis By Phase Lock" 
(Wiley, New York, 1981) 



REFERENCE 


T1 = R1C1 
T2 = R1C2 


9y 1 + ST1 
io“SC1 (1+ST2) 



KpKy / -CJqT1-1 \ 

No)o2 ,\woT2 + 1 / 
where 6 = desired phase margin 
0JO= loop natural frequency 
> closed loop bandwidth 

Note; DS8908 op amp requires C3»1000 pF for compensation. 


FIGURE 8. Third Order lype 2 Loop 



FIGURE 9. Example of Gain and Phase Calculation 
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DUAL-MODULUS COUNTING RANGE LIMITATIONS 


The last equation is in the final form used internally by the 




DS8906/7/8. The equation indicates that, if N is loaded 

• Minimum count iimitations 



into the device, it will solve for N + 1. 

• Maximum count limitations 







The minimum continuous N modulus (code) the equation 

The DS8906/7/8 series PLLs utilize a dual-modulus count- 


dictates should occur when A = B. B maximum = 63 im- 

ing scheme internally based on a 63/64 prescale modulus 


plies 

A = 62, B = 63 should be an illegal N-i-1 code 

in FM mode in order that all of the U.S. FM frequency 


(N-i-1 

= 3969). However, because this is just inside the 

assignments could be reached using a 25 kHz reference. 


lower FM band limits, extra circuitry was added to enable 

The counter modulus N = 64A-f B where B is the 6 least 


this particular code’s operation. The actual minimum 

significant bits of N and A is the 7th and greater signifi- 


N -1- 1 code for these PLLs thus becomes the case when 

cant bits of N. 



A = 61 

, B = 61, N + 1 minimum = 3907. There are legitimate 




N -f 1 codes below this 3907 value, however, they are not 

, N = 64A-t-B 



continuous, (i.e., Starting at 3907 and counting down, one 

N = 64A-^63-B(B = 63-B) 



additional code is in error every 63 codes. Thereafter, 

1 + N = 64A-h63-i- 1 -64B-f63B 



these erroneous codes are the cases where A < B.) The se- 

1-hN = 64(A + 1-B)-i-63B 



quence of illegal codes is shown in Figure 10. 

Loaded Value 
of N 

A 

B 

Status 

Actual Locked 
N -f 1 Value 

3906 

61 

61 

OK 

3907 

3905 

61 

62 

illegal 

3907 

3904 

61 

63 

illegal 

3907 

3903 

60 

0 

OK 

3904 

• 

. • 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

3843 

60 

60 

OK 

3844 

3842 

60 

61 

illegal 

3844 

3841 

60 

62 

illegal 

3844 

3840 

60 

63 

illegal 

3844 

3839 

59 

0 

OK 

3840 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

3780 

59 

59 

OK 

3781 

3779 

59 

60 

illegal 

3781 

3778 

59 

61 

illegal 

3781 

3777 

59 

62 

illegal 

3781 

3776 

59 

63 

illegal 

3781 

3775 

58 

0 

OK 

3776 


• 

• 

. . • 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

3717 

58 

58 

OK 

3718 

3716 

58 

59 

illegal 

3718 

3715 

58 

59 

illegal 

3718 

3714 

58 

60 

illegal 

3718 

3713 

58 

61 

illegal 

3718 

3712 

58 

63 

illegal 

3718 

3711 

57 

0 ^ 

OK 

3712 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 





TL/F/5269-12 

FIGURE 10. FM Mode Dual-Modulus Counting Below the Minimum Continuous N Code of 3906 
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Maximum code limits for these dual-modulus PLLs are PLL Loop Bandwidth 300Hz 

determined by the N code bit length. The DS8906 and Reference Frequency Sidebands >60 dB 

DS8908 have a 14-bit N counter allowing 16,383 counts. Signal-to-Noise Ratio 

The DS8907 has a 13-bit N node length, allowing a maxi- AM: 30% modulation >50dB 

mum N count of 8,191. See F/gure 77 for table operating FM- 22.5 kHz deviation >55dB 

ranges of the DS8906, DS8907 and DS8908 PLLs. o ■* Li o u n he 

“ ’ Switching Speed (one channel) <1.5 ms 

CONCLUSION 


The major application for the DS8906/7/8 PLLs are syn- 
thesizers for AM-FM radios, and have been widely ac- 
cepted in the marketplace. Figure 12 shows the block 
diagram of such a radio. In this application the following 
performance relating to the PLL tuning system is realized. 


Product 

Input 

Ref 

(Hz) 

(in (Hz) 1 

Min* 

Max 

DS8906 . 

AM 

500 

24.5k 

8.1 93M 

FM 

12.5k 

48.8375M 

120M 

DS8907 

AM 

10k 

490k 

15M 

FM 

25k 

97.675M 

120M 

DS8908 

AM 

Ik 

49k 

15M 

9k 

441k 

15M 

10k 

490k 

15M 

20k 

980k 

15M 

FM 

Ik 

3.907M 

15M 

9k 

35.163M 

120M 

10k 

39.07M 

120M 

20k 

78.14M 

120M 


TUF/SM9-13 


‘The minimum frequency shown is obtained when the minimum con- 
tinuous N code Is utilized and It assumes the edge rates >20V//iS. 

FIGURE 11. Product Operating Frequency Range 



TUF/5269-14 


FIGURE 12. AM-FM Digitally Tuned Radio System 
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S National Semiconductor 


Interface Cross Reference Guide 


Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

AMD 

AM26LS30DC 

DS3691J 


AM26LS30PC 

DS3691N 


AM26LS31DC 

DS26LS31CJ 


AM26LS31PC 

DS26LS31CN 


AM26LS32DC 

DS26LS32ACJ 

DS26LS32CJ 

AM26LS32PC 

DS26LS32ACN 

DS26LS32CN 

AM26LS33DC 

DS26LS33ACJ 

DS26LS33CJ 

AM26LS33PC 

DS26LS33ACN 

DS26LS33CN 

AM26S10DC 

DS26S10J 


AM26S10PC 

DS26S10N 


AM26S11DC 

DS26S11J 


AM26S11PC 

DS26S11N 


AM26S12DC 


DS8838J 

AM26S12PC 


DS8838N 

. AM2965DC 


DP84240J 

’ AM2965PC 


DP84240N 

AM2966DC 


DP84244J 

AM2966PC 


DP84244N 

N8T26AB 

DS8T26AN 


N8T26AF 

DS8T26AJ 


N8T28F 

DS8T28J 


N8T28N 

DS8T28N 


D8212 

DP8212J 


P8212 

DP8212N 


D8216 

DP8216J 


P8216 

DP8216N 


D8224 

DP8224J 


AM8224PC 

DP8224N 


D8226 

DP8226J 


P8226 

DP8226N 


AM8228PC 

DP8228N 


D8228 

DP8228J 


AM8238PC 

DP8238N 


D8238 

DP8238J 


DP8303J 

DP8303J 


DP8303N 

DP8303N 


DP8304BJ 

DP8304BJ 


DP8304BN 

DP8304BN 


DP8307J 

DP8307J 


DP8307N 

DP8307N 


DP8308J 

DP8308J 


DP8308N 

DP8308N 


DS8838J 

DS8838J 


DS8838N 

DS8838N 



The manufacturer’s most current data sheets take precedence over this guide. 
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FAIRCHILD NATIONAL’S INTERFACE 


Interface Cross Reference Guide 

^ , National’s National’s 

Direct Closest 

^ Replacement Replacement 

(Continued) 

Device 

Designation 

2 National Semiconductor 

National’s National’s 

Direct Closest 

Replacement Replacement 

FAIRCHILD 


/iA1488DC 

DS1488J 


9636ARC 


DS3691J 

/iA1488PC 

DS1488N 


9636ATC 


DS3691N 

/jA1489ADC 

DS1489AJ 


9637ARC 


DS3486J 

/iA1489APC 

DS1489AN 


9637ATC 


DS3486N 

,jA1489DC 

DS1489J 


9640DC 

DS26S10J 


#iA1489PC 

DS1489N 


9640PC 

DS26S10N 


/iA3680DC 

DS3680J 


9643PC 


DS75322N 

^iA3680PC 

DS3680N 


9643TC 


DS75322N 

75107ADC 

DS75107J 


9645DC 


DS3245J 

75107APC 

DS75107N 


9645PC 


DS3245N ' 

75107BDC 


DS75107J 




75107BPC 


DS75107N 




75108ADC 

DS75108J 





75108APC 

DS75108N 





75108BDC 


DS75108J 




75108BPC 


DS75108N 




75150RC 

DS75150J-8 





75150TC 

DS75150N 





75154DC 

DS75154J 





75154PC 

DS75154N 





75450BDC 

DS75450J 





75450BPC 

DS75450N 





75451ARC 

DS75451J-8 





75451 ATC 

DS75451 N 





75451 BRC 

DS75451J-8 





75451 BTC 

DS75451N 





75452ARC 

DS75452J-8 





75452ATC 

DS75452N 





75452BRC 

DS75452J-8 





75452BTC 

DS75452N 





75453ARC 

DS75453J-8 





75453ATC 

DS75453N 





75453BRC 

DS75453J-8 





75453BTC 

DS75453N 





75461 RC 

DS75461J-8 





75461 TC 

DS75461N 





75462RC 

DS75462J-8 





75462TC 

DS75462N 





75471TC 


DS3611N 




75472TC 


DS3612N 




75491 PC 

DS75491N 





75492PC 

DS75492N 





75492APC 


DS75492N 




^A8T26ADC 

DS8T26AJ 

j 




/.A8T26APC 

DS8T26AN 





/iA8T28DC 

DS8T28J 





/iA8T28PC 

DS8T28N 





961 4DC 

DS75114J 





961 4PC 

DS75114N 





961 5DC 

DS75115J 





961 5PC 

DS75115N 





961 6DC 


DS1488J 




961 6PC 


DS1488N 




961 7DC 


DS1489AJ 




961 7DC 


DS1489J 




961 7PC 


DS75154N 





The manufacturer’s most current data sheets take precedence over this guide. 
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Interface Cross Reference Guide (Continued) 


Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

INTEL 

D3245 

DS3245J 


D8212 

DP8212J 


P8212 

DP8212N 


D8216 

DP8216J 


P8216 

DP8216N 


D8224 

DP8224J 


D8224 

DP8224N 


D8226 

DP8226J 


P8226 

DP8226N 


D8228 

DP8228J 


D8228 

DP8228N 


D8238 

DP8238J 


P8238 

DP8238N 


D8286 

DP8304BJ 


P8286 

DP8304BN 


D8287 

DP8303J 


P8287 

DP8303N 



The manufacturer’s most current data sheets take precedence over this guide. 


2 National Semiconductor 
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INTEL 


MMI NATIONAL’S INTERFACE 


Interface Cross Reference Guide (continued) 


Device 

Designation 


MMI 


National’s National’s 

Direct Closest 

Replacement Replacement 


74S408N DP8408N 

74S409N DP8409N 

74S780N DP8400N 

The manufacturer’s most current data sheets take precedence over this guide. 


^ National Semiconductor 
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Interface Cross Reference Guide (continued) S National Semiconductor 


Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

MOTOROLA 


MMH0026CG 

DS0026CH 

DS0026CG 

MC75125P 

DS75125N 


MMH0026CL 

DS0026CJ 


MC75127L 

DS75127J 


MMH0026CN 

DS0026CN 


MC75127P 

DS75127N 


MMH0026CP1 

DS0026CN 


MC75128L 

DS75128J 


MMH0026G 

DS0026H 


MC75128P 

DS75128N 


MMH0026L 

DS0026J 


MC75129L 

DS75129J 


MC12015P 

DS8615N 


MC75129P 

DS75129N 


MC12016P 

DS8616N 


MC75325L 

DS75325J 


MC12017P 

DS8617N 


MC75491P 

DS75491N 


MCI 2071 P 

DS8621N 


MC75492P 

DS75492N 


MC1472P1 


DS3612N 

MC8T13L 

DS75121J 


MC1472P1 


DS3632N 

MC8T13P 

DS75121N 


MC1472U 


DS3612J-8 

MC8T14L 

DS75122J 


MC1472U 


DS3632J-8 

MC8T14P 

DS75122N 


MC1488L 

DS1488J 


MC8T23L 

DS75123J 


MC1488P 

DS1488N 


MC8T23P 

DS75123N 


MC1489AL 

DS1489AJ 


MC8T24L 

DS75124J 


MC1489AP 

DS1489AN 


MC8T24P 

DS75124N 


MC1489L 

DS1489J 


MC8T26AL 

DS8T26AJ 

DS8834J 

MC1489P 

DS1489N 


MC8T26AP 

DS8T26AN 

DS8834N 

AM26LS31DC 

DS26LS31CJ 


MC8T28L 

DS8T28J 


AM26LS31PC 

DS26LS31CN 


MC8T28P 

DS8T28N 


MC26S10L 

DS26S10J 


DS8641N 

DS8641N 


MC26S10P 

DS26S10N 


DS8641J 

DS8641N 


MC3430L 

DS3651J 





MC3430P 

DS3651N 





MC3431L 


DS3651J 




MC3431P 


DS3651N 




MC3432L 

DS3653J 





MC3432P 

DS3653N 





MC3433L 


DS3653J 




MC3433P 


DS3653N 




MC3437L 

DS8837J 





MC3437P 

DS8837N 





MC3438L 

DS8838J 





MC3438P 

DS8838N 





MC3450L 


DS3650J 




MC3450P 


DS3650N 




MC3451P 


DS3451 N 




MC3452P 

DS3652N 





MC3486L 

DS3486J 





MC3486P 

DS3486N 





MC3487L 

DS3487J 





MC3487P 

DS3487N 





MC3490P 


DS8887N 




MC3491P 


DS8889N 




MC3494P 


DS8897N 




MC6880AL 

DS8T26AJ 





MC6880AP 

DS8T26AN 


' 



MC6889L 

DS8T28J 





MC6889P 

DS8T28N 





MC75107L 

DS75107J 





MC75107P 

DS75107N 





MC75108L 

DS75108J 





MC75108P 

DS75108N 





MC75125L 

DS75125J 






The manufacturer’s most current data sheets take precedence over this guide. 
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MOTOROLA ^ NATIONAL’S INTERFACE 




SIGNETICS 



Interface Cross Reference Guide (continued) 


Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

SIGNETICS 

MC1488F 

DS1488J 


MC1488N 

DS1488N 


MC1489AN 

DS1489AN 


MC1489AF 

DS1489AJ 


MC1489F 

DS1489J 


MC1489N ' 

DS1489N 


NE582F 


DS75494J 

NE582N 


DS75494N 

75S107F 


DS75107J 

75S107N 


DS75107N 

75S108F 


DS75108J 

75S108N 


DS75108N 

75S207F 


DS75207J 

75S207N 


DS75207N 

75S208F 


DS75208J 

75S208N 


DS75208N 

N8T13F 

DS75121J 


N8T13N 

DS75121N 


N8T14F 

DS75122J 


N8T14N 

DS75122N 


N8T15F 


DS75150J-8 

N8T15N 


DS75150N 

N8T23F 

DS75123J 


N8T23N 

DS75123N 


N8T24F 

DS75124J 


N8T24N 

DS75124N 


N8T26AF 

DS8T26AJ 


N8T26AN 

DS8T26AN 


N8T28F 

DS8T28J 


N8T28N 

DS8T28N 


N8T34F 

DS8834J 


N8T34N 

DS8834N 


N8T37F 

DS8837J 


N8T37N 

DS8837N 


N8T38F 

DS8838J 


N8T38N 

DS8838N 


N8T380F 

DS8836J 

DS8640J 

N8T380N 

DS8836N 

DS8640N 

‘DS8820AF 

DS8820AJ 


‘DS8820AN 

DS8820AN 


‘DS8820F 

DS8820J 


‘DS8820N 

DS8820N 


‘DS8830F 

DS8830J 


‘DS8830N 

DS8830N 


‘DS8880F 

DS8880J 


‘DS8880N 

DS8880N 



The manufacturer's most current data sheets take precedence over this guide. 
*Signetics has announced plans to obsolete these products. 


2 Nah'onal Semiconductor 
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Interface Cross Reference Guide (Continued) 


2 Nah'onai Semiconductor 


Device 

Designation 

Nationai’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

SPRAGUE 

UDN3611H 

UDN3611M 

DS3611J-8 

DS3611N 


UDN3612H 

UDN3612M 

DS3612J-8 

DS3612N 


UDN3613H 

UDN3613M 

DS3613J-8 

DS3613N 


UDN3614H DS3614J-8 

UDN3614M DS3614N 

The manufacturer's most current data sheets take precedence over this guide. 
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Interface Cross Reference Guide (continued) ^ National Semiconductor 


Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 

TEXAS iNSTRUMENTS 

MC1488J 

DS1488J 


MC1488N 

DS1488N 


MC1489AJ 

DS1489AJ 


MC1489AN 

DS1489AN 


MC1489J 

DS1489J 


MC1489N 

DS1489N 


AM26LS31CJ 

DS26LS31CJ 


AM26LS31CN 

DS26LS31CN 


AM26LS32ACJ 

DS26LS32ACJ 

DS26LS32CJ 

AM26LS32ACN 

DS26LS32ACN 

DS26LS32CN 

AM26LS33AJ 

DS26LS33ACJ 

DS26LS33CJ 

AM26LS33AN 

DS26LS33ACN 

DS26LS33CN 

AM26S10CJ 

DS26S10J 


AM26S10CN 

DS26S10N 


AM26S11CJ 

DS26S11J 


AM26S11CN 

DS26S11N 


MC3486J 

DS3486J 


MC3486N 

DS3486N 


MC3487J 

DS3487J 


MC3487N 

DS3487N 


SN74LS424J 

DP8224J 


SN74LS424N 

DP8224N 


SN74S412J 

DP8212J 


SN74S412N 

DP8212N 


SN74S428N 

DP8228N 


SN74S436N 

DS36149N 


SN74S437N 

DS36179N 


SN74S438N 

DP8238N 


SN75107AJ 


DS75107J 

SN75107AN 


DS75107N 

SN75107BJ 

DS75107J 


SN75107BN 

DS75107N 


SN75108AJ 


DS75108J 

SN75108AN 


DS75108N 

SN75108BJ 

DS75108J 


SN75108BN 

DS75108N 


SN75113J 

DS75113J 


SN75113N 

DS75113N 


SN75114J 

DS75114J 


SN75114N 

DS75114N 


SN75115J 

DS75115J 


SN75115N 

DS75115N 


SN75121J 

DS75121J 


SN75121N 

DS75121N 


SN75122J 

DS75122J 


SN75122N 

DS75122N 


SN75123J 

DS75123J 


SN75123N 

DS75123N 


SN75124J 

DS75124J 


SN75124N 

DS75124N 


SN75125J 

DS75125J 


SN75125N 

DS75125N 


SN75127J 

DS75127J 


SN75127N 

DS75127N 


SN75128J 

DS75128J 


SN75128N 

DS75128N 


SN75129J 

DS75129J 


•SN75129N 

DS75129N 


SN75150J 

DS75150J-8 


SN75150N 

DS75150N 


SN75154J 

DS75154J 


SN75154N 

DS75154N 


SN75160N 

DS75160AN 


SN75160AN 

DS75160AN 


SN75161N 

DS75161AN 


SN75161AN 

DS75161AN 


SN75162N 

DS75162AN 


SN75162AN 

DS75162AN 


SN75182J 

DS8820AJ 


SN75182N 

DS8820AN 


SN75183J 

DS8830J 


SN75183N 

DS8830N 


SN75188J 

DS1488J 


SN75188N 

DS1488N 


SN75189AJ 

DS1489AJ 



The manufacturer’s most current data sheets take precedence over this guide. 
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Device 

Designation 

National’s 

Direct 

Replacement 

National’s 

Closest 

Replacement 


SN75189AN 

DS1489AN . 


SN75189J 

DS1489J 


SN75189N 

DS1489N 


SN75207BN 

DS75207N 


SN75207J 


DS75207J 

SN75208BJ 

DS75208J 


SN75208J 


DS75208J 

SN75208N 


DS75208N 

SN75325J 

DS75325J 


SN75325N 

DS75325N 


SN75361AJG 

DS75361J-8 


SN75361AP 

DS75361N 


SN75365J 

DS75365J 


SN75365N 

DS75365N 


SN75369J 


DS0026CJ-8 

SN75369N 


DS0026CN 

SN75437ANE 

DS3658N 


SN75437NE 

DS3658N 


SN75450BJ 

DS75450J 


SN75450BN 

DS75450N 


SN75451BJG 

DS75451J-8 


SN75451BP 

DS75451N 


SN75452BJG 

DS75452J-8 


SN75452BP 

DS75452N 


. SN75453BJG 

DS75453J-8 


SN75453BP 

DS75453N 


SN75454BJG 

DS75454J-8 


SN75454BP 

DS75454N 


SN75461JG 

DS75461J-8 


SN75461P 

DS75461N 


SN75462JG 

DS75462J-8 


SN75462P 

DS75462N 


SN75463JG 

DS75463J-8 


SN75463P 

DS75463N 


SN75464JG 

DS75464J.8 


SN75464P 

DS75464N 


SN75471JG 


DS3611J-8 

SN75471P 


DS3611N 

SN75472JG 


DS3612J-8 

SN75472P 


DS3612N 

SN75473JG 


DS3613J-8 

SN75473P 


DS3613N 

SN75474JG 


DS3614J-8 

SN75474P 


DS3614N 

SN75477JG 


DS3612J-8 

SN75477P 


DS3612N 

SN75480N 

DS8880N 


SN75491AN 


DS75491N 

SN75491N 

DS75491N 


SN75492AN 


DS75492N 

SN75492J 

DS75492J 


SN75492N 

DS75492N 


SN75494N 


DS75494N 

N8T13J 

DS75121J 


N8T13N 

DS75121N 


N8T14J 

DS75122J 


N8T14N 

DS75122N 


N8T23J 

DS75123J 


N8T23N 

DS75123N 


N8T24J 

DS75124J 


N8T24N 

DS75124N 


N8T26AJ 

DS8T26AJ 


N8T26AN 

DS8T26AN ' 


DS8820AJ 

DS8820AJ 


DS8820AN 

DS8820AN 


DS8830J 

DS8830J 


DS8830N 

DS8830N 


DS8831J 

DS8831J 


DS8831N 

DS8831N 


DS8832J 

DS8832J 


DS8832N 

DS8832N 
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INTRODUCTION 

The short and long term reliability of National 
Semiconductor’s interface circuits, iike any integrated cir- 
cuit, is very dependent on its environmental condition. 
Beyond the mechanical/environmental factors, nothing 
has a greater influence on this reliability than the elec- 
trical and thermal stress seen by the integrated circuit. 
Both of these stress issues are specifically addressed on 
every interface circuit data sheet, under the headings of 
Absolute Maximum Ratings and Recommended Operat- 
ing Conditions. 

However, through application calls, it has become clear 
that electrical stress conditions are generally more under- 
stood than the thermal stress conditions. Understanding 
the importance of electrical stress should never be re- 
duced, but clearly, a higher focus and understanding must 
be placed on thermal stress. Thermal stress and its appli- 
cation to interface circuits from National Semiconductor 
is the subject of this application note. 

FACTORS AFFECTING DEVICE RELIABILITY 

Figure 1 shows the well known "bathtub” curve plotting 
failure rate versus time. Similar to all system hardware 
(mechanical or electrical) the reliability of interface inte- 
grated circuits conform to this curve. The key issues asso- 
ciated with this curve are infant mortality, failure rate, and 
useful life. 



to ti t 2 

EARLY LIFE USEFUL LIFE WEAROUTTIME 

TL/F/521 

FIGURE 1. Failure Rate vs Time 


Infant mortality, the high failure rate from time tO to t1 
(early life), is greatly influenced by system stress condi- 
tions other than temperature, and can vary widely from 
one application to another. The main stress factors that 
contribute to infant mortality are electrical transients and 
noise, mechanical maltreatment and excessive tempera- 
tures. Most of these failures are discovered in device test, 
burn-in, card assembly and handling, and initial system 
test and operation. Although important, much literature is 
available on the subject of infant mortality in integrated 
circuits and is beyond the scope of this application note. 


Failure rate is the number of devices that will be expected 
to fail in a given period of time (such as, per million hours). 
The mean time between failure (MTBF) is the average time 
(in hours) that will be expected to elapse after a unit has 
failed before the next unit failure will occur. These two 
primary “units of measure” for device reliability are in- 
versely related: 


Failure Rate 

Although the “bathtub” curve plots the overall failure rate 
versus time, the useful failure rate can be defined as the 
percentage of devices that fail per-unit-time during the flat 
portion of the curve. This area, called the useful life, ex- 
tends between t1 and t2 or from the end of infant mortality 
to the onset of wearout. The useful life may be as short as 
several years but usually extends for decades if adequate 
design margins are used in the development of a system. 

Many factors influence useful life including: pressure, 
mechanical stress, thermal cycling, and electrical stress. 
However, die temperature during the device’s useful life 
plays an equally Important role in triggering the onset of 
wearout. 


FAILURE RATES vs TIME AND TEMPERATURE 

The relationship between integrated circuit failure rates 
and time and temperature is a well established fact. The 
occurrence of these failures is a function which can be 
represented by the Arrhenius Model. Well validated and 
predominantly used for accelerated life testing of inte- 
grated circuits, the Arrhenius Model assumes the degra- 
dation of a performance parameter is linear with time and 
that MTBF is a function of temperature stress. The tem- 
perature dependence is an exponential function that 
defines the probability of occurrence. This results in a for- 
mula for expressing the lifetime or MTBF at a given tem- 
perature stress in relation to another MTBF at a different 
temperature. The ratio of these two MTBFs is called the 
acceleration factor F and is defined by the following 
equation: 


F = — = exp 
X2 ^ 


Where: XI = Failure rate at junction temperature TI 
X2 = Failure rate at junction temperature T2 
T = Junction temperature in degrees Kelvin 
E = Thermal activation energy in electron volts 
(ev) 

K = Boltzman’s constant 


E 

/± 


K 

(t2 

Tl)J 
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However, the dramatic acceleration effect of junction 
temperature (chip temperature) on failure rate is illus- 
trated in a plot of the above equation for three different 
activation energies in Figure 2. This graph clearly demon- 
strates the importance of the relationship of junction 
temperature to device failure rate. For example, using the 
0.99 ev line, a 30 degree rise in junction temperature, say 
from ISO’C to 160°C, results in a 10 to 1 increase in failure 
rate. 



30 60 90 120 ISO 180 210 

.JUNCTION TEMPERATURE (°C) 


TL/F/5280-2 

FIGURE 2. Failure Rate as a Function 
of Junction Temperature 

DEVICE THERMAL CAPABILITIES 

There are many factors which affect the thermal capabil- 
ity of an integrated circuit. To understand these we need to 
understand the predominant paths for heat to transfer out 
of the integrated circuit package. This is illustrated by 
Figures 3 and 4. 

Figure 3 shows a cross-sectional view of an assembled in- 
tegrated circuit mounted into a printed circuit board. 


Figure 4 is a flow chart showing how the heat generated at 
the power source, the junctions of the integrated circuit, 
flows from the chip to the ultimate heat sink, the ambient 
environment. There are two predominant paths. The first is 
from the die to the die attach pad to the surrounding pack- 
age material to the package lead frame to the printed cir- 
cuit board and then to the ambient. The second path is 
from the package directly to the ambient air. 

Improving the thermal characteristics of any stage in the 
flow chart of Figure 4 will result in an improvement in 
device thermal characteristics. However, grouping all 
these characteristics into one equation determining the 
overall thermal capability of an integrated circuit/pack- 
age/environmental condition is possible. The equation 
that expresses this relationship is: 

Tj = Ta + Pd (6ja) 

Where: Tj = Die junction temperature 

Ta = Ambient temperature in the vicinity of the 
device 

Pd = Total power dissipation (in watts) 

0JA = Thermal resistance junction-to-ambient 

0JA, the thermal resistance from device junction-to-ambi- 
ent temperature, is measured and specified by the manu- 
facturers of integrated circuits. National Semiconductor 
utilizes special vehicles and methods to measure and 
monitor this parameter. All interface circuit data sheets 
specify the thermal characteristics and capabilities of the 
packages available for a given device under specific con- 
ditions— these package power ratings directly relate to 
thermal resistance junction-to-ambient or 0 ja. 

Although National provides these thermal ratings, it is 
critical that the end user understand how to use these 
numbers to improve thermal characteristics in the 
development of his system using interface components. 



FIGURE 3. Integrated Circuit Soldered into a Printed Circuit Board (Cross-Sectional View) 
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FIGURE 4. Thermal Flow (Predominant Paths) 
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DETERMINING DEVICE OPERATING JUNCTION 
TEMPERATURE 


From the above equation the method of determining ac- 
tuai worst-case device operating junction temperature 
becomes straightforward. Given a package thermai char- 
acteristic, 0JA, worst-case ambient operating tempera- 
ture, TA(max), the only unknown parameter is device power 
dissipation, Pd. in calcuiating this parameter, the dissipa- 
tion of the integrated circuit due to its own supply has to 
be considered, the dissipation within the package due to 
the externai load must also be added. The power associ- 
ated with the load in a dynamic (switching) situation must 
also be considered. For example, the power associated 
with an inductor or a capacitor in a static versus dynamic 
(say, 1 MHz) condition is significantly different. 

The junction temperature of a device with a total package 
power of 600 mW at 70°C in a package with a thermal 
resistance of 63°C/W is 108°C: 

Tj = 70°C -4- (63°C/W) X (0.6W) = 108°C 
The next obvious question is, how safe is 108°C? 


MAXIMUM ALLOWABLE JUNCTION TEMPERATURES 

What is an acceptable maximum operating junction tem- 
perature is in itself somewhat of a difficult question to 
answer. Many companies have established their own 
standards based on corporate policy. However, the semi- 
conductor industry has developed some defacto stand- 
ards based on the device package type. These have been 
well accepted as numbers that relate to reasonable (ac- 
ceptable) device lifetimes, thus failure rates. 

National Semiconductor has adopted these industry-wide 
standards. For devices fabricated in a molded package, 
the maximum allowable junction temperature is 150°C. 
For these devices assembled in ceramic or cavity DIP 
packages, the maximum allowable junction temperature 
is 175°C. The numbers are different because of the dif- 
ferences in package types. The thermal strain associated 
with the die package interface in a cavity package is much 
less than that exhibited in a molded package where the in- 
tegrated circuit chip is in direct contact with the package 
material. 


The slope of the straight line between these two points is 
minus the inversion of the thermal resistance. This is 
referred to as the derating factor. 

Derating Factor = - — ^ 

®JA 

As mentioned. Figure 5 is a plot of the safe thermal 
operating area for a device in a 16-pin molded DIP. As long 
as the intersection of a vertical line defining the maximum 
ambient temperature (70°C in our previous example) and 
maximum device package power (600 mW) remains below 
the maximum package thermal capability line the junction 
temperature will remain below 150°C— -the limit for a 
molded package. If the intersection of ambient tempera- 
ture and package power fails on this line, the maximum 
junction temperature will be 150°C. Any intersection that 
occurs above this line will result in a junction temperature 
in excess of 150°C and is not an appropriate operating 
condition. 
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FIGURE 5. Package Power Capability vs Temperature 

The thermal capabilities of all interface circuits are ex- 
pressed as a power capability at 25°C still air environment 
with a given derating factor. This simply states, for every 
degree of ambient temperature rise above 25°C, reduce 
the package power capability stated by the derating factor 
which is expressed in mW/°C. For our example— a 0 ja of 
63°C/W relates to a derating factor of 15.9 mW/°C. 

FACTORS INFLUENCING PACKAGE THERMAL 
RESISTANCE 


Let us use this new information and our thermal equation 
to construct a graph which displays the safe thermal 
(power) operating area for a given package type. Figure 5 is 
an example of such a graph. The end points of this graph 
are easily determined. For a 16-pin molded package, the 
maximum allowable temperature is 150°C; at this point no 
power dissipation is allowable. The power capability at 
25°C is 1.98W as given by the following calculation: 


Pd@25°C = 


Tj(max)-TA 

^JA 


150°C-25°C 

63°C/W 


1.98W 


As discussed earlier, improving any portion of the two 
primary thermal flow paths will result in an improvement 
in overall thermal resistance junction-to-ambient. This 
section discusses those components of thermal resist- 
ance that can be influenced by the manufacturer of the 
integrated circuit. It also discusses those factors in the 
overall thermal resistance that can be impacted by the end 
user of the integrated circuit. Understanding these issues 
will go a long way in understanding chip power capabili- 
ties and what can be done to insure the best possible oper- 
ating conditions and, thus, best overall reliability. 
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Die Size 

Figure 6 shows a graph of our 16-p in Dl P thermal resistance 
as a function of integrated circuit die size. Clearly, as the 
chip size increases the thermal resistance decreases— 
this relates directly to having a larger area with which to 
dissipate a given power. 

Lead Frame Materiai 

Figure 7 shows the influence of lead frame material (both 
die attach and device pins) on thermal resistance. This 
graph compares our same 16-pin DIP with a copper lead 
frame, a Kovar lead frame, and finally an Al loy 42 type lead 
frame— these are lead frame materials commonly used in 
the industry. Obviously the thermal conductivity of the 
lead frame material has a significant impact in package 
power capability. Molded interface circuits from National 
Semiconductor use the copper lead frame exclusively. 

Board vs Socket Mount 

One of the major paths of dissipating energy generated by 
the integrated circuit is through the device leads. As a 
result of this, the graph of Figure 8 comes as no surprise. 
This compares the thermal resistance of our 16-pin pack- 
age soldered into a printed circuit board (board mount) 
compared to the same package placed in a socket (socket 
mount). Adding a socket in the path between the PC board 
and the device adds another stage in the thermal flow 
path, thus increasing the overall thermal resistance. The 
thermal capabilities of National Semiconductor’s inter- 
face circuits are specified assuming board mount condi- 
tions. If the devices are placed in a socket the thermal 
capabilities should be reduced by approximately 5% to 
10 %. 


Air Flow 

When a high power situation exists and the ambient tem- 
perature cannot be reduced, the next best thing is to pro- 
vide air flow in the vicinity of the package. The graph of 
Figure 9 illustrates the impact this has on thermal resist- 
ance. This graph plots the relative reduction in thermal 
resistance normalized to the still air condition for our 
16-pin molded DIP. The thermal ratings on National 
Semiconductor’s interface circuits data sheets relate to 
the still air environment. 


Other Factors 

A number of other factors influence thermal resistance. 
The most important of these is using thermal epoxy in 
mounting ICs to the PC board and heat sinks. Generally 
these techniques are required only in the very highest of 
power applications. 

Some confusion exists between the difference in thermal 
resistance junCtion-to-ambient (5 ja) and thermal resist- 
ance junction-to-case (0jc). The best measure of actual 
junction temperature is the junction-to-ambient number 
since nearly all systems operate in an open air environ- 
ment. The only situation where thermal resistance junc- 
tion-to-case is important is when the entire system is im- 
mersed in a thermal bath and the environmental tempera- 
ture is indeed the case temperature. This is only used in 
extreme cases and is the exception to the rule and, for this 
reason, is not addressed in this application note. 
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FIGURE 6. Thermal Resistance vs Die Size 
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FIGURE 7. Thermal Resistance vs Lead Frame Material 
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FIGURE 8. Thermal Resistance vs Board or Socket Mount 
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FIGURE 9. Thermal Resistance vs Air Flow 
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NATIONAL SEMICONDUCTOR PACKAGE CAPABILITIES 

Figures 10 and 11 show composite plots of the thermal 
characteristics of the most common package types in the 
National Semiconductor Interface Circuits product family. 
Figure 10 is a composite of the copper lead frame molded 
package. Figure 11 \s a composite of the ceramic (cavity) 
DIP using poly die attach. These graphs represent board 
mount still air thermal capabilities. Another, and final, 
thermal resistance trend will be noticed in these graphs. 
As the number of device pins increase in a DIP the thermal 
resistance decreases. Referring back to the thermal flow 
chart, this trend should, by now, be obvious. 

RATINGS ON INTERFACE CIRCUITS DATA SHEETS 

In conclusion, all National Semiconductor Interface Prod- 
ucts define power dissipation (thermal) capability. This in- 
formation can be found in the Absolute Maximum Ratings 
section of the data sheet. The thermal information shown 
in this application note represents average data for char- 
acterization of the indicated package. Actual thermal 
resistance can vary from ±10% to ±15% due to fluctua- 
tions in assembly quality, die shape, die thickness, 
distribution of heat sources on the die, etc. The numbers 
quoted in the interface data sheets reflect a 15% safety 

Molded (N Package) DIP* 

Copper Leadframe — HTP 
Die Attach Board Mount— 



1 2 3 4 5 6 7 8910 

DIE SIZE(kMIL^) 

* Packages from 8 to 20-pin 0.3 mil width 
22-pin 0.4 mil width 
24 to 40-pin 0.6 mil width 

TL;F(5260-10 

FIGURE 10. Thermal Resistance 
vs Die Size vs Package Type 
(Molded Package) 


margin from the average numbers found in this applica- 
tion note. Insuring that total package power remains under 
a specified level will guarantee that the maximum junction 
temperature will not exceed the package maximum. 

The package power ratings are specified as a maximum 
power at 25 °C ambient with an associated derating factor 
for ambient temperatures above 25°C. It is easy to deter- 
mine the power capability at an elevated temperature. The 
power specified at 25°C should be reduced by the derating 
factor for every degree of ambient temperature above 
25°C. For example, in a given product data sheet the fol- 
lowing will be found: 

Maximum Power Dissipation* at 25°C 

Cavity Package 1509 mW 

Molded Package 1476 mW 

*Derate cavity package at 10 mW/^C above 25°C; derate 
molded package at 11.8 mW/°C above 25°C. 

If the molded package is used at a maximum ambient tem- 
perature of 70*0, the package power capability is 945 mW. 

Pd @ 70“C = 1 476 mW - (1 1 .8 mW/“C) x (70°C - 25°C) 

= 945mW 


Cavity (J Package) DIP* 
Poly Die Attach Board 



1 2 3 4 5 6 7 8910 

DIE SIZE (kMIL=^) 

* Packages from 8 to 20-pin 0.3 mil width 
22-pin 0.4 mil width 
24 to 48-pin 0.6 mil width 

TUF(5280-11 

FIGURE 11. Thermal Resistance 
vs Die Size vs Package Type 
(Cavity Package) 
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Industry Package Cross-Reference Guide 


National 

Semiconductor 


Industry Package 
Cross-Reference Guide 


Signetics 


Fairchild 


Silicon 

General 


Raytheon 


jnjnnnnnn. 


tjoutjootr 


14/16 Lead 
Glass/Metal DIP 


Glass/Metal 

Flat-Pack 





TO-99, TO-100, TO-5 


T, 

K, 

L, 
DB 


.nnnru-iTLn, 


8, 14 and 16-Lead 
‘iCJOOnOUD' Low-Temperature 
Ceramic DIP 


DC, 

DD 


TO-3 


(Steel) 


(Aluminum) 


^LK, 

TK 


nnnn 


□ 

LTLnjTj' 


8, 14 and 16-Lead 
Plastic DIP 


V, 

A. 

B 


N, 

DN, 

DP, 

MP 


'With dual-in-line formed leads. 
'With radially formed leads. 
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introduction 

GENERAL 

This generic Schottky PROM famiiy by Nationai Semiconductor makes avaiiable to the industry one of the widest seiec- 
tions in sizes and organizations. Four-bit wide PROMs are provided with 256 to 4096 words in pin compatibie 16 and 18 pin 
dual-in-iine packages. The 8-bit wide devices range from 32 to 4096 words in a variety of packages. Being ‘generic,’ all 
PROMs share a common programming algorithm. 

TITANIUM-TUNGSTEN FUSES 

National’s new Programmable Read-Only Memories (PROMs) feature titanium-tungsten (Ti:W) fuse links designed to 
program efficiently with only 10.5 Volts applied. The high performance and reliability of these PROMs are the result of 
fabrication by a Schottky bipolar process, of which the titanium-tungsten metalization is an integral part, and the use of an 
on-chip programming circuit. 

A major advantage of the titanium-tungsten fuse technology is the low programming voltage of the fuse links. At 10.5 Volts, 
this virtually eliminates the need for guard-ring devices and wide spacings required for other fuse technologies. Care is 
taken, however, to minimize voltage drops across the die and to reduce parasitics. The device is designed to ensure that 
worst-case fuse operating current is low enough for reliable long-term operation. The Darlington programming circuit is 
liberally designed to insure adequate power density for blowing the. fuse links. The complete circuit design is optimized to 
provide high performance over the entire operating ranges of Vcc and temperature. 

TESTABILITY 

The Schottky PROM die includes extra rows and columns of fusable links for testing the programmability of each chip. 
These test fuses are placed at the worst-case chip locations to provide the highest possible confidence in the 
programming tests in the final product. A ROM pattern is also permanently fixed in the additional circuitry and coded to 
provide a parity check of input address levels. These and other test circuits are used to test for correct operation of the row 
and column-select circuits and functionality of input and enable gates. All test circuits are available at both wafer and 
assembled device levels to allow 100% functional and parametric testing at every stage of the test flow. 

RELIABILITY 

As with all National products, the Ti:W PROMs are subjected to an on-going reliability evaluation by the Reliability 
Assurance Department. These evaluations employ accelerated life tests, including dynamic high-temperature operating 
life, temperature-humidity life, temperature cycling, and thermal shock. To date, nearly 7.4 million Schottky Ti:W PROM 
device hours have been logged, with samples in Epoxy B molded DIP (N-package) and CERDIP (J-package). Device 
performance in all package configurations is excellent. 
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Size 



DIP 

Part 

TAA 

TEA 

ICC 

Temperature 

(Bits) 

Organization 

(Pins) 

Number 

(Max) in nS 

(Max) in nS 

(Max) in mA 

Celsius 

256 

32 X 8 

OC 

16 

DM54S188 

45 

30 

110 

-55 to +125 


32x8 

OC 

16 

DM74S188 

35 

20 

110 

0 to +70 


32 X 8 

TS 

16 

DM54S288 

45 

30 

110 

-55 to +125 


32 X 8 

TS 

16 

DM74S288 

35 

20 

110 

0 to +70 

1024 

256 X 4 

OC 

16 

DM54S387 

60 

30 

130 

-55 to +125 


256x4 

OC 

16 

DM74S387 

50 

25 

130 

0 to +70 


256 x4 

TS 

16 

DM54S287 

60 

30 

130 

-55 to +125 


256x4 

TS 

16 

DM74S287 

50 

25 

130 

0 to +70 

2048 

512 X 4 

OC 

16 

DM54S570 

65 

35 

130 

-55 to +125 


512 X 4 

OC 

16 

DM74S570 

55 

30 

130 

0 to +70 


512 X 4 

TS 

16 

DM54S571 

65 

35 

130 

-55 to +125 


512 X 4 

TS 

16 

DM74S571 

55 

30 

130 

0 to +70 


512 X 4 

OC 

16 

DM54S570A 

60 

35 

130 

-55 to +125 


512 X 4 

OC 

16 

DM74S570A 

45 

25 

130 

0 to +70 


512 X 4 

TS 

16 

DM54S571A 

60 

35 

130 

-55 to +125 


512 X 4 

TS 

16 

DM74S571A 

45 

25 

130 

0 to +70 


512x4 

TS 

16 

DM54S571B 

50 

35 

130 

-55 to +125 


512 X 4 

TS 

16 

DM74S571B 

35 

25 • 

130 

0 to +70 


256 X 8 

TS 

20 

DM54LS471 

70 

35 

100 

-55 to +125 


256 X 8 

TS 

20 

DM74LS471 

60 

30 

100 

0 to +70 

4096 

512 X 8 

OC 

20 

DM54S473 

75 

35 

155 

-55 to +125 


512x8 

OC 

20 

DM74S473 

60 

30 

155 

0 to +70 


512x8 

TS 

20 

DM54S472 

75 

35 

155 

-55 to +125 


512 X 8 

TS 

20 

DM74S472 

60 

30 

155 

0 to +70 


512 X 8 

OC 

20 

DM54S473A 

60 

35 

155 

-55 to +125 


512 X 8 

OC 

20 

DM74S473A 

45 

25 

155 

0 to +70 


512 X 8 

TS 

20 

DM54S472A 

60 

35 

155 

-55 to +125 


512 X 8 

TS 

20 

DM74S472A 

45 

25 

155 

0 to +70 


512 X 8 

TS 

20 

DM54S472B 

50 

35 

155 

-55 to +125 


512 X 8 

TS 

20 

DM74S472B 

35 

25 

155 

0 to +70 


512 X 8 

OC 

24 

DM54S475 

75 

40 

170 

-55 to +125 


512 X 8 

OC 

24 

DM74S475 

65 

35 

. 170 

0 to +70 


512 X 8 

TS 

24 

DM54S474 

75 

40 

170 

-55 to +125 


512 X 8 

TS 

24 

DM74S474 

65 

35 

170 

0 to +70 


512 X 8 

OC 

24 

DM54S475A 

60 

35 

170 

-55 to +125 


512 X 8 

OC 

24 

DM74S475A 

45 

25 

170 

0 to +70 


512 X 8 

TS 

24 

DM54S474A 

60 

35 

170 

-55 to +125 


512 X 8 

TS 

24 

DM74S474A 

45 

25 

170 

0 to +70 


512 X 8 

TS 

24 

DM54S474B 

50 

35 

170 

-55 to +125 


512x8 

TS 

24 

DM74S474B 

35 

25 

170 

0 to +70 


512x8 

REG 

24* 

DM77SR474 

40** 

30 

185 

-55 to +125 


512x8 

REG 

24* 

DM87SR474 

35** 

25 

185 

0 to +70 


512x8 

REG 

24* 

DM77SR476 

40** 

30 

185 

-55 to +125 


512x8 

REG 

24* 

DM77SR25 

40** 

30 

185 

-55 to +125 


512x8 

REG 

24* 

DM87SR476 

35** 

25 

185 

0 to +70 


512x8 

REG 

24* 

DM87SR25 

35** 

25 

185 

0 to +70 


1024 X 4 

OC 

18 

DM54S572 

75 

45 

140 

-55 to +125 


1024 X 4 

OC 

18 

DM74S572 

60 

35 

140 

0 to +70 


1024 X 4 

TS 

18 

DM54S573 

75 

45 

140 

-55 to +125 


1024 X 4 

TS 

18 

DM74S573 

60 

35 

140 

0 to +70 


1024 X 4 

OC 

18 

DM54S572A 

60 

35 

140 

-55 to +125 


1024 X 4 

OC 

18 

DM74S572A 

45 

25 

140 

0 to +70 


1024 X 4 

TS 

18 

DM54S573A 

60 

35 

140 

-55 to +125 


1024 X 4 

TS 

18 

DM74S573A 

45 

25 

140 

0 to +70 


1024 X 4 

TS 

18 

DM54S573B 

50 

35 

140 

-55 to +125 


1024 X 4 

TS 

18 

DM74S573B 

35 

25 

140 

0 to +70 


* - 24 Pin Narrow Dual Inline Package 
** — Set up Time 
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Size 



DIP 

Part 

TAA TEA 

ICC 

Temperature 


(Bits) 

Organization 

(Pins) 

Number 

(Max) in nS (Max) in nS (Max) in mA 

Celsius 


8192 

1024 X 8 

OC 

24 

DM77S180 

75 

35 

170 

-55 to +125 



1024 X 8 

TS 

24* 

DM77S280 

75 

35 

170 

-55 to +125 



1024 X 8 

OC 

24 

DM87S180 

55 

30 

170 

0 to +70 



1024 X 8 

TS 

24* 

DM87S280 

55 

30 

170 

0 to +70 



1024 X 8 

OC 

24 

DM77S181 

75 

35 

170 

-55 to +125 



1024 X 8 

TS 

24* 

DM77S281 

75 

35 

170 

-55 to +70 



1024 X 8 

OC 

24 

DM87S181 

55 

30 

170 

0 to +70 



1024 X 8 

TS 

24* 

DM87S281 

55 

30 

170 

0 to +70 



1024 X 8 

TS 

24 

DM77LS181 

175 

70 

100 

-55 to +125 



1024 X 8 

TS 

24 

DM87LS181 

120 

50 

100 

0 to +70 



1024 X 8 

TS 

24 

DM77S181A 

65 

35 

170 

-55 to +125 



1024 X 8 

TS 

24 

DM87S181A 

45 

30 

170 

0 to +70 



1024 X 8 

REG. 

24* 

DM77SR181 

50** 

30 

175 

-55 to +125 



1024 X 8 

REG. 

24* 

DM87SR181 

40** 

25 

175 

0 to +70 



2048 X 4 

OC 

18 

DM77S184 

75 

35 

140 

-55 to +125 



2048 X 4 

OC 

18 

DM87S184 

55 

30 

140 

0 to +70 



2048 X 4 

TS 

18 

DM77S185 

75 

35 

140 

-55 to +125 



2048 X 4 

TS 

18 

DM87S185 

55 

30 

140 

0 to +70 



2048 X 4 

TS 

18 

DM77S185A 

60 

30 

140 

-55 to +125 



2048 X 4 

TS 

18 

DM87S185A 

45 

25 

140 

0 to +70 



2048 X 4 

TS 

18 

DM77S185B 

50 

30 

140 

-55 to -M25 



2048 X 4 

TS 

18 

DM87S185B 

35 

25 

140 

0 to +70 


16384 

2048 X 8 

OC 

24 

DM77S190 

80 

40 

175 

-55 to +125 



2048 X 8 

TS 

24* 

DM77S290 

80 

40 

175 

-55 to +125 



2048 X 8 

OC 

24 

DM87S190 

65 

30 

175 

0 to +70 



2048 X 8 

TS 

24* 

DM87S290 

65 

30 

175 

0 to +70 



2048 X 8 

OC 

24 

DM77S191 

80 

40 

175 

-55 to +125 



2048 X 8 

TS 

24* 

DM77S291 

80 

40 

175 

-55 to +125 



2048 X 8 

OC 

24 

DM87S191 

65 

30 

175 

0 to +70 



2048 X 8 

TS 

24* 

DM87S291 

65 

30 

175 

0 to +70 



2048 X 8 

TS 

24 

DM77S191A 

60 

35 

175 

-55 to +125 



2048 X 8 

TS 

24 

DM87S191A 

45 

30 

175 

0 to +70 



2048 X 8 

TS 

24 

DM77S191B 

50 

30 

175 

-55 to +125 



2048 X 8 

TS 

24 

DM87S191B 

35 

25 

175 

0 to +70 



4096 X 4 

TS 

20 

DM77S195A 

60 

30 

170 

-55 to + 125 



4096 X 4 

TS 

20 

DM87S195A 

45 

25 

170 

0 to +70 



4096 X 4 

TS 

20 

DM77S195B 

50 

30 

170 

-55 to +125 



4096 X 4 

TS 

20 

DM87S195B 

35 

25 

170 

0 to +70 


32768 

4096 X 8 

TS 

24 

DM77S321 

65 

35 

185 

-55 to +125 



4096 X 8 

TS 

24 

DM87S321 

55 

30 

185 

Oto +70 



4096 X 8 

TS 

24* 

DM77S421 

65 

35 

185 

-55 to +125 



4096 X 8 

TS 

24* 

DM87S421 

55 

30 

185 

0 to +70 


Absolute Maximum Ratings (Notei) 

Operating Conditions 











Min Max 

Units 

Supply Voltage (Note 2) 



-0.5 to +7.0V 






Input Voltage (Note 2) 



-1.2to+5.5V 

Supply Voltage (Vcc) 




Output Voltage (Note 2) 



-0.5 to +5.5V 

Military 



4.50 5.50 

V 

Storage Temperature 



-65 to +1500 

Commercial 


4.75 5.25 

V 

Lead Temperature (10 seconds) 


3000 

Ambient Temperature (Ty^ 








Military 



-55 +125 

°c 

* - 24 Pin Narrow Dual Inline Package 


Commercial 


0 +70 

°c 

** - Set uD Time 




Logical “0 

’ Input Voltage 

0 0.8 

V 






Logical “1 

’ Input Voltage 

2.0 5.5 

V 

Note 1: Absolute maximum ratings are those values beyond which the device may be permanently damaged. They do not mean that the device may be operated at these values. 

Note 2: These limits do not apply during programming. For the programming ratings, refer to the programming instructions. 
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Bipolar PROM Selection Guide 





DM54/74S188, DM54/74S288 


National 
Semiconductor 

DM54/74S188, DM54/74S288 
(32 X 8) 256-Bit TTL PROMs 

General Description 

These Schottky memories are organized in the popular 32 
words by 8 bits configuration. A memory enable input is 
provided to control the output states. When the device is 
enabled, the outputs represent the contents of the 
selected word. When disabled, the 8 outputs go to the 
“OFP or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. , 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


Bipolar PROMs 


Features 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 22ns typ 
Enable access— 1 5ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFE"“ programming 




Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM74S188 


X 

X 


N,J 

DM74S288 


X 


X 

N,J 

DM54S188 

X 


X 


J 

DM54S288 

X 



X 

J 


Block and Connection Diagram 


El 



BUFFER 



Order Number; 

DM74S188 J, DM74S288 J, 
DM54S188J, DM54S288J 
See NS Package J16A 


Order Number, 

DM74S188 N or DM74S288 N 
See NS Package N16A 
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DC Electrical Characteristics (Note 3) 


Sym 

Parameter 

Conditions 

DM54S1 88/288 

DM74S1 88/288 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

H 

Input Load Current 

Vcc = Max, V|N = 0.45V 


-80 

-250 


-80 

-250 

mA 

■ 

Input Leakage Current 

Vcc = Max, V|N = 2.7V 



25 



25 

mA 

Vcc = Max, V|N = 5.5V 



1.0 



1.0 

mA 

VoL 

Low Level Output Voltage 

Vcc = Min, Iql = 16mA 


0.35 

0.50 


0.35 

0.45 

V 

V|L 

Low Level Input Voltage 




0.80 



^^3 

V 

V|H 

High Level Input Voltage 


2.0 



2.0 



V 

hz 

Output Leakage Current 
(Open-Collector Only) 

Vcc Max, VcEX ^ 2.4V 



50 



50 

MA 

Vcc = Max, VcEX = 5.5V 



100 



100 

mA 

Vc 

Input Clamp Voltage 

Vcc = Min, l|(M = -18mA 


-0.8 

-1.2 

■ 

-0.8 

-1.2 

V 

C| 

Input Capacitance 

Vcc = 5.0, V|n = 2.0V 
Ta = 25C, 1MHz 

■ 

4.0 

■ 

■ 

4.0 

■ 

pF 

Co 

Output Capacitance 

Vcc = 5.0V, Vo = 2.0V 
Ta = 25C, 1MHz, Outputs Off 

■ 

6.0 

■ 


6.0 


pF 

■cc 

Power Supply Current 

Vcc = Max, Inputs Grounded 
All Outputs Open 

■ 

70 

110 


70 

110 

mA 

TRI-STATE® Parameters 

bs 

Short Circuit 
Output Current 

Vo = 0V, Vcc = Max 
(Note 4) 

-20 


-70 

-20 


-70 

mA 

•oz 

Output Leakage 
(TRI-STATE) 

Vcc = Max, Vo = 0.45 to 2.4V 
Chip Disabled 



+50 



+50 

mA 



-50 



-50 

mA 

VoH 

Output Voltage High 

loH = -2.0mA 

2.4 

3.2 





V 

lOH = “ 6.5mA 




2.4 

3.2 


V 

AC Electrical Characteristics (With standard Load and Operating Conditions) 

Sym 

Parameter 

JEDEC Symbol 

DM54S1 88/288 

DM74S1 88/288 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

TAA 

Address Access Time 

TAVQV 


22 

45 


22 

35 

ns 

TEA 

Enable Access Time 

TEVQV 


■a 



■a 


ns 

TER 

Enable Recovery Time 

TEXQX 


■a 



■a 


ns 

TZX 

Output Enable Time 

TEVQX 


■a 

mm 


■a 

mm 

ns 

TXZ 

Output Disable Time 

TEXQZ 


■a 



■a 

■a 

ns 

Note 3; These limits apply over the entire operating range unless stated otherwise. All typical values are for Vcc = 5.0V and = 25C, 
Note 4: During Iqs measurement, only one output at a time should tie grounded. Permanent damage may otherwise result. 
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DM54/74S188. DM54/74S288 











































































































































DM54/74S387, DM54/74S287 


National 
Semiconductor 

DM54/74S387, DM54/74S287 
(256 X 4) 1024-Bit TTL PROMs 

General Description 

These Schottky memories are organized in the popular 
256 words by 4 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 4 outputs go to the 
“OFF” or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


Bipolar PROMs 


Features 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 35ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFB“ programming 




Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM74S387 


X 

X 


N,J 

DM74S287 


X 


X 

■ 80 B 

DM54S387 

X 


X 


J 

DM54S287 

X 



X 

J 


Block and Connection Diagram 


A3 



GATE 


AS — 



AS - 


i®A7 

3 



A4 — 


— E2 

4 


'3 

A3 — 


- El 

..1 


12 

- 01 

« t 4 . 


- 02 

7 

A2 — 


10 

IT 03 

gnd-2- 


9 

- 04 


Order Number 
DM74S387 J, DM74S287 J, 
DM54S387 J, DM54S287 J 
See NS Package J16A 


Order Number; 

DM74S387 N or DM74S287 N 
See NS Package N16A 
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DC Electrical Characteristics (Notes) 


Sym 

Parameter 

Conditions 

DM54S387/287 

DM74S387/287 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

l|L 

Input Load Current 

Vec = Max, V,N = 0.45V 


-80 

-250 


-80 

-250 

mA 

llH 

Input Leakage Current 

Vec = Max, V|N = 2.7V 



25 



25 

mA 

Vcc = Max, V|n = 5.5V 



1.0 



1.0 

mA 

O 

> 

Low Level Output Voltage 

Vec = Min, Iql = 16mA 


0.35 

0.50 


0.35 

0.45 

V 

V|L 

Low Level Input Voltage 




0.80 



0.80 

V 

VlH 

High Level Input Voltage 


2.0 



2.0 



V 

bz 

Output Leakage Current 
(Open-Collector Only) 

Vec = Max, VeEx = 2.4V 



50 



50 

MA 

Vec = Max, VeEx = 5.5V 



100 



100 

mA 

Vc 

Input Clamp Voltage 

Vec = Min, liN = -18mA 


-0.8 

-1.2 


-0.8 

-1.2 

V 

H 

Input Capacitance 

Vec = 5.0, V|n = 2.0V 
Ta = 25C, 1MHz 


4.0 

■ 


4.0 


PF 

Co 

Output Capacitance 

Vec = 5.0V, Vo = 2.0V 
Ta = 25C, 1MHz, Outputs Off 


6.0 

■ 


6.0 


pF 

be 

Power Supply Current 

Vec = Max, Inputs Grounded 
All Outputs Open 


80 

130 


80 

130 

mA 


TRI-STATE® Parameters 


bs 

Short Circuit 
Output Current 

Vc = OV, Vec = Max 
(Note 4) 

-20 


-70 

-20 


-70 

mA 

bz 

Output Leakage 
(TRI-STATE) 

Vec = Max, Vc = 0.45 to 2.4V 
Chip Disabled 



+50 



+50 

mA 



-50 



-50 

mA 

< 

0 

1 

Output Voltage High 

IcH = -2.0mA 

2.4 

3.2 





V 

IcH = 6.5mA 




2.4 

3.2 


V 


AC Electrical Characteristics (With Standard Load and Operating Conditions) 


Sym 

Parameter 

JEDEC Symbol 

DM54S387/287 

DM74S387/287 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

TAA 

Address Access Time 

TAVQV 


iicU 

60 


■c« 


ns 

TEA 

Enable Access Time 

TEVQV 


mm 

■cM 


■a 


ns 

TER 

Enable Recovery Time 

TEXQX 


mm 



mm 

1 ^ 

ns 

TZX 

Output Enable Time 

TEVQX 


mm 



mm 

25 

ns 

TXZ 

Output Disable Time 

TEXQZ 


wsm 

■cliM 


mm 


ns 


Note 3r These limits apply over the entire operating range unless stated otherwise. All typical values are for Vqq = 5.0V and = 25C, 
Note 4: During Iq 3 measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 


DM54/74S387, DM54/74S287 

















































































































































DM54/74S570, DM54/74S571, DWI54/74S570A, 
DM54/74S571A, DM54/74S571B 



National 

Semiconductor 


Bipolar PROMs 


DM54/74S570, DM54/74S571; DM54/74S570A, 
DM54/74S571A; DM54/74S571B 
(512 X 4) 2048-Bit TTL PROMs 

General Description Features 


These Schottky memories are organized in the popular 
51 2 words by 4 bits configuration. A memory enable input 
is provided to control the output states. When the device is 
enabled, the outputs represent the contents of the 
selected word. When disabled, the 4 outputs go to the 
“OFF” or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 30ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFE"“ programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM74S570 


X 

X 


N,J 

DM74S571 


X 


X 

N,J 

DM54S570 

X 


X 


J 

DM54S571 

X 



X 

J 


Block and Connection Diagram 



BUFFER 


Q4 03 Q2 Q1 


A6-^ 


Vo, 

A5 — 


I^A7 

Ml 


12 A8 

A3 1 


12 El 

AO 1 


12 01 

A,1 


-02 

A2l 


10 n, 

--03 

GND 


-04 


Order Number; Order Number; 

DM74S570 J, DM74S571 J, DM74S570 N or DM74S571 N 

DM54S570 J, or DM54S571 J See NS Package N16A 

See NS Package J16A 
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DM54/74S570, DM54/74S571, DM54/74S570A, 
DM54/74S571A, DM54/74S571B 



































































































































































































DM54/74LS471 


National 
Semiconductor 

DM54/74LS471 

(256 X 8) 2048-Bit TTL PROMs 

General Description 

These Schottky memories are organized in the popular 
256 words by 8 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 8 outputs go to the 
“OFF’ or high impedance state. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


Bipolar PROMs 


Features 

■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 40ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFP“ programming 




Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 







DM74LS471 


X 


X 

N,J 







DM54LS471 

X 



X 

J 


Block and Connection Diagram 




BUFFER 


Order Number; 
DM74LS471 J, 
DM54LS471 J, 

See NS Package J20B 


Order Number; 
DM74LS471 N 
See NS Package N20A 
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DC Electrical Characteristics (Notes) 


Sym 

Parameter 

Conditions 

DM54LS471 

DM74LS471 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

l|L 

Input Load Current 

Vcc ~ Max, V||\| = 0.45V 


-80 

-250 


-80 

-250 

/iA 

l|H 

Input Leakage Current 

Vcc = Max, V|N = 2.7V 



25 



25 

luA 

Vcc = Max, V|N = 5.5V 



1.0 



1.0 

mA 

VoL 

Low Level Output Voltage 

Vcc = Min, Iql = 16mA 


0.35 

0.50 


0.35 

0.45 

V 

V|L 

Low Level Input Voltage 




0.80 



0.80 

V 

V|H 

High Level Input Voltage 


2.0 



2.0 



V 

Vc 

Input Clamp Voltage 

Vcc “ Min, l||\j = -18mA 


-0.8 

-1.2 


-0.8 

-1.2 

V 

C| 

Input Capacitance 

Vcc = 5.0, V|n = 2.0V 
Ta = 25C, 1MHz 

■ 

4.0 



4.0 


PF 

Co 

Output Capacitance 

Vcc = 5.0V, Vo = 2.0V 
Ta = 25C, 1MHz, Outputs Off 

■ 

6.0 



6.0 


PF 

•cc 

Power Supply Current 

Vcc = Max, Inputs Grounded 
All Outputs Open 


75 

100 


75 

100 

mA 


TRI-STATE® Parameters 


bs 

Short Circuit 
Output Current 

Vc = OV, Vcc = Max 
(Note 4) 

-20 


-70 

-20 


-70 

mA 

bz 

Output Leakage 
(TRI-STATE) 

Vcc = Max, Vc = 0.45 to 2.4V 
Chip Disabled 



+50 



+50 

nA 



-50 



-50 

mA 

I 

o 

> 

Output Voltage High 

Iqh = -2.0mA 

mt 

3.2 





V 

blH = 6.5mA 




m 



V 


AC Electrical Characteristics (With standard Load and Operating Conditions) 


Sym 

Parameter 

JEDEC Symbol 

DM54LS471 

DM74LS471 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 


Address Access Time 

TAVOV 


mm 

70 


40 

60 

ns 


Enable Access Time 

TEVQV 


mm 



mm 

arai 

ns 

TER 

Enable Recovery Time 

TEXQX 


mm 

mm 


mm 


ns 

TZX 

Output Enable Time 

TEVOX 


mm 

■ss 


mm 

■cW 

ns 

TXZ 

Output Disable Time 

TEXQZ 


mm 



msm 

■ciiM 

ns 


Note 3: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vcc 5.0V and - 25C. 
Note 4: During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 
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DM54/74S473, DM54/74S472, DM54/74S473A, 
DM54/74S472A, DM54/74S472B 



National 

Semiconductor 


Bipolar PROMs 


DM54/74S473, DM54/74S472; DM54/74S473A, 
DM54/74S472A; DM54/74S472B 
(512 X 8) 4096-Bit TTL PROMs 


General Description 


Features 


These Schottky memories are organized in the popular 
51 2 words by 8 bits configuration. A memory enable input 
is provided to control the output states. When the device is 
enabled, the outputs represent the contents of the 
selected word. When disabled, the 8 outputs go to the 
“OFF" or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 25ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFB" programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM74S473 


X 

X 


N,J 

DM74S472 


X 


X 

N,J 

DM54S473 

X 


X 


J 

DM54S472 

X 



X 

J 


Block and Connection Diagram 




BUFFER 


Order Number; 

DM74S473 J, DM74S472 J, 
DM54S473 J, or DM54S472 J 
See NS Package J20B 


Order Number, 

DM74S473 N or DM74S472 N 
See NS Package N20A 
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DM54/74S473, DM54/74S472, DM54/74S473A, 
DM54/74S472A, DM54/74S472B 




























































































































































































































DM54/74S475, DM54/74S474, DM54/74S475A, 
DM54/74S474A, DM54/74S474B 



National 

Semiconductor 


Bipolar PROMs 


DM54/74S475, DM54/74S474; DM54/74S475A, 
DM54/74S474A; DM54/74S474B 
(512 X 8) 4096-Bit TTL PROMs 


General Description 


Features 


These Schottky memories are organized in the popuiar 
512 words by 8 bits configuration. Memory enable inputs 
are provided to controi the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 8 outputs go to the 
“OFF’ or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 25ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 


PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFP" programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM74S475 


X 

X 


N,J 

DM74S474 


X 


X 

N,J 

DM54S475 

X 


X 


J 

DM54S474 

X 



X 

J 


Block and Connection Diagram 



GATE 



Order Number: 

DM74S475 J, DM74S474 J, 
DM54S475 J, or DM54S474 J 
See NS Package J24A 


Order Number: 

DM74S475 N or DM74S474 N 
See NS Package N24A 
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DM54/74S475, DM54/74S474, DM54/74S475A, 
DM54/74S474A, DM54/74S474B 



















































































































































































































DM77/87SR474, DM77/87SR474B 


Bipolar PROMs 

PRELIMINARY 


DM77/87SR474, DM77/87SR474B (512 x 8) 4k-Bit 
Registered TTL PROM 


General Description 

The DM77/87SR474 is an electrically programmable 
Schottky TTL read-only memory with D-type, master- 
slave registers on-chip. This device is organized as 512 
words by 8-bits and is available in the TRI-STATE® output 
version. Designed to optimize system performance, this 
device also substantially reduces the cost and size of 
pipelined microprograrrimed systems and other designs 
wherein accessed PROM data is temporarily stored in a 
register. The DM77/87SR474 aiso offers maximai fiexibil- 
ity for memory expansion and data bus control by provid- 
ing both synchronous and asynchronous output ena- 
bles. All outputs will gojnto the “OFF” state if the syn- 
chronous chip enable (GS) is high before the rising ^ge 
of the clock, or if the asynchronous chip enable (G) is 
held high. The outputs are enabled when is brought 
low before the rising edge of the clock and G is held low. 
The GS flip-flop is designed to power up to the “OFF” 
state with the application of Vcc- 

Data is read from the PROM by first applying an address 
to inputs A0-A8. During the setup time the output of the 
array is loaded into the master flip-flop of the data regis- 
ter. During the rising edge (low to high transition) of the 
clock, the data Is then transferred to the slave of the flip- 
flop and will appear on the output If the output is en- 
abled. Following the rising edge clock transition the ad- 
dresses and synchronous chip enable can be removed 
and the output data will remain stable. 


TRI-STATE® Is a registered trademark of National Semiconductor Corp. 
TRI-SAFETM is a trademark of National Semiconductor Corp, 

Block and Connection Diagrams 


The DM77/87SR474 also features an initialize function, 
INIT. The initialize function provides the user with an 
extra word of programmable memory which is accessed 
with single pin control by applying a low on INIT. The 
initialize function is synchronous and is loaded Into the 
output register on the next r ising edge of the clock. The 
unprog rammed state of the INIT is all lows, providing a 
CLEAR function when not programmed. 

PROMs are shipped from the factory with lows in all loca- 
tions. A high may be programmed into any selected loca- 
tion by following the programming instructions. Once 
programmed, it is impossible to go back to a low. 

Features 

■ On-chip, edge-triggered registers 

■ Synchronous and asynchronous enables for word 
expansion 

■ Programmable synchronous register INITIALIZE 

■ 24-pin, 300 mil thin-dip package 

■ 35ns address setup and 20ns clock to output for 
maximum system speed 

■ Highly reliable, titanium tungsten fuses 

■ TRI-STATE outputs 

■ Low voltage TRI-SAFE™ programming 

■ All parameters guaranteed over temperature 

■ Pinout compatible with DM77SR181 (1kx8) 
Registered PROM for future expansion 



A? 

1« 

24 

As 

2 

23 

As 

3 

22 

A4 — 

4 

21 

As — 

5 

20 

A2 — 

6 DM77SR474 

19 

Al — 

7 

18 

AO — 

8 

17 

Go — 

9 

16 

Ql — 

10 

15 

Q2 — 

11 

14 

GND — 

12 

13 


Order Number DM77SR474J, 
DM87SR474J, DM87SR474N, 
DM77SR474BJ, DM87SR474BJ 
or DM87SR474BN 
See NS Package J24F or N24C 


Qq Qi Q2 Q3 Q4 QS QS 0? TL/L5189 
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DM77SR474 


DM87SR474 





DC Electrical Characteristics (Note s) 


Conditions 


Vcc = Max., V|N = 0.45V 


Vcc = Max., V|N = 2.7V 


Vcc = Max., V|n = 5.5V 


Vcc = Min., ioL = 16mA 


Vcc = Max., VcEx = 2.4V 


Vcc = Min., I|N = -18mA 


Vcc = 5.0, V|n = 2.0V 
Ta = 25°C, 1MHz 


Vcc = 5.0 V, Vo = 2.0 V 

Ta = 25°C, 1 MHz, Outputs Off 


Vcc = Max., Inputs Grounded 
All Outputs Open 


Vo = 0V, Vcc = Max. 
(Note 4) 


Vcc = Max., Vo = 0.45 to 2.4V 
Chip Disabled 


OH = “2.0 mA 


loH = -6.5mA 


Note 3: These limits appiy over the entire operating range unless stated otherwise. All typical values are for Vcc = = 25“C 

Note 4: During Iqs rneasurement, only one output at a time should be grounded. Permanent damage may otherwise result. 


Symbol 

Parameter 

l|L 

Input Load Current 

l|H 

Input Leakage Current 

VoL 

Low Level Output Voltage 

V|L 

Low Level Input Voltage 

V|H 

High Level Input Voltage 

loz 

Output Leakage Current 

Vc 

Input Clamp Voltage 

C| 

Input Capacitance 

Co 

Output Capacitance 

Icc 

Power Supply Current 

TRI-STATE Parameters 

los 

Short Circuit 
Output Current 

•oz 

Output Leakage 
(TRI-STATE) 

VoH 

Output Voltage High 


2.0 






50 



BiTl 

-1.2 

1 


4.0 




6.0 




135 

185 

' 1 


-20 


-70 

-20 * 

1 

-50 


+50 

-50 



Switching Characteristics 


Symbol 


tS(A) 














































































































































DM77/87SR476, DM77/87SR25, DM77/87SR476B, DM77/87SR25B 


National 

Semiconductor 


Bipolar PROMs 

PRELIMINARY 


DM77/87SR476, DM77/87SR25, DM77/87SR476B, 
DM77/87SR25B(512 x 8) 4k-Bit Registered TTL PROM 


General Description 


The DM77/87SR476 is an electrically programmable 
Schottky TTL read-only memory with D-type, master- 
slave registers on-chip. This device is organized as 512 
words by 8-bits and is available in the TRI-STATE® output 
version. Designed to optimize system performance, this 
device also substantially reduces the cost and size of 
pipelined microprogrammed systems and other designs 
wherein accessed PROM data is temporarily stored in a 
register. The DM77/87SR476 also offers maximal flexibil- 
ity for memory expansion and data bus control by provid- 
ing both synchronous and asynchronous output ena- 
bles. All outputs will go_mto the “OFF” state if the syn- 
chronous chip enable (GS) is high before the rising ^ge 
of the clock, or if the asynchronous chip enable (G) is 
held high. The outputs are enabled when is brought 
low before the rising edge of the clock and G is held low. 
The GS flip-flop is designed to power up to the “OFF” 
state with the application of Vcc- 

Data is read from the PROM by first applying an address 
to inputs A0-A8. During the setup time the output of the 
array is loaded into the master flip-flop of the data regis- 
ter. During the rising edge (low to high transition) of the 
clock, the data is then transferred to the slave of the flip- 
flop and will appear on the output if the output is en- 
abled. Following the rising edge clock transition the ad- 
dresses and synchronous chip enable can be removed 
and the output data will remain stable. 

The DM77SR476also features an initialize function, IN IT. 

TRI-STATE® Is a registered trademark of National Semiconductor Corp. 

TRI-SAFET^M is a trademark of National Semiconductor Corp, 

Block and Connection Diagrams 


The initialize function provides the user with an extra 
word of programmable memory which is a ccessed with 
single pin control by applying a low on INIT. The initialize 
function is asynchronous and is loaded into the output 
register whe n iN IT is brought low. The unprogrammed 
state of the INIT is all lows, which makes it compatible 
with the CLEAR function on the AM27S25. PS loads ones 
into the output registers when brought low. 

PROMs are shipped from the factory with lows in all loca- 
tions. A high may be programmed into any selected loca- 
tion by following the programming instructions. Once 
programmed, it is impossible to go back to a low. 

Features 

■ Functionally compatible with AM27S25 

■ On-chip, edge-triggered registers 

■ Synchronous and asynchronous enables for word 
expansion 

■ Programmable asynchronous INITIALIZE (SR476 only) 

■ 24-pin, 300 mil thin-dip package 

■ 35ns address setup and 20ns clock to output for 
maximum system speed 

■ Highly reliable, titanium tungsten fuses 

■ TRI-STATE outputs 

■ Low voltage TRI-SAFE'’’” programming 

■ All parameters guaranteed over temperature 

■ Preset input 



A7 

1* 


24 

Ab 

Z 


23 

As 

3 


22 

A4 

4 


21 

A3 — 

5 


20 

Az — 

6 

DM77SR476 

DM77SR25 

19 

Al 

7 


18 

Ao — 

8 


17 

QO — 

9 


16 

Ql — 

10 


15 

02 — 

11 


14 

GND — 

12 


13 


8-BIT EDGE-TRIGGERED REGISTER 


7 ^Y^^ ^Y A 


QO Q1 02 03 04 QS 06 0? 


*CLRonlyonDM77/87SR25 tulsis 

Order Number DM77SR476J, 
DM77SR25J, DM77/87SR476N, 
DM77/87SR25N, DM77SR476BJ, 
DM77SR25BJ, DM77/87SR476BN 
or DM77/87SR25BN 
See NS Package J24F or N24C 
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DC Electrical Characteristics (Note 3) 

Symbol 

Parameter 

Conditions 

DM77SR476, 476B 
DM77SR25, 25B 

DM87SR476, 476B 
DM87SR2S, 25B 

Units 


E9!l 

Max. 



Max. 

mgs 

Input Load Current 

Vcc = Max., V|N = 0.45V 

■1 

El 

-250 


BsIiB 


mA 

■■ 

Input Leakage Current 

Vcc = Max., V|n = 2.7V 



25 



25 

mA 

Vcc = Max., V|N = 5.5V 



1.0 



1.0 

mA 

Vql 

Low Level Output Voltage 

Vcc = Min., loL = 16mA 

mu 


0.50 



0.45 

•V 

V|L 

Low Level Input Voltage 




0.80 



0.80 

V 

V|H 

High Level Input Voltage 








V 

loz 

Output Leakage Current 

Vcc = Max., VcEX = 2.4V 



50 



50 


Vc 

Input Clamp Voltage 

Vcc = Min., I|N =-18mA 

■i 

EO 

-1.2 


EE 

-1.2 

V 

C| 

Input Capacitance 

Vcc = 5.0, V|n = 2.0V 
Ta = 25°C, 1MHz 


4.0 



4.0 


PF 

. Co 

Output Capacitance 

Vcc = 5.0V, Vo = 2.0V 

Ta = 25°C, 1 MHz, Outputs Off 


6.0 



6.0 


PF 

■cc 

Power Supply Current 

Vcc = Max., Inputs Grounded 
All Outputs Open 


135 

185 


135 

185 

mA 

I TRI-STATE Parameters 

los 

Short Circuit 
Output Current 

Vo = 0V, Vcc = Max. 
(Note 4) 

-20 


-70 

-20 


-70 

mA 

loz 

Output Leakage 
fTRI-STATE) 

Vcc = Max., Vo = 0.45 to 2.4V 
Chip Disabled 

-50 


-1-50 

-50 


-1-50 

mA 

Vqh 

Output Voltage High 

loH =~2.0mA 

BM 

3.2 





V 

loH = -6.5mA 




BM 

3.2 


V 

Note 3: These limits apply over the entire operating range uniess stated otherwise. Ail typical values are for Vcc = 5.0V and T/^ = 25°C. 
Note 4; During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 

Switching Characteristics 

Symbol 

Parameter 

DM77SR476, 476B 
DM77SR25, 25B 

DM87SR476, 476B 
0M87SR2S, 25B 

Units 

Min. 

Typ. 

Max. 


Typ. 

Max. 

tS(A) 

Address to CLK (High) Setup Time 

SR476,SR25 

55 

20 

■■ 

Bl 

20 


ns 



20 

■■ 


20 


tH(A) 

Address to CLK (High) Hold Time 

0 

-5 


0 

-5 


ns 

tpHL(CLK) 

tpLH(CLK) 

Delay from CLK (High) to Output 
(High or Low) 

SR476, SR25 


mm 

— 


15 

wsm 

ns 

SR476B, SR25B 


15 

El 


15 

El 

tWH(CLK) 

twL(CLK) 

CLK Width (High or Low) 

25 



25 

13 


ns 

tS(^) 

GS to CLK (High) Setup Time 

10 

0 

jmm 


0 


ns 

tH(^) 

^to CLK (High) Hold Time 

5 

0 


5 

0 


ns 

tpLH(^) 






20 

25 

ns 

tPLH(TNlT) 

tPHUiNTf) 

Delay from INIT (Low) to Output (Low or High) 


20 

30 


20 

25 

ns 

twL(PSj 

PS Pulse Width (Low) 

15 

m 

■■ 

■a 

Bl 

IE 

ns 

twL(Iim) 

INIT Pulse Width (Low) 

15 

■0 


o 

10 



tS(^) 

PS Recovery (High) to CLK (High) 

25 


■■ 

El 

El 

EE! 

ns 

tSflNlT) 

In IT Recovery (High) to CLK (High) 

25 

10 


20 

10 


ns 

tpZL(CLK) 

tpZH(CLK) 

Delay from CLK (High) to Active Output (High or Low) 


20 

35 


20 

30 

ns 

tpZL(^) 

tpZH(G) 

Delay from G (Low) to Active Output (Low or High) 


15 

30 


15 

25 

ns 

tpLZ(CLK) 

IPHZ(CLK) 

Delay from CLK (High) to Inactive Output (TRI-STATE) 


20 

35 


20 

30 

ns 

tPLZ(G) 

tpHZ(G) 

Delay from G (High) to Inactive Output (TRI-STATE) 

■ 

B 

30 


15 

25 

ns 
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DM77/87SR476, DM77/87RS25, DM77/87SR476B, DM77/87SR25B 










































































































































































DM54/74S572, DM54/74S573, DM54/74S572A, 
DM54/74S573A, DM54/74S573B 


National Bipolar PROMs 

Semiconductor 

DM54/74S572, DM54/74S573; DM54/74S572A, 
DM54/74S573;^- DM54/74S573B 
(1024 X 4) 4096-Bit TTL PROMs 

General Description 

These Schottky memories are organized in the popular 
1024 words by 4 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 4 outputs go to the 
“OFF” or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


Features 

■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 25ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFP" programming 




Milltaiy 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM74S572 


X 

X 


N,J 

DM74S573 


X 


. X 

N,J 

DM54S572 

X 


X 


J 

DM54S573 

X 



X 

J 


Block and Connection Diagram 


■ 

■ 

■ 

■ 

■ 

1 

64 

1 

1 

4096-BIT ARRAY 
64x64 

MEMORY MATRIX 




I 


I 


I 


u 

■ 

■ 

u 

■ 

■ 

■ 

y 

■ 

■ 

y 



■ 


■ 

■■ 

■ 

■■ 

■ 

■■ 

■ 

■■ 

1 

■ 

1 

■ 

1 

■ 

1 


1 

WM 

1 






■ 




■ 

■ 

1 

mi 

1 

^1 

1 


1 



W ^ ^ ^ 

gate q 4 q 3 q 2 gi 


Order Number; 

DM74S572 J, DM74S573 J, 
DM54S572 J, or DM54S573 J 
See NS Package-J18A 



Order Number; 

DM74S572 N or DM74S573 N 
See NS Package N18A 
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DC Electrical Characteristics (Notes) 


Sym 

Parameter 

Conditions 

IlL 

Input Load Current 

Vcc = Max. V|N = 0.45V 

l|H 

Input Leakage Current 

Vcc = Max, ViN = 2.7V 

Vcc = Max, V|N = 5.5V 

VoL 

Low Level Output Voltage 

Vcc ~ Min, Iql ~ 16mA 

VlL 

Low Level Input Voltage 


V|H 

High Level Input Voltage 


hz 

Output Leakage Current 
(Open-Collector Only) 

Vcc = Max, Vcex = 2.4V 

Vcc = Max, VcEX = 5.5V 

Vc 

Input Clamp Voltage 

Vcc = Min, l|N = -18mA 

Ci 

Input Capacitance 

Vcc = 5.0, V,n = 2.0V 
Ta-25C, 1MHz 

Co 

Output Capacitance 

Vcc = 5.0V, Vo = 2.0V 
Ta - 25C, 1MHz, Outputs Off 

Icc 

Power Supply Current 

Vcc = Max, Inputs Grounded 
All Outputs Open 



TRI-STATE® Parameters 


bs 

Short Circuit 
Output Current 

Vq — OV, Vcc — Max 
(Note 4) 

■oz 

Output Leakage 

Vcc = Max, Vo = 0.45 to 2.4V 


(TRI-STATE) 

Chip Disabled 

VoH 

Output Voltage High 

lOH = -2.0mA 



bn ~ 6.5mA 



AC Electrical Characteristics (with standard Load and operating Conditions) 


Sym 

Parameter 

JEDEC Symbol 

DM54S572/573 

DM74S572/573 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

TAA 

Address Access Time 

TAVQV 



mm 


mm 

MM 

ns 

TEA 

Enable Access Time 

TEVQV 


— 

wem 


mm 

WEM 

ns 

TER 

1 III! II 1 1 1 1 1|| liHiliil WM 

TEXQX 


WAiM 

m 


■gw 

K3I 

ns 

TZX 

Output Enable Time 

TEVQX 


■gw 

mm 


■gw 

■CUM 

ns 

TXZ 

Output Disable Time 

TEXQZ 


WEB 

mm 



mgm 

ns 


AC Electrical Characteristics (With Standard Load and Operating Conditions) 


Sym 

Parameter 

JEDEC Symbol 

DM54S572A/573A, B 

DM74S572A/573A, B 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 


Address Access Time 

TAVQV 

572A/573A 


25 

60 


25 

45 

ns 




573B 


25 

50 


25 

35 

ns 


Enable Access Time 

TEVQV 


15 

35 


15 

25 

ns 

TER 

Enable Recovery Time 

TEXQX 


15 

35 


15 

25 

ns 

TZX 

Output Enable Time 

TEVQX 


15 

35 


15 

25 

ns 

TXZ 

Output Disable Time 

TEXQZ 


15 

35 


15 

25 

ns 


Note 3: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vqc = 5.0V and = 25C. 
Note 4: During Iq 3 measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 
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DM54/74S572, DM54/74S573, DM54/74S572A, 
DM54/74S573A, DM54/74S573B 
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National 

Semiconductor 


Bipolar PROMs 


DM77/87S1 80/ DM77/87S181 ; DM77/87S1 81 A; 
DM77/87S280/DM77/87S281; DM77/87S281A 
(1024 X 8) 8192-Bit TTL PROMs 


General Description 


Features 


These Schottky memories are organized in the popular 
1024 words by 8 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 8 outputs go to the 
“OFF’ or high impedance state. The memories are avail- 
able in both open-collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 35ns typ 
Enable access— 15ns typ 
Enable recovery— 15ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFF“ programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

24-Pln 

Standard 

24-Pin 

Nanow-Dip 

DM87S180 


X 

X 


N,J 

X 


DM87S181 


X 


X 

N.J 

X 


DM77S180 

X 


X 


J 

X 


DM77S181 

X 



X 

J 

X 


DM87S280 


X 

X 


N,J 


X 

DM87S281 


X 


X 

N,J 


X 

DM77S280 

X 


X 


J 


X 

DM77S281 

X 



X 

J 


X 


Block and Connection Diagram 




Q8 Q7 Q6 Q5 Q4 Q3 Q2 Q1 


Order Number, 

DM87S180 J, DWI87S181 J, 
DM77S180J, DM77S181 J 
See NS Package J24A 


Order Number. 

DM87S280 J, DM87S281 J, 
DM77S280 J, DM77S281 J 
See NS Package J24C 


Order Number; 

DWI87S180 N or DM87S181 N 
See NS Package N24A 


Order Number: ^ 

DM87S280 N, or DM87S281 N 
See NS Package N24C 
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DC Electrical Characteristics (Note 3) 


Sym 

Parameter 

l|L 

Input Load Current 

l|H 

Input Leakage Current 

_j 

O 

> 

Low Level Output Voltage 

V|L 

Low Level Input Voltage 

VlH 

High Level Input Voltage 

bz 

Output Leakage Current 
(Open-Collector Only) 

Vc 

Input Clamp Voltage 

C| 

Input Capacitance 

Co 

Output Capacitance 

be 

Power Supply Current 


Conditions 


Vcc=Max, V|N = 0.45V 


Vcc=Max. Vin = 2.7V 


Vcc = Max, V|n = 5.5V 


Vqc ~ Min, Iql ~ 16mA 


Vcc = Max, Vcex = 2.4V 


Vcc = Max, Vcex = 5.5V 


Vcc = Min, l|N = -18mA 


Vcc = 5.0. Vin = 2.0V, 
Ta-25C. 1MHz 


Vcc == 5.0V, Vo = 2.0V 
Ta = 25C, 1MHz, Outputs Off 


Vcc = Max, Inputs Grounded 
All Outputs Open 


DM77S180/181 

DM77S280/281 


Min 


DM87S180/181 

DM87S280/281 





D O 


00 00 
"Nl ->4 

in in 

lO -»■ 
00 00 
-»> o 


2oS 


Iqs Short Circuit 
Output Current 


Iqz Output Leakage 
(TRI-STATE) 


Vqh Output Voltage High 


Vo = OV, Vcc = Max 
(Note 4) 


Vcc = Max, Vo = 0.45 to 2.4V 
Chip Disabled 


loH = -2.0mA 


loH = 6.5mA 


-20 


-70 

— 

-20 


-70 

mA 



+50 



+50 

mA 



-50 



-50 

mA 

IBI 

3.2 





V 




2.4 

3.2 


V 


AC Electrical Characteristics (With standard Load and Operating Conditions) 



TAA I Address Access Time 


Enable Access Time 


TER I Enable Recovery Time 


Output Enable Time 


TXZ 


DM77S180/181 DM87S180/181 

DM 77S280/281 DM87S280/281 Units 

Typ I Max Min I Typ I Max 



AC Electrical Characteristics (With standard Load and Operating Conditions) 


DM77S181A 



DM87S181A 


JEDEC Symbol 


Min Typ Max Min Typ Max 


Parameter 


TAA Address Access Time 


Enable Access Time 


TER 


TZX Output Enable Time 


TXZ Output Disable Time 


Note 3: These limits apply over the entire operating range unless stated otherwise. All typical values are for V^c = 5.0V and = 25C. 
Note 4: During Iqs measurement, only one output at a time should be grounded. Permanent damage' may otherwise result. 
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DM77/87LS181 




National 

Semiconductor 


DM77/87LS181 

(1024 X 8) 8192-Bit TTL PROMs 


Bipolar PROMs 


General Description 


Features 


These Schottky memories are organized in the popular 
1024 words by 8 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 8 outputs go to the 
“OFF’ or high impedance state. The memories are avail- 
able in TRI-STATE® versions. 

PROMs are shipped from the factory with lows in ail 
locations. A high may be programmed into any selected 
location by following the programming instructions. 


■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access— 1 (X)ns typ 
Enable access— 35ns typ 
Enable recovery— -35ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFE™ programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM87LS181 


X 


X 

N,J 







DM77LS181 

X 



X 

J 


Block and Connection Diagram 



08 07 06 05 04 03 02 01 



Order Number; 
DM87LS181-J, 
orDM77LS181^ 

See NS Package J24A 


Order Number, 
DM87LS181-N 
See NS Package N24A 


21-26 







DC Electrical Characteristics (Note 3) 


Sym 

Parameter 

l|L 

Input Load Current 

l|H 

Input Leakage Current 

VoL 

Low Level Output Voltage 

V|L 

Low Level Input Voltage 

V|H 

High Level Input Voltage 

Vc 

Input Clamp Voltage 

■ 

Input Capacitance 

Co 

Output Capacitance 

■cc 

Power Supply Current 


DM77LS181 


DM87LS181 


Conditions 


Vcc=Max, V|N = 0.45V 


Vcc = Max, V|n = 5.5V 


Vcc = Min, loL = 8niA 


Vcc = Min, i|N = -18mA 


Vcc = 5.0. V|n = 2.0V 
Ta = 25C, 1MHz 


Vcc = 5.0V, Vo = 2.0V 
Ta = 25C, 1MHz, Outputs Off 


Vcc = Max, inputs Grounded 
All Outputs Open 


Min Typ Max Min Typ Max 


-150 -100 



-100 fiA 


50 fiA 


0.45 V 


0.80 V 




los 

Short Circuit 
Output Current 

Vo = OV, Vcc = Max 
(Note 4) 

loz 

Output Leakage 
(TRI-STATE) 

Vcc = Max, Vo = 0.5 to 5.5V 
Chip Disabled 

X 

o 

> 

Output Voltage High 

loH = -1 OniA 
Iqh ~ 1.6mA 

AC Electrical Characteristics (with specified Load* ai 

Sym 

Parameter 

JEDEC Symbol 

TAA 

Address Access Time 

TAVQV 

BBSS 

Enable Access Time 

TEVQV 

TER 

Enable Recovery Time 

TEXQX 


Output Enable Time 

TEVQX 

TXZ 

Output Disable Time 

TEXQZ 


-10 


-70 

-10 


-85 

mA 



+50 



+40 

mA 



-50 



-40 

mA 


DM77LS181 


DM87LS181 


Min Typ Max Min Typ Max 





Note 3: These limits apply over the entire operating range unless stated otherwise. All typical values are for V^c = 5.0V and = 25C. 
Note 4: During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 

* Q Vcc 
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DM77/87SR181 


National 
Semiconductor 

DM77/87SR181 

(1024x8) 8k-Bit Registered TTL PROM 



Bipolar PROMs 


General Description 

The DM77/87SR181 is an electrically programmable 
Schottky TTL read-only memory with D-type, master- 
slave registers on chip. This devices is organized as 
1024-words by 8-bits and is available in the tri-state out- 
put version. Designed to optimize system performance, 
this device also substantially reduces the cost and size 
of pipelined microprogrammed systems and other 
designs wherein accessed PROM data is temporarily 
stored in a register. The DM77/87SR181 also offers maxi- 
mal flexibility for memory expansion and data bus con- 
trol by providing both synchronous and asynchronous 
output enables. All outputs will g^to the “OFF” state if 
the synchronous chip enable (GS) is high before the 
rising e^ge of the clock, or if the asynchronous chip 
enable (G) is held high. The outputs are enabled when_GS 
is brought low before the rising edge of the clock and G is 
held low. The GS flip-flop is designed to power up to the 
“OFF” state with the application of Vcc- 

Data is read from the PROM by first applying an address 
to inputs A0-A9. During the setup time the output of the 
array is loaded into the master flip-flop of the data regis- 
ter. During the rising edge (low to high transition) of the 
clock, the data is then transferred to the slave of the flip- 
flop and will appear on the output if the output is en- 
abled. Following the rising edge clock transition the ad- 
dresses and synchronous chip enable can be removed 
and the output data will remain stable. 

TRI-STATE® is a registered trademark of National Semiconductor Corp. 
TRI-SAFETM Is a trademark of National Semiconductor Corp. 


The DM77SR181 also features an initialize function INIT. 
The initialize function provides the user \with an extra 
word of programmable memory whic h is a ccessed with 
single pin control by applying a lowon INIT. The initialize 
function is synchronous and is loaded into the output 
register on the next risin g ed ge of the clock. The 
unprogrammed state of the INIT is all lows. 

PROMs are shipped from the factory with lows in all loca- 
tions. A high may be programmed into any selected loca- 
tion by following the programming instructions. Once 
programmed, it is impossible to go back to a low. 

Features 

■ On-chip, edge-triggered registers 

■ Synchronous and asynchronous enables for word 
expansion 

■ Programmable register INITIALIZE 

■ 24-pin, 300 mil package 

■ 40ns address setup and 20ns clock to output for 
maximum system speed 

■ Highly reliable, titanium tungsten fuses 

■ TRI-STATE® outputs 

■ Low voltage TRI-SAFE™ programming 

■ All parameters guaranteed over temperature 


Block Diagram 


INIT 


GS 
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DC Electrical Characteristics (Note 3) 



Parameter 


Input Load Current 


Input Leakage Current 


Low Level Output Voltage 


Low Level Input Voltage 


High Level Input Voltage 


Output Leakage Current 


Conditions 


Vcc = Max„ V|N = 0.45V 


Vcc = Max„ V|n = 2.7V 


Vcc = Max., V|N = 5.5V 


Vcc = Min., Iql= 16mA 


Vcc = Max., VcEX ■ 2.4V 


DM77SR181 





DM87SR181 


Max. 


-250 


25 


1.0 





Vc 

Input Clamp Voltage 

Vcc = Min., i|M = -18mA 



-1.2 


EES 

-1.2 

V 

C| 

Input Capacitance 

Vcc = 5.0, V|M = 2.0V 
Ta = 25“C, 1MHz 


A.O 



4.0 


PF 

Co 

Output Capacitance 



6.0 



6.0 


PF 

•cc 

Power Supply Current 

Vcc = Max., Inputs Grounded 
All Outputs Open 


115 

175 


115 

175 

mA 

TRI-STATE Parameters 

Iqs 

Short Circuit 
Output Current 

Vq = 0V, Vcc = Max. 
(Note 4) 

-20 


-70 

-20 


-70 

mA 

loz 

Output Leakage 
(TRi-STATE) 

Vcc = Max., Vo = 0.45 to 2.4 V 
Chip Disabled 

-50 





+50 

mA 

Vqh 

Output Voitage High 

Iqh — —2.0mA 

MM 

3.2 





V 

loH = -6.5mA 




mm 



V 


Note 3: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vqc = 5.0V and = 25°C. 
Note 4: During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 


Switching Characteristics 


Symbol 

Parameter 

tS(A) 

Address to CLK (High) Setup Time 

tH(A) 

Address to CLK (High) Hoid Time 

ts(INIT) 

INIT to CLK (High) Setup Time 

tH(INIT) 

INITtoCLK (High) Hoid Time 

tpHL(CLK) 

Deiay from CLK (High) to Output 
(High or Low) 

twH(CLK) 

twL(CLK) 

CLK Width (High or Low) 

ts(GS) 

GS to CLK (High) Setup Time 

1h(GS) ' 

GSto CLK (High) Hoid Time 

IpZL(CLK) 

Deiay from CLK (High) to Active 

tpZH(CLK) 

Output (High or Low) 

tpZL(G) 

Deiay from G (Low) to Active 

tpZH(G) 

Output (High or Low) 

tpLZ(CLK) 

Delay from CLK (High) to inactive 

IpHZ(CLK) 

Output (TRI-STATE) 

tpLZ(G) 

Delay from G (High) to Inactive 

tpHZ(G) 

Output (TRI-STATE) 


Conditions 


DM77SR181 


DM87SR181 



Cl = 30pF 


Cl = 5pF (Note 1) 


20 


IB, 

20 

25 

20 

30 


20 

25 

15 

30 


15 

25 

15 

30 


15 

25 

20 

30 


20 

25 

20 

30 


20 

25 

15 

30 


15 

25 

15 

30 


15 

25 
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DM77/87S184, DM77/87S185, DM77/87S185A, DM77/87S185B 



National 

Semiconductor 


Bipolar PROMs 


DM77/87S184, DM77/87S185, DM77/87S185A, 
DM77/87S185B (2048X4) 8192-Bit TTL PROMs 


General Description 

These Schottky memories are organized in the popular 
2048 words by 4 bits configuration. A memory enable input 
is provided to control the output states. When the device is 
enabled, the outputs represent the contents of the selected 
word. When disabled, the 4 outputs go to the “OFF” or high 
impedance state. The memories are available in both open- 
collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all loca- 
tions. A high may be programmed into any selected location 
by following the programming instructions. 


Features 

■ Advanced titanium-tungsten (Ti-W) fuses 

■ Schottky-clamped for high speed 

Address access — 35 ns max (B Version) 
Enable access — 15 ns typ 
Enable recovery — 15 ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFEtm programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

DM87S184 


X 

X 


N,J 

DM87S185 


X 


X 

N,J 

DM77S184 

X 


X 


J 

DM77S185 

X 



X 

J 


TRI-STATE* is a registered trademark of Nattonal Semiconductor Corp. 
TRI-SAFEtm and STARPLEXtm are trademarks of National Semiconductor Corp. 

Block and Connection Diagram 


A10 

A3 

A2 

A1 

AO 



01 

TL/L/5279-1 


A6 

AS 

A4 

A3 

AO 

A1 

AZ 

A10 

GND 


TOP VIEW 

TL/L/5279-2 


1 

TT 

IS 

2 


17 

3 


16 

4 


15 

5 


14 

6 


13 

7 


12 

8 


11 

9 


10 
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DC Electrical Characteristics (Note 3) 


Symbol 

Parameter 

Conditions 

DM77S184/185 

DM87S184/185 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

l|L 

Input Load Current 

Vcc Max, V|N = 0.45V 


-80 

-250 


-80 

-250 

liA 

l|H 

Input Leakage Current 

Vcc = Max. V|N = 2.7V 



25 



25 

/i.A 

Vcc = Max. V|N = 5.5V 



1.0 



1.0 

mA 

VoL 

Low Level Output Voltage 

Vcc ~ Min, Iql = 16 mA 


0.35 

0.50 


0.35 

0.45 


V|L 

Low Level Input Voltage 




0.80 



0.80 

B 

V|H 

High Level Input Voltage 


2.0 



2.0 



B 

l02 

Output Leakage Current 
(Open-Collector Only) 

Vcc = Max, VcEX - 2.4V 



50 



50 

fiA 

Vcc = Max. VcEX = 5.5V 



100 



100 

fxA 

Vc 

Input Clamp Voltage 

Vcc ~ Min, l|fs| = —18 mA 


-0.8 

-1.2 


-0.8 

-1.2 

V 

C| 

Input Capacitance 

Vcc = 5.0, V|N = 2.0V 
Ta = 25C. 1 MHz 


4.0 



H 


PF 

Co 

Output Capacitance 

Vcc = 5.0V, Vo = 2.0V 
Ta = 25C, 1 MHz, Outputs Off 


6.0 



6.0 


PF 

icc 

Power Supply Current 

Vcc = Max, Input Grounded 
All Outputs Open 


100 

140 


100 

140 

mA 

TRI-STATE Parameters 

Iqs 

Short Circuit 
Output Current ; 

Vo = OV, Vcc ~ 
(Note 4) 

-20 

■ 

-70 

-20 

■ 

-70 

m 

Iqz 

Output Leakage 
(TRI-STATE) 

Vcc = Max, Vo = 0.45 to 2.4V 
Chip Disabled 

-50 

■ 

-1-50 

-50 

■ 

-t-50 

fiA 

VoH 

Output Voltage High 

Iqh ~ —2.0 mA 


3.2 





n 

Iqh ~ —6.5 mA 




mm 

3.2 


B 


AC Electrical Characteristics (With Standard Load and Operating Conditions) 


Symbol 


JEDEC Symbol 


Parameters 


DM77S184/185 


Min 


Typ 


Max 


DM87S184/185 


Min 


Typ 


Max 


Units 


TAA 


TAVQV 


Address Access Time 


40 


70 


40 


55 


TEA 


TEVQV 


Enable Access Time 


15 


30 


15 


25 


TER 


TEXQX 


Enable Recovery Time 


15 


30 


15 


25 


TZX 


TEVQX 


Output Enable Time 


15 


30 


15 


25 


TXZ 


TEXQZ 


Output Disable Time 


15 


30 


15 


25 


AC Electricai Characteristics (With Standard Load and Operating Conditions) 


Symbol 

JEDEC Symbol 

Parameters 

DM77S185A/B 

DM87S185A/B 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

TAA 

TAVQV 

185A 

Address Access Time 


30 

60 


30 

45 

ns 

185B 


25 

50 


25 

35 

ns 

TEA 

TEVQV 

Enable Access Time 


15 

30 


15 

25 

ns 

TER 

TEXQX 

Enable Recovery Time 


15 

30 


15 

25 

ns 

TZX 

TEVQX 

Output Enable Time 


15 

30 , 


15 

25 

ns 

TXZ 

TEXQZ 

Output Disable Time 


15 

30 


15 

25 

ns 


Note 3: These limits apply over the entire operating range unless otherwise. All typical values are for Vqq = 5.0V and = 25C. 
Note 4: During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 
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DM77/87S184, DM77/87S185, DM77/87St85A, DM77/87S185B 

























































































































































































































DM77/87S190, 190A, 190B, 191, 191A, 191B, 
290, 290 A, 290B, 291 , 291 A; 291 B 



National 

Semiconductor 


Bipolar PROMs 


DM77/87S190, DM77/87S191; DM77/87S290, 
DM77/87S291 ; DM77/87S1 90A, DM77/87S1 91 A; 
DM77/87S290A, DM77/87S291A; DM77/87S190B, 
DM77/87S191B; DM77/87S290B, DM77/87S291B 
(2048X8) 16,384-Bit TTL PROMs 

Features 

■ Advanced tungsten (W) fuses 

■ Schottky-clamped for high speed 
Address access — 35 ns max (B version) 
Enable access — 15 ns typ 
Enable recovery — 15 ns typ 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFEtm programming 



Military 

Commercial 

Open- 

Collector 

TRI-STATE 

Package 

24-Pin 

Standard 

24-Pln 

Thln-Dip 

DM87S190 


X 

X 


N,J 

X 


DM87S191 


X 


X 

N,J 

X 


DM77S190 

X 


X 


J 

X 


DM77S191 

X 



X 

J 

X 


DM87S290 


X 

X 


N,J 


X 

DM87S291 


X 


X 

N,J 


X 

DM77S290 

X 


X 


J 


X 

DM77S291 

X 



X 

J 


X 


General Description 

These Schottky memories are organized in the popular 
2048 words by 8 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the select- 
ed word. When disabled, the 8 outputs go to the “OFF” or 
high impedance state. The memories are available in both 
open-collector and TRI-STATE® versions. 

PROMs are shipped from the factory with lows in all loca- 
tions. A high may be programmed into any selected location 
by following the programming instructions. 


TRI-STATE* Is a registered trademark of National Semiconductor Corporation 
TRI-SAFETM and STARPLEXtm are trademarks of National Semiconductor Corporation 
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AC Electrical Characteristics (With Standard Load and Operating Conditions) 


JEDEC Symbol 

Sym 

Parameter 

DM77S190/191 

DM77S290/291 

DM87S190/191 

DM87S290/291 

Units 





Min 

Typ 

Max 

Min 

Typ 

Max 


TAVQV 

191A 

<AA 

Address Access Time 


35 

60 


35 

45 

ns 


191B 




30 

30 


30 

35 

ns 

TEVQV 

*EA 

Enable Access Time 


15 

35 


15 

30 

ns 

TEXQX 

*ER 

Enable Recovery Time 


15 

35 


15 

30 

ns 

TEVQX 




15 

35 


15 

30 

ns 

TEXQZ 


Output Disable Time 


15 

35 


15 

30 

ns 


DC Electrical Characteristics (Notes) 


Symbols 

Parameter 

Condition 

DM77S190/191 

DM77S290/291 

DM87S190/191 

DM87S290/291 

Units 




Min 

Typ 

Max 

Min 

Typ 

Max 


l|L 

Input Load Current 

Vcc ~ Max, V|(\| = 0.45V 


-80 

-250 


-80 

-250 

/liA 

l|H 

Input Leakage Current 

Vcc = Max. V|N = 2.7V 



25 



25 

fiA 



Vcc ~ Max, V|N = 5.5V 



1.0 



1.0 

mA 

VoL 

Low Level Output Voltage 

Vcc ~ Min, Iql = 16 mA 


0.35 

0.50 


0.35 

0.45 

V 

V|L 

Low Level Input Voltage 




0.80 



0.80 

V 

V|H 

High Level Input Voltage 


2.0 



2.0' 



V 

>02 

Output Leakage Current 

Vcc = Max, VcEX = 2.4V 



50 



50 

fiA 


(Open-Collector Only) 

Vcc = Max, VcEX = 5.5V 



100 



100 

fiA 

Vc 

Input Clamp Voltage 

Vcc ~ Min, l|fv| = —18 mA 


-0.8 

-1.2 


-0.8 

-1.2 

V 

C| 

Input Capacitance 

Vcc = 5.0V, V|N = 2.0V 
Ta = 25*0, 1 MHz 


4.0 



4.0 


PF 

Co 

Output Capacitance 

Vcc = 5.0V. Vo = 2.0V 
Ta = 25°C, 1 MHz, Outputs Off 


6.0 



6.0 


■PF 

Icc 

Power Supply Current 

Vcc = Max, Input Grounded 
All Outputs Open 


120 

175 


, 120 

175 

mA 

TRI-STATE Parameters 

los 

Short Circuit 
Output Current 

Vq = OV, Vcc ~ Max 
(Note 4) 

-20 

■ 

-70 

-20 


-70 

mA 

•oz 

Output Leakage 
(TRI-STATE) 

Vcc = Max, Vo = 0.45V to 2.4V 
Chip Disabled 

-50 


50 

-50 


50 

jxA 

VOH 

Output Voltage High 

loH —2.0 mA 


3.2 





V 



Iqh ~ —6.5 mA 




Bl 

3.2 


V 


AC Electrical Characteristics (With Standard Load and Operating Conditions) 


JEDEC Symbol 

Sym 

Parameter 

DM77S191A/B 

DM77S291A/B 

DM87S191A/B 

DM87S291A/B 

Units 





Min 

Typ 

Max 

Min 

Typ 

Max 


TAVQV 

191A/291A 

mm 

Address Access Time 


30 

60 


30 

45 

ns 


191B/291B 




30 

50 


— 

35 

ns 

TEVQV 

■a 

Enable Access Time 


15 

35 


15 

25 

ns 

TEXQX 

MM 

Enable Recovery Time 


15 

35 


15 

25 

ns 

TEVQX 

MM 

Output Enable Time 


15 

35 


15 

25 

ns 

TEXQZ 

MM 

Output Disable Time 


15 

35 


15 

25 

ns 


Note 3; These limits apply over the entire operating range unless stated otherwise. All typical values are for Vcc = 5.0V and Ta = 25“C. 
Note 4: During Iqs measurement, oniy one output at a time shouid be grounded. Permanent damage may otherwise resuit. 
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DM77/87S190, 190A, 190B, 191, 191 A, 191B 
290, 290A, 290B, 291, 291 A, 291 B 

























































































































































































































DM77/87S195A, DM77/87S195B 



National 

Semiconductor 


Bipolar PROMs 

PRELIMINARY 


DM77S195A/ DM87S1 95A, DM77S1 95B/DM87S1 95B 
(4096 X 4) 16,384-Bit TTL PROM 


General Description 

These Schottky memories are organized in the popular 
4096 words by 4 bits configuration. Memory enable inputs 
are provided to control the output states. When the device 
is enabled, the outputs represent the contents of the 
selected word. When disabled, the 4 outputs go to the OFF 
or high impedance state. The memories are available in 
TRI-STATE® version only. 

PROMs are shipped from the factory with lows in all loca- 
tions. A high may be programmed into any selected loca- 
tion by following the programming instructions. 


Features 

■ Advanced tungsten (W) fuse technology 

■ Schottky-clamped for high speed 

Address access— 30 ns typ 
Enable access— 15 ns typ 
Enable recovery— 15 ns typ 

■ PNP inputs for reduced input loading 

■ All DCand ACparametersguaranteedovertemperature 

■ Low voltage TRI-SAFE™ programming 



Military 

Commercial 

TRI-STATE 

Package 

DM87S195A/B 



X 

N,J 

DM77S195A/B 

X 


X 

J 


Block and Connection Diagrams 



04 03 02 01 


TL/L/5247-1 


Dual-ln-Line Package 



TRI-STATE® is a registered trademark of National Semiconductor Corp. 
TRI-SAFE^^ is a trademark of National Semiconductor Corp. 
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DC Electrical Characteristics (Note 3) 



Parameter 

Conditions 

DM77S195A/B 

DM87S195A/B 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

l|L 

Input Load Current 

Vcc = Max, V|N = 0.45V 


-80 

-250 


-80 

-250 

fiA 

l|H 

Input Leakage Current 

Vcc = Max, V|n = 2.7V 



25 



25 

aA 

Vcc = Max, V|N = 5.5V 



1.0 



1.0 

mA 

VoL 

Low Level Output Voltage 

Vcc = Min, Iql= 16 mA 


0.35 

0.50 


0.35 

0.45 

V 

V|L 

Low Level Input Voltage 


i 


0.80 



0.80 

y 

V|H 

High Level Input Voltage 


2.0 



2.0 



V 

Vc 

Input Clamp Voltage 

Vcc = Min, l|N= - 18 mA 


-0.8 

-1.2 


-0.8 

-1.2 

V 

c, 

Input Capacitance 

Vcc = 5.0V, V|N = 2.0V 
Ta = 25°C, 1 MHz 

■ 

4.0 

■ 

■ 

4.0 

■ 

pF 

Co 

Output Capacitance 

Vcc = 5.0V, Vo = 2.0V 

Ta = 25°C, 1 MHz, Outputs Off 

■ 

6.0. 

■ 

■ 

6.0 

■ 

pF 

Icc 

Power Supply Current 

Vcc = Max, Inputs Grounded 
All Outputs Open 

■ 


170 

■ 

■ 

170 

mA 


TRI-STATE PARAMETERS 


■ 

Short Circuit 
Output Current 

Vo = 0V, Vcc = Max 
(Note 4) 

-20 

■ 

-70 

-20 

■ 

-70 

mA 


Output Leakage 

Vcc = Max, Vq = 0.45V to 2.4V 


1 

+ 50 



+ 50 

aA 

■■ 

(TRI-STATE) 

Chip Disabled 



-50 



-50 

fiA 

X 

o 

> 

Output Voltage High 

Iqh — ~ 2.0 mA 

Q 

3.2 


■ 


B 

V 



Iqh = 6.5 mA 

■ 



B 

3.2 


V 


Note 3: These limits apply over the entire operating range unless stated otherwise. All typical values are for V^c = 5.0V and = 25“C. 
Note 4; During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 


AC Electrical Characteristics (with standard load and operating conditions) 


Symbol 

Parameter 

DM77S195A/195B 

DM87S195A/195B 

Units 

Alternate 

JEDEC 

Standard 

Min 

Typ 

Max 

Min 

Typ 

Max 

Ua 

TAVQV 

Address Access Time 

195A 


30 

60 


30 

45 

ns 

195B 


30 

50 


25 

35 

ns 

Iea 

TEVQV 

Enable Access Time 


15 

30 


15 

25 

ns 

Ier 

TEXQX 

Enabie Recovery Time 


15 

30 


15 

25 

ns 

tzx 

TEVQX 

Output Enable Time 


15 

30 


15 

25 

ns 

txz 

TEXQZ 

Output Disable Time 


15 

30 


. 15 

25 

ns 


ns 


DM77/87S195A, DM77/87S195B 




























































































































































DM77/87S321, DM77/87S421; DM77/87S321A, DM77/87S421A 



National 

Semiconductor 

\ 


Bipolar PROMs 

PRELIMINARY 


DM77/87S321, DM77/87S421; DM77/87S321A, DM77/87S421A 
(4096 X 8) 32,768-Bit TTL PROMs 


General Description 


Features 


These Schottky memories are organized in the popular 
4,096 words by 8-bits configuration. Memory enabie in- 
puts are provided to control the output states. When the 
device is enabled, the outputs represent the contents of 
the selected word. When disabled, the eight outputs go 
to the “OFF” or high impedance state. 

PROMs are shipped from the factory with lows in all 
locations. A high may be programmed into any selected 
location by following the programming instructions. 

The DM77/87S321 and DM77/87S421 program the same 
as all other nonregistered PROMs from National. 


■ Advanced fuse technology 

■ Schottky-clamped for high speed 

Address access— 35 ns typ. 

Enable access — 20 ns typ. 

Enable recovery — 20ns typ. 

■ PNP inputs for reduced input loading 

■ All DC and AC parameters guaranteed over 
temperature 

■ Low voltage TRI-SAFE™ programming 

■ Generic programming. 


TRl-STATE® Is a registered trademark of National Semiconductor Corp. 
TRI-SAFETM Is a trademark of National Semiconductor Corp, 



Military 

Commercial 

TRI-STATE® 

Package 

DM87S321, A 


X 

X 

N.J 

DM77S321, A 

X 


X 

J 

DM87S421, A 


X 

X 

N,J* 

DM77S421, A 

X 

1 

X 

J* 


*Thin-Dip (0.3") package 


Block and Connection Diagrams 




TUL5149 
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DC Electrical Characteristics (Note 3) 


Symbol 



Parameter 


Input Load Current 


Input Leakage Current 


Low Level Output Voltage 


Low Level Input Voltage 


High Level Input Voltage 


Input Clamp Voltage 


Input Capacitance 


Output Capacitance 




TRI-STATE Parameters 


DM77S321/421 


Conditions 


Vcc = Max., V|N = 0.45V 


Vcc = Max., V|n = 2.7V 


Vcc = Max., V|n = 5.5V 


Vcc = Min., loi_ = 12mA 



Iqs 

Short Circuit 
Output Current 

loz 

Output Leakage 
(TRI-STATE) 

VoH 

Output Voltage High 


Vcc = Min., liN = -18mA 


Vcc = 5.0, V|n = 2.0V 
Ta = 25“C, 1MHz 


Vcc = 5.0V, Vo = 2.0V 

Ta = 25°C, 1MHz, Outputs Off 


Vcc = Max., 

All Outputs Open 


Vo = 0V, Vcc = Max. ' 
(Note 4) 


Vcc = Max., Vo = 0.45 to 2.4V 
Chip Disabled 


OH = -2.0 mA 


loH = “6.5mA 



fMax. 

Min. 

-250 


25 


1.0 


0.50 


0.80 


i 

2.0 

-12 


i 




185 



-70 

-20 

-1-50 

-50 




El 


DM87S321/421 


-80 -250 hA 


25 hA , 


1.0 mA 


0.35 0.45 V 


0.80 V 


V 


-0.8 -1.2 V 


135 185 




AC Electrical Characteristics (With Standard Load and Operating Conditions) 


DM77S321/421 


DM87S321/421 


Symbol 

Parameter 

JEDEC Symbol 

Min. 

Typ. 

Max. 

Min. 

Typ. 

Max. 

Units 

Taa 

Address Access Time 

TAVQV 


40 

65 


40 

55 

ns 

mm 

Enable Access Time 

TEVQV 


20 

35 


20 

30 

ns 

Ter 

Enable Recovery Time 

TEXQX 


20 

35 


20 

30 

ns 

Tzx 

Output Enable Time 

TEVQX 


20 

35 


20 

30 

ns 



TEXQZ 


20 

35 


20 

30 

ns 


AC Electrical Characteristics (With Standard Load and Operating Conditions) 


J"aa Address Access Time 
Enable Access Time 
I Enable Recovery Time 

Tzx Output Enable Time 

Output Disable Time 


JEDEC Symbol 


TAVQV 

TEVQV 

TEXQX 

TEVQX 

TEXQZ 


DM77S321A/421A DM87S321A/421A 


Min. Typ. Max. Min. Typ. Max. 


Note 3; These limits apply over the entire operating range unless stated otherwise. All typical values are for Vcc = 5.0V 
Ta = 25°C. 

Note 4: During Iqs measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 
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DM77/87S321, DM77/87S421; DM77/87S321A, DM77/87S421A 































































































































































Non -Registered PROM Programming Procedure 


Non-Registered PROM Programming Procedure 

National Schottky PROMs are shipped from the factory with all fuses intact. As a result, the outputs will be low 

logical "0”) for all addresses. To generate high (logical “1”) levels at the outputs, the device must be programmed. 

Information regarding commercially available programming equipment may be obtained from National. If it is 

desired to build your own programmer, the following conditions must be observed: 

1. Programming should be attempted only at ambient temperatures between 15 and 30 degrees Celsius. 

2. Address and enable inputs must be driven with TTL logic levels during programming and verification. 

3. Programming will occur at the selected address when Vcc is at 10.5 volts, and at the selected bit location when 
the output pin, representing that bit, is at 10.5 volts, and the device is subsequently enabled. To achieve these 
conditions in the appropriate sequence, the following procedure must be followed: 

a) Select the desired word by applying high or low levels to the appropriate address inputs. Disable the device by 
applying a high level to one or more “active low” chip enable inputs. 

b) Increase Vcc from nominal to 10.5 volts (plus or minus 0.5V) with a slew rate between 1.0 and 10.0V//xs. Since 
Vcc is the source of the current required to program the fuse as well as the Ice for the device at the 
programming voltage, it must be capable of supplying 750mA at 11.0 volts. 

c) Select the output where a logical high is desired by raising that output voltage to 10.5 volts (plus or minus 0.5V). 
Limit the slew rate from 1 .0 to 10.0V//us. This voltage change may occur simultaneously with the increase in 
Vcc. but must not precede it. It is critical that only one output at a time be programmed since the internal 
circuits can only supply programming current to one bit at a time. Outputs not being programmed must be left 
open or connected to a high impedance source of 20kfl minimum (Remember that the outputs of the device 
are disabled at this time). 

d) Enable the device by taking the chip enable(s) to a low level. This is done with a pulse of lO/xs. The ^0^lS 
duration refers to the time that the circuit (device) is enabled. Normal input levels are used and rise and fall 
times are not critical. 


e) Verify that the bit has been programmed by first removing the programming voltage from the output and then 
reducing Vcc fo 4.0 volts (plus or minus 0.2V). Verification at a Vcc '6vel of 4.0 volts will guarantee proper 
output states over the Vcc and temperature range of the programmed part. The device must be enabled to 
sense the state of the outputs. During verification, the loading of the output must be within specified Iql and 
Iqh limits. Steps b, c, and d must be repeated up to 10 times or until verification that the bit has been pro- 
grammed. 

f) Following verification, apply five additional programming pulses to the bit being programmed. The program- 
ming procedure is now complete for the selected bit. 

g) Repeat steps a through f for each bit to be programmed to a high level. If the procedure is performed on an 
automatic programmer, the duty cycle of Vcc at the programming voltage must be limited to a maximum of 
25%. This is necessary to minimize device junction temperatures. After all selected bits are programmed, the 
entire contents of the memory should be verified. 

Note: Since only an enabled device is programmed, it is possible to program these parts at the board level if all 
programming parameters are complied with. 
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Programming Paramoters do not test or you may program the device 


Sym 

Parameters 

Conditions 

Min 

Recommended 

Value 

Max 

Units 

Vccp 

Required Vcc for Programming 


10.0 

10.5 

11.0 

V 

Iccp 

Ice During Programming 

Vcc=11V 



750 

mA 

Vqp 

Required Output Voltage for 
Programming 


10.0 

10.5 

11.0 

V 

■op 

Output Current while 
Programming 

< 

o 

c 

H 

II 

< 



20 

mA 

■rr 

Rate of Voltage Change of 
Vcc or Output 


1.0 


10.0 

V/ms 

PwE 

Programming Pulse Width 
(Enabled) 


9 

10 

11 

MS 

Vccv 

Required Vcc for Verification 


3.8 

4.0 

4.2 

V 

Mqc 

Maximum Duty Cycle for 
Vcc at Vccp 



25 

25 

% 


Programming Waveforms Non-Registered prom 


T1 = 100ns min. 

T2 = 5ms min. T2 may be > 0 
if Vccp rises at 
the same rate or faster 
than (Vqp) 

T3 = 100ns min. 

T4 = 100ns min. 

T5 = 100ns min. 

P\fj£ is repeated for 5 
additional puises after 
verification of Vqh 
indicates a bit has been 
programmed. 



21 
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Non-Registered PROM Programming Procedure 
























































Registered PROM Programming Procedure 


Registered PROM Programming 
Procedure 

National Schottky PROMs are shipped from the factory 
with all fuses intact. As a result, the outputs will be low 
(logical ‘0’) for all addresses. To generate high (logical ‘1’) 
levels at the outputs, the device must be programmed. 
Information regarding commercially available program- 
ming equipment may be obtained from National. If it is 
desired to build your own programmer, the following 
conditions must be observed. 

1. Programming should be attempted only at ambient 
temperatures between 15°C and 30°C. 

2. Address and Enable inputs must be driven with TTL 
logic levels during programming and verification. 

3. Programming will occur at the selected address when 
Vcc is at 10.5V, and at the selected bit location when 
the output pin, representing that bit, is at 10.5V, and 
the device is subsequently enabled. To achieve these 
conditions in the appropriate sequence, the following 
procedure must be followed: 

a) Select the desired word by applying high or low lev- 
els to the appropriate address inputs. Disable the 
device by applying a high level to asynchronous 
chip Enable input G. GS is held low during the en- 
tire programming time. 

b) Increase Vcc from nominal to 10.5V (±0.5V) with a 
slew rate between 1.0 and 10V/>iS. Since Vcc 's the 
source of the current required to program the fuse 
as well as the ice for the device at the program- 
ming voltage, it must be capable of supplying 
750mA at 11V. 

c) Select the output where a logical high is desired by 
raising that output voltage to 10.5V (±0.5V). Limit 
the slew rate from 1.0 to 10V//.(S. This voltage 
change may occur simultaneously with the in- 
crease in Vcc. but must not precede it. It is critical 
that only one output at a time be programmed 
since the internal circuits can only supply pro- 
gramming current to one bit at a time. Outputs not 
being programmed must be left open or connected 
to a high impedance source of 20kQ minimum. 
(Remember that the outputs of the device are dis- 
abled at this time.) 


d) Enable the device by taking the chip enable (G) to a 
low level. This is done with a pulse of lO^s. The 
10^/s duration refers to the time that the circuit (de- 
vice) is enabled. Normal input levels are used and 
rise and fall times are not critical. 

e) Verify that the bit has been programmed by first re- 
moving the programming voltage from the output 
and then reducing Vcc to 4.0V (± 0.2 V). Verification 
at a Vcc level of 4.0V will guarantee proper output 
states over the Vcc and temperature range of the 
programmed part. Each data verification must be 
preceded by a positive going (low to high) clock 
edge to load the data from the array into the output 
register. The device must be enabled to sense the 
state of the outputs. During verification, the 
loading of the output must be within specified Iol 
and Iqh limits. Steps b, c, and d must be repeated 
up to 10 times or until verification that the bit has 
been programmed. 

f) The initialize word is programmed by setting INIT 
input to a logic low and programming the initialize 
word output by output in the same manner as any 
other address. This can be accomplished by 
inverting the A9 address input from the PROM 
programmer and applying it to the INIT input. 
Using this method, the initialize word will program 
at address 512. 

g) Following verification, apply five additional pro- 
gramming pulses to the bit being programmed. The 

' programming procedure is now complete for the 
selected bit. 

h) Repeat steps a through f for each bit to be pro- 
grammed to a high level. If the procedure is per- 
formed on an automatic programmer, the duty 
cycle of Vcc at the programming voltage must be 
limited to a maximum of 25%. This is necessary to 
minimize device junction temperatures. After all 
selected bits are programmed, the entire contents 
of the memory should be verified. 
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PrO^rBITiming PararnGtcrS do not test or you may program the device 


Sym 

Parameters 

Conditions 

Min 

Recommended 

Value 

Max 

Units 

Vccp 

Required Vcc tor Programming 


10.0 

10.5 

11.0 

V 

•ccp 

Ice During Programming 

Vcc = 11V 



750 

mA 

Vop 

Required Output Voltage for 
Programming 


10.0 

10.5 

11.0 

V 

lop 

Output Current while 
Programming 

< 

o 

c 

H 

II 

< 



20 

mA 

Irr 

Rate of Voltage Change of 
Vcc or Output 


1.0 


10.0 

V/^s 

P\A/E 

Programming Pulse Width 
(Enabled) 


9 

10 

11 

MS 

Vccv 

Required Vcc tor Verification 


3.8 

4.0 

4.2 

V 

Mdc 

Maximum Duty Cycle for 
Vcc at Vccp 



25 

25 

% , 


Programming Waveforms Registered PROM 



Ti=100ns MIN. 

T2 = 5mS min. (T2 may BE > 0 IF VcCP RISES AT THE SAME RATE OR FASTER THAN VQP.) 
T 3 = 100nsMIN. 

T4=100n$ MIN. 

T 5 = 100ns MIN. 

T6 = 50ns MIN. 
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Registered PROM Programming Procedure 

























































standard Test Load 


Vcc 



TEST 

POINT 


* Device input waveform characteristics are; . 
Ftepefition rate = 1 MHz 

Source impedance = 500 
Rise and Fall times = 2.5ns max. 

(1.0 to 2.0 volt levels) 

' TAA is measured wth stable enable inputs. 

' TEA and TER are measured from the 1.5 
volt level on inputs and outputs with all 
address and enable inputs stable at appli- 
cable levels. 

* For Iql = 1 6mA, R1 = 3000 and R2 = 6000 
for Iqu = 1 2mA, R1 = 4000 and R2 = 8000. 

* “C” includes scope and jig capacitance. 


Switching Time Waveforms Non-Registered PROM 


ADDRESS 


OUTPUT 


ENABLE 



Switching Waveforms Registered prom 


A0-A9 


ih(A) 


tS(GS) 


— ~ 

IS(6S)|-i ► 

*IH(GS)* 

*IS(GS)h- 

► tH(GS) 


/// 

1 /m 

i ////////// 


-IH(GS). 


I . .1 

'tWL(CP)'i 


i X.».cp \\\\\\\\ 


3V 

1.5V 



IPHL(CP)-*| 

— IPZH(CP)-J 

■^tpHUCP)-^ 

|-^ tpHZliT) -^1 

tPZH(fS) — ^ 

QO-Q 7 


^ 


TIC- 




-^tpLH(CP)— 1 |-^tPLZ(CP)— 1 

— tpLZ(CP)— 1 

|-^IPtH(CP)-l 

|-^tpLZ(G)-»| 

- — tpzUG) — *1 


tS(INIT)- 


klH(INIT)- 


'"m {U 




VOH 

1.5V 

VOL 

3V 

1.5V 

OV 

3V 
1.5 V 


Key To Timing Diagram 


INPUTS 


OUTPUTS 


m 

m 


MUST BE 
STEADY 


MAY CHANGE 
FROM H TO L 


MAY CHANGE 
FROM L TO H 


WILL BE 
STEADY 


WILL BE 
CHANGING 
FROM H TO L 


WILL BE 
CHANGING 
FROM L TO H 






DON’T CARE: 
ANY CHANGE 
PERMITTED 


DOES NOT 
APPLY 


CHANGING: 

STATE 

UNKNOWN 


CENTER LINE 
IS HIGH 
IMPEDANCE 
“OFF” STATE 




Approved Programmers for NSC PROMs 


MANUFACTURER 

DATA I/O 

PRO-LOG 

KONTRON 

STAG 

AIM 

DIGELEC 

STARPLEX™ 


SYSTEM # 

5/17/19/29A 

M910, M980 

MPP80S 

PPX 

RP400 

UP803 


Quality Enhancement Programs For Bipolar Memory 


A+ PROGRAM* 


B+ PROGRAM 


Test 

Condition 

Guaranteed 
LOT AQL 5 

Test 

Condition 

Guaranteed 
LOT AQL 5 

D.C. 

Parametric 

And 

Functionality 

25° C 

0.05 

D.C. 

Parametric 

And 

Functionality 

25° C 

0.05 

Each 

Temperature 

Extreme 

0.05 

Each 

Temperature 

Extreme 

0.05 

A.C. 

Parametric 

25° C 

0.4 

A.C. 

Parametric' 

25° C 

0.4 

Mechanical 

Critical 

0.01 

Mechanical 

Critical 

0.01 

Major 

0.28 

Major 

0.28 

Seal 

Tests 

Fine Leak 
(5 X 10^) 

0.4 

Seal 

Tests 

Fine Leak 
(5x10-8) 

0.4 

Hermetic 

Gross 

0.4 

Hermetic 

Gross 



0.4 


'Includes 160 hours of burn-in at 125°C. 


STARPLEX ^ Is a trademark of National Semiconductor Corp. 
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^1^ National Bipo 

Semiconductor 

DM76S64/DM86S64 Bipolar Character Generator 

General Description 


Bipolar PROMs 


The DIV176S64/DI\/186S64 is a 64-character bipolar 
character generator with serial output designed primarily 
for the CRT display marketplace, and packaged in a 
standard 16-pin DIP. The DM76S64/DM86S64 incor- 
porates several CRT system level functions, as welt as a 
7 X 9 or 5 X 7 row scan character font. The DM76S64/ 
DM86S64 performs the system functions of parallel 
to serial shifting, character address latching, character 
spacing and character line spacing. These system func- 
tions have required extra packages in the past. 

Shifted characters can be generated by the on-chip 
subtractor. 

The c lear in put and the load enable input are active low. 
Load enable is synchronous with the dot clock. Both 
the line clock and the dot clock are positive edge- 
triggered. When the address latch control signal is high. 


the character addresses "fall through" the latch. And 
when the address' latch control signal goes low, the 
character addresses are latched. 

Features 

■ 64-character— row scan 

■ 5x7 or 7x9 font 

■ Custom fonts available with shift options 

■ Serial output 

■ 16-pin package 

■ 35 MHz typ clock rate 

■ On-chip input latches 

■ On-chip shift register 

■ On-chip dot blanking 

■ On-chip row blanking 

■ TRI-STATE® output 




■■iaHaa«i;wiMiLTitaawai;wia 


DM76S64CAE/DM86S64CAE 


DM76S64CAB/DM86S64CAB 


DM76S64CAH/DIV186S64CAH 


DM76S64CTA/DM86S64CTA 


DM76S64CTB/DM86S64CTB 



Shifted Lower Case Block 


Upper Case Block Letters 


Shifted Lower Case Block 


ASCII Character Set 


ASCII Numerals and Control 


PACKAGE 


N, J 


N, J 


N, J 


N, J 


N, J 


N, J 




Block Diagram 


ADDRESS LATCH 
COWTROL 


Connection Diagram 

Dual-In-Line Package 


LATCH 



0 

LATCH 

— ► 


• 

LATCH 


CHARACTER 

ADDRESS 

• 

LATCH 

-► 

DECODER 

1/64 

• 

LATCH 

-► 


• 

LATCH 

— ► 


63^ 

TAG BIT 


ADDRESS LATCH « 
CONTRDL 

Order Number clear — 

DM76S64XXX*/J s 

or DM86S64XXXVJ ^ 

See NS Package J16A cldckcontrdl — 

Order Number i^nd — 

DM86S64XXX*/N 
See NS Package N16A 



EDGE- 

TRIGGERED 

GENERATOR 


9-T0-1 MULTIPLEXER 


OUTPUT SHIFT REGISTER 


Logic Symbol 


alpha pattern designators 

TRI-STATE® Is a registered trademark of National Semiconductor Corp. 
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Absolute Maximum Ratings (Note 1) 


Supply Voltage -0.5V to +7V 

Input Voltage -1 ,5V to +5.5V 

Output Voltage -0.5V to +5.5V 

Storage Temperature -65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 


Operating Conditions 


Supply Voltage (Vcc> 
DM76S64 
DM86S64 

Ambient Temperature (T,^\) 
DM76S64 
DM86S64 

Logical "0" Voltage 
Logical "1" Voltage 


MIN MAX 


DC Electrical Characteristics (Note 2) 


SYM 

PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

l|L 

Input Load Current 

VcC ^ Max, V|M = 0.45V 



-800 

AiA 

l|H 

Input Leakage Current 

Vcc = Max, V|(M = 2.4V 



40 

AiA 

l| 

Input Leakage Current 

Vcc “ Max, V|(\| = 5.5V 



1 

mA 

VOL 

Low Level Output Voltage 

VcC ~ Min, Iql “ 16 mA 


0.35 

0.45 

V 

V|L 

Low Level Input Voltage 

Vcc " Min 



0.80 

V 

V|H 

High Level Input Voltage 

Vcc “ Min 

2.0 



V 

Vc 

Input Clamp Voltage 

Vcc ~ Min, 1 ifsj = -12 mA 


-0.8 

-1.5 

V 

C|N 

Input Capacitance 

Vcc = 5V, V|N = 2V, Ta = 25°C, 
1 MHz 


4.0 


pF 

Co 

Output Capacitance 

Vcc = 5V, Vo = 2V, Ta = 25° C, 
1 MHz, Output "OFF" 


6.0 


pF 

•cc 

Power Supply Current 

Vcc = Max, All Inputs Grounded, 
Output Open 


80 

140 

< 

e 

TRI-STATE PARAMETERS 

isc 

Output Short-Circuit Current 

Vq = OV, Vcc “ Max 

-15 


-70 

mA 

IHZ 

Output Leakage 

Vcc ■ Max, Vo = 0.45 to 2.4V, 
Chip Disabled 



±40 

ma 

VOH 

Output Voltage High 

IOH=-2mA f 

2.4 

3.2 


V 


AC Electrical Characteristics (Note 2) 


Access Time 

Dot Clock to Output 
Output Enable 
Output Disable 

Set-Up Time 

Load to Dot Clock 
Address to Load 
Clear to Load 
Control to Line Clock 
Line Clock to Load 
Address to Address Latch 

Hold Time 

Load from Dot Clock 
Address from Load 
Control from Line Clock 
Address from Address Latch 


See 

Switching 

Time 

Waveforms 



TYP 

MAX 

25 

50 

10 

35 

13 

35 

7 


54 


14 


-10 


156 


6 


-6 


-14 


23 


3 



DM86S64 
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DM76S64/DM86S64 


AC Electrical Characteristics (Continued) (Note 2) 


DM76S64 DM86S64 

PARAMETER CONDITIONS 1 1 1 

MIN TYP MAX MIN TYP 


Pulse Width 

Line Clock 50 12 40 12 

Clear 50 6 40 6 

Dot Clock 25 12 20 12 

Load 40 8 30 8 

Address Latch 50 22 . 40 22 

Clock Frequency 18 35 22 35 


Note 1 : Absolute maximum ratings are those values beyond which the device may be permanently damaged. They do not mean that the device 
may be operated at these values. 

Note 2: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vcq = 5V and T^ = 25°C. 



MIN 

TYP 

50 

12 

50 

6 

25 

12 

40 

8 

50 

22 

18 

35 



Standard Test Load 



Input waveforms are supplied by a pulse generator 
having the following characteristics: PRR = 1 MHz, 
ZOUT ~ 50 tr < 5 ns and tf < 5 ns (between 
1.0V and 2.0V). 

Tqo is measured with output enable at a steady low 
level. 


Switching Time Waveforms 


3V 

ADDRESS INPUT 
OV 

ADDRESS 
LATCH CONTROL 


CLOCK CONTROL 



LOAD ENABLE 



21-46 























Truth Tables 


A) ADDRESS LATCH 


ADDRESS LATCH 
CONTROL 

FUNCTION 

PERFORMED 

0 

1 

Latched 
Fall Through 


B) OUTPUT 


OUTPUT 

ENABLE 

STATE OF 
THE OUTPUT 

1 

0 

Output Hi-Z 
Data Out 


C) 4-BIT LINE COUNTER 


CLOCK CONTROL 

LINE CLOCK 

CLEAR 

LINE COUNTER 

H 


H 

Increment line counter 

X 

X 

L 

Asynchronous clear 
resets counter 

L 

X 

H 

Clock inhibited 

H 


H 

No change on high-to- 
low clock edge 


X = Don't care 


Definitions 


AO— A5: Character address. A 6-bit code which selects 
1 of the 64 characters in the font. 

Clear: Active low clear for mod 16 row counter, (can be 
used to truncate mod 16 counter). 

Line Clock: Clock that advances the line counter. 
Advances counter on the low-to-high transition. 

Clock Control: Enables line clock when high and 
disables line clock when low. 


Load Enable: Active low load command which routes 
data from the character ROM to the "D" inputs of the 
7-bit shift register, 

Dot Clock: A low-to-high transition of the dot clock 
loads the shift register if load enable is low or shifts 
data if load enable is high. 

Output Enable: An active low output enable. When high 
the output is in the Hi-Z state. 

Output: A TTL TRhSTATE output buffer. 


21-47 


DM76S64/DM86S64 





DM76S64/DM86S64 


Functional Description 


To select a character, a 6-bit binary word must be 
present at the address inputs AO— A5 when the address 
latch control is high. This address can be latched by 
bringing the address latch c ontro l signal low after a 
40 ns set-up time. When the clear input receives a low 
pulse, the counter is reset to zero. The shift register can 
be loaded (Ts2 ns) after the character is addressed. 
Data, representing 1 horizontal line of the addressed 
charact er, is available at the output when the load 
enable input is brought low. As shown in Figure 1, 
valid data arrives serially at the output. Dot clock 
pulses beyond that required to shift out 1 line of the 


character will add lows to the end of character. This 
provides a horizontal spacing between characters. 

Figure 2 shows how the counter sequences through the 
rows of addressed lines with the application of clock 
pulses at the line clock input. Any additional line 
clocks beyond that required to display the character 
will put a vertical space between characters. This spacing 
can be truncated by bringing the clear input low. 
Detailed system application infomation is contained in 
application note AN-167 available from National. 




Note. Output goes and stays low following the leading edge of the eighth Dot-Clock pulse until Load enable is enabled again and new 
parallel data is loaded into the shift register. 

FIGURE 1. Character Cycle 
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FIGURE 2. Line Cycle 
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Functional Description (Continued) 


A two character display example is shown in Figure 3 
and a typical system timing waveform is shown in 
Figure 4. 

A chip select input is provided for expansion of the 
character font. The various standard fonts are shown in 
Figures 5, 6, 7, 8, 9 and 10. Descending characters 
in the 5x7 fonts are shifted by virtue of their place- 
ment in the matrix. Descending characters in the 7x9 
fonts are shifted (by the on-chip line shifter/ 
counter) the number of lines indicated by the number 
in the upper left hand corner of the character drawings 
in the figures. 

Character Cycle — ROM data corresponding to 1 
line of characters is loaded into the shift register Ts2 
after the ROM is addressed. When load enable goes low, 
ROM data is allowed to be present at the D input of 


the shift register via the MUX. The first bit of the ROM 
data is transferred to the output at the next low-to-high 
transition of the dot clock. After load enable goes back 
high, the second to seventh clock pulses shift out the 
rest of the selected row of the addressed character. 
Additional clock pulses will shift out low data used 
for spacing. 


Line Cycle — The line counter is a mod 16 counter. 
A low-to-high transition of the line clock advances the 
line counter to the next count. If, for any reason, the 
counts need to be truncated, a low signal at the clear 
input resets the counter to zero. The clock control may 
be used as a line clock disable. A high signal at the line 
clock control terminal enables the counter and a low 
signal disables the line clock. 


■TWO CHARACTER CYCLE- 


ASCII A2 
CODED , 
ADDRESS 
INPUTS A3 


ruinjinjuumjinimnnjinnruL 



CLOCK LINE OUTPUT 

CONTROL CLOCK CLEAR ENABLE 


ADDITIONAL 
LINE COUNTS 
FOR VERTICAL 
SPACE 


FIGURE 3. Example of Two Characters Display Timing 
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DM76S64/DM86S64 



(22 MHz DOT RATE) JTT 


3 \ / < V / S \ / B \ / 7 \ / 8 V / 9 \ / 10 \ / 1 


•Shown here for operation with dynamic memory. For static memory operation the address latch control would be tied high and the character 
addresses would be stable between each address change occurring 280 ns before the high-to-low transition of Load enable. 


FIGURE 4. Typical System Timing Waveform 
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Functional Description (continued) 
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Functional Description (Continued) 
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Functional Description (Continued) 
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National Bipolar PROMs 

Semiconductor 

DM76S128/DM86S128 Bipolar Character Generator 

General Description 

The DM76S128/DM86S128 is a 128-character bipolar 
character generator with serial output designed primarily 
for the CRT display marketplace, and packaged in a 
standard 16-pin DIP. The DM76S128/DM86S128 
incorporates several CRT system level functions, as 
well asa7x9or5x7 row scan character font. The 
DM76S128/DM86S128 performs the system functions 
of parallel to serial shifting, character address latching, 
character spacing and character line spacing. These 
system functions have required extra packages in the 
past. 

Shifted characters can be generated by the on-chip 
adder/subtracter. 


The clear input and the load enable input are active low. 
Load enable is synchronous with the dot clock. Both 
the line clock and the dot clock are positive edge- 
triggered. When the address latch control signal is high. 



7x9 

5x7 

FONT 

PACKAGE 

DM76S128CNC/DM86S128CNC 

X 


Upper and Shifted Lower Case Block 

N. J 

DM76S128CND/DM86S128CND 


X 

Upper and Lower Case Block 

N, J 

DM76S128CQH/DM86S128CQH 

X 


ASCII CHARACTER SET 

N, J 

DM76S1 28CQJ/DM86S1 28CQJ 


X 

ASCII CHARACTER SET 

N, J 


the character addresses "fall through" the latch. And 
when the address latch control signal goes low, the 
character addresses are latched. 

Features 

■ 128 character— row scan 

■ 5x7 or 7x9 font 

■ Custom fonts available with shift options 

■ Serial output 

■ 16-pin package 

■ 35 MHz typical clock rate 

■ On-chip input latches 

■ On-chip shift register 

■ On-chip dot blanking 

■ On-chip row blanking 

■ Low power— 400 mW typical 



Block Diagram 


Connection Diagram 

Dual-In-Line Package 




Logic Symboi 


alpha pattern designators 
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DM76S128/DM86S128 


Absolute Maximum Ratings (Notei) 

Supply Voltage -0.5V to +7V 

Input Voltage -1.5V to+5.5V 

Output Voltage -0.5V to +5.5V 

Storage Temperature -65°C to +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 

DC Electrical Characteristics (Note 2 ) 


Operating Conditions 

■ 

Supply Voltage (Vcc) 

DM76S128 

DM86S128 

Ambient Temperature (T/^) 
DM76S128 
DM86S128 

Logical "0" Input Voltage (Low) 
Logical "1" Input Voltage (High) 

MIN MAX UNITS 

4.5 5.5 V 

4.75 5.25 V 

55 -H25 °C 

0 -1-70 °C 

D 0.8 V 

2.0 5.5 V 

SYM 

PARAMETER 

CONDITIONS 

MIN 

TYP 

MAX 

UNITS 

l|L 

Input Load Current 


Vcc = V|N = 0.45V 



-800 

HA 

l|H 

Input Leakage Current 


Vcc = Max, V|N = 2.4V 



40 

pA 

l| 

Input Leakage Current 


Vcc = Max, V|N = 5.5V 



1 

mA 

VOL 

Low Level Output Voltage 


Vcc ' Min, loL= 16 mA 


0.35 

0.45 

V 

VOH 

Output Voltage High 


Iqh =-2mA 


2.4 

3.2 


V 

V|L 

Low Levjl Input Voltage 


Vcc “ Min 





0.80 

V 

V|H 

High Level Input Voltage 


Vcc Min 



2.0 



. V 

Vc 

Input Clamp Voltage 


Vcc = Min, l||sj = -12 mA 


-0.8 

-1.5 

V 

C|N 

Input Capacitance 


Vcc = 5V, V|N = 2V, Ta = 25°C, 


4.0 


pF 1 




1 MHz 







Co 

Output Capacitance 


Vcc = 5V, Vo = 2V, Ta = 25°C, 


6.0 


PF 




1 MHz 







Icc 

Power Supply Current 


Vcc “ Max, All Inputs Grounded, 


100 

140 

mA 




Output Open 







isc 

Output Short-Circuit Current 


Vq = OV, Vcc “ Max 


-15 


-70 

mA 

AC Electrical Characteristics 









DM76S128: Ta = ~55°C to +125°C, Vcc = 4.5V to 5.5V. Cl = 50 pF 






DM86S128: Ta = 0°C to +70°C, Vcc = 4.75V to 5.25V. CL = 50 pF. 










DM76S128 



DM86S128 



SYM 

PARAMETER 








UNITS 




MIN 

TYP 

MAX 

MIN 

TYP 

MAX 



Access Time 









Tqo 

Dot Clock to Output 



25 

50 


25 

40 

ns 


Set Up Time 









TSI 

Load to Dot Clock 


25 

7 


20 

7 


ns 

TS2 

Address to Load 


335 

54 


280 

54 


ns 

TS3 

Clear to Load 


335 

14 


280 

14 


ns 

TS4 

Control to Line Clock 


50 

-10 


40 

-10 


ns 

TS5 

Line Clock to Load 


1140 

156 


950 

156 


ns 

TS6 

Address to Address Latch 


50 

6 


40 

6 


ns 


Hold Time 









thi 

Load from Dot Clock 


5 

-6 


0 

-6 


ns 

TH2 

Address from Load 


0 

-14 


0 

-14 


ns 

TH3 

Control from Line Clock 


120 

23 


100 

23 


ns 

TH4 

Address from Address Latch 


50 

3 


40 

3 


ns 
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AC Electrical Characteristics (Continued) (With standard load) (Note 2) 



Line Clock 
Clear 

Dot Clock 
Load 

Address Latch 
Clock Frequency 


DM76S128 

MIN 

TYP 

50 

12 

50 

6 

25 

12 

40 

8 

50 

22 

18 

35 


DIVI86S128 





Note 1: Absolute maximum ratings are those values beyond which the device may be permanently damaged. They do not mean that the device 
may be operated at these values. 

Note 2: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vqq = 5V and T/\ = 25°C. 


Standard Test Load 



Input waveforms are supplied by a pulse generator 
having the following characteristics: PRR = 1 MHz, 
^OUT = 50 n, tr < 5 ns and tf < 5 ns (between 
l.OV and 2.0V). 


Truth Tables 


A) ADDRESS LATCH 


B) 4-BIT LINE COUNTER 


ADDRESS LATCH 
CONTROL 

FUNCTION 

PERFORMED 

0 

1 

Latched 
Fall Through 


CLOCK CONTROL 

LINE CLOCK 

CLEAR 

LINE COUNTER 

H 

_r 

H 

Increment line counter 

X 

X 

L 

Asynchronous clear 
resets counter 

L 

X 

H 

Clock inhibited 

H 


H 

No change on high-to- 
low clock edge 


X = Don't care 
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DM76S128/DM86S128 


Switching Time Waveforms 



3V 

ADDRESS INPUT 
OV 

ADDRESS 
LATCH CONTROL 

LINE CLOCK 

CLOCK CONTROL 

CLEAR 

LOAD ENABLE 


DOT CLOCK 
OUTPUT 



Definitions 


AO— A6: Character address. A 7-bit code which selects 
1 of the 128 characters in the font. 

Clear: Active low clear for mod 16 row counter, (can be 
used to truncate mod 16 counter). 

Line Clock: Clock that advances the line counter. 
Advances counter on the low-to-high transition. 

Clock Control: Enables line clock when high and 
disables line clock when low. 


Load Enable: Active low load command which routes 
data from the character ROM to the "D" inputs of the 
7-bit shift register. 

Dot Clock: A low-to-high transition of the dot clock 
loads the shift register if load enable is low or shifts 
data if load enable is high. 

Output: A TTL BI-STATE output buffer. 
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Functional Description 

To select a character, a 7-bit binary word must be 
present at the address inputs AO— A6 when the address 
latch control is high. This address can be latched by 
bringing the address latch control signal low after a 
40 ns set-up time. When the clear input receives a low 
pulse, the counter is reset to zero. The shift register can 
be loaded (Tg2 ns) after the character is addressed. 
Data, representing one horizontal line of the addressed 
character, is available at the output when the load 
enable input is brought low. As shown in Figure 1, 
valid data arrives serially at the output. Dot clock 
pulses beyond that required to shift out one line of the 
character will add lows to the end of character. This 
provides a horizontal spacing between characters. 

Figure 2 shows how the counter sequences through the 
rows of addressed lines with the application of clock 
pulses at the line clock input. Any additional line 
clocks beyond that required to display the character 
will put a vertical space between characters. This spacing 
can be truncated by bringing the clear input low. 

A two character display example is shown in Figure 3 
and a typical system timing waveform is shown in 
Figure 4. The standard fonts are shown in Figures 5, 
6, 7 and 8. Descending characters in the 5x7 fonts are 


shifted by virtue of their placement in the matrix. 
Descending characters in the 7x9 fonts are shifted (by 
th on-chip line shifter/counter) the number of lines 
indicated by the number in the upper left hand corner 
of the character drawings in the figures. 

Character Cycle — ROM data corresponding to one 
line of characters is loaded into the shift register Ts2 
after the ROM is addressed. When load enable goes low, 
ROM data is allowed to be present at the D input of 
the shift register via the MUX. The first bit of the ROM 
data is transferred to the output at the next low-to-high 
transition of the dot clock. After load enable goes back 
high, the second to seventh clock pulses shift out the 
rest of the selected row of the addressed character. 
Additional clock pulses will shift out low data used 
for spacing. 

Line Cycle — The line counter is a mod 16 counter. 
A low-to-high transition of the line clock advances the 
line counter to the next count. If, for any reason, the 
counts need to be truncated, a low signal at the clear 
input resets the counter to zero. The clock control may 
be used as a line clock disable. A high signal at the line 
clock control terminal enables the counter and a low 
signal disables the line clock. 


1 \ / 2 \ / 3 \ / 4 \ / 5 \ / 6 \ 1 


OUTPUT 

LOW 

(SEE NOTE) 


Note. Output goes and stays low following the leading edge of the eighth Dot-Clock pulse until Load enable is enabled again and new parallel data 
is loaded into the shift register. 


FIGURE 1. Character Cycle 


OISPLAY 
FIRST LINE 
OF N CHARACTERS 


DISPLAY 

- SECOND LINE - 
OF N CHARACTERS 


DISPLAY 
- THIRD LINE 
OF N CHARACTERS 


FIGURE 2. Line Cycle 


DM76S128/DM86S128 



DM76S128/DM86S128 
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Functional Description (Continued) 
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Functional Description (Continued) 
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□■□□□□□■□ 

■□□□□□□□a 

■□□□□□□□a 

aanaoDGna 

□aaoaaaaG 

□□aaaaaaa 

□□□□□GO 

□□□□□□□ 

□□□□GOG 

□OGGGGG 

□□□□□□□ 

□□□□□□□ 

□□□□□□□ 

□□□□□GO 

□BGGGGGDQ 

□GBGDGOQO 

□□GBDGGQG 

GGGGBQGOQ 

□□□□□BGGG 

□QQGGGBOG 

□□□□□□□BG 

□BaBOGGGG 

BGGGBGGGG 

BGGGBOGGG 

aGGOGaaGB 

BGGGGGGGG 

BGGGGGGGG 

□aGGGGGGG 

□GGGBGGGG 

GGGGBGGGG 

GODGBGGGG 

GGGGBGGGG 

□GGGBGGGG 

□GGGBGGGG 


□□□□□□□ 

□□□□□□□ 

□□□□□□□ 

□aBBBGO 

BOGGGBG 

BGGGGBG 

BOGGGBG 

BGGGGBG 

□aaBBGG 

□BGOBGOBG 

□GBOOBOGB 

BOOaOOBGG 

gbggboobg 

□OBooaooa 

BOGBOOBOO 

□BGGBGOaO 

u, 

□□□□□□aaa 

□□□□□aaaa 

□□□□aDnao 

□□□aaaoGD 

□□BoaGona 

□GGGGGBGG 

□□GGGBGGG 

□GGGBGGGG 

□□□BGGGQG 

□□□GBGGGG 

OaGGGBGaG 

□aGGGGBGG 

□□□□OOGQG 

QGQOGGGGG 

□□□□□□□□□ 

□□□□□□□□a 

□□□□□□□GO 

□QOQQOGGQ 

□□□□DOGGO 

OGGGGGGGO 

GGGGBGGGG 

□□GaGBGGG 

OGBGGGBGG 

□BGGGGGaG 

BGGGGGGGB 

□OGGOGOGG 

■ 


n 

» 

o 

□OBGQGaGG 

aGaBGGGGG 

□□□aaaaGa 

□□GBGGnnn 

OGBGGGGGG 

BGGGGGGGB 

aGGGGGOGB 

BOGGGOOGB 

BGGGGGOGB 

BGGGOOGGa 

□GOGBOGOO 

□OOGBGDOO 

□OGGBOGOG 

□GOOBOOGO 

nnooBOOOO 

□GOOBGOGG 

□OOOaOOGQ 

□□GBOOBOG 

□OOBGGBGG 

□GGBGGBGG 

□□□BGGBGG 

□GGBOGBOG 

GGGBGGBGG 

OOGBGGaGa 

BBGOBGGGG 

OGBBBGGGG 

□gggbbggg 

GGGGBGBBG 

□□□GBGGDB 

OOGOGOGBD 

GOGGGGBGG 

■ 

□□□□BBBBB 

□□□BGDGOG 

□□□BGGGGG 

□□□□BBBBB 

□□□BGGGGO 

□□OBDOOOO 

□□□□□□GOG 

OOGGBOGOO 

□BBBOBBBO 

bdogooggb 

BGGGGGGGB 

□□□□□oooo 

o 

□□□□□□□□a 

aGaGGGGGB 

□□□□□GGGa 

GOGaGGODB 

□□□aGGOGB 

□□□□□□□□a 

□GGGGGOBG 

OGGOOGBOG 

GGGGGBGOG 

ggggbgqqg 

GGGBGGOGG 

□□BGGGGGO 

□BGOGOGGG 

□□□□□□GOG 

□□□□□□□□□ 

□□□□□□□GO 

□OGOOGBBG 

□□□□□□□□B 

□□□□□□□GO 

□□□□□□GOG 

OOGOOQOOO 

BGGGGGGGB 

GBGOOGGBO 

GGBGGGBGG 

OGGBGBGGG 

GGGGBGGGG 

□OGOQGGOG 

GbBBBBBGD 

GBGGGGGBG 

BGGGGGGGB 

BBaaaGGGB 

BGGGBGGGB 

□BGOBGOBG 

GGBBBBBGG 


□□□□□□□□□ 

□□□□□OGOG 

□□□□□□□GB 

BBBBBBBBB 

BDDGDGDDb 

□□□□□□□□□ 

□□□□□□□□□ 

□□□□ODODO 

□OGGGGGGG 

□□□□GGOGG 

bbbgobbbg 

DOGGOOGGa 

OOOGGGaGG 

□□□□□□□□□ 


BGGGDGGGB 

□BaGOGGBa 

□OBGOaaGG 

□□□BGBGau 

GGaGBOGGO 

aaGGGBGGa 

BGGGGGGGB 

BGGGGGGGB 

BGGGGGGGB 

BGGGGGGGB 

BGGGGGGGB 

□□□□BOGOO 

□GOOBGOGD 

□GGOBOGOG 

GBBBBBBBO 

□□□□BOOGG 

□□□GBGGGG 

□QGGBGGGO 

□OOOGGGOG 

□□□□□□GOG 

□OGGGGGGG 

□□□BGGBBG 

□□□□□□□□B 

□□□□□□□GO 

□□□□□GOOO 

GGBBBBBGG 

□BGGGGGBG 

bgggggoob 

bgggbbbbb 

BGGGBGGGB 

GBGGaGGaG 

□GBBBBBGG 

GGBBBBBGG 

□BGGBDGBG 

BGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

GBGGBGGBG 

□□□□GGGGO 

□□□□□□□OB 

□□□BGGGBG 

□GGGBGBGG 

□□□□□BGGG 

□□□□□□BOG 

□□□□□□□GO 

□□□□□□□□□ 

BGGGOGGOB 

BGGOGQGOB 

GBBBGBBBG 

□□□□BOGOO 

□□□□□□□□□ 

< 

□□□□□□oao 

□aGGGGGGB 

□□□□□□□□a 

□□□□GGGGB 

□□□□□□□BG 

□□□□□naGG 

BBGGGGGGB 

BGBGGGGGB 

BGGBGGGGB 

BGGGBGGGB 

BGGGGBGGB 

BGGGGGBGB 

BGGGGGGBB 

□BGGGGGBa 

□DBGGGBGO 

□□□BDBDGO 

BBBBBBBBB 

□DGBGBGGG 
GDBGGGBGG 
■ OBOGGOGBG 

□□□□□□□GO 

□□□□□□□GO 

□□□□□□□□□ 

□□□BGGBGG 

□□□□□□□GO 

□□□□□□□GO 

□□□□□□□GO 

□GBBBBBGG 

GBGGBGGBG 

BGGGBGGGB 

BGGOaBBBB 

BGGGGGGGB 

□BGGGGGBG 

□□aaaBBGG 

nn 


□□□□□□□□□ 

GGGBGGGGB 

□GGBBGGGB 

□□GBGBGOB 

□GGBGGBGB 

□GGBGGGBB 

□□□BGGGGB 

o. 

□aGGGGGao 

aGGGGGGGa 

BGGQGGaaa 

BBBBBBBBB 

BGOGGGGGB 

QGGOGaaGG 

GGGGGGGGG 

BBGGGGGGG 

GGBGGGGGG 

□GGBGGGGO 

GGGGBBBBB 

□GOBGOGOG 

GCBGGGGGO 

BBGGGGGGG 

□□□□□□□GO 

□□□□□□□□□ 

□□aBBBBGG 

□BGGGGGBG 

BGGGGGOGB 

□□□□□□□□Q 

□□□□□□□□□ 

BGGBGGGBG 

BGGGBGGGB 

aGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

□BBBGGGBG 

KFirTTITpl 

ilSi 

GGGGGGGGG 

□□□GBGGGG 

□□□GBGGGG 

BBBBBBBBB 

□GGGBGGGG 

□GGGBGGGG 

□GGGGGGGG 

□□□□□□□GO 

□□□□□□□□□ 

□□□□□□□□B 

□BGBBBBBB 

GGGBGGGGB 

□□□□□□□□□ 

□□□□□□□GO 



QGGGBGaGa 

□aGQBoaaa 

OGGaaGaGG 

□□GaaoGGG 

aaGGBGGGG 

BBGGGGGBB 

GGBGGGBOG 

GGGBGBGGG 

□GGGBGGGG 

□GOBGBGGG 

□GBOCGBaO 

BBGGGGGBB 

□□□□□□□□□ 

□□□□□□GOG 

bggGggogb 

□BGGGGOBG 

GGBBBBBGG 

□□□□□□□□□ 

□□□□□□□GO 

□BBGGGBBG 

BGGBGBGGB 

BGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

BGGBGBGGB 

□BBGGGBBG 

BGGGBGGGB 
BGGG BGGGB 
BGGGBGGGB 
BGGGBGGGB 
BGGGBGGGB 

BBGGGGGBB 

BGBGGGBGB 

BGGBGBGGB 

BGGGBGGGB 

BGGBGBGGB 

BaBGGGBGB 

BBGGGGGBB 

GGGGGGGGG 

GGGGBBBBB 

GGGBGGGGG 

□GGBGGGDG 

□GGBGGGnG 

□□□□BGGda 

□□□□□□□□□ 

□□GBGGGOB 

GGGGBGGBG 

□□□□□BBGG 

□□□OGBBOG 

GGGGBGGBG 

□□GBGGGOB 

- 

GGaaBBG 

□aGGOGB 

BGOGGOG 

BGGOGOG 

BGGGGGG 

BGGGBBB 

aGGGGGB 

□BGGGaa 

□□aaBGB 

□GGGGGGGB 

□□□□□□□BG 

GGGGBBBGG 

□□□□□□□BG 

□□□□□□□□B 

□□□□□□□□□ 

□□□□OGGOG 

BBGGGGGGG 

BBBGGGGGG 

□□□BOOGDG 

□□□□□□□□□ 

□□□□□□□□□ 

BBBGGGGGG 

BGGBGGGGG 

BGGGBGGGG 

BGGGGBGGG 

BGGGGGBGG 

BGGGGGGBG 

BGGGGGGGB 

□□□□□BBBB 

□GGOBGGGB 

GGGBGGGGB 

□□□BGGGGa 

□GGBOGGGB 

□GGGBGGGB 

□□□□□BBBB 

□GBBBBBGG 

□BGGGGGBG 

BGGGGGGGB 

BGGGBGGGB 

BGGGGGGGB 

□BGGGGGBG 

□GBBBBBGG 

□□□□□□□□□ 

BBBBBBBBG 

□BCBOGGOa 

BGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

^ GBBBGGGBG 

■ 

(O 

BGGGGGGGO 

BGGGGGGGG 

BGGGBGGGG 

BGGGBGGGG 

BGGGBGGGG 

aGGOBGOGG 

BBBGGGGGG 

GGGBBBGGG 

□□□□□□BBG 

□□□□□□□□a 

□□□□□□BBG 

□□□BBBGGD 

BBBGGGGGG 

□□□□□□□OB 

□□□□GBBBG 

GGGGGGBGB 

□BBGGBGGB 

BGGBBGGGB 

BGGBBGGGB 

GBBGGBBBG 

□BGGGBaaG 

BGGGBGGGa 

BGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

GBGGaaGGB 

BBGGGGGGG 

□GBBGGGGG 

□□□□BBGGG 

□□□□□□BBG 

□□□□□□□□a 

□□□□□□□BG 

□□□□□□BGG 

fiiiiiil! 

□□□□□□□□□ 

□bggggggg 

BGGGBGGGG 

BGGGBGGGG 

□BBBBBBBB 

□GGGBGGGG 

□GGGBGGGG 

□□□□□□□OG 

□□□BBBBGG 

□□□□□□□BG 

□□□□□□□□B 

□□□□□□□BG 

GGGaBBBDG 

□□□□□□□□□ 


BGGGGGGGB 

BGGGGGGGB 

BGGGBGGGB 

BGGGaGGGB 

BGGGBGGGB 

BGGaaGGGB 

□□□□□□□BG 

□□□□□□□□B 

□□□□□□□□B 

□□□□□□GOB 

□□□□□□□BG 

□BGGGGGBG 

□GBGGGBGB 

□□□BGOGBG 

□□□□BOODO 

□BGGGBGGG 

BOBGGGBGG 

GBGGGGGBG 

BGGGGaBBG 

BGGGBGGGB 

BGGGaGGGB 

BGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

mm 

m 

□□□□□□□□□ 

□GGGBBGGa 

□GQBGBGGB 

□GGBGBGGB 

□DGBGBGGB 

□GGBGBGGB 

GGGGBBBBG 

□□□□□□□GO 

□GGBBBBBB 

□□□□□□□BG 

□□□□□□□OB 

□□□□□□□□B 

□□□□□□□□B 

□GGBBBBBG 


□GaaBBBGG 

□BGGGGGBG 

BGGGGGGGB 

BGOGGGGGB 

BGGGGGGGB 

■■■BBBBBB 

BGGGGGGGB 

BBGGGGGGG 

BGGGGGGGO 

BGGGGGGGG 

BBBBBBBBB 

BGGGGGGGG 

BGGGGGGGG 

BBGGGGGGG 

GBGGGBBGG 

□aaGBGGBG 

GBGGBGOBG 

nBGGBGGBG 

□GBBGOGBG 

□GGOGOBGG 

OGGGGGBGG 

BBaBBBBBB 

□BGGGGBGG 

GGBGGGBGG 

□□□BOGBaO 

GGGGBBBGG 


□BBGGBGDG 

□aGBGGBGG 

□□□BGGBGG 

BBBBBBBBB 

□□□BGGBGG 

□□□BGGBGG 

GBBGGBGGG 

GGGGGGGGG 

□GGGBGGBG 

GGGBGGGGB 

GGGBGGGGB 

□GGBGGGaB 

□DGGBBBBG 

□□□□□□□□□ 

□□□□□□□BG 

GGGBGGGGB 

□□GBGGGOB 

□BBBBBBBG 

GGGBGGGGG 

□□□BGGGGG 

.n 

GBGGGGGBG 

BGGGGGGGB 

BGGGGGGGB 

BGGGaGGGB 

BGGGGGGGB 

□BGGGGGaG 

OGBaaBBGG 

□BGGGGBGG 

BGGGGBGBO 

BGGGBGaGB 

BGGGBGGGB 

BGOGaGOGB 

□aaaaGGGB 

GGBGGGaaG 

□OBOGOBGO 

□GBGGGBOG 

BBBBBaBBB 

□□aOGOBQO 

aaaaaBaaB 

□OaCGOBGO 

DGaQQOBGQ 

GBBBGBBBG 

BGOGBGGGB 

BGGGaGGGB 

aGGGBGGGB 

BGGGGGGGB 

BGGGOGGGB 

GBGGGGGBG 

□□□□□□□OB 

□□OGGGGOB 

OGOOOOGDB 

□□□OOGOOB 

□GOGOOGOB 

□OGOGOGGB 

GOGGGGBGG 

□ggggggbg 

BBBBBBBBB 

□OGGQGGBG 

QOGGGGBGG 

BBBBBBGGG 

□□□□□□□□□ 

□GGGBGGBG 

GGGBGGGGB 

□GOBGGGGB 

GGGBGGGGB 

□GGBGOGGB 

GGGGBBBBG 

□□□□□□□□□ 

□□□□BGOBG 

□GGBGGBGB 

□GGBGGBGB 

□GGBGBGGB 

□□GBGBGOB 

GGGGBOGBO 

1^ 

GG'aGGGBGG 

□aGBGBGBG 

aGGGBGGaa 

BGGGBGGGB 

BGGGBGGGB 

BGGGGGGGB 

GBaaGGGaB 

BGQGBGGBG 

BGaGBOBGO 

aGOGBBQGG 

BUGGaaGGG 

BGGaBGoaa 

□□OGOOGGO 

□□□□□□GOG 

BaaBGDOGG 

□□□□OGGOG 

DOOOGOGOG 

BBBBGGGGG 

□OGGGOQOO 

GaaOOGGGB 

BDGBGGGOa 

BGGGBGGGB 

BGGGBGGGB 

aGGOBOGOa 

BGOGGBGGa 

□BGOGOaBB 

□□□□□□GOB 

□□□OOGOOB 

□GGGQGGOB 

. BBBBBBBBB 

□GOOGGQOB 

□□□□□□GOB 

□OOOOOODB 

BGGGBGGGB 

BDGGBGOGB 

BGGGBGGGB 

bgggbggdb 

BDOGBDOGB 

BGGGBGGGB 

BGGGBGGGB 

□□□□□□□□□ 

□□□OBBBBG 

□□OBGGGGB 

□GDBGGOGB 

GGGBGGGGB 

□□□GBGDBO 

□□□□□□□□□ 

□□□OBoaoo 

□□□BGGGGG 

□□□BGGGGG 

□□□BOOOOG 

□□□□BGOGG 

- 

GGGBaBBBB 

aGBGGBGGG 

□bgggbggg 

BGGGGBGGG 

OBGGGBaGG 

GGBGGBGGG 

GoaaaaBGB 

□BGGOOGBQ 

BGGGGGBGB 

BGGGaaGQB 

BGGGGGGGB 

□BGGGGGBG 

GGBBBBBGG 

□□□□□□□GO 

□□□□□□□OG 

□□□□□□□□□ 

bbbbbbggb 

□□□DOQOGG 

□□GOOGOGG 

□GOOGOGOO 



OOGGBDGGG 

OGGBBBGGG 

OGBOBGaGG 

GBGGBGGBG 

BGGGBGGGB 

BGGGBGGGB 

BGGGBGGGB 

□□□GGGGDB 

GGGGBBBBG 

□GGBGBGGB 

□□□BGBGGB 

GGGBGBGGB 

□GGBGBGGB 

□□□□□□BBG 

11 


GBBBBBGBG 

BGGGGBGGB 

BGBBBBGGB 

BGBGGBGGB 

bggbbbggb 

□BGGGGGaG 

GGBaaBaGG 

□BBBGGGQG 

BGGGBGGGG 

BGGGBGGGG 

BGGGBGGGG 

BGGGBGGGG 

BGGGBGGGG 

□□□□□□GOG 

□□□□□□□□□ 

□□□□□□□□G 

□□□DOOGGG 

OGOGGGGGG 

□□□□□□□□□ 

□□□□□□DGG 

□GBBBBBGG 

GBBGGGGBG 

BGGBGGGGB 

BGGGBGGGB 

BGGGOBOGB 

□aGGOGBBG 


□GOGGGGGB 

□□□□□□BBG 

□□□□□BGGG 

□□□BBGGGD 

BGBGGGGGG 

BBGGGGGGG 

BBBGGGGGG 

□□□□GGOGG 

□□□□□□□□□ 

□OGBGGOOO 

BBBGGGGGG 

BBGGGGGGG 

□□□□□□□□□ 

□□□□□□□□□ 

□□□□□□□GO 

□aBBGGGGG 

BOGOBGGGG 

BGGGBGGGG 

BGGOBGGGG 

□BGBGGOGG 

\ A0-A3 
A4-A6 \ 


- 

- 


- 


(O 

- 
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Functional Description (Continued) 


- 

□□□□□□□ 

□□□□□□□ 

□■□□□□□ 

□■□□□□□ 

□■□□□□□ 

□■■■■■a 

□■□□□□a 

□■□□□■a 

□■■■■■□ 

□□□□□□□ 

□□□□□□□ 

□□□□□□□□□ 

□■□□□□□□□ 

□□■□□□□□□ 

□□□■□□□□□ 

□□□□■□□□□ 

□□□□□■□□D 

□□□□□□□□□ 

□□□□□□□GO 
□■■□□□□□□ 
- ■□□■□□□□□ 
■□□■■□■□□ 
■□□□□□□□□ 
□■□□□□□□□ 
□□□□□□□□G 

□□□□□□□GG 

□■■■■■□□□ 

■□□□□□■□G 

■□□□□□■GG 

■□□□□□■□□ 

□■■■■■□□a 

□□□□□□□GG 

GOGGGGD 

□□□□□□□ 

□□□□□□□ 

□□□□□□D 

□□□□□□□ 

□□□□□□□ 

□■■■■■□ 

□□□□□□□ 

□□□□□□□ 

□□□□□□□ 

□□□□□□□ 

□□■■■□□ 

□■□□□■□ 
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DEVICE 

DESCRIPTION 

PAGE 

NUMBER 

DM54S189/DM74S189 

64-Bit (16x4) TRI-STATE RAM 

22-3 

DM54S289/DM74S289 

64-Bit Open-Collector RAM 

22-3 

DM54S1 89A/ DM74S1 89A 

High Speed 64-Bit TRI-STATE RAM 

22-3 

DM75S06/DM85S06 

Open-Collector 64-Bit (16x4) RAM 

22-10 

DM75S07/DM85S07 

TRI-STATE 64-Bit (16x4) RAM 

22-10 

DM75S07A/DM85S07A 

High Speed TRI-STATE Non-Inverting 64-Bit (16 x 4) RAM 

22-10- 

DM77S401/DM87S401, 

DM77S402/DM87S402 

First-In, First-Out (FiFo) 64 x 4, 64 x 5 Serial Memories 

22-16 

DM77S401A/DM87S401A, 

DM77S402A/DM87S402A 

First-In, First-Out (FiFo) 64 x 4, 64 x 5 Serial Memories 

22-20 

DM75S68/DM85S68 

16x4 Edge Triggered Registers 

22-24 

IDM29705/29705A 

16-Word by 4-Bit Two-Port RAM/Register File 

22-27 

DM10414, DM10414A 

256 X 1 ECL Random Access Memory 

22-32 

DM10415, DM10415A 

1024 X 1 ECL Random Access Memory 

22-37 

DM10422 

1024-Bit (256x4) ECL RAM 

22-42 

DM10422A 

1024-Bit (256x4) ECL RAM 

22-45 

DM10470 

Standard 4096-Bit (4096 x 1) ECL RAM 

22-48 

DM10470A 

High Speed 4096-Bit (4096 x 1) ECL RAM 

22-48 

DM10470L 

Low Power 4096-Bit (4096 x 1) ECL RAM 

22-48 

DM10474/DM10474A 

(1024x4) 4096-Bit, 10k ECL RAM 

22-53 





National 

Semiconductor 


Bipolar and ECL RAMs 


DM54S189/DM74S189 64'Bit (16 x 4) TRI-STATE® RAM 
DM54S289/ DM74S289 64-Bit Open-Collector RAM 
DM54S189A/DM74S189A High Speed 64-Bit TRI-STATE RAM 


General Description 

These 64-bit active-element memories are monolithic 
Schottky-clamped transistor-transistor logic (TTL) arrays 
organized as 16 words of 4 bits each. They are fully de- 
coded and feature a chip-enable input to simplify decod- 
ing required to achieve the desired system organization. 
The memories feature PNP input transistors that reduce 
the low level input current requirement to a maximum of 
- 0.25 mA, only one-eighth that of a DM54S/DM74S stand- 
ard load factor. The chip-enable circuitry is implemented 
with minimal delay times to compensate for added system 
decoding. 

The TRI-STATE output combines the convenience of an 
open-collector with the speed of a totem-pole output; it 
can be bus connected to other similar outputs; yet it re- 
tains the fast rise time characteristics of the TTL totem- 
pole output. Systems utilizing data bus lines with a de- 
fined pull-up impedance can employ the open-collector 
DM54S289. 


Write Cycle: The complement of the information at the 
data input is written into the selected location when both 
the chip-enable input and the read/write input are low. 
While the read/write input is low, the outputs are in the 
high-impedance, state. When a number of the DM54S189 
outputs are bus connected, this high-impedance state will 
neither load nor drive the bus line, but it will allow the bus 
line to be driven by another active output or a passive pull- 
up if desired. 


Read Cycle: The stored information (complement of infor- 
mation applied at the data inputs during the write cycle) is 
available at the outputs when the read/write input is high 
and the chip-enable is low. When the chip-enable is high, 
the outputs will be in the high-impedance state. 

The fast access time of the DM54S189A makes it par- 
ticularly attractive for implementing high-performance 
memory functions requiring access times less than 25 ns. 
The high capacitive drive capability of the outputs permits 
expansion without additional output buffering. The 
unique functional capability of the DM54S189A outputs 
being at a high-impedance during writing, combined with 
the data inputs being inhibited during reading, means that 
both data inputs and outputs can be connected to the data 
lines of a bus-organized system without the need for inter- 
face circuits. 

Features 

■ Schottky-clamped for high speed applications (S189A) 

access from chip-enable input 17 ns max 

access from address inputs 25 ns max 

■ TRI-STATE outputs drive bus-organized systems and/or 
high capacitive loads (S189, S189A) 

■ DM54S289/DM74S289 are functionally equivalent and 
have open-collector outputs 

■ DM54SXXX is guaranteed for operation over the full 
military temperature range of -55°Cto -i-125°C 

■ Compatible with most TTL circuits 

■ Chip-enable input simplifies system decoding 


Connection Diagram 

Dual-ln-Une Package 

SELECT INPUTS DATA DATA 

s INPUT OUTPUT INPUT OUTPUT 



1 2 

TOP VIEW TUL/5197-1 


Truth Table 


Function 

Inputs 

Output 

Chip- 

Enable 

Read/ 

Write 

Write 

(Store Complement of Data) 

L 

L 

High-Impedance 

Read 

L 

H 

Stored Data 

Inhibit 

H 

X 

High-Impedance 


H = Hlgh Level 
L = Low Level 
X = Don't Care 


Order Number DM54S189J, DM54S189AJ, DM74S189J, 
DM74S189AJ, DM54S289J or DM74S289J 
See NS Package J16A 

Order Number DM74S189N, DM74S189AN or DM74S289N 
See NS Package N16E 


TRI-STATE® Is a registered trademark of National Semiconductor Corp. 
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DM54S189/DM74S189, DM54S289/DM74S289, DM54S189A/DM74S189A 












DM54S189/DM74S189, DM54S289/DM74S289, DM54S189A/DM74S189A 


Absolute Maximum Ratings (Note d 


Operating Conditions 


Supply Voltage, Vcc 7.0V 

Input Voltage 5.5V 

Output Voltage 5.5V 

Storage Temperature Range - 65°C to + 150“C 

Lead Temperature (Soldering, 10 seconds) 300‘C 


Supply Voltage (Vqc) 
DM54S189, DM54S289 
DM74S189, DM74S289 
Temperature (T^) 
DM54S189, DM54S289 
DM74S189, DM74S289 


DM54S189/DM74S189, DM54S289/DM74S289 Electrical Characteristics 

over recommended operating free-air temperature range unless otherwise noted (Notes 2 and 3) 


I 


Symbol I Parameter 


V|H High Level Input Voltage 


V|L Low Level Input Voltage 


VoH High Level Output Voltage 


High Level Output Current 
Open Collector Only 


Low Level Output Voltage 


High Level Input Current 


High Level Input Current at 
Maximum Voltage 


Low Level Input Current 


Short Circuit Output 
Current (Note 4) 


Supply Current (Note 5) 


Input Clamp Voltage 


TRI-STATE Output Current, 
High Level Voltage Applied 


OZL- TRI-STATE Output Current, 
Low Level Voltage Applied 


Input Capacitance 


Output Capacitance 



Conditions 



Vcc = Min 


Vcc = Min, Iol = 16 mA 


l 0 H= -2.0 mA, DM54S189 


OH= -6.5 mA, DM74S189 


Voh = 2.4V 


Voh = 5.5V 


DM54S189, DM54S289 


DM74S189, DM74S289 


Vcc = Max, V| = 2.7V 


Vcc = Max, V| = 5.5V 


Vcc = Max, V| = 0.45V 


Vcc = Max, Vo = 0V 


DM54S189, DM74S189 - 


Vcc = Max 


Vcc = Min, l|= - 18 mA 


Vcc = Max, Vo = 2.4V DM54S189, DM74S189 


Vcc = Max, Vq = 0.45V DM54S189, DM74S189 


Vcc = 5V, V,N = 2V, Ta = 25"C, 1 MHz 


Vcc = 5V, Vo = 2V, Ta = 25°C, 1 M Hz, 
Output "OFF” 



DM54S189/DM74S189 Switching Characteristics 

over recommended operating ranges of Ta and Vcc unless otherwise noted 






DM54S189 

DM74S189 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 2) 

Max 

Min 

Typ 

(Note 2) 

Max 

Units 

tAA 

Access Times from Address 



25 

50 


25 

35 

ns 

tcZH 

Output Enable Time to 
High Level 

Access Times from 



12 

25 


12 

17 

ns 

tcZL 

Output Enable Time to 
Low Level 

Chip-Enable 

Cl=30pF, 
R|_ = 28012 


12 

25 


12 

17 

ns 

twZH 

Output Enable Time to 
High Level 

Sense Recovery Times 

(Figure 4) 


13 

35 


13 

25 

1 ns 

twZL 

Output Enable Time to 
Low Level 

from Read/Write 



13 

35 


13 

25 

ns 
















































































































































DM54S189/DM74S189 Switching Characteristics (Continued) 

over recommended operating ranges of and Vcc unless otherwise noted 






DM54S189 

DM74S189 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 2) 

Max 

Min 

Typ 

(Note 2) 

Max 

Units 

*CHZ 

Output Disable Time 
from High Level 

Disable Times from 



12 

25 


12 

17 

ns 

fcLZ 

Output Disable Time 
from Low Level 

Chip-Enable 

Cl=5pF, 
Rl = 280« 
(Figure 4) 


12 

25 


12 

17 

ns 

twHZ 

Output Disable Time 
from High Level 

Disable Times from 


15 

35 


15 

25 

ns 

IWLZ 

Output Disable Time 
from Low Level 

Read/Write 



15 

35 


15 

25 

ns 

twp 

Width of Write Enable Pulse (Read/Write Low) 


25 



25 



ns 

Iasw 

Set-Up Time (Figure 1) 

Address to Read/Write 


0 



0 



ns 

Idsw 


Data to Read/Write 


25 



25 



ns 

tcsw 


Chip-Enable to 
Read/Write 


0 



0 



ns 

Uhw 

Hold Time (Figure 1) 

Address from Read/Write 

i 

0 



0 



ns 

Idhw 


Data from Read/Write 


0 



0 



ns 

fCHW 


Chip-Enable from 
Read/Write 


0 


1 

0 



ns 


DM54S289/DM74S289 Switching Characteristics 

over recommended operating ranges of and Vcc unless otherwise noted 






DM54S289 

DM74S289 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 2) 

Max 

Min 

Typ 

(Note 2) 

Max 

Units 

Iaa 

Access Times from Address 



25 

50 


25 

35 

ns 

tCHL 

Enable Time from 
Chip-Enable 


Cl = 30pF, 
Rl-( = 30012, 
Rl2 = 6000 
(Figure 4) 


12 

25 


12 

17 

ns 

twHL 

Enable Time from 
Read/Write 

Sense Recovery Time 
from Read/Write 


13 

35 


13 

25 

ns 

ICLH 

Disable Time from 
Chip-Enable 



12 

25 


12 

20 

ns 

IWLH 

Disable Time from 
Read/Write 




13 

35 


13 

25 

ns 

twp 

Width of Write Enable Pulse (Read/Write Low) 


25 



25 



ns 

Usw 

Set-Up Time (Figure 2) 

Address to Read/Write 


0 



0 



ns 

Idsw 


Data to Read/Write 


25 



25 



ns 

tcsw 


Chip-Enable to 
Read/Write 


0 



0 



ns 

tAHW 

Hold Time (Figure 2) 

Address from Read/Write 


0 



0 



ns 

toHW 


Data from Read/Write 


0 



0 



ns 

tcHW 


Chip-Enable from 
Read/Write 


0 



0 



ns 

Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature 
Range" they are not meant to imply that the devices should be operated at these limits. The table of “Electrical Character! sties” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified min/max limits apply across the - 55“C to + 125°C temperature range for the DM54S189/289 and across the 0°C to + 70”C 
range for the DM74S189/289. All typicals are given for Vcc = 5.0V Ty\ = 25“C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. ' 

Note 4: Only one output at a time should be shorted. 

Note 5: Ice is measured with all inputs grounded; and the outputs open. 
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DM54S189/DM74S189, DM54S289/DM74S289, DM54S189A/DM74S189A 














































































































































DM54S189/DM74S189, DM54S289/DM74S289, DM54S189A/DM74S189A 


Absolute Maximum Ratings (Note d 


Supply Voltage, Vcc 
Input Voltage 
Output Voltage 
Storage Temperature Range 


7.0V 

5.5V 

5.5V 

-65°Cto +150°C 


Lead Temperature (Soldering, 10 seconds) 


Operating Conditions 


Supply Voltage (Vcc) 
DM54S189(A)/DM54S289 
DM74S189(A)/DM74S289 
Temperature (T/y) 

DM54S189(A)/DM54S289 

DM74S189(A)/DM74S289 


Min Max Units 


-55 +125 

0 +70 


DM54S189A/DM74S189A Electrical Characteristics 

over recommended operating free-aIr temperature range unless otherwise noted (Notes 2 and 3) 


Symbol 



Parameter 


High Level Input Voltage 


Low Level Input Voltage 


High Level Output Voltage 


Low Level Output Voltage 


High Level Input Current 


High Level Input Current at 
Maximum Voltage 


Low Level Input Current 


Short Circuit Output 
Current (Note 4) 


Supply Current (Note 5) 


Input Clamp Voltage 


TRI-STATE Output Current, 
High Level Voltage Applied 


TRI-STATE Output Current, 
Low Level Voltage Applied 


Input Capacitance 


Output Capacitance 


Conditions 


Min Typ Max 



Vcc= Min 


loH= -2.0 mA DM54S189A 


Vcc = Min 


OH = - 6.5 mA DM74S189A 


•ol = ‘'6 mA 


OL=20mA 


Vcc = Max, V, = 2.4V 


Vcc = Max, V, = 5.5V 


Vcc = Max, V| = 0.40V 


Vcc=Max, Vo = 0V 


Vcc = Max 


Vcc = Min, l| = -18 mA 


Vcc = Max, Vo = 2.4V 


Vcc = Max, Vo = 0.4 V 


Vcc = 5V, V|n = 2V,Ta = 25“’C, 1 MHz 


Vcc = 5V, Vo = 2V, Ta = 25'C, 1 M Hz, 
Output “OFF” 
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DM54S189A/DM74S189A Switching Characteristics 

over recommended operating ranges of and Vcc unless otherwise noted 


Symbol 

Parameter 

Conditions 

DM54S189A 

DM74S189A 

Units 

Min 

Typ 

(Note 2) 

Max 

Min 

Typ 

(Note 2) 

Max 

Ua 

Access Times from Address 

Cl=30pF, 
Rl=280Q 
(Figure 4) 


20 

30 


20 

25 

ns 

tcZH 

Output Enable Time to 
High Level 

Access Times from 
Chip-Enable 


11 

25 


11 

17 

ns 

tcZL 

Output Enable Time to 
Low Level 


11 

25 


11 

17 

ns 

twZH 

Output Enable Time to 
High Level 

Sense Recovery Times 
from Read/Write 


13 

35 


13 

25 

ns 

'WZL 

Output Enable Time to 
Low Level 


13 

35 


13 

25 

ns 

'CHZ 

Output Disable Time 
from High Level 

Disable Times from 
Chip-Enable 

Cl = 5pF, 
Rl = 280Q 
(Figure 4) 


12 

25 


12 

17 

ns 

'CLZ 

Output Disable Time 
from Low Level 


12 

25 


12 

17 

ns 

twHZ 

Output Disable Time 
from High Level 

Disable Times from 
Read/Write 


15 

35 


. 15 

25 

ns 

*WLZ 

Output Disable Time 
from Low Level 


15 

35 


15 

25 

ns 

twp 

Width of Write Enable Pulse (Read/Write Low) 


m 



20 



ns 

Usw 

tosw 

tcsw 

Set-Up Time (Figure 1) 

Address to Read/Write 





0 



ns 

Data to Read/Write 


25 



20 



ns 

Chip-Enable to 
Read/Write 


0 



0 



ns 

'ahw 

tcHW 

tCHW 

Hold Time (Figure 1) 

Address from Read/Write 


0 



0 



ns 

Data from Read/Write 


0 



0 



ns 

Chip-Enable from 
Read/Write 


0 



0 



ns 


Note 1: “Absolute Maximurn Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range” they are not meant to imply that the devices should be operated at these limits. The table of “Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2; Unless otherwise specified min/max limits apply across the - 55”Cto +125°C temperature range for the DM54S189(A) and across the O'C to +70”C 
range for the DM74S189(A). All typicals are given for Vcc = 5.0V and Ta = 25”C. 

Note 3: All currents into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 

Note 4; Only one output at a time should be shorted. 

Note 5: Iqq Is measured with all Inputs grounded; and the outputs open. 
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DM54S189(A)/DM74S189(A) Switching Time Waveforms 


Enable and Disable Time from Chip-Enable 


Write Cycle 



Access Time from Address Inputs 




WAVEF0RM2 Vqh 
($1 OPEN, 

S2 CLOSED) 

(NOTE 1) M.5V 


FIGURE 1 

Note 1: Waveform 1 is for the output with internal conditions such that the output is iow except when disabled. Waveform 2 is for the output with internal con- 
ditions such that the output is high except when disabied. 

Note2: When measuring deiay times from address inputs, the chip-enable Input is low and the read/write input is high. 

Note 3: When measuring delay times from chip-enable input, the address inputs are steady-state and the read/write input is high. 

Note 4: Input waveforms are supplied by pulse generators having the following characteristics: trs2.5 ns, tfs2.5 ns, PRRsI MHz and ZouT*50n. 


DM54S289/DM74S289 Switching Time Waveforms 


Enable and Disable Time from Chip-Enable 


Write Cycle 


CHIP ENABLE 
INPUT 
{NOTE 3) 



Access Time from Address Inputs 


BgBHB 

HlHiiHBBSBHB 





FIGURE 2 

Note 1: Waveform 1 is for the output with internal conditions such that the output is low except when disabled. 

Note 2: When measuring delay times from address inputs, the chip-enable input is low and the read/write input is high. 

Note 3: When measuring delay times from chip-enable input, the address inputs are steady-state and the read/write input is high. 

Note 4: Input waveforms are supplied by pulse generators having the following characteristics: t|-s2.5 ns, tf <2.5 ns, PRRsI MHz and ZouT*50fJ. 
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Block Diagram 


ADDRESS 

INPUTS 



Y1 Y2 Y3 Y4 
V , 


DUTPUTS 


tl; L/5197-e 


FIGURES 


AC Test Circuits 


DM54S189(A)/DM74S189(A) 


DM54S289/DM74S289 



Cl includes probe and jig capacitance. 
Ail diodes are 1N3064. 


FIGURE 4 


22 
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DM75S06/DM85S06, DM75S07/DM85S07, DM75S07A/DM85S07A 


National 

Semiconductor 


Bipolar and ECL RAMs 


DM75S06/DM85S06 Open-Collector 
DM75S07/DM85S07 TRI-STATE 
DM75S07A/DM85S07A High Speed TRI-STATE 
Non-Inverting, 64-Bit (16 x 4) RAMs 


General Description 


These 64-bit active-element memories are monolithic 
Schottky-clamped transistor-transistor logic (TTL) arrays 
organized as 16 words of 4 bits each. They are fully de- 
coded and feature a chip-enable input to simplify decod- 
ing required to achieve the desired system organization. 
The memories feature PNP input transistors that reduce 
the low level input current requirement to a maximum of 
- 0.25 mA, only one-eighth that of a DM54S/DM74S stand- 
ard load factor. The chip-enable circuitry is implemented 
with minimal delay times to compensate for added system 
decoding. 

The TRI-STATE output combines the convenience of an 
open-collector with the speed of a totem-pole output; it 
can be bus-connected to other similar outputs; yet it re- 
tains the fast rise time characteristics of the TTL totem- 
pole output. Systems utilizing data bus lines with a de- 
fined pull-up impedance can employ the open-collector ■ 
DM75S06. 

Write Cycle: The information at the data input is written 
into the selected location when both the chip-enable input 
and the read/write input are low. While the read/write input 
is low, the outputs are in the high-impedance state. When 
a number of the DM85S07 outputs are bus-connected, this 
high-impedance state will neither load nor drive the bus 
line, but it will allow the bus line to be driven by another ac- 
tive output or a passive pull-up if desired. 

Read Cycle: The stored information is available at the 
outputs when the read/write input is high and the chip- 

Connection Diagram 

Dual-ln-Llne Package 

SELECT INPUTS DATA DATA 

/ « , INPUT OUTPUT INPUT OUTPUT 




SELECT CHIP READ/ DATA OUTPUT DATA OUTPUT GND 

INPUT A ENABLE WRITE INPUT Y1 INPUT Y2 

1 2 

TnPWIPUU TL/U5169-1 


enable is low. When the chip-enable is high, the outputs 
will be in the high-impedance state. 

The fast access time of the DM75S07A makes it particu- 
larly attractive for implementing high-performance mem- 
ory functions requiring access times less than 25 ns. The 
high capacitive drive capability of the outputs permits ex- 
pansion without additional output buffering. The unique 
functional capability of the DM75S07 outputs being at a 
high-impedance during writing, combined with the data in- 
puts being inhibited during reading, means that both data 
inputs and outputs can be connected to the data lines of a 
bus-organized system without the need for interface 
circuits. 


Features 

■ Schottky-clamped for high speed applications (75S07 A) 

access from chip-enable input 17nsmax 

access from address inputs 25 ns max 

■ TRI-STATE outputs drive bus-organized systems and/or 
high capacitive loads 

■ DM75S06, DM85S06 are functionally equivalent and 
have open-collector outputs 

■ DM75SXX is guaranteed for operation over the full 
military temperature range of -55'’C to -t- 125°C 

■ Compatible with most TTL logic circuits 

■ Chip-enable input simplifies system decoding 


Truth Table 


Function 



Read/ 

Write 

Output 

L 

High-Impedance 

H 

Stored Data 

X 

High-Impedance 


H = High Level 
L= Low Level 
X= Don’t Care 

Order Number DM75S06J, DM75S07J, DM75S07AJ, 
DM85S06J, DM85S07J or DM85S07AJ 
See NS Package J16A 

Order Number DM85S06N, DM85S07N or DM85S07AN 
See NS Package N16E 


TRI-STATE® is a registered trademark of National Semiconductor Corp. 
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Absolute Maximum Ratings (Note d 

SupplyVoltage.Vcc 7.0V 

Input Voltage 5.5V 

Output Voltage 5.5V 

StorageTemperature Range -65°Cto +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 


Electrical Characteristics 

over recommended operating free-air temperature range unless otherwise noted (Notes 2 and 3) 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

High Level Input Voltage 


2 



V 

■■ 

Low Level Input Voltage 




0.8 

n 

Vqh 

High Level Output Voltage 

Vcc — Min 

loH= -2.0 mA, DM75S07(A) 

El 



■I 

loH= -5.2 mA, DM85S07(A) 

El 

3.2 


V 

•CEX 

High Level Output Current 
Open-Collector Only 

Vcc = Min 

Voh = 2.4V 



40 

/‘A 

Voh = 5.5V 



100 

;<A 

Vql 

Low Level Output Voltage 

Vcc= Min 

Iol= 16 nriA 



0.45 

V 

Iql = 20 mA 



0.5 

V 

l|H 

High Level Input Current 

Vcc = Max, V, = 2.4V 



10 

nA 

ll 

High Level Input Current at Maximum 
Voltage 

Vcc = Max, V| = 5.5V 

■ 

B 

1.0 

mA 

1|L 

Low Level Input Current 

Vcc = Max, V| = 0.40V 



-250 

mA 

Iqs 

Short Circuit Output Current (Note 4) 

Vcc = Max, Vq = 0V 
DM75S07(A), DM85S07(A) 

-30 

B 

-90 

mA 

•cc 

Supply Current (Note 5) 

Vcc = Max 


75 

100 

mA 

Vic 

Input Clamp Voltage 

Vcc = Min, ll = - 18 mA 



-1.2 

V 

B 

TRI-STATE Output Current, High Level 
Voltage Applied 

Vcc = Max, Vo = 2.4V 
DM75S07(A), DM85S07(A) 


B 

40 

fiA 

B 

TRI-STATE Output Current, Low Level 
Voltage Applied 

Vcc -Max, Vo = 0.4V 
DM75S07(A), DM85S07(A) 

-40 

B 

B 


C|N 

Input Capacitance 

Vcc = 5V, ViN = 2V, Ta = 25“C, 1 MHz 


4 


PF 

B 

Output Capacitance 

Vcc = 5V, Vo = 2V, Ta = 25°C, 1MHz 
Output “Off” 

B 

6 

B 

PF 


Operating Conditions 



Min 

Max 

Units 

Supply Voltage (Vcc) 

DM75S06/DM75S07(A) 

4.5 

5.5 

V 

DM85S06/DM85S07(A) 

4.75 

5.25 

V 

Temperature (Ta) 

DM75S06/DM75S07(A) 

-55 

-1-125 

°c 

DM85S06/DM85S07(A) 

0 

-1-70 

°c 


22 
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DM75S06/DM85S06, DM75S07/DM85S07, DM75S07A/DM85S07A 


DM75S07/DM85S07 Switching Characteristics 

over recommended operating ranges of T* and Vcc unless otherwise noted 

Symbol 

Parameter 

Conditions. 

DM75S07 

DM85S07 

Units 

Min 

Typ 

(Note 1) 

Max 

Min 

Typ 

(Note 1) 

Max 

^AA 

Access Times from Address 

Cl=30pF, 
Rl=280Q 
(Figure 4) 


25 

50 


25 

35 

ns 

tcZH 

Output Enable Time to 
High Level 

Access Times from 
Chip-Enable 


12 

25 


12 

17 

ns 

tcZL 

Output Enable Time to 
Low Level 


12 

25 


12 

17 

ns 

twZH 

Output' Enable Time to 
High Level 

Sense Recovery Times 
from Read/Write 


13 

35 


13 

25 

ns 

twZL 

Output Enable Time to 
Low Level 


13 

35 


13 

25 

ns 

fCHZ 

Output Disable Time 
from High Level 

Disable Times from 
Chip-Enable 

Cl = 5pF, 
RL=280n 
(Figure 4) 


12 

25 


12 

17 

ns (• 

fCLZ 

Output Disable Time 
from Low Level 


12 

25 


12 

17 

ns ' 

fWHZ 

Output Disable Time 
from High Level 

Disable Times from 
Read/Write 


15 

35 


15 

25 

ns 

twLZ 

Output Disable Time 
from Low Level 


15 

35 


15 

25 

ns 

twp 

Width of Write Enable Pulse (Read/Write Low) 


m 



25 



ns 

*ASW 

tosw 

tcsw 

Set-Up Time (Figure 1) 

Address to Read/Write 

■ 

m 



0 



ns 

Data to Read/Write 




25 



ns 

Chip-Enable to 
Read/Write 




0 

■ 


ns 

Uhw 

tOHW 

fCHW 

Hold Time (Figure 1) 

Address from Read/Write 


0 



0 



ns 

Data from Read/Write 

0 



0 



ns 

Chip-Enable from 
Read/Write 

0 



0 



ns 

DM75S07A/DM85S07A Switching Characteristics 

over recommended operating ranges of Ta and Vcc unless otherwise noted 

Symbol 

Parameter 


DM75S07A 

DM85S07A 

Units 

Conditions 

Min 

Typ 

(Note 1) 

Max 

Min 

Typ 

(Note 1) 

Max 

tAA 

Access Times from Address 



20 

30 


20 

25 

ns 

tcZH 

Output Enable Time to 
High Level 

Access Times from 
Chip-Enable 



12 

25 


12 

17 

ns 

tcZL 

Output Enable Time to 
Low Level 

Cl = 30pF 
Rl=2800 


12 

25 


12 

17 

ns 

twZH 

Output Enable Time to 
High Level 

Sense Recovery Times 
from Read/Write 

(Figure 4) 


13 

35 


13 

25 

ns 

fwZL 

Output Enable Time to 
Low Level 



13 

35 


13 

25 

ns 
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A Switching Characteristics (Continued) 

w»er recommended operating ranges of T/i^ and Vcc unless otherwise noted 



i 



DM75S07A 

DM85S07A 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 1) 

Max 

Min 

Typ 

(Note 1) 

Max 

Units 

fCHZ 

Output Disable Time 
from High Level 

Disable Times from 



12 

25 


12 

17 

ns 

tCLZ 

Output Disable Time 
from Low Level 

Chip-Enable 

Ct=5pF, 
Rl = 280« 
{Figure 4) 


12 

25 


12 

17 

ns 

fwHZ 

Output Disable Time 
from High Level 

Disable Times from 


15 

35 


15 

25 

ns 

twu 

Output Disable Time 
from Low Level 

Read/Write 



15 

35 


15 

25 

ns 

twp 

Width of Write Enable Pulse {Read/Write Low) 


m 



20 



ns 

fASW 

Set-Up Time {Figure 1) 

Address to Read/Write 


0 



0 



ns 

fosw 


Data to Read/Write 


o 



20 



ns 

fesw 


Chip-Enable to 
Read/Write 


0 

■ 


0 

■ 


ns 

Iahw 

Hold Time {Figure 1) 

Address from Read/Write 


0 



0 



ns 

fOHW 


Data from Read/Write 


0 



0 



ns 

fcHW 


Chip-Enable from 
Read/Write 


0 

■ 


0 

lli 


ns 


Note 1: "Absolute Maximum Ratings" are those values beyond which the safety of the deyice cannot be guaranteed. Except for "Operating Tomporuturo 
Range” they are not meant to imply that the devices should be operated at these limits. The table of "Electrical Characteristics” provides conditions (or actual 
device operation. 

Note 2: Unless otherwise specified mln/max limits apply across the - 55"C to + 125*C temperature range for the DM75S07(A) and across the 0“C to + 70'C 
range (or the DM85S07(A). All typicals are given for Vcc = 5-OV and = 25*C. 

Note 3: All currents Into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Icc Is measured with all Inputs grounded; and the outputs open. 


DM75S07(A)/DM85S07(A) Switching Time Waveforms 


Enable and Disable Time from Chip-Enable Write Cycle 



)te 1: Waveform 1 is for the output with internal conditions such that the output is (ow except when disabled. Waveform 2 is for the output with internal con- 
ions such that the output is high except when disabled. 

to 2: When measuring delay times from address inputs, the chip-enable input is low and the read/write input is high. 

le 3: When measuring delay times from chip-enable Input, the address inputs are steady-state and the read/write input is high. 

e 4: Input waveforms are supplied by pulse generators having the following characteristics; tfS2.5 ns, tfs2.5 ns, PRRst MHz and ZouT“500. 
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DM75S06/DM85S06 Switching Characteristics 

over recommended operating ranges of and Vcc unless otherwise noted 



Sense Recovery Time 
from Read/Write 



Access Times from Address 


Enable Time from 
Chip-Enable 


Enable Time from 
Read/Write 


Disable Time from 
Chip-Enable 


Disable Time from 
Read/Write 


Width of Write Enable Pulse (Read/Write Low) 


Set-Up Time {Figure 2) Address to Read/Write 
Data to Read/Write ■ 

Chip-Enable to 
Read/Write 


Address from Read/Write 


Data from Read/Write 


Chip-Enable from 
Read/Write 


Cl=30pF, 
Rli 3000, 
R[_2 = 6000 
{Figure 4) 



Uhw Time {Figure 2) 

*DHW 


DM75S06 

DM85S06 


Min 

Typ 

(Note 1) 

Max 

Min 

Typ 

(Note 1) 

Max 

Units 


25 

50 


25 

35 

ns 


12 

25 


12 

17 

ns 


13 

35 


13 

25 

ns 


12 

25 


12 

20 

ns 


13 

35 


13 

25 

ns 




DM75S06/DM85S06 Switching Time Waveforms 

Enable and Disable Time from Chip-Enable 



Access Time from Address Inputs 


QV - — . 

VoM 


Write Cycle 



WAVEFORM I 
(NOTE II 


FIGURE 2 

Note 1: Waveform 1 1s for the output with Internal conditions such that the output Is low except when disabled. 

Note 2; When measuring delay times from address Inputs, the chip-enable Input is low and the read/write input is high. 

Note 3; When measuring delay times from chip-enable input, the address inputs are steady-state and the read/write input is high. 

Note 4: Input waveforms are supplied by puise generators having the following characteristics: tfS2.5 ns, tfs2.5 ns, PRRst MHz and 
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DM75S07A/DM85S07A Switching Characteristics (Continued) 

over recommended operating ranges of T/^ and Vcc unless otherwise noted 






DM75S07A 

DM85S07A 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 1) 

Max 

Min 

Typ 

(Note 1) 

Max 

Units 

tCHZ 

Output Disable Time 
from High Level 

Disable Times from 



12 

25 


12 

17 

ns 

tCLZ 

Output Disable Time 
from Low Level 

Chip-Enable 

Cu = 5pF, 
RL = 280fl 
(Figure 4) 


12 

25 


12 

17 

ns 

twHZ 

Output Disable Time 
from High Level 

Disable Times from 


15 

35 


15 

25 

ns 

twLZ 

Output Disable Time 
from Low Level 

Read/Write 



15 

35 


15 

25 

ns 

twp 

Width of Write Enable Pulse (Read/Write Low) 


m 



20 



ns 

Usw 

Set-Up Time (Figure 1) 

Address to Read/Write 


0 



0 



ns 

*DSW 


Data to Read/Write 


E3 



20 



ns 

tesw 


Chip-Enable to 
Read/Write 


0 



0 

■ 


ns 

Uhw 

Hold Time (Figure 1) 

Address from Read/Write 


0 



0 



ns 

tOHW 


Data from Read/Write 


0 



0 



ns 

tCHW 


Chip-Enable from 
Read/Write 


0 



0 



ns 


Note 1: "Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for “Operating Temperature 
Range" they are not meant to Imply that the devices should be operated at these limits. The table of "Electrical Characteristics” provides conditions for actual 
device operation. 

Note 2: Unless otherwise specified mln/max limits apply across the - 55'C to + 125*C temperature range for the DM75S07(A) and across the O'C to + 70*C 
range for the DM85S07(A). All typicals are given for Vcc = 5.0V Ta = 25*C. 

Note 3: All currents Into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. 

Note 5: Ice Is measured with all inputs grounded; and the outputs open. 


DM75S07(A)/DM85S07(A) Switching Time Waveforms 


Enable and Disable Time from Chip-Enable Write Cycle 



ditions such that the output is high except when disabled. 

Note 2: When measuring delay times from address Inputs, the chip-enable input is low and the read/write Input is high. 

Note 3: When measuring delay times from chip-enable Input, the address inputs are steady-state and the read/write Input is high. 

Note 4: Input waveforms are supplied by pulse generators having the foliowing characteristics: trs2.5 ns, tfs2.5 ns, PRR<1 MHz and ZouT*50n. 
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DM75S06/DM85S06 Switching Characteristics 

over recommended operating ranges of and Vcc unless otherwise noted 



DM75S06 


Sense Recovery Time 
from Read/Write 



Access Times from Address 


Enable Time from 
Chip-Enable 


Enable Time from 
Read/Write 


Disable Time from 
Chip-Enable 


Disable Time from 
Read/Write 


Width of Write Enable Pulse (Read/Write Low) 


Set-Up Time (Figure 2) Address to Read/Write 
Data to Read/Write 


Cl = 30 pF, 
Rli 300n, 
Ri p — 6000 
(Figure 4) 



'ahw Hold Time (Figure 2) 

'dhw 


Chip-Enable to 
Read/Write 


Address from Read/Write 


Data from Read/Write 


Chip-Enable from 
Read/Write 


Typ 

(Note 1) 

Max 

25 

50 

12 

25 

13 

35 

12 

25 

13 

35 




DM75S06/DM85S06 Switching Time Waveforms 


Enable and Disable Time from Chip-Enable 



Access Time from Address Inputs 



Write Cycle 



WAVEFORM 1 
(NOTE II 


FIGURE 2 

Note 1: Waveform 1 Is for the output with internal conditions such that the output Is low except when disabled. 

Note 2: When measuring delay times from address inputs, the chip-enable input is low and the read/write input is high. 

Note 3: When measuring delay times from chip-enable input, the address inputs are steady-state and the read/write Input Is high. 

Note 4; Input waveforms are supplied by pulse generators having the following characteristics: trs2.5 ns, tf <2.5 ns, PRRs 1 MHz and ZouT=50Q. 
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Block Diagram 


ADDRESS I I ADDRESS 

INPUTS I 14 I BUFFERS 


1 OF 16 
DECODERS 


64-BIT MEMORY 
MATRIX 
ORGANIZED 
16x4 


_ 2 

CHIP ENABLE (CE) 


READ/WRITE (R/W) ~ 


WRITE AND SENSE 
AMPLIFIER CONTROL 


DATA INPUTS • , 10 

D3 — 
12 

D4 


AC Test Circuits 


FIGURES 


Y1 Y2 Y3 Y4 


DM75S06/DM85S06 


DM75S07(A)/DM85S07(A) 



Cl > *’‘■2 



C|_ Includes probe and ]lg capacitance. 
All diodes are 1N3064. 


FIGURE 4 
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DM77S401/DM87S401, DM77S402/DM87S402 


National 

Semiconductor 


Bipolar and ECL RAMs 


DM77S401/DM87S401, DM77S402/DM87S402 
First-In, Rrst-Out (FiFo) 

64 X 4, 64 X 5 Serial Memories 

General Description Features 


The DM77S401 is an expandable “fall-through" type 
high-speed First-in, First-out (FiFo) memory organized 
in 64-word by 4-bit, and 64-word by 5-bit structures 
respectively. A 10 MHz data rate allows usage in 
high-speed disc or tape controllers as well as PCM 
and communications buffer applications. 


10 MHz shift in, shift out 
TTL inputs and outputs 

Inputs and outputs are symmetrically placed on 
package 

Easily expandable word and bit dimensions 
Either synchronous or asynchronous operation 
Fairchild F3341 MOS FiFo pin compatible but 
many times faster! 

Choice of 4-bit or 5-bit data width 


Block Diagrams 


DM77/DM87S401 

64x4 



MASTER RESET 


DM77/DM87S402 

64x5 


62 X 5-BIT 
REGISTER 




MASTER RESET 
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Absolute Maximum Ratings 


Supply Voltage, Vcc 7 Volts 

Input Voltage 7 Volts 

Off-State Output Voltage 5.5 Volts 

Storage Temperature - 65° to +150° 0 

Electrical Characteristics over operating conditions DM77/DM87S401; DM77/DM87S402 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|L 

Low-Level Input Voltage 




0.8 

V 

V|H. 

High-Level Input Voltage 


2 



V 

Vie 

Input Clamp Voltage 

< 

0 

0 

II 

p 

li = -18mA 



-1.5 

V 

l|L 

Low-Level D 0 -D 4 , MR 

Input Current 

Vcc “ Max, 

V| = 0.45V 


■ 

-0.4 

mA 

IlH 

High-Level Input Current 

Vcc ~ Max, 

V| = 2.4V 



50 

mA 

l| 

Maximum Input Current 

Vcc = Max, 

V| = 5.5V 



1.0 

mA 



Vcc “ Min 


■ 

■ 



VoL 

Low-Level Output Voltage 

ViL =0.8V 
V|H =2V 

loL = 8 niA 

■ 

■ 

0.5 

V 



Vcc ■ Min 






VOH 

High-Level Output Voltage 

V|L =0.8V 
V|H =2V 

Iqh ~ -0.9mA 

2.4 

■ 

■ 

V 

bs 

Output Short-Circuit Current 
(Note 1) 

Vcc = Max, 

> 

0 

II 

-20 

■ 

-90 

mA 



Vcc ~ Max 

DM77S401 



190 


Icc 

Supply Current 

Inputs Low, 

DM87S401 



160 

mA 



Outputs Open 

DM77S402 



210 





DM87S402 



180 



Operating Conditions 


Symboi 

Parameter 

1 DM77S401/402 | 

1 DM87S401/402 | 

Units 

Min 

1 Norn 

' Max 

Min 

Nom 

Max 

Vcc 

Supply Voltage 


5 

5.5 

4.75 

5 

5.25 

V 

Ta 

Operating Free-Air Temperature (Note 2) 

-55 


+125 

0 


+75 

°C 

tsiH 

Shift In HIGH Time 

45 

15 


35 

15 


ns 

tsiL 

Shift In LOW Time 

45 

22 


35 

22 


ns 

t|DS 

Input Data Setup 

10 

-9 


0 

-9 


ns 

f|DH 

Input Data Hold Time 

55 

30 


45 

30 


ns 

tsOH 

Shift Out HIGH Time 

45 

15 


35 

15 


ns 

tsOL 

Shift Out LOW Time 

45 

15 


35 

15 


ns 

tMRW 

Master Reset Pulse (Note 3) 

40 

15 


35 

15 


ns 

Wrs 

Master Reset to SI 

45 

15 


35 

15 


ns 


Note 1: Not more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 
Note 2: Case temperature. 

Note 3: Master reset clears all the cells to the empty state, and the data outputs to a LOW state. 


22-17 


DM77S401/DM87S401, DM77S402/DM87S402 










































































































































DM77S401 /DM87S401 , DM77S402/DM87S402 


Switching Characteristics Over Operating Conditions 


Symbol 

Parameter 

DM77S401/402 

1 DM87S401/402 | 

Units 

Min 

Typ 

Max 

Min 

Typ 

Max 

f|N 

Shift In Rate 

7 

16 


10 

16 


MHz 

t|RL 

Shift In to Input Ready LOW 


30 

60 


30 

45 

ns 

t|RH* 

Shift In to Input Ready HIGH 


33 

60 


33 

45 

ns 

foUT 

Shift Out Rate 

7 

16 


10 

16 


MHz 

tORL 

Shift Out to Output Ready LOW i 


40 

65 


40 

55 

ns 

tORH**' 

Shift Out to Output Ready HIGH 


45 

70 


45 

60 

ns 

too** 

Output Data Delay 


38 

65 


38 

55 

ns 

tpT 

Data Throughput or “Fall Through” 


1.8 

4 


1.8 

3 

MS 

tWRORL 

Master Reset to OR LOW 


30 

65 


30 

60 

ns 

tMRIRH 

Master Reset to IR HIGH 


30 

65 


30 

60 

ns 

t|PH 

Input Ready Pulse HIGH 

15 

22 


15 

22 


ns 

tOPH 

Output Ready Pulse HIGH 

15 

22 


15 

22 


ns 


'This delay is dependent upon positive pulse width of SI Input. 
"These delays are dependent upon positive pulse width of SO input. 


Functionai Description 

DATA INPUT 

Data is entered in the FiFo on Do-Da (D 0 -D 4 on the 402) 
inputs, if the first location is ready to accept data, the 
Input Ready (IR) pin wiil be high. Data then present on 
the four input pins will be entered to the first location 
when the Shift In (SI) pin goes high. A high on the SI pin 
will cause the IR pin to go low. The old data will remain 
on the first location until SI is brought low again and 
iR goes iow. If SI is brought low before IR goes low, 
data transfer will not take place until IR goes low. If 
the FiFo is not full (i.e., all locations contain data), 
IR will go high, indicating that the first location can 
accept more data from the four input pins. Simul- 
taneously with iR going high, data will shift to the 


second location and so forth until it either reaches 
the output stage or a fuil iocation. When the mem- 
ory is full, IR will remain iow and the FiFo will accept 
no more data. 


DATA TRANSFER 

Once data is entered into the second location, the | 
transfer of any full location to the downstream adjacent 
empty location is automatically activated by an on-chip 
control. Thus data will stack up at the end of the FiFo 
while empty locations fiii to the front. The time required 
for the first data to travel from input to output locations is 
called Data Throughput Time or tpj. 


Connection Diagrams 

DM77/DM87S401 
Dual-ln-Lfne Package 



DM77/DM87S402 
Dual-ln-Line Package 



OUTPUTS 


U MASTER RESET 


Order Number DM77S401J, DM87S401J, 
DM77S402J, DM87S402J, DM77S401N, 
DM87S401N, DM77S402N or DM87S402N 
See NS Package J16A or N16A 
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DATA OUTPUT 

Data is output from Pins O 0 -O 3 (O 0 -O 4 on the 402). cause OR to go high unless the output stage is 

When data is shifted into the output stage, Output Ready empty (all data shifted out), in which case OR stays 

(OR) goes high to indicate the presence of valid data. low. 

When the OR is high, data may be shifted out of O 0 -O 3 

by pulling Shift Out (SO) high. A high signal on the SO Input Ready (IR) and Output Ready (OR) may also be 

pin will cause the OR pin to go low. When the SO pin is used as status signals since IR will stay low for at least 

brought low again, and OR is low, any valid data at tpTiftheFiFoisfullandORwillstaylowforatleasttpjif 

the next upstream stage is shifted to the output. the RFo is empty. 

Then all valid upstream data moves down one loca- 
tion. New valid data on the output stage will again 


Standard Test Load 



JL1000-9 
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DM77S401/DM87S401, DM77S402/DM87S402 




DM77S401A/DM87S401A, DM77S402A/DM87S402A 



National 

Semiconductor 


Bipolar and ECL RAMs 

PRELIMINARY 


DM77S401 A/ DM87S401 A, DM77S402A/ DM87S402A 
First-In, First-Out (FiFo) 


64 X 4, 64 X 5 Serial Memories 

General Description 

The DM77S401A is an expandable “fall-through” type 
high-speed First-in, First-out (FiFo) memory organized 
in 64-word by 4-bit, and 64-word by 5-bit structures 
respectively. A 15 MHz data rate allows usage in 
high-speed disc or tape controllers as well as PCM 
and communications buffer applications. 


Features 

■ 15 MHz shift in, shift out 

■ TTL inputs and outputs 

■ Inputs and outputs are symmetrically placed on 
package 

■ Easily expandable word and bit dimensions 

■ Either synchronous or asynchronous operation 

■ Fairchild F3341 MOS FiFo pin compatible but 
many times faster! 

■ Choice of 4-bit or 5-bit data width 


Block Diagrams dm 77 /dm 87 S 40 ia 

64x4 



MASTER RESET 


JL1000-1 


DM77/DM87S402A 


64x5 


Do 

Dl 

“2 

Dg 

04 


INPUT 

READY 

SHIFT 

IN 



MASTER RESET 


JL1CX)0-2 
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Absolute Maximum Ratings 


Supply Voltage, Vcc 7 Volts 

Input Voltage 7 Volts 

Off-State Output Voltage 5.5 Volts 

Storage Temperature - 65° to +150° C 

Electrical Characteristics over operating conditions DM77/DM87S401A, DM77/DM87S402A 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|L 

Low-Level Input Voltage 




0.8 

V 

V|H 

High-Level Input Voltage 


2 



V 

Vie 

Input Clamp Voltage 

< 

0 

0 

II 

p 

li = -18mA 



-1.5 

V 

IlL 

Low-Level D0-D4, MR 

Input Current 

Vcc — Max, 

V| = 0.45V 

■ 

■ 

-0.4 

mA 

l|H 

High-Level Input Current 

Vcc = Max. 

V| = 2.4V 



50 

mA 

ll 

Maximum Input Current 

Vcc ~ Max, 

V| = 5.5V 



1.0 

mA 



Vcc ~ Min 


■ 

■ 



Vql 

Low-Level Output Voltage 

V|L =0.8V 
ViH =2V 

Iql = 8mA 

■ 

1 

0.5 

V 



Vcc ~ Min 



■■■ 

■■■ 


Vqh 

High-Level Output Voltage 

ViL =0.8V 
ViH =2V 

Iqh = -0.9mA 

2.4 

■ 

■ 

V 

Iqs 

Output Short-Circuit Current 
(Note 1) 

Vcc = Max, 

> 

0 

II 

-20 

■ 

-90 

mA 



Vcc = Max 

DM77S401A 

■nn 




Icc 

Supply Current 

Inputs Low, 

DM87S401A 



US 

mA 



Outputs Open 

DM77S402A 








DM87S402A 

HH 

m 

m 



Operating Conditions 


Symbol 

Parameter 

1 DM77S401A/402A | 

1 DM87S401A/402A | 

Units 

Min 

Nom 

Max 

Min 

Nom 

Max 

Vcc 

Supply Voltage 


5 

5.5 

4.75 

5 

5.25 

V 

Ta 

Operating Free-Air Temperature (Note 2) 

-55 


+125 

0 


+75 

°C 

tSIH 

Shift In HIGH Time 

35 

10 


25 

10 


ns 

tsiL 

Shift In LOW Time 

40 

21 


33 

21 


ns 

t|DS 

Input Data Setup 

5 

-9 


0 

-9 


ns 

t|DH 

Input Data Hold Time 

45 

24 


40 

24 


ns 

tsOH 

Shift Out HIGH Time 

35 

10 


25 

10 


ns 

tsOL 

Shift Out LOW Time 

35 

10 


25 

10 


ns 

tMRW 

Master Reset Pulse (Note 3) 

30 

10 


20 

10 


ns 

tMRS 

Master Reset to SI 

45 

10 


20 

10 


ns 


Note 1: Not more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 
Note 2: Case temperature. 

Note 3: Master reset clears all the cells to the empty state, and the data outputs to a LOW state. 
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DM77S401 A/DM87S401 A, DM77S402A/ DM87S402A 


Switching Characteristics over operating conditions 


Symbol 

Parameter 

f|N 

Shift In Rate 

f|RL 

Shift In to Input Ready LOW 

f|RH* 

Shift In to Input Ready HIGH 

^OUT 

Shift Out Rate 

tORL 

Shift Out to Output Ready LOW 

tORH** 

Shift Out to Output Ready HIGH 

too * * 

Output Data Delay 

tpT 

Data Throughput or “Fall Through" 

^MRORL 

Master Reset to OR LOW 

fMRIRH 

Master Reset to IR HIGH 

t|PH 

Input Ready Pulse HIGH 

toPH 

Output Ready Pulse HIGH 


DM77S401A/402A 


Min I Typ 


DM87S401A/402A 





’This delay is dependent upon positive pulse width of SI input. 
’These delays are dependent upon positive pulse width of SO input. 


Functionai Description 


DATA INPUT 

Data is entered in the FiFo on D0-D3 (D0-D4 on the 402 ) 
inputs. If the first location is ready to accept data, the 
Input Ready (IR) pin will be high. Data then present on 
the four input pins will be entered to the first location 
when the Shift In (SI) pin goes high. A high on the SI pin 
will cause the IR pin to go low. The old data will remain 
on the first location until SI is brought low again and 
IR goes low. If SI is brought low before IR goes low, 
data transfer will not take place until IR goes low. If 
the FiFo is not full (i.e., all locations contain data), 
IR will go high, indicating that the first location can 
accept more data from the four input pins. Simul- 
taneously with IR going high, data will shift to the 


second location and so forth until it either reaches 
the output stage or a full location. When the mem- 
ory is full, IR will remain low and the FiFo will accept 
no more data. 


DATA TRANSFER 

Once data is entered into the second location, the 
transfer of any full location to the downstream adjacent 
empty location is automatically activated by an on-chip 
control. Thus data will stack up at the end of the FiFo 
while empty locations fill to the front. The time required 
for the first data to travel from input to output locations is 
called Data Throughput Time or tpj. 


Connection Diagrams 


DM77/DM87S401A 
Dual-ln-Line Package 


INPUT READY- 
SHIFTIN' 
fDo. 
Dl- 


ID3-4 7 
GND-I 8 


16 — Vcc 
15 -SHIFT OUT 
14 -OUTPUT READY 
13 -Oo' 

;; -J; outputs 
10 -03. 

9 -MASTER RESET 


DM77/DM87S402A 
Dual-ln-Line Package 


INPUT READY . 
SHIFT IN . 
fOo' 


DATA IN f O 2 -J 6 
D3H7 


18 — Vcc 
17 _ SHIFT OUT 
16 - OUTPUT READY 
15 - Oo'l 
14 _0i 

13 - O 2 ) OUTPUTS 


10 U MASTER RESET 


Order Number DM77S401AJ, DM87S401AJ, 
DM77S402AJ, DM87S402AJ, DM77S401AN, 
DM87S401AN, DM77S402AN or DM87S402AN 
See NS Package J16A or N16A 
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DATA OUTPUT 

Data is output from Pins O0-O3 (O0-O4 on the 402). 
When data is shifted into the output stage, Output Ready 
(OR) goes high to indicate the presence of valid data. 
When the OR is high, data may be shifted out of O0-O3 
by pulling Shift Out (SO) high. A high signal on the SO 
pin will cause the OR pin to go low. When the SO pin is 
brought low again, and OR is low, any valid data at 
the next upstream stage is shifted to the output. 
Then all valid upstream data moves down one loca- 
tion. New valid data on the output stage will again 


cause OR to go high unless the output stage is 
empty (all data shifted out), in which case OR stays 
low. 

Input Ready (IR) and Output Ready (OR) may also be 
used as status signals since IR will stay low for at least 
tpT if the FiFo is full and OR will stay low for at least tpj if 
the FiFo is empty. 


Standard Test Load 



TEST POINT 


22 


DM77S401A/DM87S401A, DM77S402A/DM87S402A 





DM75S68/DM85S68 



National 

Semiconductor 


Bipolar and ECL RAMs 


DM75S68/DM85S68 16 x 4 Edge Triggered Registers 


General Description 


Features 


These Schottky memories are addressable “D” register 
files. Any of its 16 four-bit words may be asynchronously 
read or may be written into on the next clock transition. 
An input terminal is provided to enable or disable the syn- 
chronous writing of the input data into the location 
specified by the address terminals. An output disable ter- 
minal operates only as a TRI-STATE® output control ter- 
minal. The addressable register data may be latched at 
the outputs and retained as long as the output store ter- 
minal is held in a low state. This memory storage condi- 
tion is independent of the state of the output disable ter- 
minal. 


■ On-chip output register 

■ PNP inputs reduce input loading 

■ Edge triggered write 

■ High speed— 30 ns typ 

■ All parameters guaranteed over temperature 

■ TRI-STATE output 

■ Schottky-clamped for high speed 

■ Optimized for register stack applications 

■ Typical power dissipation— 350 mW 


All input terminals are high impedance at all times, and 
all outputs have low impedance active drive logic states 
and the high impedance TRI-STATE condition. 


Logic and Block Diagram 


(WRITE CLOCK INPUT) 
CLK 


Connection Diagram 

Dual-ln-Line Package 




Order Number DM75S68J or DM85S68J 
See NS Package J18A 

Order Number DM75S68N or DM85S68N 
See NS Package N18A 
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Absolute Maximum Ratings (Note d 

Supply Voltage 7.0V 

InputVoltage 5.5V 

Output Voltage 5.5V 

StorageTemperature Range -65°Cto +150°C 

Lead Temperature (Soldering, 10 seconds) 300°C 


Electrical Characteristics 

over recommended operating free-air temperature range unless other\«ise noted (Notes 2 and 3) 


Parameter 

Conditions 

Min 

Typ 

Max 

Units 

V|H 

High Level InputVoltage 


2 



Bl 

V,L 

Lo\w Level Input Voltage 




0.8 


X 

o 

> 

High Level Output Voltage 

Vcc = Min 

ioH = - 2.0 mA, DM75S68 

2.4 



B 



loH= -5.2 mA, DM85S68 

2.4 

i 


V 

VoL 

Low Level Output Voltage 

Vqc — Min, ioL~ 

DM75S68 


j 

0.5 

Bi 



DM85S68 


i 

0.45 

^5 


High Level Input Current 

Vcc = Max, 

Clock Input I 


I 

50 

>A 



V|h = 2.4V 

All Others 



25 

mA 

I| High Level Input Current at 

Maximum Voltage 

Vcc = Max, V,h = 5.5V 


■ 

1.0 

mA 

l|L 

Low Level Input Current 

Vcc = Max, 

Clock Input 



-500 

/^A 



V|l = 0.5V 

All Others 



-250 

/^A 

•os 

Short Circuit Output Current (4) 

Vcc = Max, ' 

> 

o 

II 

• _J 

o 


-20 


-55 

mA 

■cc 

Supply Current 

Vcc= Max 


70 

100 

mA 

V|C 

Input Clamp Voltage 

Vcc=Min, l|N= -18 mA 



-1.2 

V 

•oz 

TRI-STATE Output Current 

Vcc = Max 

Vo = 2.4V 



-1-40 

mA 



Vo = 0.5V 



-40 

mA 


Note 1: “Absolute Maximum Ratings” are those values beyond which the safety of the device cannot be guaranteed. Except for "Operating Temperature 
Range" they are not meant to Imply that the devices should be operated at these limits. The table of “Electrical Characteristics" provides conditions for actual 
device operation. 

Note 2; Unless otherwise specified min/max limits apply across the - 55“C to + 125°C temperature range for the 0M75S68 and across the O'C to + 70° C 
range for the DM85S68. All typicals are given for Vcc = 5.0V and Ta = 25°C. 

Note 3: All currents Into device pins shown as positive, out of device pins as negative, all voltages referenced to ground unless otherwise noted. All values 
shown as max or min on absolute value basis. 

Note 4: Only one output at a time should be shorted. , 


Operating Conditions 



Min 

Max 

Units 

Supply Voltage, Vcc 

DM85S68 

4.75 

5.25 

V 

DM75S68 

4.5 

5.5 

V 

Temperature, Ta 

DM85S68 

0 

70 

°c 

DM75S68 

-55 

-H25 

“C 


22 
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Switching Characteristics over recommended operating range of and Vcc unless otherwise noted 



DM75S68 


I 


Output Enable to High Level 


Output Enable to Low Level 


Output Disable Time from High Level 


Output Disable Time from Low Level 


Access Time Address to Output 

Output Store to Output 
Clock to Output 

Set-Up Time Address to Clock 
Data to Clock 
Address to Output Store 
Write Enable Set-Up Time 
Store Before Write 


Address from Clock 


Data from Clock 


Address from Output Store 


Write Enable Hold Time 



Typ 

Max 

20 

40 

14 

30 

10 

18 

12 

22 

30 

55 

20 

35 

25 

50 




DM85S68 


Typ 


20 


14 


10 


12 


30 


20 


25 


5 


0 


15 


0 


0 


AC Test Circuit and Switching Time Waveforms 



Write Cycle 

Clock Set-Up and Hold Time 


Ci_ = 5.0pFfortHZ. tLZ 

Cl = 30 pF for all others 

Cl includes probe and Jig capacitance 

All diodes are 1 N3064 

Read Cycle 

Address to Output Access Time 



■~"N 

H 

l^liV 

[> 


1 



K- 

’f)[C 


( 








Output Store Access, Set-Up and Hold Time 



U" 

— *-i r* — tosA— ^1 


Output Disable and Enable Time 


Clock to Output Access 





Note: Input waveforms supplied by pulse generator having the following characteristics: V = 3.0V, tp£2.5 ns, PRRst.O MHz and ZouT = 50l^- 
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National 

Semiconductor 


Bipolar and ECL RAMs 


IDM29705/29705A 16-Word by 4-Bit Two-Port 
RAM/Register File 


General Description 

The IDM29705 and IDM29705A are 16-word by 4-bit 
RAM/Register File chips housed in a standard 28-pin 
dual-in-line package. The IDM29705 and the 
IDM29705A feature TRI-STATE® outputs. These 
RAMs, which are fabricated using SCL® (Schottky 
ECL Technology) feature two separate output ports 
that enable any two 4-bit words to be read from these 
outputs simultaneously. Each output port contains a 
four-bit latch. A common Latch Enable (LE) input is 
used to control all eight latches. The device, which 
has two Write Enable (WE) inputs, is designed so that 
either Write Enable (WE^ 2 ) and Latch Enable (LE) 
inputs can be wired together to make the operation 
of the RAM appear edge-triggered. 

The device, which has fully decoded A-address and 
B-address fields, can address any of the 16 memory 
words for the A-output port and, simultaneously, 
select any of the 16 words for presentation at the 
B-output port. Incoming data is written into the four- 
bit RAM word selected by the B-address. The D 
inputs are used to load the new data into the device. 

Several of these devices can be cascaded to increase 
the to tal nu mber of memory words in the system. 
When OE-A is high, the A -output port is in the high- 
impedance mode. OE-B, when high, forces the 
B-output port to the high-impedance state. 

TRI-STATE® and SCL® are registered trademarks of National Semiconductor Corp. 


The writing of new data into the RAM is controlled by 
the Write Enable inputs. With both Write Enable 
inputs low, data is written into the word selected by 
the B-address field. The memory outputs follow the 
data inputs during writing if the Latch Enable (LE) is 
high. With either Write Enable high, no data is written 
into the RAM. 

Features and Benefits 

■ 16-Word by 4-Blt, 2-Port RAM/Register Files 

■ Two Output Ports, Each with Separate Output 
Control 

■ 4-Bit Latches on Each Output Port 

■ Non-Inverted Data Output with Respect to Data 
Input 

■ Output Enable and Write Enable Inputs Provide 
Ease in Cascading 

■ SCL Technology (Schottky ECL) Provides ECL 
Speeds While Keeping Low Power Schottky Input/ 
Output Voltage and Power Consumption 
Compatibility 

■ 100% Reliability Testing in Compliance with 
MIL-STD-883 


IDM29705/29705A Block Diagram 
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IDM29705/29705A 




Absolute Maximum Ratings 

Storage Temperature -eS^Cto + 150°C 

Temperature (Ambient) Under Bias -55°Cto +125”C 
Supply Voltage to Ground Potential - 0.5V to + 6.3V 

DC Voltage Applied to Outputs for 
High Output State - 0.5V to + Vcc max 

DC Input Voltage - 0.5V to + 5.5V 

DC Output Current, into Outputs 30mA 

DC Input Current - 30mA to + 5.0mA 


Operating Range 

Ambient 

P/N Temperature 

IDM29705JC 0°Cto +70“C 

IDM29705JM, JM/883 -55°C to +125'C 

IDM29705AJC, NC 0°Cto+70°C 

IDM29705AJM, JM/883 -55X to +125”C 


Vcc 

4.75V to 5.25V 
4.50V to 5.50V 
4.75V to 5.25V 
4.50V to 5.50V 


Standard Screening (conforms to MIL-STD-883 for Class C parts) 


Step 

MIL-STD-883 

Method 

Pre-Seal Visual Inspection 

2010 

Stabilization Bake 

1008 

Temperature Cycle 

1010 

Centrifuge 

2001 

Fine Leak 

1014 

Gross Leak 

1014 

, Electrical Test 

Subgroups 1 and 7 and 9 

5004 


Conditions 


C: 24-hour 150°C 


C: -65“Cto •f150'C 
10 cycles 


B: 10,000 G 


A: 5xl0“® atm-cc/cm^ 


C2; Fluorocarbon 


See below for 
definitions of subgroups 


Insert Additional Screening Here for Class B Parts 


Level 

DC, PC 

DM, FM 

100% 

100% 

100% 

100% 

100% 

100% 

i 

100% 

100% 

100% 

' 100% 

100% 

■ 100% 

100% 

100% 


Group A Sample Tests 




Subgroup 1 



LTPD =5 

Subgroup 2 



LTPD =7 

Subgroup 3 

5005 

See below for 

LTPD =7 

Subgroup 7 

definitions of subgroups 

LTPD =7 

Subgroup 8 



LTPD =7 

Subgroup 9 



LTPD =7 



Additional Screening for Class B Parts 


step 

MILSTD-883 

Method 

Burn-In 

1015 

Electrical Test 
Subgroup 1 
Subgroup 2 
Subgroup 3 
Subgroup 7 
Subgroup 9 

5004 


Conditions 


D; 125”C, 160 hours min 


Return to Group A Tests In Standard Screening 



Group A Subgroups 

(as defined in MIL-STD-883, method 5005) 




































































Electrical Characteristics (over operating temperature range, unless otherwise noted) 


Symbol 

Parameter 

Test Conditions (Note 1) 

Min. 

Typ 

(Note 2) 

Max. 

Units 

X 

o 

> 

Output HIGH Voltage 
(1 DM29705 only) 

Vcc = min 
V|N = V|H or V,L 

Mil, Iqh = -2.0mA 

d 



Volts 

Com’l, Iqh = -4.0mA 

d 



1 

Output LOW Voltage 

Vcc = min 
V|N = V,H or V,L 

loL = 4.0 mA 



^9 

Volts 

loL — 8.0 mA 



0.45 

Iql = 12mA 



0.5 

loL = 16 mA (Note 4) 



0.5 

mk 

Input HIGH Level 

Guaranteed input logical HIGH voltage for all 
inputs 

2.0 

■ 


Volts 

V|L 

Input LOW Level 

Guaranteed input logical LOW voltage for all 
inputs 



0.8 

Volts 

V| 

Input Clamp Voltage 

Vcc = min, l|tv| = -18mA 



8B 

Volts 

■ 

Input LOW Current 

Vcc = max, V|N = 0.4V 

Ai, B| 




mA 

Others 



-0.36 

mm 

Input HIGH Current 

Vcc = max, V|n = 2.7V 



20 

mA 

K 

Input HIGH Current 

Vcc = max, V|n = 5.5V 



0.1 

mA 

■ 

Off State (High Impedance) 
Output Current 

Vcc = max 
ViN = V,H or V,L 

Vo = 2.7V 



20 

mA 

Vo = 0.4V 




D 

Output Short Circuit Current 
(Note 3) 

Vcc = max 

29705A 

-30 


Ba 

mA 

29705 

-25 


-85 

'cc 

Power Supply Current 

Vcc = max 



120 

175 

mA 


AJC 

Vcc = 5.25V, T = 70 °C 



155 

mA 

AjM 

Vcc = 5.5V, T = 125'C 



145 

mA 


Note 1: For conditions shown as Min. or Max., use the appropriate value specified under Electrical Characteristics for the applicable device type. 
Note 2: Typical limits are at = 5.0V, 25°C ambient and maximum loading. 

Note 3: Not more than one output should be shorted at a time. Duration of the short circuit test should not exceed one second. 

Note 4: 29705A commercial temperature range only. 


Switching Characteristics (Input Levels = 0V and 3.0V, Transitions measured at 1.5V) 
Combinational Delays (in nanoseconds) (Cl = 50 pF) 






Comm’l 

Mil 





Max. 


Max. 





(Note 1) 

(Note 2) 

Parameters 

From 

To 

Conditions 

705 

705A 

705 

705A 

Access Time 

A Address Stable 

YA Stable 

LE = HIGH 

40 

30 

55 


35 

B Address Stable 

YB Stable 

40 

30 

55 


35 


Both WE LOW 

II 

a 

LE = HIGH, A = B 

45 

45 

48 

45 


-< 

CD 

II 

a 

LE = HIGH 

45 

45 

48 

45 

Turn-On Time 

OE-AorOE-BLOW 



25 

20 

25 

25 

Turn-Off Time 

OE-AorOE-BHiGH 

YA or YB Off 

Cl = 5pF (Note 3) 

20 

20 

20 

20 

Reset Time 

A-LO LOW 

YA LOW 


20 

20 

30 

25 

Enable Time 

LE HIGH 

YA and YB Stable 


25 

20 

25 

25 


Data In 

YAorYB =D 

LE = HIGH, WE 
both LOW, A = B 

45 

45 

45 

45 
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IDM29705/29705A 


Switching Characteristics (cont d) 

Minimum Setup and Hoid Times (in nanoseconds) 


Parameters 

From 

To 

Conditions 

Comm’l 

Mil 

Max. 
(Note 1) 

Max. 
(Note 2) 

705 

705A 

705 


Data Setup Time 

D Stable 

Either WE HIGH 


20 

15 

25 

20 

Data Hold Time 

Either WE HIGH 

D Changing 


0 

0 

0 

0 

Address Setup Time 

B Stable 

Both WE LOW 


3 

0 

5 

3 

Address Hold Time 

Either WE HIGH 

B Changing 


0 

0 

0 

0 

Latch Close 
Before Write Begins 

LE LOW 

WEi LOW 

WE2 low 

0 

0 

0 

0 

LE LOW 

we2 low 

WEi LOW 

0 

0 

0 

0 

Address Setup 
Before Latch Closes 

A or B Stable 

LE LOW 


20 

15 

40 

20 


Minimum Puise Widths (in nanoseconds) 






Comm’l 

Mil 





Max. 

Max. 





(Note 1) 

(Note 2) 

Parameters 

From 

To 

Conditions 

705 

705A 

705 

705A 

Write Pulse Width 

WEi 

HIGH-LOW-HIGH 

WE2 low 

25 

20 

25 

20 


WE2 

HIGH-LOW-HIGH 

WEi low 

20 

20 

20 


A Latch Reset Pulse 

A-LO 

HIGH-LOW-HIGH 


20 

15 

20 

mm 

Latch Data Capture 

LE 

LOW-HIGH-LOW 

Address Stable 

20 

15 

20 

15 


Note 1: Ta = 0*C to +70”C, Vcc = 5.0V ±5%. 

Note2: -55”Cto +125'C, Vcc = 5.0V±10% 

Note 3: Measured from 1.5V at the Input to 0.5V change In the output level. 


Function Tabies 


Write Controi 


WEi 

WE2 

Function 

RAM Outputs at Latch Inputs 

A-Port 

B-Port 

L 

L 

Write D into B 

A data (A # B) 

D input data 

X 

H 

No write 

A data 

B data 

H 

X 

No write 

A data 

B data 


YA Read 


Inputs 

YA Output 

Function 

OE-A 

A-LO 

LE 

H 

X 

X 

Z 

High impedance 

L 

L 

X 

L 

Force YA LOW 

L 

H 

H 

A-Port RAM data 

Latches transparent 

L 

H 

L 

NC 

Latches retain data 
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Function Tables (continued) 


YB Read 


Inputs 

YB Output 

Function 

OE-B 

LE 

H 

X 

Z 

High impedance 

L 

H 

B-Port RAM data 

Latches transparent 

L 

L 

NC 

Latches retain data 

H = HIGH 

z = 

High Impedance 


L = LOW 

NC 

= No change 



X = Don’t care 


Pinout Descriptions of the 
IDM29705/29705A 

D 3 - Dg; Through these inputs new data can be written 
in the location specified by the B-address inputs. 

Ag-Ag; The 4-bit address presented at the A inputs 
selects one of the 16 memory words for presentation 
at the A-data latch outputs. 

Bg-Bg: The 4-bit address presented at the B inputs 
selects one of the 16 memory words for presentation 
at the B-data latch outputs. This address also selects 
the location into which data is written. 

YA 3 - YAg; The four A-data latch outputs. 

YBg-YBg: The four B-data latch outputs. 

WEi.WEg; Write enable inputs. When both are low, 
enables data to be written into the RAM location 
selected by the B-address field. When either Write 
Enable input is high, no data can be written into 
memory. 

OE-A: A-port output enable. When low, data in the 
A-data latch is present at the YA| outputs. When high, 
the YA| outputs are in the high-impedance mode. 


OE-B; B-port output enable. When low, data in the 
B-data latch is presented at the YBj outputs. When 
high, the YB| outputs are in the high-impedance 
mode. 


LE; Latch enable. The LE input acts as control for 
both the RAM-A and RAM-B output ports. When high 
the latches are transparent and data from the RAM, 
as selected by the A and B address inputs, is 
presented at the outputs. When low, the latches 
retain the last data read from the RAM regardless of 
the current A and B address inputs. 


A-LO: Force A to zero. This input operates to force 
the A-port latch outputs low independent of the LE 
input or A address inputs. The A-output bus c an be 
forced low using this control input. With A-LO high, 
the A latches operate in their normal manner. Once 
forc ed lo w, the A latches remain low independent of 
the A-LO input if the Latch Enable (LE) is low. 


IDM29705/29705A Connection Diagram and Test Load 


D1 -- 

1 


28 

— -Vcc 

DO — 

2 


27 

— D2 

WEI -- 

3 


26 

— D3 

BO — 

4 


25 

— WE2 

B1 — 

5 


24 

— AO 

B2 — 

6 


23 

— A1 

B3 — 

7 

IDMZ9705/ 

22 

— A2 

ALO — 

8 

29705A 

21 

— A3 

LE — 

9 


20 

— oTa 

YBO — 

10 


19 

— IfTB 

YAO — 

11 


18 

■— YA3 

YB1 — 

12 


17 

— YB3 

YAl — 

13 


16 

— YA2 

GND — 

14 


15 

— YB2 


nincL 

rW-' 

y_ 

T i 

Mk y_ 

■ 1 

y_ 
0 * 


{ 


Note 1: Cl= 50 pF Includes scope probe, wiring and stray 
capacitances without device In test fixture. 

Note 2: S1, S2, S3 are closed during function tests and all 
AC tests except output enable tests. 

Note 3; S1 and S3 are olosed while S2 Is open for tpzH t^st. 

si and S2 are closed while S3 is open for tpzLtest. 
Note 4: Ci_= 5 pF for output disable tests. 


22 
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DM10414, DM10414A 


National 
Semiconductor 

DM10414, DM10414A 256 x 1 

General Description 

The DM10414, DM10414A is a 256-word by 1-bit 
ECL random access memory. The fully static memory is 
designed with active low chip selects and separate I/O 
pins. The 8 address bits (AO through A7) are fully 
decoded on the chip. Applications such as scratch pad, 
cache, and buffer memories are ideal for this high speed 
RAM. 

An unterminated emitter-follower output is provided 
to allow the outputs to be wire-ORed. Separate Data 
In and non-inverted Data Out pins are provided. These 
RAMs are compatible with compensated and uncom- 
pensated 10k ECL families. 


Bipolar and ECL RAMs 


ECL Random Access Memory 

Features 

■ Fully compatible with standard and voltage compen- 
sated 10k series ECL 

■ Temperature range 0°C to +75°C 

■ Unterminated emitter-follower output for wire-ORing 

■ Power dissipation decreases with increasing tem- 


perature 

■ Typical address access 

DM10414 10 ns 

DM10414A 7 ns 

■ Typical chip select access 

DM10414 4 ns 

DM10414A 3 ns 



Block and Connection Diagrams 



oqut 


• c5I 
•cs? 
•ESI 


Din 


A4 AS AS A7 


Dual-In-Line Package 



Order Number DM10414J 
or DM10414AJ 
See NS Package J16A 


Logic Symbol 


Truth Table 



CST C5i CS3 


Pin Names 

Address Inputs 
Data Input 
Data Output 
Chip Select Inputs 
Write Enable 


cs 

WE 

D|N 

dqut 

MODE 

H 

X 

X 

L 

Not Selected 

L 

L 

H 

L 

Write 1 

L 

L 

L 

L 

Write 0 

L 

H 

X 

Dour 

Read 


A0-A7 

D|N 

DQUT 

^1, CS2, CS3 
WE 


L = low (-1.7V nominal) 
H = high (-0.9V nominal) 
X = don't care 
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Absolute Maximum Ratings Operating Conditions 

MIN MAX UNITS 

Temperature Under Bias (Ambient) -55°C to -H 25°C Supply Voltage -5.46 -4.94 V 

Storage Temperature Range -65°C to +150°C Ambient Temperature (T/^) 0 +75 °C 

Vee Relative to Vqq —7.0V to +0.5V 

Any Input Relative to Vqc VE£to+0.5V 

Output Current (Output High) -30 mA to +0.1 mA 

Lead Temperature (Soldering, 10 seconds) 300°C 

DC Electrical Characteristics 

Vee = -5.2V, Output Load = 50J2 and 30 pF to -2.0V, Ta = 0°C to +75°C (Notes 1-4) 

SYMBOL 

PARAMETER 

CONDITIONS 

Ta 

B 

LIMIT 

A 

LIMIT 

UNITS 

VOH 

Output Voltage High 

V|N = V|HA or VjLB 

o°c 

+25°C 

+75°C 


-840 

-810 

-720 

mV 

VOL 

Output Voltage Low 

VlN = V|HA or ViLB 

0°C 

+25°C 

+75°C 

m 

H 

mV 

VOHC 

Output Voltage High 

ViN = Vihb or Vila 

Performed on one input 
at a time 

0°C 

+25°C 

+75°C 

-1020 

-980 

-920 


mV 

VOLC 

Output Voltage Low 

ViN = Vihb or Vila 

Performed on one input 
at a time 

0°C 

+25°C 

+75°C 


1 

mV 

V|H 

Input Voltage High 

Guaranteed Input Voltage High 
for All Inputs 

0°C 

+25°C 

+75°C 


-840 

-810 

-720 

mV 

V|L 

Input Voltage Low 

Guaranteed Input Voltage Low 
for All Inputs 

0°C 

+25°C 

+75°C 

■ 

■ 

mV 

1|H 

Input Current High 

V|N = V|hA 

Performed on one input 
at a time 

0°C 

to 

+75°C 


220 

aa 

l|L 

Input Current Low, CS 
All Others 

V|N = V|lb 
P erformed on one input 
at a time 

0°C 

to 

+75°C 

0.5 

-50 

170 

MA 

lEE 

Power Supply Current 
(Pin 8) (Note 5) 

All Inputs and Outputs Open 

0°C 

to 

+75°C 

-150 


mA 

Note 1: Conditions for testing not shown in the tables are chosen to guarantee operation under "worst case" conditions. 

Note 2: The specified limits represent the "worst case" value for the parameter. Since these "worst case" values normally occur at the temperature 
extremes, additional noise immunity and guard banding can be achieved by decreasing the allowable system operating ranges. 

Note 3: Guaranteed with transverse air flow exceeding 400 linear F.P.M. and 2-minute warm-up period. Typical resistance values of the package 
are; 0 ja, (Junction to Ambient) = 90°C/W (still air); (Junction to Ambient) = 50°C/W (at 400 F.P.M. air flow); 0jc (Juction to Case) = 

25°C/W. 

Note 4: "A" indicates the most positive value, "B" indicates the most negative value. 

Note 5: Typical values at Vee -5.2V: Ta = 0°C, Iee = -105 mA; Ta = 75°C, Iee “90 mA. 
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DM10414, DM10414A 


Functional Description 

Addressing the DM10414, DM10414A is achieved by 
means of the 8 address lines AO— A7. Each of the 28 
one-zero combinations of the address lines corresponds 
to a bit location in the memory. The active low Chip 
Selects together with the unterminated emitter-follower 
output allows for wire-ORing. A 50J2 resistor to — 2V 
(or an equivalent network) is required to provide a low 
at the output when the device is off. This termination 
is required for both single device or wire-ORed operation. 


Th e device is selected with CS low and deselected with 
CS high. The operating mode is controlled by the active 
low Write Enable (WE). WE low causes the data at the 
Data Input (D||\|) to be stored at the selected address. 
WE low also causes the output to be disabled (low due 
to the 50n pull-down resistor). WE high causes the data 
stored at the selected address to be present at the Data 
Out (Dqut) pin- 


AC Electrical Characteristics 

Vee = -5-2V ±5%, Output Load = 50fi, 30 pF to -2.0V, Ta = 0°C to 75° C, 400 LFM 


SYMBOL 

PARAMETER 

CONDITIONS 

1 READ MODE 

tACS 

Chip Select Access 
Time 

Measured Between 

tRCS 

Chip Select Recovery 

50% Points 

Time 

(Note 7) 

tAA 

Address Access Time 


1 WRITE MODE 

tw 

Write Pulse Width 
(to Guarantee 
Writing) 


tWSD 

Data Set-Up Time 
Prior to Write 


tWHD 

Data Hold Time 

Measured Between 


After Write 

50% Points 

'WSA 

Address Set-Up Time 
Prior to Write 


tWHA 

Address Hold Time 



After Write 


«WSCS 

Chip Select Set-Up 
Time Prior to Write 


tWHCS 

Chip Select Hold Time 
After Write 


tws 

Write Disable Time 


tWR 

Write Recovery Time 



TYP 

MIN MAX 

(NOTE 6 


RISE TIME AND FALL TIME 


Output Rise Time 

Measured Between 

Output Fall Time 

50% Points 



Capacitance 


SYMBOL 

PARAMETER 

CONDITIONS 

C|N 

COUT 

Input Pin Capacitance 
Output Pin 
Capacitance 

Measure With a Pulse 
Technique 


1 DM10414A 

DM10414 I 

MIN 

TYP 

(NOTE 6) 

MAX ■ 

MIN 

TYP 

(NOTE 6) 

MAX 


Note 6: Typical values are at V^e = -5.2V, T/\ = 25°C and maximum loading. 

Note 7: The maximum address access time is guaranteed to be the worst case bit in the memory using a pseudorandom testing pattern. 
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Switching Time Waveforms 


Chip Select Access Time 



ADDRESS INPUTS 


DATADUTPUT 


Address Access Time 



Read Mode 
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National 
Semiconductor 

DM10415, DM10415A 1024 x 1 
Access Memory 

General Description 

The DM10415, DM10415A is a 1024-word by 1-bit ECL 
random access memory. This fully static memory is 
designed with an active low chip select and separate 
I/O pins. The 10 address bits (AO through A9) are fully 
decoded on the chip. Applications such as scratch pad, 
cache, and buffer memories are ideal for this high speed 
RAM. 

An unterminated emitter-follower output is provided 
to allow the outputs to be wire-ORed. Separate Data 
In and non-inverted Data Out pins are provided. These 
RAMs are compatible with compensated and uncom- 
pensated 10k ECL families. 


Bipolar and ECL RAMs 


ECL Random 


Features 

■ Fully compatible with standard and voltage compen- 
sated 10k series ECL 

■ Temperature range 0°Cto-t75°C 

■ Unterminated emitter-follower output for wire-ORing 

■ Power dissipation decreases with increasing temp- 


erature 

■ Typical address access 

DM10415 25 ns 

DM10415A 12 ns 

■ Typical chip select access 

DM10415 7 ns 

DM10415A 4 ns 



Block and Connection Diagrams 



AS AS A7 AS A3 


Dual-ln-Line Package 



TOP VIEW 


Order Number DM10415J 
or DM10415AJ 
See NS Package J16A 


Logic Symbol 


Truth Table 



Pin Names 

AO— A9 Address Inputs 
D|(m Data Input 

DquT Data Output 

CS Chip Select 

WE Write Enable 
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DM10415, DM10415A 


Absolute Maximum Ratings 


Temperature Under Bias (Ambient) 
Storage Temperature Range 
Vee Relative to Vqq 
A ny Input Relative to Vqc 
O utput Current (Output High) 

Lead Temperature (Soldering, 10 seconds) 


-55°Cto +125°C 
-65°C to+150°C 
-7.0V to +0.5V 
Vgg to +0.5V 
—30 mA to +0.1 mA 
300° C 


Operating Conditions 

MIN 

Supply Voltage (V^e) -5.46 

Ambient Temperature (T/\) 0 


DC Electrical Characteristics 

VeE = “5.2V, Output Load = 50f2 and 30 pF to -2.0V, T/\ = 0°C to +75°C (Notes 1—4) 


SYMBOL 

PARAMETER 

CONDITIONS 

Ta 

VOH 

Output Voltage High 

V|N = V|HA°''V|lb 

o°c 

+25°C 

+75°C. 

VoL 

Output Voltage Low 

V|N = V|HA orViLB 

0°C 
+25° C 
+75°C 

VOHC 

Output Voltage High 

V|N = V|HB or Vila 

0°C 

+25°C . 
+75°C 

VOLC 

Output Voltage Low 

V|N = V|HBorV|LA 

0°C 

+25°C 

+75°C 

V|H 

Input Voltage High 

Guaranteed Input Voltage High 
for All Inputs 

0°C 
+25° C 
+75°C 

V|L 

Input Voltage Low 

Guaranteed Input Voltage Low 
for All Inputs 

0°C 

+25°C 

+75°C 

l|H 

Input Current High 

V|N = V|HA 

0°C 

to 

+75°C 

l|L 

Input Current Low, CS 
All Others 

V|N = V|LB 

0°C 

to 

+75°C 

lEE 

Power Supply Current 
(Pin 8) (Note 5) 

All Inputs and Outputs Open 

0°C 

to 

+75°C 



Note 1 : Conditions for testing not shown in the tables are chosen to guarantee operation under "worst case" conditions. 

Note 2: The specified limits represent the "worst case" value for the parameter. Since these "worst case" values normally occur at the temperature 
extremes, additional noise immunity and guard banding can be achieved by decreasing the allowable system operating ranges. 

Note 3: Guaranteed with transverse air flow exceeding 400 linear F.P.M. and 2-minute warm-up period. Typical resistance values of the package 
are: Sja. (Junction to Ambient) = 90°C/W (still air); 0 ja (Junction to Ambient) = 50°C/W (at 400 F.P.M. air flow); Sjc (Juction to Case) = 
25°C/W. ■ 

Note 4: "A" indicates the most positive value, "B" indicates the most negative value. 

Note 5: Typical values at Vee “ -5.2V: Ta = 0°C, Iee “ -105 mA; Ta = 75°C, Iee “ “90 mA. 
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Functional Description 

Addressing the DM10415/DM10415A is achieved by The device is selected with CS low and deselected with 

means of the 10 address lines AO— A9. Each of the 2^0 CS high. The operating mode is controlled by the active 

one-zero combinations of the address lines corresponds low Write Enable (WE). WE low causes the data at the 

to a bit location in the memory. The active low Chip Data Input (Di[\|) to be stored at the selected address. 

Select (CS) together with the unterminated emitter- WE low also causes the output to be disabled (low due 

follower output allows for memory array expansion to to the 50fi pull-down resistor). WE high causes the data 

2048 words without additional decoding. This emitter- stored at the selected address to be present at the Data 

follower output allows for wire-ORing. A 50J2 resistor Out (Dqut) P'^. 

to -2V (or an equivalent network) is required to provide 
a low at the output when the device is off. This ter- 
mination is required for both single device or wire- 
ORed operation. 

AC Electrical Characteristics 

Vee = -5.2V, ±5%, Output Load = 50n, 30 pF to -2.0V, Ta = 0°C to +75°C, 400 LFM 

SYMBOL 

PARAMETER 

CONDITIONS 

DM10415A 

DM10415 

UNITS 

MIN 

TYP 

(NOTE 6) 

MAX 

MIN 

TYP 

(NOTE 6) 

MAX 

READ MODE 

tACS 

Chip Select Access 



■■■ 


8 

■■■ 

■n|H 

10 

ns 


Time 

Measured at 50% of 



■■ 






tRCS 

Chip Select Recovery 

Input to Valid Output 




8 



10 

ns 


Time 

(Note 7) 


■ 







tAA 

Address Access Time 



■ 

12 

20 



35 

ns 

WRITE MODE 

tw 

Write Pulse Width 











(to Guarantee 











Writing) 











DM10415A 

tWSA = 8 ns 


12 

10 


25 

20 


ns 


DM10415 

tWSA = 20 ns 









tWSD 

Data Set-Up Time 



4 

0 


5 

0 


ns 


Prior to Write 










tWHD 

Data Hold Time 



4 

0 


5 

0 


ns 


After Write 










tWSA 

Address Set-Up Time 











Prior to Write 











DM10415A 

tyv = 1 2 ns 










DM10415 

tyy = 25 ns 









tWHA 

Address Hold Time 



3 

0 


4 

1 


ns 


After Write 










twscs 

Chip Select Set-Up 



4 

0 


5 

0 


ns 


Time Prior to Write 










tWHCS 

Chip Select Hold Time 



4 

0 


5 

0 


ns 


After Write 










tws 

Write Disable Time 




4 

10 


7 

10 

ns 

tWR 

Write Recovery Time 




4 

10 


7 

10 

ns 

RISE TIME AND FALL TIME | 

tr 

Output Rise Time 

Measured Between 20% 


■H 

5 



5 


ns 

tf 

Output Fall Time 

and 80% Points 


■ 

5 


■1 

5 


ns 

Capaci 

ance 




DM10415A 

DM10415 


SYMBOL 

PARAMETER 

CONDITIONS 



TYP 



TYP 


UNITS 





MIN 


MAX 

MIN 


MAX 







(NOTE 6) 



(NOTE 6) 



C|N 

Input Pin Capacitance 




4 

5 

im 

4 

5 

P.F 



Measure With a Pulse 









COUT 

Output Pin 

Technique 



7 

8 


7 

8 

pF 


Capacitance 










Note 6: Typical values are at VgE “ — 5-2V, Ta = 25°C and maxumum loading. 






Note 7: The maximum address access time is guaranteed to be the worst case bit in the memory using a pseudorandom testing pattern. 
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DM10415, DM10415A 




























































DM10415, DM10415A 


Switching Time Waveforms 


Chip Select Access Time 



Address Access Time 



Read Mode 
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Bipolar and ECL RAMs 

PRELIMINARY 


DM10422 1024-Bit (256 x 4) ECL RAM 


General Description 


The DM10422 is normally a 256-word by 4-bit random ac- 
cess memory. However the memory has four Block Select 
(BS0-BS3) inputs which allow wire-ORing of any of the 
four blocks for a maximum 1024-word by l-bit memory. 
The high speed access time allows its use in scratch pad, 
buffer, and control storage applications. The device is 
voltage compensated and is compatible with all 10k 
logic. Separate Data In and Data Out pins allow the set 
up of data for a write cycle while performing a read. 


Features 

■ 4 separate Block Select inputs for configurations from 
256x4 to 1024x1 

■ Maximum address access time— 12 ns 

■ Typical Block Select access time— 3.5 ns 

■ 10k logic compatible 


Block and Connection Diagrams 


oJll 

oc 

> 

ce 

oil 

oil 

K 

cii 

a 

o 

nil 

a 


1 

X 

8 



Y- DECODER/DRIVER 


256 X4 BIT CELL ARRAY 


- SA/WA 1 

* 

— 1 

SA/WA 1 

1 

1 " I 

1 SA/WA 1 

1 I 

SA/WA 

i' A’ A’ 

TTT^ 

A” A” A” 

A“ A" A” 

0| D1 BS1 

02 02 BS2 

03 03 BS3 

O 4 D4 BS4 



Pin Names 




BS1-BS4 Block Selects 


Logic Symbol 


AO 


At 

A2 

0l 

A3 


A4 

A5 

O 2 

A6 

A7 

O 3 

00 


01 

02 

O 4 

03 

WE 

BSi B« BS3 BS4 


Address Inputs 
Write Enable 
Data Inputs 
Data Outputs 


DuaMn-Line Package 



Order Number DM10422J 
See NS Package J24E 


Truth Table (Positive Logic) 


Input 

BS 

WE 

Dl 

H 

X 

X 

L 

L 

L 

L 

L 

H 

L 

H 

X 


Disable 
Write “0” 
Write “1” 
Read 
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Absolute Maximum Ratings 

Supply Voltage, Vee to Vcc 
Input Voltage, Vin 
O utput Current ' 

StorageTemperature,Tstg 

Storage Temperature Under Bias, Tgtg (Bias) 


+ 0.5V to -7.0V 
+ 0.5VtoVEE 
-30 mA 
-65°Cto +150'’C 
-55“Cto +125°C 


DC Electrical Characteristics Vee= -5.2v,RL=5onto - 2 .ov,Ta= 


Parameter 


Symbol 


VoH Output Voltage 


Conditions 



VoHC Output Threshold Voltage 



V|H Input Voltage 



IH Input Current 

IL 


EE Supply Current 


V|N- V|HA 


BS 


Other 


All Inputs and Outputs 
Open, Test Pin 12 


AC Electrical Characteristics 

Vee= -5.2V±5%, Rl = 50O to -2.0V, TA = 0°Cto +75°C, air flow exceeding 500 LFM 


Symbol 

Parameter 

READ MODE 

Ubs 

Block Select Access Time 

tRBS 

Block Select Recovery Time 

*AA 

Address Access Time 


WRITE MODE 


tw 

Write Pulse Width 

twSD 

Data Set-Up Time 

twHD 

Data Hold Time 

twSA 

Address Set-Up Time 

%HA 

Address Hold Time 

twSBS 

Block Select Set-Up Time 

twHBS 

Block Select Hold Time 

tws 

Write Disable Time 

^WR 

Write Recovery Time 



Vin = Viha 
or ViLB 


V|n = Vihb 
or Vila 


Guaranteed Input Voltage 
High for All Inputs 


Guaranteed Input Voltage 
Low for All Inputs 


V|N = V|LB 












































































































































Electrical Characteristics (Continued) 

Vee= -5.2V ±5%, RL = 50nto - 2.0V, Ta = 0°C to + 75°C, air flow exceeding 500 LFM 

Symbol Parameter Conditions Min Typ Max Units 

RISE/FALL TIME 



3 


Output Rise Time 


t, 


3 


Output Fall Time 


CAPACITANCE 


C|N 


Input Capacitance 


Gout 


Output Capacitance 


Test Circuit and Input Waveform 



Switching Time Waveforms 

Block Select Access 

T 


BLOCK SELECT 


DATA OUTPUT 


-tABS 




-Ibbs 


Address Access Time 


ADDRESS INPUTS 


X 


-tAA-~ 


DATA OUTPUT 


X 


Write Mode 
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National 

Semiconductor 


Bipolar and ECL RAMs 

PRELIMINARY 


DM10422A 1024-Bit (256 x 4) ECL RAM 


General Description 

The DM10422A is normally a 256-word by 4-blt random ac- 
cess memory. However the memory has four Block Select 
(BS0-BS3) inputs which allow wire-ORing of any of the 
four blocks for a maximum 1024-word by l-bit memory. 
The high speed access time allows its use in scratch pad, 
buffer, and control storage applications. The device is 
voltage compensated and Is compatible with all 10k 
logic. Separate Data In and Data Out pins allow the set 
up of data for a write cycle while performing a read. 


Features 

■ 4 separate Block Select inputs for configurations from 
256x4 to 1024x1 

■ Maximum address access time — 10 ns 

■ Typical Block Select access time— 3.5 ns 

■ 10k logic compatible 


Block and Connection Diagrams 




A4oHj > 
A3oA 


WEO- 


Y-OECOOER/ORIVER 

i-i fj-- 1 r ■ ■ ■ 1 1 ■■■' 

r 

1 

1 

256 k 4-BIT CELL ARRAY 


BLOCK 0 1 

L 

BLOCK! 1 BLOCK 2 

1 

1 

1 BLOCK 3 



i 1 11 II i 1 

SA/WA i 

1 

SA/WA 1 SA/WA 

1 

SAAYA 




i'A‘ A’ A"A"i“ A“A"A‘ 

Of D1 BS1 02 02 BS2 O3 03 BS3 O4 04 BS4 


Logic Symbol 



Pin Names 


B^-BS4 

Block Selects 

A0-A7 

Address Inputs 

WE 

Write Enable 

D1-D4 

Data Inputs 

O 1 -O 4 

Data Outputs 


Dual-In-Line Package 



• Vcc 
.04 

.03 


Order Number DM10422AJ 
See NS Package J24E 


Truth Table (Positive Logic) 


Input 

Output 

Mode 

gs 

WE 

Dl 

■■ 


mm 

L 

Disable 

WM 


■■ 

L 

Write “0” 



H 

L 

4A?rite “1” 


b 


Data 

Read 
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DM10422A 















DM10422A 


Absolute Maximum Ratings 

Supply Voltage, Vee to Vcc + 0.5V to -7.0V 

Input Voltage, V(N + 0.5V to Vee 

Output Current -30 mA 

StorageTemperature,Tstg -65°Cto +150°C 

Storage Temperature Under Bias, Tstg (Bias) -55°Cto +125°C 


DC Electrical Characteristics Vee= -5.2V,RL=500to -2.0V,TA = 0°Cto +75°C, airflow exceeding 500 LFM 


Symbol 


Parameter 


Vqh Output Voltage 





V|H Input Voltage 



I|H Input Current 
'hi 


Iee Supply Current 


Conditions 


c Output Threshold Voltage 


V|N = V|HA 
or V|LB 


V|N = V|HB 

or Vila 


Guaranteed Input Voltage 
High for All Inputs 


Guaranteed Input Voltage 
Low for All Inputs 


V|N = V|HA 


BS 


Vin = Vilb 


All Inputs and Outputs 
Open, Test Pin 12 



0°C 


25“C 


75°C 


0“C 


25“C 


75“C 


0“C 


25°C 


75“C 


0°C 


25 “C 


75°C 


0“C 


25 °C 


75 °C 


0°C 


25 “C 


75 °C 


O'C to 75'C 


AC Electrical Characteristics Vee= -5.2V,RL = 50nto -2.0V,TA = 0'’Cto +75°C, air flow exceeding 500 LFM 


Symbol 

Parameter 

READ MODE 

tABS 

Block Select Access Time 

tRBS 

Block Select Recovery Time 

Ua 

Address Access Time 


WRITE MODE 


Conditions 



tw 

Write Pulse Width 

twSD 

Data Set-Up Time 

*WHD 

Data Hold Time 

twSA 

Address Set-Up Time 

tWHA 

Address Hold Time 

twSBS 

Block Select Set-Up Time 

twHBS 

Block Select Hold Time 

tws 

Write Disable Time 

twR 

Write Recovery Time 


twSA = 2 ns 


5.0 

ns 

5.0 

ns 

10 

ns 



22-46 


















































































































































Electrical Characteristics (Continued) 

Vee= - 5.2V, RL = 50n to -2.0V, Ta = 0°C to + 75°C, air flow exceeding 500 LFM 


Symbol 

Parameter 

Conditions 

Min 

Typ 

Max 

Units 

RISE/FALL TIME 

tr 

Output Rise Time 



3 


ns 

tf 

Output Fall Time 



3 


ns 

CAPACITANCE 

C|N 

Input Capacitance 



4 


pF 

Gout 

Output Capacitance 



7 


pF 


Test Circuit and Input Waveform 



Switching Time Waveforms 

Block Select Access 

r 


tABS 


DATA OUTPUT 


/ 


-tRBS 


Address Access Time 


ADDRESS INPUTS 


X 




DATA OUTPUT 


X 


. 20 % 


lr = tf = 2.0 ns±10% 

R j = son 
Cu = 30 pF 

All timing measurements are referenced from 50% of input levels to 
50% of input/output levels. 


Write Mode 
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DM10470, DM10470A, DM10470L 




National 

Semiconductor 


Bipolar and ECL RAMs 


DM10470 Standard, DM10470A High Speed, 
DM10470L Low Power 
4096-Bit (4096 x 1) ECL RAMs 


General Description 


The DM10470 is a 4096-bit random access memory organ- 
ized 4096-words by 1 bit. it is designed for high speed 
scratch pad and buffer storage applications. It is voltage 
and temperature compensated and compatible with ail 
10k logic. It has separate Data In and Data Out pins. The 
active low Chip Select CS and unterminated emitter-fol- 
lower outputs allow easy expansion. 

The DM10470 is speed and power selected to provide cost- 
performance benefits not available from any other 
manufacturer. 


Features 

■ Three speed-power combinations for maximum cost- 
performance: 

Standard DM10470 25 ns/200 mA max 

High speed DM10470A 15 ns/200 mA max 

Low power DM10470L 25 ns/130 mA max 

■ 10k logic compatible 

■ Unterminated emitter-follower outputs 
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Absolute Maximum Ratings 


Operating Conditions 

Min 


Temperature Under Bias (Ambient) 
StorageTemperature Range 

V^E Relative to Vcc 

Any Input Relative to Vcc 
Output Current(Output High) 


-55°Cto +125°C 
-65°Cto +150°C 
-7.0V to +0.5V 
Vee to +0.5V 
-30 mAto +0.1 mA 


Supply Voitage(VEE) 

Ambient Temperature (T/^) 


-5.46 

0 


Max 

-4.94 
+ 75 


Lead Temperature (Soldering, 10 seconds) 


300 °C 


DC Electrical Characteristics 

Vee= - 5.2V, output load = 50n and 30 pF to - 2.0V, T^ = 0°C to + 75"C (Notes 1, 2, 3 and 4) 


Units 

V 

°C 


Symbol 

Parameter 

Conditions 

Ta 

B Limit 

A Limit 

Units 


Output Voltage High 

V|N = V|HA°'’ V|LB 

OX 

-1000 

-840 

mV 




+ 25°C 

-960 

-810 





+ 75°C 

-900 

-720 


Vql 

Output Voltage Low 

Vin = VihaOI' V|lb 

0°C 



mV 




+ 25°C 







+ 75°C 


BB 


Vqhc 

Output Voltage High 

Vin = VihbO'' Vila 

0°C 

-1020 


mV 




+ 25°C 

-980 






+ 75X 

-920 



Vqlc 

Output Voltage Low 

< 

z 

II 

< 

I 

on 

O 

< 

0°C 


-1645 

mV 




+ 25°C 


-1630 





+ 75°C 


-1605 


VlH 

Input Voltage High 

Guaranteed Input Voltage High 

OX 

■sai 

-840 

mV 



for All Inputs 

+ 25X 


-810 





+ 75X 

-1045 

-720 


V|L 

Input Voltage Low 

Guaranteed Input Voltage Low 

OX 



mV 



for All Inputs 

+ 25X 


BEB 





+ 75X 


mm 


1|H 

Input Current High 

Vin = Viha 

OX 


220 

fA 




to 







+ 75X 




l|L 

Input Current Low, CS 

V|N = V|lb 

OX 

0.5 

170 

pA 


All Others 


to 

-50 






+ 75X 





Note 1: Conditions for testing not shown in the tables are chosen to guarantee operation under worst-case conditions. 

Note 2: The specified limits represent the worst-case value for the parameter. Since these worst-case values normally occur at the temperature extremes, 
additional noise immunity and guard banding can be achieved by decreasing the allowable system operating ranges. 

Note 3: Guaranteed with transverse air flow exceeding 500 linear FPM and 2-minute warm-up period. Typical resistance values of the package are; 0 j a> Oonc- 
tlon to ambient) = 90°C/W (still air); 0 ja (junction to ambient) = 50*C(W (at 500 FPM air flow);0jc Gunction to case) = 25”C/W. 

Note 4: “A” indicates the most positive value, “B" indicates the most negative value. 
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DM10470, DM10470A, DM10470L 



















































DM10470, DM10470A, DM10470L 


AC Electrical Characteristics 

Vee= -5.2V ±5%, output load = 500, 30 pF to - 2.0V, Ta= 0°C to +75°C 





1 DM10470A I 

I DM10470 

1 DM10470L 1 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 6) 

Max 

Min 

Typ 

(Note 6) 

Max 

Min 

Typ 

(Note 6) 

Max 

Units 


READ MODE 


Ucs 

Chip Select Access 
Time 



■ 

8 

■ 

5 

10 

■ 

5 

10 

ns 

Ircs 

Chip Select Recovery 
Time 

Measured at 50% of Input to 
50% of Output (Note 7) 


■ 

8 

1 

5 

10 

1 

5 

10 

ns 

•aa 

Address Access Time 



12 

15 

■ 

18 

25 

■ 

18 

25 

ns 


WRITE MODE 


•w 

Write Pulse Width (to 
Guarantee Writing) 



■ 



■ 



■ 




DM10470A 

twsA = 3 ns 

10 



15 



15 



ns 


DM10470/L 

1wSA = 6hS 











twSD 

Data Set-Up Time 
Prior to Write 


2 

1 


2 

1 


2 

1 


ns 

twHD 

Data Hoid Time 
After Write 


2 

0 


2 

0 


2 

0 


ns 

twSA 

Address Set-Up Time 
Prior to Write 













DM10470A 

tw = lb ns 

3 

1 


3 

1 


3 

1 


ns 


DM10470/L 

tw = 15 ns 











twHA 

Address Hoid Time 
After Write 


2 

0 


2 

0 


2 

0 


ns 

twscs 

Chip Select Set-Up 
Time Prior to Write 


2 

1 


2 

1 


2 

1 


ns 

twHCS 

Chip Select Hold 
Time After Write 


2 

0 


2 

0 


2 

0 


ns 

tws 

Write Disable Time 

50% of Input to 50% of Output 


5 

8 


5 



5 

8 

ns 

twR 

Write Recovery Time 


5 

8 


5 



5 

8 

ns 


RISE TIME AND FALL TIME 


t. 

Output Rise Time 

Measured Between 20% 


3 

■ 

■ 

3 

■ 

■ 

3 


ns 

tf 

Output Fall Time 

and 80% Points 


3 

■ 

■ 

3 

■ 

■ 

3 


ns 


Capacitance 





1 DM10470A 

1 DM10470 

1 DM10470L 


Symbol 

Parameter 

Conditions 

Min 

Typ 

(Note 6) 

Max 

Min 

Typ 

(Note 6) 

Max 

Min 

Typ 

(Note 6) 

Max 

Units 

C|N 

Input Pin Capacitance 

Measure with a Pulse 


4 

5 

■ 

■■ 

5 

■ 

B 

5 

pF 

CoUT 

Output Pin Capacitance 

Technique 


7 

8 

■ 

B 

8 

■ 

B 

8 

pF 


Power Supply Current v^e = - 5.2v, output load = son and 30 pF to - 2.0V 


Symbol 

Parameter 

Conditions 

DM10470A 
B Limit 

DM10470 
B Limit 

DM10470L 
B Limit 

Units 

Iee 

Power Supply Current 
(Pin 8) (Note 5) 

All Inputs and Outputs 
Open, Ta = 25°C 

-200 

-200 

-130 

mA 


Note 5: Typical values at Vee = - 5.2V: = 0“C, Iee = - 145 mA; = 25”C. Iee = 135 mA; Ta = 75°C, Iee = 125 mA. 

Note 6: Typical values are at Vee = -5.2V, Ta = 25°C and maximum loading. 

Note 7: The maximum address access time is guaranteed to be the worst-case bit in the memory using a pseudorandom testing pattern. 
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Functional Description 

Addressing the DM10470/DM10470A is achieved by means The device is selected with CS low and deselected with C5 

of the 12 address lines, A0-A11. Each of the 2^^ one- high. The operating mode is controlled by the active low 

zero combinations of the address lines corresponds to a Write Enable (WE). WE low causes the data at the Data 

unique bit location in the memory. The memory array can Input (Din) to be stored at the selected address. WE low 

be expanded to 8192 words without additional decoding, also causes the output to be disabled (low due to the 50fi 

by using the active low Chip Select (CS) and wire-ORing pull-down resistor). WE high causes the data stored at the 

the unterminated emitter-follower outputs. A 50Q resistor selected a^ress to be present at the Data Output (Dqut) 

to - 2V (or an equivalent network) is required to provide a pin when CS is low. 

low at the output when the device is off. This termination 
is required for both single device or wire-ORed operation. 


Switching Time Waveforms 


Chip Select Access Time 



Address Access Time 




DM10470, DM10470A, DM10470L 
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National 

Semiconductor 


Bipolar and ECL RAMs 

PRELIMINARY 


DM10474/DM10474A (1024 x 4) 4096-Bit, 10k ECL RAM 


General Description 

The DM10474 is a 4096-bit read/write random access 
memory, organized in the popular 1024 words by 4-bit con- 
figuration. The input and output levels are voltage compen- 
sated 10k ECL levels. The DM10474A has a maximum ac- 
cess time of 15 ns, and the DM10474 has a maximum ac- 
cess time of 25 ns. 


Features 

■ 1024 words x 4-bit organization 

■ On chip voltage compensation for improved noise 
margin 

■ Fully compatible with industry standard 10k series ECL 
families 

■ Address access time: 25 ns max for standard part, 
15 ns max for “A” part. 

■ Chip select access time: 10 ns max for standard part, 
6 ns max for “A" part. 

■ Low power dissipation: -220 mA max for “A” part, 
-200 mA max for standard. 

■ Pin compatible with F10474 and MBM10474 


Connection and Block Diagrams 


Vcco — 

1 


24 

D(b — 

2 


23 

004 — 

3 


22 

AO — 

4 


21 

At — 

S 


20 

A2 — 

6 

0M10474 

19 

A3 — 

7 


18 

A4 — 

8 


17 

A5 — 

9 


16 

NO — 

10 


IS 

A6 — 

11 


14 

Vee — 

12 


13 



TOP VIEW 



cs 
Wf 

h- A9 


Order Number DM10474J or DM10474AJ 
See NS Package J24E 



Truth Table 


Inputs 

Output 

Mode 

CS 

WE 

D|N 

Open Emitter 

H 

X 

x 

L 

Not Selected 

L 

L 

L 

L 

WRITE "0" 

L 

L 

H 

L 

WRITE "1” 

L 

H 

X 

Dout 

READ 


H = high voltage level 
L = low voltage level 
X “ don’t care 
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DM10474/DM10474A 






DM10474/DM10474A 


DC Electrical Characteristics 

(Vcc = OV, Vee= -5.2V, output load = 500 to -2.0V and airflow>500 LFM unless otherwise noted.) 


Symbol 

VOH 


Conditions 


Output High Voltage 
(V|N = V|H max O'" V|L min) 

Output Low Voltage 
(V|N = ViH max V|L min) 

Output High Voltage 
(V|N ^ V||-| min or V||_ max) 

Output Low Voltage 
{V||si = V|H min or V|l max) 

Input High Voltage 

(Guaranteed Input Voltage High for All Inputs) 
Input Low Voltage 

(Guaranteed Input Voltage Low for All Inputs) 

Input High Current (V|n = V|h max) 

Input Low Current (V|n = V|l min) 

CS Input Low Current (V|n = V|l min) 

Power Supply Current 
(All Inputs and Outputs Open) 


0“ to 75“C 


0“ to 75“C 


0“ to 75'C 


0“ to 75‘C 



•For the DM10474A, 


AC Test Circuit and Switching Time Waveform 

(Full guaranteed operating ranges, output load = 50fl to —2,0V and 30 pF to GND and airflows 500 LFM unless otherwise 



-0.9V 



fi- = tf = 2.0 ns typ 
Output Load: RL = 50n 
Cl. = 30 pF 

(including jig and stray capacitance) 


Note: All timing measurements referenced to 50% input levels. 
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Read Cycle 


Symbol 

Parameter 

tAA 

Address Access Time 

tACS 

Chip Select Access Time 

tRCS 

Chip Select Recovery Time 



Read Cycle Timing Diagrams 




Write Cycle 


Symbol 

Parameter 

t\y 

Write Pulse Width 

tws 

Write Disable Time 

tWR 

Write Recovery Time 

twSA 

Address Set Up Time 

twscs 

Chip Select Set Up Time 

tWSD 

Data Set Up Time 

IWHA 

Address Hold Time 

tWHCS 

Chip Select Hold Time 

tWHD 

Data Hold Time 


DM10474 


Typ 


DM10474A 


Typ 
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Section 23 

2900 Family/ 

Bipolar Microprocessor 


DEVICE 


DESCRIPTION 


Introduction 
IDM2901A, IDM2901A-1, 
I DM2901 A-2 
I DM2902 
IDM2909A/11A 
IDM2910A 
I DM29803 
IDM29811 
DM10900 
I DM2900 


AN-203 


AN-217 

AN-230 


4-Bit Bipolar Microprocessor 

Look-Ahead Carry Generator 
Microprogram Sequencer 
Microprogram Controller 
16-Way Branch Controller 
Next-Address Controller 
8-Bit Parity ALU Slice 
Family Applications Information 
System Architecture of the IDM2901A 
Expanding the IDM2901 Bit-Slice Microprocessor 
Hardware Multiplication 
Byte Swapping 
Instruction Fetch Cycle 
File Expansion 

Using the IDM2909A/11A in a Computer Control Unit 
Speed Enhancement of Bipolar Bit-Slice Microprocessor Systems 
Bit Slice Microprocessor Design Takes a Giant Step Forward with 
“Schottky-Coupled-Logic” Circuits 
High-Speed Bit Slice Microsequencing Design 
Fine Tuning the ALU Carry Path 





Introduction 


Since its introduction in 1976, the 2900 Family of 
Bipolar Microprocessor Components has rapidly 
established Itself as the industry standard for bit- 
slice, microprogrammable system design. 
National Semiconductor is pleased to have 
contributed to the success of this family by 
providing the highest performance components 
available from any manufacturer. We are firmly 
committed to continuing this emphasis on 
performance, since we feel that designers of 
bipolar systems will continue to dbmand increased 
component speed as their system throughput 
requirements increase. We are not only dedicated 
to providing components, but also to developing 
the design techniques that optimize their use in 
systems. This is evidenced by the expanded 
Applications section in this book. 

To achieve this higher performance. National 
developed a design technique referred to as SCL’ 
and introduced its first 2900 Family product— the 
IDM2901A— in 1977. This device featured AC 
characteristics that were 25% faster than 
anything on the market at that time. In 1978, a 
speed-selected version of the 2901A— the 
IDM2901A-1— was introduced. This device further 
improved performance by an additional 15%. In 
1982 an additional 30% performance improvement 
was provided by the IDM2901A-2, a device that 
combines the SCL design technique with the 
iatest advances in bipolar LSI processing. Ali of 
this has been accomplished without a singie com- 
promise with regard to functionality or DC 
characteristics. In fact, power dissipation in all 
cases Is equal to or less than that of the competing 
Low Power Schottkv devices. 

Following its success with the IDM2901, National 
applied the SCL design technique to the 
IDM2909A, IDM2910A, IDM2911 A, and IDM29705A. 
These devices also have speed characteristics 
that are 30% -50% better than those of the com- 
peting LS versions. 

Not content to simply second source existing 2900 
functions. National has also added to the family 
additional devices that were found to be 
significantly useful in bit-slice microprocessor 
design. These include devices from other National 
product lines — such as the Bipolar Memory and 
Octal Logic devices found in this book — and 
certain proprietary functions, such as the 29903 
16x4 Edge-Triggered Register File. 


Even more significantly. National will begin to 
develop new bit-slices and microsequencers that 
are architecturally different from other products 
on the market. 

These products, plus other products currently in 
development, makeuseof theSCLdesign philoso- 
phy. By using SCL, National has not only set a 
standard of performance for the 2900 Family that 
other manufacturers are attempting to duplicate, 
but also is providing you— the design engineer— 
with components that allow you to build the high- 
est performance systems possible using bipolar 
LSI technology. 


1. SCL is a design technique that combines the performance 
advantages of ECL with Low Power Schottky input and 
output compatibility. For a more detailed description, see 
the Applications section. 
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National 


4CA Semiconductor 

IDM2901A, IDM2901A-1/IDM2901A-2 
4-Bit Bipolar Microprocessor 


2900 Family/ 
Bipolar Microprocessor 


General Description 

The I DM2901 4-bit bipolar microprocessor slice is a 
cascadable device designed for use in Central Processing 
Units, programmable microprocessors, peripheral con- 
trollers, and other "high-speed” applications where 
economy, hardware/software flexibility, and easy expan- 
sion are system prerequisities. The building-block ar- 
chitecture and microinstruction format of the I DM2901 
permit efficient emulation of most digital-based systems. 

As shown in the simplified block diagram, the IDM2901 
device consists of a 16-word by 4-bit 2-port RAM, a 
high-speed ALU, and the required shifting, decoding, 
and multiplexing circuits. The 9-bit microinstruction 
word is organized into three groups of three bits each — 
the first group (bits 0-2) selects ALU source operands, 
the second group (bits 3-5) selects the ALU function, 
and the last group (bits 6-8) selects the destination 
register within the ALU. The slice microprocessor is 
cascadable with full look-ahead or ripple carry; all 
outputs are TRI-STATE® and four status-flag outputs 
are available. To minimize power consumption and to 
maximize speed and reliability, the 40-pin LSI chip is 
fabricated using a National state-of-the-art Low-Power 
Schottky technology called "SCL". 


Features and Benefits 

• Multiple-address architecture — improves system 
speed by providing simultaneous yet independent 
access to two working registers. 

■ Multifunction ALU — performs addition, two sub- 
traction operations, and five logic functions on two 
source operands. 

• Flexible data-source selection — for every ALU 
function, data is selected from five source ports for a 
total of 203 source operand pairs. 

■ Left/right shift independent of ALU — an arithmetic 
operation and a left or right shift can be obtained on 
the same machine cycle. 

■ Four status flags — carry, overflow, zero, and func- 
tional sign are available as outputs. 

■ Expandable — Connect any number of IDM2901s 
together for longer word lengths. 

• Microprogrammable — three groups of 3 bits each for 
source operand, ALU function, and destination 
control. 


Block Diagram 
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Absolute Maximum Ratings 


Storage Temperature 
Temperature (Ambient) Under Bias 
Supply Voltage to Ground Potential 
DC Voltage Applied to Outputs for 
High Output State 
DC Input Voltage 
DC Output Current, into Outputs 
DC Input Current 


-65°C to +150“C 
-55“C to +125°C 
-0.5 V to +6.3 V 

-0.5 V to +VcQ max 
-0.5 V to +5.5 V 
30 mA 

-30 mA to +5.0 mA 


Operating Range 


P/N 

IDM2901 JC, NC 
IDM2901 JM, JM/883 
IDM2901A-1 JC, NC 
IDM2901A-1 JM, JM/883 


Temperature 

Ta = 0°C to +70°C 
Tc = -55°C to+125°C 
Ta = 0°C to +70°C 
Tc = -55°Cto+125°C 


Vcc 

4.75V to 5.25V 
4.50V to 5.50V 
4.75V to 5.25V 
4.50V to 5.50V 


Standard Screening (conforms to mi l-std-bso for ciass c parts) 


Step 

MlL-STD-883 

Method 

Conditions 

1 Level 

JC, NC 

JM 

Pre-Seal Visual Inspection 

2010 

B 

100% 

100% 

Stabilization Bake 

1008 

C; 24-hour 150°C 

100% 

100% 

Temperature Cycle 

1010 

C: -65°Cto+150“C 
10 cycles 

1 00% 

100% 

Centrifuge 

2001 

B: 10,000G 

100%* 

100% 

Fine Leak 

1014 

A: 5 X 10*®atm-cc/cm3 

100%* 

100% 

Gross Leak 

1014 

C2; Fluorocarbon 

100%* 

100% 

Electrical Test 
Subgroups 1 and 7 and 9 

5004 

See below for 
definitions of subgroups 

100% 

100% 


Insert Additional Screening here for Class B Parts 


Group A Sample Tests 





Subgroup 1 



LTPD = 5 

LTPD = 5 

Subgroup 2 



LTPD = 7 

LTPD = 7 

Subgroup 3 

5005 

See below for 

LTPD = 7 

LTPD = 7 

Subgroup 7 

definitions of subgroups 

LTPD = 7 

LTPD = 5 

Subgroup 8 



LTPD = 7 

LTPD = 7 

Subgroup 9 



LTPD = 7 

LTPD = 5 


•Not applicable to IDM2901 ANC. 


Additional Screening for Class B Parts Group A Subgroups 


(as defined in MIL-STD-883, method 5005) 




Temperature 

1 

DC 

25°C 

2 

DC 

Maximum rated temperature 

3 

DC 

Minimum rated temperature 

7 

Function 

25°C 

8 

Function 

Maximum and minimum rated 
temperature 

9 

Switching 

25°C 

10 

Switching 

Maximum rated temperature 

11 

Switching 

Minimum rated temperature 





Level 

Step 

Method 

Conditions 

JM/883 

Burn-In 

1015 

D: 125°C. 160 hours min 

100% 

Electrical Test 

5004 



Subgroup 1 



100% 

Subgroup 2 



100% 

Subgroup 3 



100% 

Subgroup 7 



100% 

Subgroup 9 



100% 

Return to Group A Tests in Standard Screening 


Electrical Characteristics Over Operating Range IDM2901A/IDM2901A-1 


Symbol 

Description 

Test Conditions (Note 1) 


Typ 

(Note 2) 

Max 

Units 




Iqh ~ ”T 6 mA; 
Y 0 /Y 1 /Y 2 /Y 3 

2.4 







! Iqh = -1-OmA; Cn-r 4 

2.4 




vqh 

Output High Voltage 

Vcc = min 

• oh = -800pA;OVR/P 

2.4 


1 


V|N = V|H or ViL 

! >OH = -eOOpA; F 3 

2.4 

UBI 






I Iqh = -600 pA; 

RAMq 3/Qo,3 

2.4 

■ 

■ 





1 Iqh ” ~ 1-6 mA.'G 

2.4 
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Electrical Characteristics (cont’d.) 


Test Conditions (Note 1) 


Typ 

Min (Note 2) Max Units 


ICEX 

Output Leakage Current 
for F = 0 Output 

Vcc = min; Vqh = 5.5 V, V|n = V|h or V|l 




Vql Output Low Voltage 


ViL Input. Low Level 


V| Input Clamp Voltage 


IlL Input Low Current 


Vcc = min; 

V|N = V|H or V|L Iql = 10mA; C„+4 
Iql ■ 10mA; 

OVR/P 

Iql " 8 mA; 
F3/RAMo,3/Qo,3 


Guaranteed input logical low voltage for all 
inputs 


Vcc ” min; l||\j = -18mA 
I I Clock/OE/Cn 




Input High Current 


'OZH, Off State (High Impedance) 
lOZL Output Current 


Vcc ~ max; 
V|N = 0.5 V 


lo/h/iz/ie 


I3/U/I5 


I7/I8 


RAMo, 3 /Qq ,3 (Note 4) 


Clock/OE 

A0/A1/A2/A3 
80/81/82/83 
Vcc “ max; D0/D1/D2/D3 

V||\| = 2.7V lo/h/l2/l6/l8 

l3/U/l5/'7 

RAMo.3/Qo, 3 (Note 4) 
On 


Vcc max; V|n = 5.5 V 

r, iVo^^ 


Vcc “ max 


Y0/Y1/Y2/Y3' 


RAMo,3/Qo,3 


Vq = 0.5 V 


Vo = 0.5 V 
(Note 4) 





ICC Power Supply Current (Note 6) Vcc ” max 


Tc = -55 C to +125 C 
Tc = +125°C 



Note 1: For conditions shown as min or max, use the appropriate value specified under Electrical Characteristics for the applicable 
device type. 

Note2: Typical limits are at Vqc = 5.0 V, 25°C ambient, and maximum loading. 

Note 3: Not more than one output should be shorted at a time. Duration of the short circuit test should not exceed one second. 

Note 4: These are TRI-STATE outputs internally connected to PNP inputs. Input characteristics are measured with 15,7 8 m a state 
such that the TRI-STATE output is off (high-impedance). 

Note 5: "Mil" = IDM2901 JM, JM/883; "ComT' = IDM2901JC, NC. 

Note 6: Worst case Icc 's minimum temperature. 
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Absolute Maximum Ratings 

Storage Temperature 
Temperature (Ambient) Under Bias 
Supply Voltage to Ground Potential 
DC Voltage Applied to Outputs for 
High Output State -C 

DC Input Voltage 
DC Output Current, into Outputs 
DC Input Current 


-65 C to +150 C 
-55°C to +125°C 
-0.5 V to +6.3 V 

-0.5 V to +Vcc 
-0.5 V to +5.5 V 
30 mA 

-30 mA to +5.0 mA 


Operating Range 


P/IM 

IDM2901A-2 JC, NC 
IDM2901A-2 JM 
IDM2901A-2 JM/883 


Temperature Vcc 

Ta = 0°C to +70°C 4.75V to 5.25V 

Tc = -55“C to +125°C 4.50V to 5.50V 

Tc = -55°Cto +125°C 4.50V to 5.50V 


Standard Screening (Conforms to M I L-STD-BBO for Class C parts) 


MIL-STD-883 

Method 


Step 


Pre-Seal Visual Inspection 


Stabilization Bake 


Temperature Cycle 


Centrifuge 


Fine Leak 


Gross Leak 


Electrical Test 
Subgroups 1 and 7 and 9 


Insert Additional Screening here for Class B Parts 


Group A Sample Tests 
Subgroup 1 
Subgroup 2 
S.bgro.p3 
Subgroup 7 
Subgroup 8 
Subgroup 9 


'IMot applicable to IDM2901A-2 NC 



C: -65°C to+150°C 
10 cycles 

B: 1 0,000 G 


A: 5 X 10'®atm-cc/cm3 


C2: Fluorocarbon 


See below for 
definitions of subgroups 


See below for 
definitions of subgroups 



LTPD = 5 
LTPD = 7 
LTPD = 7 
LTPD = 7 
LTPD = 7 
LTPD = 7 


LTPD = 5 
LTPD = 7 
LTPD = 7 
LTPD = 5 
LTPD = 7 
LTPD = 5 


Additional Screening for Class B Parts 


Step 


Level 

Method 

Conditions JM/883 

Burn-In 

1015 

D: 125°C. 160 hours mEn 100% 

Electrical Test 

5004 


Subgroup 1 


100% 

Subgroup 2 

1 

100% 

Subgroup 3 


100% 

Subgroup 7 


100% 

Subgroup 9 

1 

100% 


Group A Subgroups 

(35 defined in MIL-STD-883, method 5005) 



Subgroup 

Parameter 

Temperature 

1 

DC 

25°C 

2 

DC 

Maximum rated temperature 

3 

DC 

Minimum rated temperature 

7 

Function 

25“C 

8 

Function 

Maximum and minimum rated 
temperature 

9 

Switching 

25°C 

10 

Switching 

Maximum rated temperature 

n 

Switching 

Minimum rated temperature 



Electrical Characteristics Over Operating Range idm 29 oia 2 


VqH Output High Voltage 


Test Conditions (Note 1) 


I IQH = -1.6 mA. 
i Y0/Y1/Y2/Y3 
I IQH = -1.0mA, Cn-f4 
Vcc “ ^it^ *OH “ -800 pA: OVR/P 

V|N = V|HOrV|L Iqh = -SOOpA; F3 
•oh “ -600 pA;, 
RAMo_3/O q_3 
lOH ~ “T6 mA;^ 
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Electrical Characteristics (continued) 


Symbol Description 


I Output Leakage Current 
for F = 0 Output 




Test Conditions (Note 1) 


Vcc = VqH = 5.5 V, V|iM = V|H or V|i_ 


Iql " 20 mA (Com'l) 
Y0/Y1/Y2/Y3 


Iql ” 16 mA (Mil): 
Y0/Y1/Y2/Y3 


Typ 

Min (Note 2) 


Input High Current 


lOZH, Off State (High Impedance) 
'OZL Output Current 


I Output Short Circuit Current 
OS (Note 3) 


Vcc = otin; 

V|N = V|H or V|L Iql = 10 mA; C„+4 
lOL ■ 10 mA; 

OVR/P 

lOL “ 6 mA; 

F3/RAMo,3/Qo,3 


Guaranteed input logical high voltage for all 
inputs 


Guaranteed input logical low voltage for all 
inputs 


Vcc ” onin; I|n = -18mA 

rciock/OE/Cn ~ 

Ao/At/A.2/A3 


B0/B1/B2/B3 


D0/D1/D2/D3 


I0/I1/I2/I6 


I3/I4/I5 


1 7/1 8 


RAMo,3/Oo,3 (Note 4) 


Clock/OE 


A0/A1/A2/A3 


B0/B1/B2/B3 


D0/D1/D2/D3 


l0/ll/'2/'6/l8 


I3/I4/I5/I7 


RAMq, 3/00,3 (Note 4) 


Cn 


Vcc Tiax; Y|n = 5.5 V 


Y0/Y1/Y2/Y3 


Vcc = fTiax; 
V|N = 0.5 V 


Vcc = oiax; 
V|N = 2.7 V 



RAMo, 3 / 00,3 


Vo = 2.4 

V 

Vo = 0.5 

V 

Vo = 2.4 

V 

(Note 4) 


Vo = 0.5 

V 

(Note 4) 



Vcc = 5.75 VF 
Vo = 0.5 V ' 


Ice Power Supply Current (Note 6) 



Y0/Y1/Y2/Y3/G 


Cn+4 


OVR/F 


F3 


RAMo,3/Qo,3 


Ta = 25'’C 


Ta = 0°C to +70°C 


Tc = -55 Cto+125°C 
Tc = +125°C 


Max Units 





265 


280 

190 

mA 


Note 1: For conditions shown as min or max, use the appropriate value specified under Electrical Characteristics for the applicable 
device type. 

Note 2: Typical limits are at Vcc " 5.0 V, 25°C ambient, and maximum loading. 

Note 3: Not more than one output should be shorted at a time. Duration of the short circuit test should not exceed one second. 

Note 4: These are TRI-STATE outputs internally connected to PNP inputs. Input characteristics are measured with Ig 7 3 in a state 
such that the TRI-STATE output is off thigh-impedance). 

Note 5: "Mil” = I DM2901 A-2 JM, JM/883; "Com'l" = IDM2901A-2 JC, NC. 

Note 6: Worst case Iqq is at minimum temperature. 


23-8 























































































Figure 1. IDM2901 Microprocessor, Detailed Block Diagram 


Ao 
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A3 
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Test Output Load Configurations for IDM2901A, A-1, A-2 


A. Three-State Outputs 


B. Normal Outputs 


Vcc 



Vcc 



R2 = 


2.4V 


Iqh 

5.0-Vqe- Vql 

' Iol + Vol/R2 


C. Open-Collector Outputs 

Vcc 


VOUT 



I_ 5.0 -Vql 
'OL 


Note 1: C|_ = 50 pF includes scope probe, wiring and stray capacitances without device in lest fixture. 

Note 2: S1, S2, S3 are closed during function tests and all AC tests except output enable tests. 

Note 3; SI and S3 are closed while S2 is open for tp2H fest. 

SI and S2 are closed while S3 is open for tpzi_ *est. 

Note 4; C|_ = 5.0 pF for output disable tests. 


TESTING CONSIDERATIONS 

Incoming test procedures on this device shouid be care- 
fuiiy pianned, taking into account the high complexity and 
power levels of the part. The following notes may be 
useful. 

1. Insure the part is adequately decoupled at the test 
head. Large changes in Vcc current as the device 
switches may cause erroneous function failures due to 
Vcc changes. 

2. Do not leave inputs floating during any tests, as they 
may start to oscillate at high frequency. 

3. Do not attempt to perform threshold tests at high 
speed. Following an input transition, ground current 
may change by as much as 400 mA in 5 ns-8 ns. Induct- 
ance in the ground cable may allow the ground pin at 
the device to rise by 100s of millivolts momentarily. 


4. Use extreme care in defining input levels for AC tests. 
Many inputs may be changed at once, so there will be 
significant noise at the device pins and they may not 
actually reach V|l or V|h until the noise has settled. 
National recommends using V|i_<0.4V and V|h> 2.4V 
for AC tests. 

5. To simplify failure analysis, programs should be 
designed to perform DC, Function, and AC tests as 
three distinct groups of tests. 


Test Output Loads for I DM2901 A, A-1, A-2 


Pin# 

Pin Label 

Test 

Circuit 

R1 

R2 

3 

RAM3 

A 

560 

Ik 

5 

RAMq 

A 

560 

Ik 

7 

0 

II 

LL 

C 

270 

— 

13 

Q 3 

A 

560 

Ik 

18 

Qq 

A 

560 

Ik 

28 

F 3 

B 

-620 

3.9k 

29 

G 

B 

220 

1.5k 

30 

Cn + 4 

B 

360 

2.4k 

31 

OVR 

B 

470 

3k 

32 

P 

B 

470 

3k 

33-36 

Yo-3 

A 

220 

Ik 
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Architecture 


Figure 1 shows a detailed block diagram of the IDM2901. 
Observe that all data paths are 4 bits wide; however, 
the 4-bit slice can be cascaded to the number of bits 
required for a particular application. Although all parts 
of the bipolar device are important, the two key ele- 
ments are the 16-word by 4-bit 2-port RAM and the 
high-speed ALU. 

Any one of the 16 words in RAM can be read from the 
A-port (A 3 -A 0 ) or the B-port (B 3 -B 0 ); the selected 
word for the A-port is determined by the 4-bit A-address 
field, whereas the B-address field controls the output of 
the B-port. If the two address codes are identical, the 
same file data appears simultaneously at both output 
ports (A and B). 

When enabled by RAM EN, new data is written into the 
file "word" defined by the B-address field; the write 
function is implemented when the clock input is low. 

Each bit of data to be written is input via a 3-input 
multiplexer; this scheme permits shifting up one bit 
position (from LSB towards MSB), shifting down one 
bit position (from MSB towards LSB), or not shifting 
at all. A similar scheme is used when data is written into 
the "Q" register. 

Each of the A and B data ports drives an associated 4-bit 
latch. These latches hold the RAM data while the clock 
input is low; consequently, any possibility of race 
conditions when writing new data is eliminated. 

The high-speed ALU can perform three binary arithmetic 
and five logic operations on the two 4-bit input words 
(R 3 -R 0 S 3 -S 0 ). The R-input field is driven from 

a 2-input multiplexer, whereas the S-input field is driven 
by a 3-input multiplexer. Both the R- and S-multiplexers 


have an inhibit capability, where no, data is passed — this 
is equivalent to a "zero" source operand. Referring to 
figure 1, observe that the A-port output of the RAM and 
the 4-bit direct-data inputs (D 3 -D 0 ) are connected to 
the R-input multiplexers; the S-input multiplexer has 
three inputs — one from the A-port of RAM, one from 
the B-port of RAM, and one from the Q-register. 

With the foregoing input-multiplexer scheme, the inputs 
(A, B, D, Q, and "Zero"), when taken in pairs, provide 
any one of ten source operands for the ALU — AB, AD, 
AQ, AO, BD, BQ, BO, DQ, DO, and QO. When the A and 
B address fields for RAM are identical, it is clear that 
certain combinations (AD/BD, AQ/BQ, and AO/BO) are 
redundant; that is, the identical function is implemented 
for either operand. Only seven of the combinations are 
completely nonredundant. Eight of the ten combina- 
tions (source operands) are implemented by the 
I DM2901 A microprocessor. The ALU source operands 
are selected by three microinstruction inputs — Iq, h, 
and I 2 . These inputs are defined in figure 2. Each of the 
preceding D and Q operands provides an . essential 
function. The D input (direct-data) is used to load the 
working registers inside the 2901 device; also, this input 
source can be used to modify data files within the ALU. 
The Q-register is an internal 4-bit data source that is 
well suited for a multiply/divide operation; however, for 
some applications, it can be used as a data-holding 
register or as an accumulator. 

The ALU is a high-speed arithmetic/logic operator that is 
capable of performing three binary arithmetic functions 
and five logic functions. Three microinstruction inputs 
(• 3 , I4, and I 5 ) are used to select one of the eight 
functions; these inputs, along with their octal codes, are 
defined in figure 3. 


Micro Code 

ALU Source 
Operands 

m 

'1 


Octal 

Code 

R 

S 

L 

L 

L 

0 


Q 

L 

L 

H 

1 


B 

1 

H 

L 

2 


Q 

L 

H 

H 

3 


B 

H 

L 

L 

4 



H 

L 

H 

5 



H 

H 

L 

6 



H 

H 

H 

7 




Figure 2. ALU Source Operand Control 


Micro Code 

ALU 

Function 

Symbol 

'5 

•4 

•3 

Octal 

Code 

D 

L 

L 

0 

R PlusS 

R -HS 

B 

L 

H 

1 

S Minus R 

S - R 

B 

H 

L 

2 

R Minus S 

R -S 

II 

H 

H 

3 

R OR S 

R VS 

H 

L 

L 

4 

R ANDS 

R A S 

H 

L 

H 

5 

R AND S 

R A S 

H 

H 

L 

6 

R EX-OR S 

R V-S 

H 

H 

H 

7 

R EX-NOR S 

R^ 


Figure 3. ALU Function Control 
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Normally, the look-ahead carry mode is used when 
cascading the ALUs of several microprocessor devices. 
The carry generate (G) and carry propagate (P) outputs 
are suitable for use in a carry-look-ahead generator. A 
carry-out (Cn-H 4 > is also generated and is available for 
use as the carry flag in a status register or as a ripple- 
carry output. Both carry-in (Cp) and carry-out (Cn-^ 4 ) 
are active-high signals. Three other status-oriented 
outputs are available from the ALU; these are F 3 , F = 0, 
and overflow (OVR). The F 3 output is the most signifi- 
cant (sign) bit of the ALU, and, without enabling the 
TRI-STATE outputs, it can be used to determine 
positive or negative results. When enabled, the logic level 
of F 3 is identical to that of sign bit Y 3 . The F = 0 output 
is used for zero detect; F = 0 is high when all F outputs 
are low. The F = 0 output is of the open-collector type 
and can be wire ORed between microprocessor slices. 
The overflow (OVR) output is used to flag arithmetic 
operations that exceed the available twos-complement 
number range. When an overflow exists (Cn +3 and 
Cp +4 are of opposite polarity), the OVR output is high. 

' Outputs from the ALU can be stored in the register file 
or the Q register, or can be transmitted to the outside 
world. Eight possible destination codes are defined by 
microinstruction inputs | 0 , I 7 , and Is; the various 
destination control codes are shown in figure 4. The 
4-bit data field (Y 3 -Y 0 ) is a TRI-STATE output that 
can be directly bus organized. The Y outputs are enabled 
by OE; when this control signal is high, the Y-outputs 
are TRI-STATEd. A 2-input multiplexer is also used at 
the Y-output port to select either the A port of RAM 
or the F output of the ALU; this selection is controlled 
by the previously described microinstruction inputs (Is, 
l7,andls). 

As previously described, the RAM inputs (register file) 
are driven by a 3-input multiplexer. Thus, outputs from 
the ALU can be entered nonshifted, shifted up (towards 
MSB) one position (x 2), or shifted down (towards LSB) 
one position (-i-2). The shifter is equipped with two 
ports — RAMq and RAM 3 ; both ports consist of a 
TRI-STATE buffer-driver, each of which supplies one 
input to the foregoing multiplexer. In the shift-up (x2) 
mode, the RAM 3 output driver and the RAMq multi- 
plexer input are enabled, whereas in the shift-down (-^ 2 ) 
mode, the RAMq output driver and RAM 3 multiplexer 

input are enabled; in the no-shift mode, both drivers are 
TRI-STATE and neither multiplexer input is enabled. 
The shifter is controlled by the | 0 , I 7 , and 10 micro- 
instruction inputs. 

The Q register likewise is driven from a 3-input multi- 
plexer and the Q shifter is equipped with two input/ 
output ports — Qq and Q 3 . Operation of these two ports 
is similar to that of the RAM shifter, and the ports are 
controlled by l 0 , I 7 , and Is- In the shift-up or shift-down 
modes, the Q register is shifted in a specified direction 
with the input/output terminals of the register being an 
input (for a shift-up) or an output (for a shift-down). In 
the no-shift mode, the multiplexer may enter the ALU 
.data into the Q register; in this case, input/output lines 
of the register are TRI-STATE. 

The clock input shown in figure 1 controls the RAM, the 
A and B latches, and the Q register. When the clock 
input is high, the A and B latches are open and data 
from the RAM outputs is allowed to pass through to the 
ALU or "Y" outputs. When the clock input is low, both 
latches are closed and the last data entered is retained. 
When the clock input is low and if the input control 
code (l 0 , I 7 , and Ig) has enabled a file-write operation, 
new data, as defined by the 4-bit B-address field, is 
written into the RAM file. When enabled, data is clocked 
into the Q register on the low-to-high transition of the 
clock pulse. 

Source Operands and ALU Functions 

Any one of eight source operand pairs can be selected 
by instruction inputs Iq, If, and I 2 for use by the ALU; 
instruction inputs I 3 , I 4 , and I 5 then control function 
selection for the ALU - five logic and three arithmetic 
functions. In the arithmetic mode, the carry input (Cp) 
also affects the ALU functions; the carry input has no 
effect on the "F" result in the logic mode. These control 
parameters (10 -Iq and Cp) are summarized in figure 5 
to completely define the ALU/source operand functions. 
The ALU functions can also be examined on a task basis: 
that is, add, subtract, AND, OR, and so on. Again, in the 
arithmetic mode, the carry input will affect the result, 
whereas in the logic mode it will not. Figures 6 and 7, 
respectively, define the various logic and arithmetic 
functions of the ALU; both carry states (Cp = 0/Cp=1) 
are defined in the function matrices. 




Figure 4. ALU Destination Control 





Micro Code 

RAM Function 

Q-Reg. Function 

Y 

RAM Shifter 

Q Shifter | 

'8 '7 '6 

Octal 

Code 

Shift 

Load 

Shift 

Load 

Output 





L L L 

0 

X 

None 

None 

F 

F 

X 

X 

X 

X 

L L H 

1 

X 

None 

X 

None 

F 

X 

X 

X 


L H L 

2 

None 

F -> B 

X 

None 

A 


X 

X 


L H H 

3 

None 

F ^ B 

X 

None 

F 

X 

X 


X 

H L L 

4 

Down 

F/2-> B 

Down 

Q/2-> Q 

F 

Fo 

■Si 


IN 3 

H L H 

5 

Down 

F/2 -> B 

X 

None 

F 

FO 

mm 


X 

H H L 

6 

Up 

2 F^B 

Up 

2 Q^Q 

F 

INo 

F3 


Q 3 

H H H 

7 

Up 

2F ^ B 

X 

None 

F 

INo 

F3 

X 

Q3 

X = Don’t care. Electrically, the shift pin is a TTL input internally connected to a TRI-STATE output which is in the high-impedance state. 
B = Register Addressed by B inputs. 

Up is toward MSB, Down is toward LSB. 


23-12 


























Figure 5. Source Operand and ALU Function Matrix 



+ = Plus; - = Minus; V = OR, A = AND; V= EX-OR. 


Figure 6. ALU Logic Mode Functions (Cp Irrelevant) 


Figure 7. ALU Arithmetic Mode Functions 
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IDM2901A, IDM2901A-1, IDM2901A-2 


Pinout Descriptions of I DM2901 

Pin functions for the IDM2901 4-bit slice microproces- 
sor are as follows; 

A3-A0 4-bit address field used to select one of the 
file registers whose contents are displayed 
through the A port of RAM. 

B3-B0 4-bit address field used to select one of the 
file registers whose contents are displayed 
through the B port of RAM. When the clock 
is low, new data can be written into the 
selected B-port register. 

IS-Iq Nine instruction-control lines — Iq/Ii /12 
determine data sources of ALU, I3/I4/I5 
select ALU function, and I6/I7/I8 select 
data inputs for the Q register or the register 
file. 

Q3/RAM3 Serves as shift data input/output lines for 
the most significant bit (MSB) of Q register 
(Q3) and the register stack (RAM3). These 
lines are TRI-STATE outputs that connect 
to TTL inputs within the IDM2901 device. 
When the destination code, as defined by 
I6/I7/I8. indicates an up-shift (octal 6 or 7), 
the TRI-STATE outputs are enabled; accor- 
dingly, the MSB of the Q register is available 
on the Q3 pin and the MSB of the ALU 
output is available on the RAM3 pin. Other- 
wise, these output lines are TRI-STATE or 
serve as LS-TTL inputs. When a down-shift 
is indicated by the destination code, the Q3 
and RAM3 pins are used as data inputs to 
the MSB of the Q register or RAM. 

Qq/RAMo These shift lines are similar to Q3 and RAM3, 
except they operate on the least significant 
bit (LSB) of the Q register and RAM. To 
transfer data for up- and down-shifts of the 
Q register and the ALU, the Qg and RAMq 
pins are connected, respectively, to the next 
less-significant device (On and RAMn) in 
the cascaded chain. 

D3 - Dq a 4-bit data field that can be selected as a 
source of external data for ALU — Dg is the 
least significant bit. 

Ys-Yg 4-bit output data of IDM2901. These lines 
are TRI-STATE; when enabled, they provide 
either the ALU output or data from the A 
port of the register file — the selected source 
is determined by the destination code, as 
defined by Ig, I7, and Ig. 


DE When the Output Enable (OE) signal is high, 

the Y outputs are inactive; when the signal 
is active-low, the active high or low outputs 
are enabled. 

P/G Carry generate and propagate outputs — see 

figure 8 for logic equations. 

OVR The overflow flag corresponds to the 
exclusive-OR of the carry-in and carry-out of 
the MSB of the ALU. When set high, it 
indicates that the result of an arithmetic 
twos-complement operation has overflowed 
into the sign bit — see figure 8 for the logic 
equation. 

F = 0 An open-collector output that goes high if 
all data lines (Fg-Fg) are low, that is, the 
result of an ALU operation is zero. 

Cp Carry-in to ALU. 

Cp-r4 Carry-out of ALU — see figure 8 for logic 
equations. 

CP Clock input. Outputs of Q register and file 

are clocked on low-to-high transition; the 
low interval of the clock input corresponds 
to the "write enable" period of the 16-by-4 
RAM, that is, the "master" latches of the 
register file. When the clock is low, the 
output latches store the data previously held 
at the RAM outputs; thus, synchronous 
master-slave operation of the register file is 
permitted. 

Fg Most significant (sign) bit output of the 

ALU. 

Logic Functions for G, P, Cn+4, 
and OVR 

When the IDM2901 is in the add or the subtract mode, 
four signals (G, P, Cp-r4, and OVR) are available to 
indicate carry and overflow conditions. Based on the 
eight ALU functions, logic equations for these signal 
are shown in figure 8. (Note: The "R" and "S" inputs 
are selected according to figure 2.) 

Definitions (+ = OR): 

Pg=Rg + Sg Gg = RgSg 

Pi = Rl -t- Si Gl = FI1S1 

P2=R2'*‘S2 G2 = R2S2 

P3=R3 + Sg G3=R3Sg 

C4 = Gg -H P3G2 + P3P2G1 + P3P2PlGg + P3P2PlPoCn 

C3= G2+ P2G1 + P2P1G0 + P2PlPoCn 


'5,4,3 

Function 

P 

0 

R +S 

P3P2P1P0 

1 

S-R 


2 

R -S 


3 

R V S 

LOW 

4 

R AS 

LOW 

5 

R AS 

LOW 

6 

RVS 


7 

RV-S 

G3 + G2 + G^ H 


G3 + P3G2 + P3P2G1 + P3P2P1G0 

Same as R + S equations, but substitute Rj for R| in definitions. 

Same as R + S equations, but substitute S; for S) in definitions. 

PaPzPtPp P3P2PlPQ-*^Cn P3P2^ + C„ 

G3 G2 Gi + Go G3 G2 + Gi + Gq + Cp G3 + G2 + Gt + Go + Cp 

Same as R A S equations, but substitute R; for Rj in definitions. 

Same as R V-S equations, but substitute Rj for R| in definitions. 


Note 1 : G3 + P3G2 + P3P2G1 + P3P2P1 PolGo + Note 2 : IP2 + G2P1 + G2GtPo + G2GiGoCpl "V-jPo -f G3P2 -f G3G2P1 + G3G2G1P0 + G3G2G1G0CPI 

Figure 8. Logic Equations for Flag Outputs 
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Guaranteed Operating Conditions 
Over Temperature and Voltage for 
IDM2901A 

When operated in a system, the timing requirements for 
the IDM2901 are defined in tables 1, 2, and 3. Table 1 
provides clock characteristics of the IDM2901, table 2 
gives the combinational delay times from input to 
output, and table 3 specifies setup and hold times. If 
used according to the specified delay and setup times, 
the device is guaranteed to function properly over the 
entire operating range. Table 3 defines the time prior to 
the end of the cycle (low-to-high transition of clock 
pulse) that each input must be stable to guarantee that 
the correct data is written into one of the internal 
registers. 


Table 1. Cycle Time and Clock Characteristics 


Time 

IDM2901A 

JC,NC 

JM,JM/883 

Read-Modify-Write Cycle 
(time from selection of 
A,B registers to end of 
cycle) 

60 ns 

75 ns 

Maximum Clock Frequency to 
Shift Q Register (50% duty 
cycle) 

16MHz 

16MHz 

Minimum Clock Low Time 

30 ns 

30 ns 

Minimum Clock High Time 

30 ns 

30 ns 

Minimum Clock Period 

60 ns 

75 ns 


Table 2. Maximum Combinational Propagation Delays 
(all in ns: Cl, < 50 pF) 



Commercial 

IDM2901 A JC, NC (0°C to +70‘'C; 5V ± 5%) 

Military 

IDM2901A JM, JM/883 (-55°C to +125°C; 5V ± 10%) 

Output 

From Input 


P3 

^n+4 

g/p 

i 

ovn 

Shift Outputs 

0 

F3 

Cn+4 

G/p 

M 

OVR 

Shift Outputs 

RAMq 

RAM3 

Qo 

Q3 

RAIVIq 

RAM3 

Qo 

Q3 

A. B 

■a 

Bi 

MM 

BI 

BI 

B 

BI 


B 

IB 

IB 

B 

85 

BI 

BI 

- 

D (arithmetic mode) 

m 

BI 

BI 

il^l 

mm 

B 



B 

B 

B 

40 

65 

55 

60 

- 

D (1 - X37) 

Bl 

BI 

- 

- 

El 


Jm 

- 

B 

B 

- 

- 

BI 

- 

60 

- 

Cn 

mm 

BI 

BI 

- 

B 

iiB 

wm 

- 

El 

mm 

El 

- 

B 

■a 

45 

- 

'2,1,0 

MM 

El 

■■ 

mm 

El 

El 

El 


El 

arm 

g 

B 

MM 

sa 

75 

- 

'5,4,3 

IBI 

Bi 

El 

■a 


El 

El 

- 

B 

IB 

iBI 

B 

B 

KB 

B 

- 

'8,7,6 


- 

- 

- 

- 

- 

lEi 

igl 


- 

- 

- 

- 

- 

Hi 

35 

OT Enable/Disable 

warn 

- 

~ 1 

- 

- 

- 

- 

_ 

wnm 

- 

- 

- 

- 

- 

B 

- 

A Bypassing ALU (1 = 2xx) 

mm 

- 

B 

- 

- 

- 

- 

- 

B 

- 

- 

- 

- 

- 


- 

Clock (Note 6) 

Bi 

BI 

Hi 

wm 

El 

lESI 

60 

TO 

B 

B 

B 

ili 

B 

B 

B 

35 


Table 3. Maximum Setup and Hold Times (all in ns) — Note 1 



Commercial IDM2901A JC, NC 
(0°Cto +70*C,5V± 5%) 

Military IDM2901A JM, JM/883 
(_55°C to +125°C, 5V ± 10%) 

From Input 

Notes 

1 

Setup Time 

Hold Time 

Setup Time 

Hold Time 

A, B Source 

2,3,4, 5 

60, tp^L + 20 

0 

75, tpyyL + 25 

0 

B Destination 

2,4 

tpw*- + *5 

0 

tpwL + 15 

0 

D (arithmetic mode) 


40 

0 

50 

0 

D (1 = X37) 

5 

40 

0 

50 

0 

Cn 


35 

0 

40 

0 

'2,1,0 


45 

0 

55 

0 

*5,4,3 


45 

0 

55 

0 

*8,7,6 

4 


0 

tpwL + 15 

0 

RAMo,3/Qo,3 


20 

0 

25 

0 


Note 1: See figures 9 and 10. 

Note 2: If the B address is used as a source operand, allow for the "A, B Source" setup time; if it is used only for the destination 
address, use the "B Destination" setup time. 

Note 3: Where two numbers are shown, both must be met. 

Note 4: "tpj^L" is the clock low time. 

Note 5: OVO is the fastest way to load the RAM from the D inputs. This function is obtained with I ■■ X37. 

Note 6: Using Q register as source operand in arithmetic mode. Clock is not normally in critical speed path when Q is not a source. 
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Guaranteed Operating Conditions 
Over Temperature and Voltage for 
IDM2901A-1 

When operated in a system, the timing requirements for the 
1DIVI2901A-1 are defined in tables 1, 2, and 3. Table 1 
provides clock characteristics of the 1DM2901A-1, table 2 
gives the combinational delay times from input to output, 
and table 3 specifies setup and hold times. If used according 
to the specified delay and setup times, the device is guaran- 
teed to function properly over the entire operating range. 
Table 3 defines the time prior to the end of the cycle (low- 
to-high transition of clock pulse) that each input must be 
stable to guarantee that the correct data is written into one 
of the internal registers. 


Table 1. Cycle Time and Clock Characteristics 



IDM2901A-1 

Time 

JC,NC 

JM, JM/883 

Read-Modify-Write Cycle 
(time from selection of 
A, B registers to end of 
cycle) 

60 ns 

75 ns 

Maximum Clock Frequency to 
Shift Q Register (50% duty 
cycle) 

16 MHz 

16MHz 

Minimum Clock Low Time 

30 ns 

30 ns 

Minimum Clock High Time 

30 ns 

30 ns 

Minimum Clock Period 

60 ns 

75 ns 


From Input 


A, B 


□ (arithmetic mode) 


D (I = X37) 


Cn 


'2,1,0 


'5,4,3 


'8,7,6 


OE Enable/Disable 


A Bypassing ALU (I = 2xxl 


(Note 6) 


Table 2. Maximum Combinational Propagation Delays 
(all in ns: C|_ < 50 pF) 


Commercial 

IDIV12901A-1 JC, NC (0“C to +70“C; 5V ± 5%) 


Shift Outputs 


f=3 G/P 


RAMq Qo 
RAM3 Q3 


Military 

IDIV12901A-1 JM,JM/883 (-55°C to ■H25°C:5V ± 10%) 


Shift Outputs 


F 3 Cn+4 G/P 


RAMq Qo 
RAM3 Q3 




From Input 


A, B Source 


B Destination 


D (arithmetic mode) 


D (I = X37) 


Cn 


'2,1,0 


'5,4,3 


'8,7,6 


RAMo, 3/00,3 


Table 3. Maximum Setup and Hold Times (all in ns) — Note 1 


Commercial IDM2901A-1 JC, NC 
(0°Cto +70°C, 5V ± 5%) 


Setup Time 


60, tpy^L + 20 


tpvyC 


40 


40 


35 


45 


45 


tpvyl- ■*'15 


15/10 


Military IDM2901A-1 JM, JM/883 
(-55°C to +125° C, 5V ± 10%) 



Notel: See figures 9 and 10. 

Note 2: If the B address is used as a source operand, allow for the "A, B Source" setup time; if it is used only for the destination 
address, use the "B Destination" setup time. 

Note 3: Where two numbers are shown, both must be met. 

Note 4: "tp^L" is the clock low time. 

Note 5: DVD is the fastest way to load the RAM from the D inputs. This function is obtained with I = X37. 

Note 6: Using Q register as source operand in arithmetic mode. Clock is not normally in critical speed path when Q is not a source. 
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Guaranteed Operating Conditions 
Over Temperature and Voltage for 
I DM2901 A-2 

When operated in a system, the timing requirements for the 
IDM2901A-2 are defined in tables 1, 2, and 3. Table 1 
provides clock characteristics of the IDM2901A-2, table 2 
gives the combinational delay times from input to output, 
and table 3 specifies setup and hold times. If used according 
to the specified delay and setup times, the device is guaran- 
teed to function properly over the entire operating range. 
Table 3 defines the time prior to the end of the cycle (low- 
to-high transition of clock pulse) that each input must be 
stable to guarantee that the correct data is written into one 
of the internal registers. 


TABLE 1. Cycle Time and Clock Characteristics 



1 DM2901 A-2 I 

Time 

JC,NC 

JM, JM/883 

Read-Modify -Write Cycle 
(time from selection of 
A, B registers to end of 
cycle) 

50 ns 

65 ns 

Maximum Clock Frequency to 
Shift Q Register (50% duty 
cycle) 

20 MHz 

16 MHz 

Minimum Clock Low Time 

25 ns 

30 ns 

Minimum Clock High Time 

25 ns 

30 ns 

Minimum Clock Period 

50 ns 

65 ns 


from Input 


A, B 


D (arithmetic mode) 


D (I = X37) 


Cn 


'2.1,0 


'8,7,6 


OE Enable/Disable 


A Bypassing ALU (I = 2xx) 


Clock (Note 6 ) 


TABLE 2. Maximum Combinational Propagation Delays (all in ns; C[_ 50pF) 


Commercial Military 

IDM2901A-2 JC, NC (0°C to -r70“C; 5V ± 5%) IDM2901 A-2 JM, JM/883 (-55°C to -H25°C; 5V ± 10%) 


Shift Outputs 

F 3 C „+4 G/P Rl= OVR RAMoI Oq 
470 RAM 3 Q 3 



F = 0 Shift Outputs 

C „+4 G/P Rl= OVR RAMqI Qq 
470 RAM 3 Q 3 



lOiaiSiEiiaEi 



TABLE 3. Maximum Setup and Hold Times (all in ns) — Note 1 



From Input 


A, B Source 


B Destination 


D (arithmetic mode) 


D (I = X37) 


Cn 


'2,1,0 


'5,4,3 


'8,7.6 


RAMo,3/Qo_3 


Commercial I DM2901 A-2 JC, NC 
(O’C to ■^70'’C, 5V t 5%) 


Setup Time 


50, tpyyL -r 20 


tpvyl- 15 


35 


35 


26 


35 


30 


tpwC 1 0 


12/10 


Hold Time 


0 


0 


0 


0 


0 


Military IDM2901 A-2 JM, JM/883 
(-55°C to -H25°C, 5V ± 10%) 



Setup Time 


60, tpv„L + 20 


tpw'- ■*■15 


40 


40 


30 


45 


45 


^pw'“ 1 ^ 


15/15 


Hold Time 


0 


0 


0 


0 



Note 1 ; See figures 9 and 10. 

Note 2: If the B address is used as a source operand, allow for the "A, B Source" setup time; if it is used only for the destination 
address, use the "B Destination" setup time. 

Note 3: Where two numbers are shown, both must be met. 

Note 4: "tpwL" is the clock low time. 

Note 5: OVO is the fastest way to load the RAM from the D inputs. This function is obtained with I = X37. 

Note 6 : Using Q register as source operand in arithmetic mode. Clock is not normally in critical speed path when Q is not a source. 




















































































Set-Up and Hold Times (mimimum cycles from each input) 

Setup and hold times are defined relative to the low-to- hold times are "zero." The set-up times allow sufficient 

high transition of the clock pulse. At all times, inputs time to perform the correct operation on the correct 

must be stable from the setup time prior to the clock data so that the correct ALU data can be written into 

until the hold time after the clock — observe that all the correct register. 



Note: Numbers shown are minimum data-stable times in nanoseconds for commercial product — see table 3 for detailed information. 

Figure 9. Setup Times for Input Parameters of IDM2901 





G.P OUTPUTS 




CnFROM(OM2901A< 
OR Cn-fx FROM CARRY 
LOOKAHEADGENERATOR. 


_►! 7 N0TES2.4 





Notes: 

1. This delay is the max tpd of the register containing A, B, D, and I. 

2. 7 ns for look-ahead carry. For ripple carry over 16 bits use 2 x (Cp -«• Cp + 4), or 24 ns. 

3. This is the delay associated with the multiplexer between the shift outputs and the shift inputs on the I DM2901 . 

4. Not applicable for logic operations. 

5. Clock rising edge may occur here if add and shift do not occur on same cycle. 


Figure 10. Switching Waveforms for 16-Bit System Assuming A, B, D, and I are Driven from Registers with the Same Propagation Delay and 
Clocked by the IDM2901. (These are maximum times in nanoseconds using commercial product specifications.) 
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Connection Diagram 


A3— t 
A2— 2 
Ai— 3 
Ao— i 4 
Ig— 6 
Ig— 6 
l7— ^ 
RAMg— g 
RAMq— 9 
VCC— 10 
F-0 — 11 
>0 12 


34^0VR 
33r— Cn-t4 


Ordering Information 


NOTE; PIN 1 1S MARKED FOR ORIENTATION. 


Package 

Package 

Temperature 

Type 

Number 

Range 

Molded DIP 

N40A 

0 C to +70 C 

Hermetic DIP 

D40C 

0°C to +70°C 

Hermetic DIP 

D40C 

-55°Cto +125°C 

Hermetic DIP 

D40C . 

-55°Cto +125°C 


Order 

Number 

IDM2901ANC/IDM2901A-1NC/IDM2901A-2NC 
1DM2901 AJC/I DM2901 A-1JC/I DM2901 A-2JC 
IDM2901 AJM/I DM2901 A-1JM/I DM2901 A-2JM 
IDM2901 AJM/883/1 DM2901 A-1JM/883/I DM2901 A-2JM/883 
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National 

Semiconductor 


2900 Family/ 
Bipolar Microprocessor 


IDM2902 Look-Ahead Carry Generator 


General Description 

This circuit is a high-speed, look-ahead carry generator, 
capable of anticipating a carry across four binary adders 
or groups of adders. It is cascadable to perform full 
look-ahead across n-bit adders. Carry, generate-carry, 
and propagate-carry functions are provided as shown in 
the pin designation table. 

When used in conjunction with the IDM2901A arith- 
metic logic units, this generator provides high speed 
carry look-ahead capability for any word length. The 
IDM2902 generates the look-ahead (anticipated carry) 
across a group of four ALUs and, in addition, other 
carry look-ahead circuits may be employed to anticipate 
carry across sections of four look ahead packages up to 
n bits. The method of cascading circuits to perform 
multi-level look-ahead is illustrated under typical 
application data. 

Carry input and output of the ALUs are in their true 
form, and the carry propagate (P) and carry generate (G) 
are in negated form; therefore, the carry functions 
(inputs, outputs, generate, and propagate) of the look- 


ahead generators are implemented in the compatible 
forms for direct connection to the ALU. Reinterpreta- 
tions of carry functions, as explained on the IDM2901A 
data sheet, are also applicable to and compatible with 
the look-ahead generator. Positive logic equations for the 
2902 parts are: 

Cn-tx ~ ^0 

Cn-Hy = Gi -I- Pi Gq + P) PflCn 

Cn-t -2 = G 2 + P2G1 + P2P1 Go + P2P1 Po^n 

G = G3(P3 -t- G2) (P3 -t P2 + G 1) (P3 -e P2 + Pi + Gq) 
P= P 3P2P1P0 

Features and Benefits 

Typical 

Propagation Typical Power 
Type Delay Time Dissipation 

I DM2902 7 ns 260 mW 


Logic and Connection Diagram 



Connection Diagram 

INPUTS OUTPUTS 



Pin Designations 


Designation 

Pin Nos. 

Function 

Gq, G], G 2, G3 

3, 1. 14, 5 

Active Low 

Carry Generate Inputs 

pq. P1.P2. P3 

4, 2, 15. 6 

Active Low 

Carry Propagate inputs 

Cn 

13 

Carry Input 

^n + X' Cn+v* 
Cn+z 

12, 11, 9 

Carry Outputs 

G 

10 

Active Low 

Carry Generate Output 

P 

7 

Active Low 

Carry Propagate Output 

vcc 


Supply Voltage 

GND 

8 

Ground 
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IDM2902 


Absolute Maximum Ratings 


Operating Range 


Storage Temperature 
Temperature (Ambient) Under Bias 
Supply Voltage to Ground Potential 
DC Voltage Applied to Outputs for 
High Output State 
DC Input Voltage 
DC Output Current, into Outputs 
DC Input Current 


-65 Cto +150 C 
-55°Cto+125°C 
-0.5V to +6.3V 

-0.5V to +Vcc 
-0.5V to +5.5V 
30 mA 

-30 mA to +5.0 mA 


Ambient 

P/N Temperature Vqc 

IDM2902JC, NC 0°Cto+70°C 4.75V to 5.25V 

IDM2902JM, JM/883 -55°C to +125°C 4.50V to 5.50V 


Electrical Characteristics Over Operating Temperature Range (unless otherwise noted) 


Commercial 

Military 


Ta = 0°C to +70°C 
TA = -55°Cto+125°C 


Vcc = 5.0V±5% 
Vcc = 5.0V± 10% 


MIN = 4.75V 
MIN = 4.50V 


MAX = 5.25 V 
MAX = 5.50V 


Parameter 

Description 

vqh 

Output HIGH Voltage 

Vql 

Output LOW Voltage 

V|H 

Input HIGH Level 

V|L 

Input LOW Level 

V| 

Input Clamp Voltage 

l|L 

(Note 3) 

Input LOW Current 

l|H 

(Note 3) 

Input HIGH Current 

l| 

Input HIGH Current 

•sc 

Output Short Circuit (Note 4) 

•cc 

Power Supply Current 


Test Conditions (Note 1) 


Vcc “ min, Iqh = “0-8 mA 
ViN = V|HorV|L 


Vcc ” min, Iql = 16mA 
V|N = V|HorV|L 


Guaranteed input logical HIGH 
voltage for all inputs 


Guaranteed input logical LOW 
voltage for all inputs 


Vcc = min, I IN = -12 mA 


Vcc = max, Vin = 0.5V 


Typ. 

Min. (Note 2) Max. Units 


Vcc = max, V|N = 2.7 V 


Vcc = max, V|N = 5.5V 


Vcc “ max, VquT = O-OV 


Vcc = max 

All Outputs LOW 

ICC Power Supply Current 

Vcc = max 

All Outputs HIGH 


Notes: 

1 . For conditions shown as MIN or MAX, use the appropriate value specified under Electrical Characteristics for the applicable device type. 

2. Typical limits are at Vcc “ 5.0 V, 25* C ambient and maximum loading. 

3. Actual input currents = Unit Load Current times Input Load Factor (see Loading Rules). 

4. Not more than one output should be shorted at e time. Duration of the short circuit test should not exceed one second. 
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Switching Characteristics vcc = 5.ov,ta = 25°c, cl= i5pF, RL = 4oon 



From (Input) 

To (Output) 

Test Conditions 

Min. 

Typ. 

Max. 

Units 

tPLH 


Cn+j 

> 

o 

II 

<N 

Q. 

II 

Q. 

II 

O 

Q_ 


9.0 

12 

ns 

tPHL 

Cn 

Gq = Gi = G2 = 4.5V 


9.0 

12 

tPLH 

Pi 

Cn+i 

Pi = 0V (]>i) 


6.0 

8.0 

ns 

tPHL 

Cp = Gq= Gi = G2 = 4.5V 


6.0 

8.0 

tPLH 

Gi 

Cn+j 

Gj = 0V (]>i) 


7.0 

10 

ns 

tPHL 

Cn=P0 = Pl = P2 = 4.5V 


7.0 

10 

tPLH 


GorP 

Pi = 0V (j>i) 


6.0 

10 


tPHL 

Pi 

Cp = Go=Gi = G2 = 4.5V 


6.0 

10 

ns 

tPLH 

Gi 

G or P 

1 

Gj = 0V (]>i) 


7.0 

10 

j ns 

tPHL 

Cn = P0 = Pl =P2 = 4.5V 

■Bl 

7.0 

10 


Typical Application 


64-Bit ALU with Full Look-Ahead Carry in Three Levels 
IOM2901A 



A AND B INPUTS 
AND F OUTPUTS 
ARE NOT SHOWN. 


Ordering Information 


Package 

Type 


Package Temperature 

Number Range 


Order 

Number 


Molded DIP 
Hermetic DIP 
Hermetic DIP 
Hermetic DIP 


N16A 

J16A (D16C) 
J16A (D16C) 
J16A (D16C) 


0 C to +70 C 
0 C to +70 C 
-55°C to +125°C 
-55°Cto+125°C 


IDM2902NC/DM74S182N 

IDM2902JC/DM74S182J 

IDM2902JM/DM54S182J 

IDM2902JM/883/DM54S182J/883 
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IDM2909A/11A 


National 

Semiconductor 


2900 Family/ 
Bipolar Microprocessor 


IDM2909A/11A 
Microprogram Sequencer 


General Description 


The IDM2909A is a 4-bit wide address controller that is 
used to sequence through a series of microinstructions 
contained in ROM or PROM. Two devices can be inter- 
connected to generate an 8-bit address (256 words), 
three devices for a 12-bit address (4k words), and so on. 
For a given device, the 4-bit address field can originate 
from any one of four sources. These are; (1) direct "D" 
inputs from an external source, (2) external data from 
an internal register "R," (3) a push/pop stack that is 
4 words deep, and (4) a program counter, which usually 
contains the last address incremented by "1." Control 
of the push/pop stack is such that the stack can 
efficiently execute nested subroutine linkages. Moreover, 
each of the four TRI-STATE outputs can be ORed with 
an external input to implement conditional skips or 
branch instructions; a separate line is used to force the 
outputs to an "all-zero" state. As shown in the block 
diagram, the IDM2911A is identical to the IDM2909A, 
except the four OR inputs are removed and the "D" 
and "R" inputs are connected. The IDM2909A is housed 
in a 28-pin dual-in-line package, whereas the IDM2911A 
is a 20-pin device. 

Simplified Block Diagram 


Features and Benefits 

■ 4-bit cascadable slice — any number of microwords 
can be generated. 

■ Internal address register — provides four address 
sources. 

■ Branch input for N-way branches — where "N" is any 
word in the microcode. 

■ Cascadable 4-bit microprogram counter. 

■ 4x4 file with stack pointer and push/pop control — 
four microsubroutines can be nested. 

■ Zero input for returning to microcode word "zero." 

■ Individual OR input for each bit to branch to higher 
microinstruction (1DM2909A only). 

■ TR I -STATE outputs. 

■ All internal registers change state on Low-to-High 
transition of clock pulse. 


Connection Diagrams 



nilM2909PNlY 
I ( 0B3 


Xg X| X2 X] 


YO Y) Y2 Y3 
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Absolute Maximum Ratings 

Storage Temperature -65°C to +150°C 

Temperature (Ambient) Under Bias -55°C to +125°C 

Supply Voltage to Ground Potential Continuous -0.5V to +7.0V 
DC Voltage Applied to Outputs for -0.5 V to +Vcc 

High Output State 

DC Input Voltage -0.5V to +7.0V 

DC Output Current into Outputs 30 mA 

DC Input Current -30mA to +5.0mA 


Operating Range 

P/N 

IDM2909ANC, JC 
IDM2911ANC, JC 
IDM2909AJM, JM/883 
IDM2911AJM, JM/883 


Ambient 

Temperature 

0°C to +70°C 
0°C to +70°C 


Vcc 

4.75 V to 5.25 V 
4.75 V to 5.25 V 
-55°Cto+125“C 4.50V to 5.50V 
-55°Cto+125°C 4.50V to 5.50V 


Electrical Characteristics 

Commercial T/\ = 0°C to +70°C, Vqc = 4.75 V to 5.25 V 
Military Ta = -55°C to +1 25°C, Vcc = 4.50 V to 5.50 V 


Parameter 

Description 

Test Conditions (Note 1) 

Min. 

Typ. 

(Note 2) 

Max. 

Units 

Vqh 

Output High Voltage 

Vcc = fTiin, 

V|N = V|H or V|L 

Mil 

lOH = -1.0mA 

Bl 



V 

Com'l 

lOH “ “2.6 mA 

m 



vql 

Output Low Voltage 

Vcc = fTiiR. 

V|N = V|H or V|L 

lOL “ 4.0mA 



Q 

V 

IOL~ 8.0mA 



Qg 

lOL “ 16mA (Note 5) 




V|H 

Input High Level 

Guaranteed input logical high voltage for all 
inputs 

2.0 



V 

V|L 

Input Low Level 

Guaranteed input logical low voltage for all 
inputs 


■ 

0.8 

V 

V| 

Input Clamp Voltage 

Vcc “ oiin, l||\| = -18mA 




V 

l|L 

Input Low Current 

Vcc “ V|N = 0.4 V 



-0.36 

mA 

l|H 

Input High Current 

Vcc “ V||M = 2.7 V 




HA 

l| 

Input High Current 

Vcc “ oiax, V||M = 7.0V 



ED 

mA 

I OS 

Output Short Circuit Current (Note 3) 

Vcc = rnax 

m 


-100 

mA 

>CC 

Power Supply Current 

Vcc = oiax (Note 4) 


80 


mA 

lOZL 

Output Off Current 

Vcc = Riax, 
0? = 2.7 V 

VOUT = 0-4 V 




fxA 

IQZH 

VquT=2.7V 



^01 


Notes: 

1 . For conditions shown as MIN or MAX, use the appropriate value specified under Electrical Characteristics for the applicable device type. 

2. Typical limits are at Vqc ~ 5.0 V, 25°C ambient and maximum loading. 

3. Not more than one output should be shorted at a time. Duration of the short circuit test should not exceed one second. 

4. Apply GND to Cn, Rq. Ri . R2- 0^0' 0^1- OR 2, OR3 , Dq, D^, D 2, and D3. Other inputs open. All outputs open. Measured after a 

LOW-to-HIGH clock transition. 

5. The 16 mA guarantee applies only to Yg, Y^ , Y2, and Y3. 
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IDM2909A/11A 


StSndSrd ScrCGninS (Conforms to MIL-STD-SSS for ClassC Parts) 



MIL-STD-883 


Level 

Step 

Method 

Conditions 

IDM2909A/2911ANC, JC 

IDM2909A/2911A JM 

Pre-Seal Visual Inspection 

2010 

B 

100% 

100% 

Stabilization Bake 

1008 

C 24-hour, 150°C 

100% 

100% 

Temperature Cycle 

1010 

C -65°Cto+150“C 
10 cycles 

100% 

100% 

Centrifuge 

2001 

B 1 0,000 G 

100%* 

100% 

Fine Leak 

1014 

A 5x 10® atm-cc/cm^ 

100%* 

100% 

Gross Leak 

1014 

C Fluorocarbon 

100%* 

100% 

Electrical Test 

Subgroups 1, 7, and 9 

5004 

See below for 
definitions of'subgroups 

100% 

100% 


Insert Additional Screening here for Class B Parts 


5005 


Group A Sample Tests 
Subgroup 1 
Subgroup 2 
Subgroup 3 
Subgroup 7 
Subgroup 8 
Subgroup 9 


•Not applicable to IDM2909ANC or IDM2911ANC. 


See below for 
definitions of subgroups 


LTPD = 5 
LTPD = 7 
LTPD = 7 
LTPD = 7 
LTPD = 7 
LTPD = 7 


LTPD = 5 
LTPD = 7 
LTPD = 7 
LTPD = 5 
LTPD = 7 
LTPD = 5 


Group A Subgroups 

(as defined in MIL-STD-883, Method 5005) 


Subgroup 

Parameter 

Temperature 

1 

DC 

25°C 

2 

DC, 

Maximum Rated Temperature 

3 

DC 

Minimum Rated Temperature 

7 

Function 

25° C 

8 

Function 

Maximum and Minimum 
Rated Temperature 

9 

Switching 

25°C 

10 

Switching 

Maximum Rated Temperature 

11 

Switching 

Minimum Rated Temperature 


Additional Screening for Class B Parts 


Step 

MIL-STD-883 

Method 

Burn-In 

1015 

Electrical Test 
Subgroup 1 
Subgroup 2 
Subgroup 3 
Subgroup 7 
Subgroup 9 

5004 


D 125 C 

160 hours min. 


Level 


IDM2g09A/11A JM/883 


100 % 


Return to Group A Tests in Standard Screening 
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Switching Characteristics Over Operating Range 

All parameters are guaranteed worst case over the operating voltage and temperature range for the device type. 
IDM2909A/11A JC, NC Ta = 0°C to +70°C Vcc = 4.75V to 5.25V 

IDM2909A/11A JM, JM/883 Ta = -55°C to +125°C Vcc = 4.5 V to 5.5 V) 


Table 1. Minimum Clock Requirements 


Table 3. Maximum Delays from Clock to Outputs 


Table 4. 

Setup and Hold Time Requirements 


Minimum Clock Low Time 

30 

Minimum Clock High Time 

30 


Table 2. 

Maximum Combinatorial Propagation Delays 


Inputs 

Outputs 

Yi 

Dn-E4 


25 

- 

ZERO 

30 

35 

ORj 

20 

30 

So. Si 

30 

35 

Di 

20 

30 


- 

18 


Functional 

Path 

Grade 

Clock 
to Yj 

Clock 
to Cn +4 

Register 
(SiSo= LH) 

C 

40 

45 

M 

50 

55 

p Program Counter 
(SiSo= LL) 

C 

40 

45 

M 

50 

55 

File 

(SiSo=HL) 

C 

45 

50 

M 

55 

60 


Cl< 50pF 

(except output disable tests) 


External 

Inputs 

u 

th 

RE 

20 

0 

Ri 

15 

0 

PUSH/POP 

20 

0 

FE 

20 

0 

Cn 

15 

0 

Di 

20 

0 

ORj 

20 

0 

So. Si 

30 

0 

ZERO 

30 

0 



CLOCK TO Yi OR C„44 
(TABLE 3) 


INPUTS T0Y0RC„+4 
(TABLE 2) 


YOUT 

Cn+4 


I 


5 


Figure 1. Switching Waveforms (refer to preceding tables for specific values) 


VOH 

1.3V 

VOL 


Architecture of 
Microprogram Sequencer 

A 4-input multiplexer selects one of four sources for the 
address of the next microinstruction address; these 
sources are: the address register, the microprogram 
counter, direct inputs, and the memory file. The multi- 
plexer is controlled by the Sq/Si inputs. As shown in 
figure 2, the address register consists of four D-type 
edge-triggered flip-flops with a common clock enable. 
When the REGISTER ENABLE signal is low, new data 
is entered on the low-to-high transition of the clock. 
The "Q" outputs of the address register are available 
at the input of the multiplexer as a source for the next 
microinstruction address. The direct inputs (D 0 -D 3 ) 
can likewise be selected as an address input to the 
multiplexer. 

Both the IDM2909A and the IDM2911A are bipolar 
microprogram sequencers designed for use in high-speed 


microprocessors, high-performance computer control 
units, and other applications where overlap fetch of the 
microinstruction is required. Each device is cascadable 
in 4-bit increments such that two devices can address up 
to 256 words of microprogram memory, three devices 
up to 4k of memory, and so on. A detailed block 
diagram of the microprogram sequencer is shown in 
figure 2 . 

In the I DM291 1A, the 4-bit direct field is also used as an 
input to the address register, that is, Rq and Dq are 
connected, Ri and Di are connected, and so on. With 
the "R" and "D" connections made and the OR inputs 
removed, the IDM2911A can perform an N-way branch, 
where "N" is any word in the microcode. 
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Test Output Load Configurations for IDM2909A/2911A 


A. Three-State Outputs 


B. Normal Outputs 



5.0-Vbe-Vql S3 


!R2 — |— 


5.0- Vbe- Vql 

Iol + Vql/R2 


Note 1: C|_ = 50 pF includes scope probe, wiring and stray capacitances without device in test fixture. 
Note 2: SI, S2. S3 are closed during function tests and all AC tests except output enable tests. 

Note 3: SI and S3 are closed while S2 is open for tp^n test. 

SI and S2 are closed while S3 is open for tp^L test. 

Note 4: C|_ = 5.0 pF for output disable tests. 

Test Output Loads 


Pin # 


Test 

IDM2909 

IDM2909A 

(DIP) 


Circuit 

R1 

R2 

R1 

R2 

18-21 

Yq-3 

A 

300 

Ik 

220 

Ik 

24 

^n + 4 

B 

470 

2.4k 

220 

2.4k 


Pin# 


Test 

IDM2911 

IDM2911A 

(DIP) 


Circuit 

R1 

R2 

R1 

R2 

12-15 

Yq-3 

A 

300 

1k 

220 

Ik 

18 

^n + 4 

B 

470 

2.4k 

220 

2.4k 


Burn-in Circuit for IDM2911A 


Notes: 

Max Ice = 200 mA 
Ta= +125”C 
Resistors = +5% 

R1 = 390S1 
R2 = 5600 
R3 = t kfJ 

f|N = 100 kHz, 50% duty cycle, 0V-3V 
From clock buffer on each board: 
Vec min = 5.0V 
Vec max = 5.1V 




PUSH/FE C„+4 
POP 

Cn 

OE Y3 

Y2 

Y1 YO 

SI 



IDM2911A 




CP Vcc RE 

D3 

02 01 

00 

GNO ZERO 

SO 
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The microprogram counter consists of a 4-bit incremen- 
ter followed by a 4-bit register. The carry-in (Cp) and 
carry-out (Cn-f4) features of the incrementer make 
cascading to larger word lengths easy and straightforward. 
The microprogram counter can be used in either of two 
ways. When the least significant bit of Cp is high, the 
microprogram register iiiPC) is loaded on the next clock 
cycle with the current output word {Y0-Y3) plus 1, 
that is, Y-hI ->-pPC; thus, sequential microinstructions 
are executed. When Cp is low, the "Y" outputs are not 
incremented; accordingly, the same microinstruction can 
be repeatedly executed. The last address source available 
at the input of the multiplexer is the 4-bit/4-word stack 
file; when executing subroutines, the file provides return 
address linkage. The 4-by-4 memory matrix contains a 
stack pointer (SP) that always points to the last word 
written in the file; thus, stack reference operations 
(looping) can be performed without a push or pop. The 
stack pointer operates as an up/down counter with 
separate PUSH/POP and FILE ENABLE inputs. When 
the enable signal is low and the other signal is high, the 
"push" operation is enabled. Under these conditions, the 
stack pointer is incremented and the file is written with 
the required return linkage, that is, the next micro- 
instruction address following the subroutine jump that 
initiated the "push." If both input signals (PUSH/POP 
and FILE ENABLE) are low, a "pop" operation is 
implemented. During this clock cycle, the return linkage 
is used to return from the subroutine; the next low-to- 
high transition of the clock pulse decrements the stack 
pointer. 

When the FILE ENABLE signal is high, the stack pointer 
is not incremented or decremented, regardless of whether 
the PUSH/POP signal is high or low. Linkage of the stack 
pointer is such that any combination of pushes, pops, or 
stack references can be implemented; one microinstruc- 
tion subroutine can be performed. Since the stack is 
4 words deep, up to four microsubroutines can be 
nested. The ZERO input is used to force all four outputs 
(Y0-Y3) of the multiplexer to the zero (logic 0) state. 
When the zero input is low, all Y-outputs are low, unless 
overridden by the OUTPUT ENABLE (OE) signal. Also, 
each bit of the Y-output word can be ORed at the input 
such that conditional logic can be enforced; this allows 
execution of microinstructions to occur in any program- 
med sequence. 

Definition of 

Terms and Symbols (Figure 2) 

Inputs to IDM2g09A/11A: 

Sq/Si Control lines for address-source selection 

FE/PUP Control lines for push/pop stack 
RE Enable signal for internal address register 

ORj Logic OR input for each address output 

line 

ZERO Logic AND input for all output lines 

OE Output Enable; when OE is high, the 

Y-outputs are TRI-STATE (high imped- 
ance) 

Cn Carry-in to incrementer 

Rj Inputs to the internal address register 

D| Direct inputs to the multiplexer 

CP Clock inputs 


Outputs from the IDM2909A/11A: 

Yj Address outputs; address inputs to 

control memory 

Cn-r4 Carry-out from the incrementer 

/iPC Contents of the microprogram counter 

REG Contents of the internal register 

STK0/STK3 Contents of the push/pop stack. By 
definition, the word addressed by the 
stack pointer in the 4-by-4 file is STKO. 
Data is pushed onto the stack at STKO 
and is subsequently pushed to STK1, 

STK2, and finally to STK3. When the 
stack is popped, data is removed in the 
following order: STK3->STK2-> 

STK1, and then to STKO. When a push 
or pop occurs, only the stack pointer 
changes — the data is not physically 
shifted within the stack. 

SP Contents of the stack pointer 

Terms and symbols external to the IDM2909A/11 A: 

A Control memory address 

1(A) Instruction in control memory at 

address "A" 

juWR Contents of microword register at 

output of control memory; this register 
contains the instruction currently being 
executed 

Tpi Period of timing cycle 

Operation of the 
IDM2909A/11A 

Select codes for the multiplexer and the truth tables for 
output control/stack control are shown in figure 3. The 
two bits (Sq/Si) from the microword register (plus 
additional branching logic) determine the data source for 
the next microinstruction address. The selected data 
source appears on the Y-outputs of the multiplexer. 

A state table for Sq, Si, FE, and PUP is shown in figure 
4; these signals define not only the address specified by 
the Y-outputs, but also the state of all internal registers, 
following the low-to-high transition of the clock pulse. 
In figure 4, it is assumed that the microprogram counter 
initially contains some word "J," word "K" is in the 
address register, and words Ra through Rj are contained 
in the 4-word push/pop stack. 

The sequence for executing a subroutine using the 
1DM2909A is illustrated in figure 5. For any given clock 
cycle, the instruction being executed is contained in the 
microword register (juWR); the contents of this register 
also directly (or indirectly) control Sq, S-|, FE, and PUP. 
At the appropriate time, the starting address of the sub- 
routine is applied to the "D" inputs of the sequencer. 
The three left-hand columns of figure 5 show the execu- 
tion sequence of the instructions and the designated 
execution cycles. At address "J+2,” the sequence- 
control part of the microinstruction contains the 
command "Jump To Subroutine A." At time t2, the 
"J-i-2" instruction resides in the /iWR and the inputs of 
the sequencer are set up to execute the "jump," and to 
save the return address. Address bits for subroutine "A" 
are taken from the microword register and applied to the 
D-inputs of the multiplexer; the output appears at the 
Y-port of the multiplexer. 
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Address Selection 


Output Control 


Octal 

Q 


Source for Y Outputs 

Symbol 

0 

D 

B 

Microprogram Counter 

pPC 

HIH 

D 

D 

Register 

REG 


■a 

a 

Push-Pop Stack 

STKO 

3 

o 

D 

Direct Inputs 

Di 



ZERO 


Yi 

B 

X 

B 

Z 

D 

L 

L 

L 

O 

H 

L 

H 

IB 

H 

L 



Z = High Impedance 


Synchronous Stack Control 


FE 

PUP 

Push-Pop Stack Change 

H 

X 

No change 

L 

H 

Increment stack pointer, then 
push current PC onto STKO 

L 

L 

Pop stack (decrement stack pointer) 


H = High 
L = Low 
X = Don't Care 


Figure 3. Truth Tables for Multiplexer Control Signals 


Cycle 





im 

STK2 

STK3 

Yqut 

Comment 

Principal 

Use 

N 

N+1 

0 0 0 0 

J 

J+1 

K 

K 

Ra 

Rb 

Rb 

Rc 


Rd 

Ra 

B 

Pop Stack 

End Loop 

N 

N+1 

0 0 0 1 



Ra 

J 

Rb 

Ra 

Rc 

Rb 

Rd 

Rc 

B 

Push /jPC 

Set Up 
Loop 

N 

N+1 

0 0 1 X 

J 

J+1 

K 

X 

Ra 

Ra 

Rb 

Rb 

Rc 

Rc 

Rd 

Rd 

B 

Continue 

Continue 

N 

N+1 

0 10 0 





Rc 

Rd 

Rd 

Ra 

K 

Pop Stack; 

Use AR for Address 

End Loop 

N 

N+1 

0 10 1 




Rb 

Ra 

Rc 

Rb 



Push (iPC; 

Jump to Address in AR 

JSR AR 

N 

N+1 

0 1 1 X 



■iM 

Rb 

Rb 


Rd 

Rd 

K 

Jump to Address in AR 

JMP AR 

N 

N+1 

10 0 0 




Rb 

Rc 

Rc 

Rd 

Rd 

Ra 

Ra 

Jump to Address in STKO; 
Pop Stack 

RTS 

N 

N+1 

10 0 1 



BB 


Rc 

Rb 

Rd 

Rc 

Ra 

Jump to Address in STKO; 
Push pPC 


N 

N+1 

1 0 1 X 




Rb 

Rb 

Rc 

Rc 

Rd 

Rd 

Ra . 

Jump to Address in STKO 

Stack Ref 
(Loop) 

N 

N+1 

110 0 



Ra 

Rb 

Rb 

Rc 

Rc 

Rd 

Rd 

Ra 


Pop Stack; 

Jump to Address on D 

End Loop 

N 

N+1 

110 1 


K 

K 

Ra 

J 

Rb 

Ra 

Rc 

Rb 

Rd 

Rc 

D 

Jump to Address on D; 
Push ;l;PC 

JSR D 

N 

N+1 

1 1 1 X 

J 

D+1 


Ra 

Ra 

Rb 

Rb 

Rc 

Rd 

Rd 

D 

Jump to Address on D 

JMP D 


X = Don't Care, 0 = Low, 1 = High, Assume Cp = High 
Note: STKO is the location addressed by the stack pointer. 



Figure 4. Output and Internal Next-Cycle Register States for IDM2909A/11A 
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IDM2909A/11A 


Control Mamory 


Execute Microprogram 

Cycl« AJj,... Sequencer 
Instruction 



Execute Cycle 




IDM2909A Si, So 0 

Inputs FI H 

(from PI IP Y 

MWR) t 





J+3 A+1 A+2 A+3 J+4 J+5 

'j+3 J+3 J+3 ' ' 



IDM2909A 

Output 

■1 

J+1 

J+2 

A 

A+1 

A+2 

J+3 

J+4 

J+5 

■ 

■ 

ROM 

Output 

(Y) 

KJ+1) 

JSR A 

1(A) 

KA+1) 

RTS 

KJ+3) 

KJ+4) 

KJ+5) 


■ 

Contents 

pWR 

KJ) 

KJ+1) 

JSR A 

KA) 

KA+1) 

RTS 

KJ+3) 

KJ+4) 




of pWR 
(Instruction 
being 
executed) 



Figure 5. Execution of Subroutine 


Subsequently, the first instruction "1(A)" of the subrou- 
tine is accessed and input to pWR. On the next low-to- 
high transition of the clock, 1(A) is loaded into/iWR for 
execution and the return address (J+3) is pushed onto 


the stack. At t 5 , the return instruction is executed. 
Figure 6 shows a similar instruction sequence where one 
subroutine is linked to another — the second subroutine 
consists of only one microinstruction. 


Control Memory 


Execute Microprogram 
Address 

Instruction 



Execute Cycle 



IDM2909A Si.So 
Inputs PE 

(from PUP 

mWR) „ 





J+2 J+3 A+1 A+2 A+3 B+1 A+4 A+5 J+4 

' ' J+3 J+3 J+3 A+3 J+3 J+3 ' 

J+3 



IDM2909A 

Output 

Y 

J+1 

J+2 

■ 

— 

A+1 

A+2 

B 

A+3 

A+4 

J+3 

J+4 

ROM 

Output 

(Y) 

KJ+1) 

JSR A 

KA) 

KA+1) 

JSR B 

RTS 

KA+3) 

RTS 

KJ+3) 

KJ+4) 

Contents 

pWR 

KJ) 

KJ+1) 

JSR A 

KA) 

KA+1) 

JSR B 

RTS 

KA+3) 

RTS 

KJ+3) 
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IDM2910A 


^ National 
4lA Semiconductor 


I DM291 OA Microprogram Controller 


2900 Family/ 
Bipolar Microprocessor 
PRELIMINARY 


General Description 

The IDM2910A Microprogram Controller is a 12-bit 
wide address controller packaged In a standard 
40-pin dual-in-line package. The IDM2910A features 
TRI-STATE® outputs and is fabricated using SCL 
(Schottky ECL) technology. The IDM2910A Is a micro- 
program memory address controller that controls the 
execution sequence of microinstructions. In addition 
to being able to sequentially access memory, the 
IDM2910A is also able to conditionally branch to any 
microinstruction within the 4096 microinstruction 
range. A five-level last-in, first-out (LIFO) stack 
provides microsubroutine return linkage. An internal 
loop counter Is included to provide the repeating 
instructions or perform up to 4096 loop Iterations. 

As each microinstruction is executed, the IDM2910A 
selects a 12-bit address from one of four sources: 

1. The Microprogram Address Register which usually 
contains the increment address of the previous 
microinstruction. 

2. The external Direct Input lines, 

3. The Register/Counter which contains an address 
or data loaded during a previous microinstruction. 

4. The LIFO Stack. 


Features and Benefits 

■ Twelve-bit wide address — controls up to 4096 
words of microcode with one device 

■ Internal register/counter — a 12-bit down-counter 
that may be used to count loop iterations 

■ Four address sources — the next microprogram 
address selected from the microprogram address/ 
register data input lines, LIFO stack, or register 
counter 

■ Sixteen powerful microinstructions — executes 
16 sequence control instructions 

■ Output enables for three branch address sources 
— replaces either external decoder or additional 
bit of microcode 

■ Positive-edge triggering for all internal registers 

■ Fast condition-code control — typically a 19 ns 
delay from a condition-code Input to an address 
output 

■ SCL technology — provides ECL speeds while 
maintaining low-power Schottky power consump- 
tion 

■ 100% reliability testing in compliance with MIL- 
STD-883. 


IDM2910A Block Diagram 
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Absolute Maximum Ratings 

storage Temperature -65°Cto +150°C 

Temperature (Ambient) Under Bias -55°Cto +125°C 

Suppiy Voitage to Ground Potentiai -0.5V to +6.3V 
DC Voitage Appiied to Outputs 
for High Output State -0.5V to +^cc 

DC Input Voitage -0.5Vto +5.5V 

DC Output Current, into Outputs 30mA 

DC Input Current -30mAto +5.0mA 


Operating Range 

Part Number 

IDM2910A JC, NC 


Ambient 

Temperature 

0°C to +70 °C 


Vcc 

4.75V to 5.25V 


IDM2910A JM, JM/883 -55°C to +125°C 4.50V to 5.50V 


Standard Screening (conforms to MIL-STD-883 tor Class C parts) 


step 


MILSTD-883 

Method 


Conditions 


Level 


DC, NC 


DM 


Pre-Seal Visual Inspection 


2010 


B 


100% 


100% 


Stabiiization Bake 


1008 


C: 24-hour 150 “C 


100% 


100% 


Temperature Cycle 


1010 


C: -65“C to +150°C 
10 cycles 


100% 


100% 


Centrifuge 


2001 


B: 1 0,000 G 


100 %’ 


100% 


Fine Leak 


1014 


A: 5x 10"®atm-cc/cm3 


100 %' 


100% 


Gross Leak 


1014 


C2: Fiuorocarbon 


100 %' 


100% 


Electricai Test 
Subgroups 1, 7, and 9 


5004 


See below for 
definitions of subgroups 


100% 


100% 


Insert Additional Screening here for Ciass B parts 


Group A Sampie Tests 





Subgroup 1 



LTPD = 5 

LTPD = 5 

Subgroup 2 



LTPD = 7 

LTPD = 7 

Subgroup 3 

5005 

See below for 

LTPD = 7 

LTPD = 7 

Subgroup 7 

definitions of subgroups 

LTPD = 7 

LTPD = 5 

Subgroup 8 



LTPD = 7 

LTPD = 7 

Subgroup 9 



LTPD = 7 

LTPD = 5 


*Not applicable to IDM2910ANC. 


Additionai Screening for Ciass B Parts 


Group A Subgroups 

(as defined in MiLSTD-883, method 5005) 



MILSTD-883 


Level 

step 

Method 

Conditions 

DM1883 

Burn-In 

1015 

D; 125 *C, 160 hours min 

100% 

Electrical Test 

5004 



Subgroup 1 



100% 

Subgroup 2 



100% 

Subgroup 3 



100% 

Subgroup 7 



100% 

Subgroup 9 



100% 

Return to Group A Tests in Standard Screening 


Subgroup 

Parameter 

Temperature 

1 

2 

3 

7 

8 

9 

10 

11 

DC 

DC 

DC 

Function 

Function 

Switching 

Switching 

Switching 

25 ”C 

Maximum rated temperature 
Minimum rated temperature 
25 ”C 

Maximum and minimum rated 
temperature 
25 °C 

Maximum rated temperature 
Minimum rated temperature 
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IDM2910A 


Electrical Characteristics 

The following conditions apply unless otherwise specified; 

Comm’l Ta = 0°C to +70°C Vcc = 5.0V±5% min=4.75V max = 5.25V 

Mil Tc= -55°Cto +125“C Vcc = 5.0V±10% mln = 4.50V max = 5.50V 


DC Characteristics over Operating Range 


Symbol Description 


Vqh Output HIGH Voltage 


Vql Output LOW Voltage 


Input HIGH Level (Note 4) 


Input LOW Level (Note 4) 


Input Clamp Voltage 


Input LOW Current 


Input HIGH Current 


Input HIGH Current 


Output Short Circuit 
Current (Note 3) 


Output OFF Current 


Output OFF Current 


Power Supply Current 


IDM2910A DC, NC 


IDM2910A DM, DM/883 


Test Conditions (Note 1) 


Vcc = min, Iqh = -5mA, 
V|N = V|H or V|L 


Vcc = min, V|N = V|Hor V,l, 
Yo -11 Iol = ‘>2 mA (Comm’l) 
Yo-11 loL = 12mA (Mil) 

PL, VeCT, FDir 
loL = 8mA 


guaranteed input logical 
HIGH voltage for all inputs 


guaranteed input logical 
LOW voltage for all Inputs 


Vcc = min, l|N = ,-18mA 


Vcc - max, V|N = 0.5 V 


Vcc = max, V,n = 2.7V 


'cc = max 


Vcc = max, OE = 2.4V, 
Vout = 0.5V 


Vcc = max,OE = 2.4 V, 
Vqut = 2.4V 


Vcc = max 



Notes: 

1. For conditions shown as min or max, use the appropriate value specified under Electrical Characteristics for the applicable 
device type. 

2. Typical limits are at Vcc = 5.0V, 25*C ambient and maximum loading. 

3. Not more than one output should be shorted at a time. Duration of the short circuit test should not exceed one second. 

4. These input levels provide no guaranteed noise immunity and should be tested only in a static- and noise-free environment. 
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Figure 1. Switching Waveforms 

Setup (fg) and hold (t^) times for varied Inputs are listed in Table A. Combinational input to 
output delays are listed in Table B. Clock requirements are listed In Table C. 

See Figure 3, Switching Waveform Timing, for a typical cycle. 


Switching Characteristics 

(Refer to Figure 1.) 

IDM2910A switching characteristics for the typical, commercial and military operating ranges available are given in 
Tables A, B, and C on this page and the following page. 

Table A contains setup and hold times with respect to the clock low-to-high transition. Table B contains combina- 
tional delays from input to output. Table C contains the clock requirements. 

All measurements are made at 1.5V with input levels at OV or 3V. All times are in nanoseconds. 


Typical Room Temperature Characteristics 

(Ta = 25°C, Vcc = 5.0V, Cl = 50pF) 


A. Setup and Hold Times 


Input 

n 

w 

D| - R 

mm 

m 

D| - AR 

mm 

6 



6 

cc 


6 

CCENi 

mm 

6 

Cn 

mm 

6 

RLb 

mm 

6 


B. Combinational Delays 


Input 

Y 

PL. ViCT, MAP 


Dq-D,, 

14 

- 

- 

•o'b 

mm 

20 

- 

C? 

21 

- 

- 

CCEFT 

21 

- 

- 

CP 

I =8, 9, 15 

28 

- 

- 

CP (Note) 
1 = 8,9, 15 

28 

- 

- 

CP 

All Other 1 

24 

- 

28 

SE 


- 

-■ 


Not*: If the instruction prior to the clock was 4 or 12 or RLO was 
low. delays are as listed. 


C. Clock Requirements 


Minimum Clock LOW Time 

mm 

ns 

Minimum Clock HIGH Time 

MM 

ns 

Mrnimum Clock Period. 1 = 8. 9. 15 


133 

Minimum Clock Period, 1 = 14 

131 

ns 


Clock periods for other Instructions are determined by external 
conditions. 
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Guaranteed Characteristics over 
Commerciai Operating Range 

IDM2910A DC, NC 

(Ta = 0'C to +70°C, Vcc = 4.75V to 5.25V, Cl = 50pF) 


A. Setup and Hold Times 


' Input 

mm 

mm 

D|- R 

mm 

0 

EB3ai 

wm 

0 

•0-I3 


0 

cc 


0 

cCBn 


0 

c„ 

HQH 

0 

RCD 

mm 

0 


B. Combinational Delays 


Input 

Y 

Pl, vect, map 

rJll 

D 0 -D 1 , 

20 

- 

- 

Iq-Is 

35 

30 

- 


35 

- 

- 

CCEN 

35 

- 

- 



- 

- 

CP (Note) 
1 = 8, 9, 15 

45 

- 

- 

CP 

All other 1 

35 

- 

.30 

OE 

25/25 


■ - 


Note: If the instruction prior to the clock was 4 or 12 or RLD was 
low. delays are as listed. 


C. Clock Requirements 


Minimum Clock LOW Time 

30 

ns 

Minimum Clock HIGH Time 

30 

ns 

Minimum Clock Period, 1 = 8, 9, 15 

60 

ns 

Minimum Clock Period, 1 = 14 

60 

ns 


Clock periods for other instructions are determined by external 
conditions. 


Guaranteed Characteristics over 
Miiitary Operating Range 

IDM2910A DM, DM/883 

(Ta= -55 ”C to +125 °C, Vcc = 4.5V to 5.5V, Cl = 50pF) 


A. Setup and Hold Times B. Combinational Delays 


Input 

Y 

PL, VECT, MAP 

full 

Dq-D,, 

25 

- 

- 

I0-I3 

40 

35 

. - 

C^ 

40 

- 

- 

CCEN 

40 


- 

CP 

1 = 8, 9, 15 

55 

- 

- 

CP (Note) 
1 = 8, 9, 15 

55 

- 

- 

CP 

All Other 1 

40 

- 

35 

OE 

25/25 

- 

- 


Note: If the instruction prior to the clock was 4 or 12 or RLD was 
low. delays are as listed. 


Input 

t. 

th 

D| - R 

17 

0 

o: 

< 

t 

0 

30 

0 

10-13 

40 

0 

cc 

40 

0 

CCEN 

40 

0 

Cn 

35 

0 


30 

0 


C. Clock Requirements 


Minimum Clock LOW Time 

35 

ns 

Minimum Clock HIGH Time 

35 

ns 

Minimum Clock Period, 1 = 8, 9, 15 

70 

ns 

Minimum Ciock Period, 1 = 14 

70 

ns 


Clock periods lor other instructions are determined by external 
conditions. 
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DIP 



Figure 2. Pin Connection Diagram 


Table 1. IDM2910A Pinout Descriptions 


Abbreviation 

Name 

Function 

Di. 

i = 0 to 11 

Direct Inputs 

12 direct input lines carrying data into the register/counter or a 
jump address to be used by the multiplexer. Dq is LSB. 

li 

i = 0 to 3 

Instruction Lines 

Four instruction lines. Select one-of-sixteen control instructions 
for the IDM2910A. 


CC 

Condition Code 

The outcome of a test is input through this line into the 
IDM2910A so that it may be used in conditional control 
instructions. A low on CC is interpreted as PASS test. 


CCEN 

Condition Code Enable 

Conditional control based on the CC input is enabled as long as 
CCEN is low. A high on CCEN overrides the CC input and the 
IDM2910A will operate as if CC were low. 


Cn 

Carry In 

The carry input to the address register incrementer. 


RLD 

Register Load 

When LOW, will force a load of the register/counter on the next 
rising edge of the clock. Loading will be performed regardless of 
instruction or condition. 


OE 

Output Enable 

The TRI-STATE® control of Yj outputs. 


CP 

Clock Pulse 

All internal state changes are triggered by the rising edge of the 
clock. 


< 

o 

o 

+ 5 Volts 



GND 

Ground 


Yi. 

i = 0 to 11 

Address Outputs 

12 address output lines to be used by the microprogram memory 
in accessing the next microword. Yq is LSB. 

FULL 

Full Stack 

This output will go low one microcycle after the stack becomes 
full. 

W 

Pipeline Address Enable 

May be used to enable the first of three sources (usually 
pipeline register) onto the branch address bus connected to the 
Dj inputs. 


MAP 

Map Address Enable 

May be used to enable the second of three sources (mapping 
ROM, PROM or RAM) onto the branch address bus connected to 
the D| inputs. 


VECT 

Vector Address Enable 

May be used to enable the third of three sources (usually 
interrupt starting addresp) onto the branch address bus 
connected to the Dj inputs. 
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Test Output Load Configurations for I DM291 OA 


A. Three-State Outputs 


Vcc 



B. Normal Outputs 


Vcc 



5.0-Vbe-Vql 

IOL + Vol/R2 


Note 1: C(_ = 50 pF includes scope probe, wiring and stray capacitances without device in test fixture. 

Note 2: SI, S2, S3 are closed during function tests and all AC tests except output enable tests. 

Note 3: SI and S3 are closed while S2 is open for tpzn fest. 

SI and S2 are closed while S3 is open for tpzL test. 

Note 4: Ci_ = 5.0 pF for output disable tests. 


Test Output Loads for i DM2901 A 


Pin# 

(DIP) 

Pin Label 

Test 

Circuit 

R1 

R2 

— 

Yq-ii 

A 

300 

Ik 

5 

VECT 

B 

470 

1.5k 

6 

K 

B 

470 

1.5k 

7 


B 

470 

1.5k 

16 

fOII 

B 

470 

1.5k 




• If there is no data-dependent microcode, CCEN can 
be tied high. 

• If data-dependent con trol In structions are never 
forced unconditionally, CCEN can be tied low. 

• If CCEN is tied to the source of the IDM2910A 
instruction bit Iq, control instructions 4, 6, and 10 are 
left as data-dependent, and the others are made 
unconditional. 

Several of the IDM2910A inputs may be used to modify 
instruction execution. For 1 0 of the 16 instructions, the 
combi natio n of CC high and CCEN low is used as a test. 
When RLD is low, the direct inputs are loaded into the 
register/counter overriding any HOLD or DECREMENT 
(DEC) operation specified in the microinstruction. The 
OF input, normally low, may be driven high to place the 
Y outputs in the TRI-STATE® condition. 

The LIFO stack contains a 5-word, 12-bit file memory 
and a stack pointer which addresses the value presently 
at the top of the stack. Actual control over the stack 
pointer is possible when using microinstruction 0 
(JUMP ZERO or RESET). This microinstruction clears 
the stack by resetting the stack pointer to zero. The 
contents at the top of the stack will remain undefined 
following execution of microinstruction 0, or whenever 
the stack becomes empty. Any pops performed while 
the stack is empty wili place an undefined address at 
the F inputs to the multiplexer and the stack pointer will 
remain at zero. 

If five more pushes than pops have occurred since the 
stack was last empt y, the stack will become full. O nce 
the stack is full, the FULL output will go low. FULL will 
go low on the first microcycle following the fifth push. If 
any additional push operations are performed on a full 
stack, the stack becomes overwritten and any previous 
information is lost. 


Table 2. IDM2910A Microinstruction Set 


Hex 

I 3 -I 0 

Mnemonic | 

Name 

Reg/Cntr 

Contents 

FAIL 

CCEN = LOW 
and CC = HIGH 

PASS 

CCEN = HIGH 
or CC = LOW 

Reg/ 

Cntr 

Enable 

Y 

Stack 

Y 

Stack 

0 

JZ- 

JUMP ZERO 

X 

0 

CLEAR 

0 

CLEAR 

HOLD 

PL 

1 

CJS 

CONDJSBPL 

X 

PC 

HOLD 

D 

PUSH 

HOLD 

PL 

2 

JMAP 

JUMP MAP 

X 

D 

HOLD 

D 

HOLD 

HOLD 

MAP 

3 

CJP 

CONDJUMPPL 

X 

PC 

HOLD 

D 

HOLD 

HOLD 

PL 


PUSH 

PUSH COND LD CNTR 

X 

PC 

PUSH 

PC 

PUSH 

mmm 

PL 

Si 

JSRP 

COND JSB R/PL 

X 

R 

PUSH 

D 

PUSH 

HOLD 

PL 

6 

CJV 

COND JUMP VECTOR 

X 

PC 

HOLD 

D 

HOLD 

HOLD 

VECT 

7 

JRP 

COND JUMP R/PL 

X 

R 

HOLD 

D 

HOLD 

HOLD 

PL 

8" 

RFCT 

REPEAT LOOP, CNTR # 0 

0 

F 

HOLD 

F 

HOLD 

DEC 

PL 

= 0 

PC 

POP 

PC 

POP 

HOLD 

• PL 

9 

RPCT 

REPEAT PL, CNTR # 0 

it 0 

D 

HOLD 

D 

HOLD 

DEC 

PL 

= 0 

PC 

HOLD 

PC 

HOLD 

HOLD 

PL 

A 

CRTN 

COND RTN 

X 

PC 

HOLD 

F 

POP 

HOLD 

PL 

B 

CJPP 

COND JUMP PL & POP 

X 

PC 

HOLD 

D 

POP 

HOLD 

PL 

C 

LDCT 

LD CNTR & CONTINUE 

X 

PC 

HOLD 

PC 

HOLD 

LOAD 

PL 

D 

LOOP 

TEST END LOOP 

X 

F 

HOLD 

PC 

POP 

HOLD 

PL 

E 

CONT 

CONTINUE 

X 

PC 

HOLD 

PC 

HOLD 

HOLD 

PL 

F 

TWB 

THREE-WAY BRANCH 

* 0 

F 

HOLD 

PC 

POP 

DEC 

PL 

= 0 

D 

POP 

PC 

POP 

HOLD 

PL 


Note 1: If CCEN = LOW and CC = HIGH, hold; else load. X = Don’t Care. 


The IDM2910A Microinstruction Set 

The IDM2910A executes sixteen control instructions. 
These instructions perform specific functions in 
addition to the selection of the next microcode word to 
be executed. 

Four of the control instructions are unconditional — the 
function performed is specified only by the instruction 
itself. 

Ten of the control instructions are conditional branches 
— based upon the state of an external data-dependent 
test. Since test results may be forced by suitable 
circuitry, it follows that the ten control instructions may 
also be used as unconditionals. 

Three of the instructions ailow conditional sequencing 
based upon the contents of the internal register/counter. 

The IDM2910A instruction control set is shown in 
Table 2. One of the conditional branch control 
instructions is dependent on the external data test and 
the contents of the internal register/counter. 

For the following discussion it is assumed that Cf, is 
tied high. ' 

For the ten conditional control instructions, the results 
of data dependent tests are applied to the condition 
code input, CC. If the input to CC is low, the test is 
considered passed and the action speci fied under 
"PASS” (Table 2) will be taken. If the input to CC is high, 
the test is considered faiied and the alternate action is 
taken. In many cases, the alternate action is the 
selecti on of t he sequentially incremented address. By 
setting CCEN high for any specific microinstruction, CC 
testing will be disabled and a "PAS S" will be forced. 
Other suggestions for using CCEN to save one bit of 
microcode are: 
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I DM291 OA Architecture 

The 1DM2910A Bipolar Microprogram Controller is 
intended for use in very high-speed microprocessor 
applications. Up to 4096 microwords may be addressed 
using the IDM2910A. 

A multiplexer within the IDM2910A selects one of four 
inputs as the source of the next microinstruction 
address. The four sources are; 

1. the microprogram address register O^AR) 

2. the register/counter 

3. the direct input lines 

4. the LIFO stack 

1. The Microprogram Address Register contains a 
twelve-bit incrementer followed by a twelve-bit 
register. Two uses for the microprogram address 
register are: 

a. When carry-in (Cp) is high, the current micropro- 
gram address plus one (Yj-i-l) is loaded into the 
address register on the next positive clock 
transition. Therefore, microprogram words are 
accessed sequentially. 

b. When carry-in (CJ is low, the current micropro- 
gram address is passed through the incrementer 
and loaded into the address register on the next 
position clock transition. Thus, the same micro- 
instruction may be repeated as often as is 
required. 

2. The register/counter contains twelve D-type edge- 
triggered flip-flops with a common clock enable. 
When the register load control (RLD) is low, 
addresses from the direct input bus are loaded into 
the register on the next positive-going clock. Some 
sequence control instructions include a load 
operation. For most microcomputer systems, these 
instructions will be sufficient, thereby simplifying 
the microcode. 

3. The Direct Input lines are a direct input source which 
may be used for microprogram branching. 

4. The LIFO stack is a 5-word by 12-bit stack used to 
provide return address linkage when executing 
microsubroutines or loops. The stack incorporates a 


5x12 file (RAM) and a stack pointer that always 
points to the last entry into the file. Stack reference 
operations (microprogram looping) may be executed 
without popping the stack. 

The stack pointer is an up/down counter that is incre- 
mented whenever a push operation is performed (micro- 
instructions 1, 4, and 5). Once the pointer is incremen- 
ted, the return address is written into the location 
indicated by the stack pointer on the positive-going 
clock following the push. 

The stack pointer is decremented whenever the pop 
operation is performed (microinstructions 8, 10, 11, 13, 
and 15). The stack pointer is decremented on the 
positive-going clock following a pop, effectively 
removing the return address from the top of the stack. 
Stack pointer linkage is such that any combination of 
pushes, pops, or stack references may be performed. 
For control instruction 0 (JUMP ZERO or RESET), the 
stack pointer is reset. For each push operation, the 
microsubroutine nesting depth is increased by one; for 
each pop operation, the depth decreases by one. The 
maximum ne sting depth is five. Once the stack 
becomes full, FULL goes low and the stack pointer can 
no longer be incremented. Further pushes will write over 
the preceding address at the top of the stack. A pop 
from an empty stack (stack pointer at zero) will place a 
meaningless address on the Y outputs, and the stack 
pointer will remain at zero. A stack pointer at zero 
remains unchanged by any number of additional pops. 

The register/counter operates as a twelve-bit down- 
counter during microinstructions 8, 9, and 15, with 
register contents zero as a branch condition. This 
branch condition provides efficient repetition of micro- 
instructions. The internal arrangement of the register/ 
counter is such that if a number N is loaded into it and 
the register is used as a loop termination counter, the 
sequence will be executed N -(- 1 times. A three-way 
branch condition is available (control instruction 15) 
under control of bo th t he register/counter and the 
condition code input (CC). 

The Y output lines are TRI-STATE? allowing the Y 
outputs to be disabled. When disabled (via the 
address lines can be externally driven, allowing auto- 
matic checkout of the microcomputer system. 



Figure 3a. Single-Level Pipeline Based Architecture 

A one-level pipeline provides for better speed than most other architectures. The IDM2910A array and the microprogram memory are 
in parallel speed paths, rather than in series. This architecture is recommended for IDM2910A designs. 
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Figure 3b. Typical Timing Waveform for Singie-Level Pipeiine Based Architecture 


MAP 



Figure 4. Instruction Based Architecture 

The microinstruction being executed is in the register at the microprogram memory output. The iDM2910A and the microprogram 
memory are in series. Any conditionai branches are executed on the same cycie as the ALU operation generating the condition. 



Figure 5. Address Based Architecture 

The address of the microinstruction being executed is in the register at the IDM2910A output. The IDM2910A and the microprogram 
memory are in the critical path. This architecture operates at approximateiy the same speed as the instruction based architecture, 
but requires fewer register bits because oniy the address (typically 10 to 12 bits) is stored instead of the instruction (typicaily 40 to 
60 bits). 
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Figure 6. Data Based Architecture 

The status register provides for conditional branch control based upon the results of the previous ALU cycie. The IDM2910A and the 
microprogram memory are in the critical path. 



Figure 7. Two-Level Pipeline Architecture 

The two-level pipeline provides the maximum possible speed, but is more difficult to program because the selection of a 
microinstruction occurs two microinstructions ahead of its execution. 


I DM291 OA Operation 

The results of each instruction in determining the Y 
outputs, a nd the controlling of the three enable signals 
(PL, MAP, VECT) are given in Table 2. Also shown is the 
effect of the microinstructions on the register/counter 
and the stack after the next positive-going ciock. The 
muitiplexer determines which of the internal sources 
drive the Y output lines. Depending upon the condition 
of Cp, the address loaded into the microprogram 
address register will be identical to the Y outputs, or will 
be one greater. For each micro instru ctio n, onl y one of 
the three enable outputs (PL, MAP, or VECT) is low. 
These three enable signals may be used to control the 
TRI-STATE® outputs of three external sources of micro- 
program address to allow them to drive the direct input 
bus (D|) without additionai logic. The externai sources 
are: 

1. A source of microprogram jumps (usually part of a 
pipeline register). 

2. A PROM which maps machine ianguage to a micro- 
instruction starting location (entry point). 


3. An optional third source of microinstructions (often a 
vector from a DMA or interrupt source). 

The function performed by three of the controi instruc- 
tions depends upon the contents of the register/ 
counter. The counter is decremented if it contains a 
non-zero vaiue. If the value in the counter is zero, it is 
held and a different microprogram next-address is 
selected. These types of instructions are useful for 
executing a microinstruction loop a known number of 
times. The three-way branch control instruction 
(num ber 15) is affected by both the externai condition 
code CC and the contents of the register/counter. 

The foliowing paragraphs, describe each of the 
IDM2910A control Instructions. Included with each of 
the descriptions is an execution flowchart showing 
typical microprogram flow. 

Each of the examples is intended to show a typical 
microprogram flow as various microprogram control 
instructions are executed. The typical circuit of Figure 3 
is assumed. 

The microprogram addresses in the illustrations were 
chosen arbitrarily and have no significance other than 
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to illustrate microprogram flow, the only exception 
being control instruction 0, JZ (JUMP ZERO or RESET), 
which always selects the next address to be zero. 

Execution flowcharts should be interpreted as follows: 

Each dot relates to one microcycle. While this micro- 
cycle is going on the IDM2910A control Instruction will 
be supplied by the microprogram memory word 
presently In the pipeline register. 

A dot surrounded by a circle refers to the control 
instruction under discussion. Dashed lines refer to 
conditional actions. Solid lines refer to unconditional 
actions or to the outcome of =Test Failed= in condi- 
tional control instructions. 

Dashed arrows refer to conditional branches (address 
changes other than sequential flow), which will be 
selected if the test is passed (CC = LOW). Solid arrows 
refer to unconditional branches or to the outcome of 
=Test Failed= in conditional control instructions. 

Parentheses ( ) should be read “contents of," e.g., 
(D|) = contents of D(. 


Control Instruction 0 

JZ (Jump Zero or Reset) — This control instruction 
clears the stack pointer and specifies unconditionally 
that the next address is zero. This control instruction is 
useful for power-up sequences if the initialization 
routines start at microprogram memory location zero. 



Figure 8. JUMP ZERO (JZ) 


Control Instruction 1 


.STACK TOP 



(STACK T0P=53) 

Figure 9. COND JSB PL (CJS) 


Control Instruction 2 

JMAP (Jump-Map) — This is an unconditional jump 
control instruction. When JMAP is executed, the MAP 
output is enabled and the next microinstruction 
address is taken from the mapping PROMs. The JMAP 
control instruction is normally used towards the end of 
an instruction-fetch sequence for the microcomputer. 
At that time the next instruction to be executed should 
be valid, allowing it to be mapped into the correspond- 
ing entry point. 

For the example shown, the microinstructions at 
addresses 50 through 53 would be the fetch sequence, 
with 53 being the sequence completion. The JMAP 
control instruction would be contained in the pipeline 
register with the mapping PROM generating an address 
90. Address 90 would be selected by the IDM2910A as 
the next address to be presented to microprogram 
memory. 

500 

510 

52f 

90= (Di)^-(MAP) 

91 



CJS (Conditional Jump-to-Subroutine) — This control 
instruction executes a conditional jump to a subroutine 
located at the address found in the pipeline register. 
Referring to Figure 9, the unconditional microprogram 
flow is from address 50 through address 52. When the 
contents of address 52 are in the pipeline register, the 
next address control instruction is CJS. If the 
conditional test is passed, address 53 will be pushed 
onto the stack and the next instruction executed will be 
at address 90. The address pushed onto the stack 
provides a return link once the microsubroutine starting 
at address 90 is completed. For example, a Return-from 
Subroutine (CRTN, control instruction 10) was executed 
at address 93. If the conditional test fails, the Jump-to- 
Subroutine will not be executed and the contents at 
address 53 will be executed. In this manner, the CJS 
control instruction at address 52 will cause the 
microprogram word at either address 90 or address 53 
to be executed. 


Figure 10. JUMP MAP (JMAP) 


Control Instruction 3 

CJP (Conditional Jump Pipeline) — This control instruc- 
tion derives its branch address from the pipeline 
register branch address field (BRq through BRn). See 
the typical microcomputer system. Figure 11. A 
technique is thus provided for branching to various 
microprogram sequences dep ending upon Uie state of 
the condition code inputs (CCEN and CC). State- 
machines may be designed to execute tests on various 
inputs and to wait for the condition to go true. When the 
condition does go true, the system branches and 
performs a specific function. When the branch occurs, 
the particular input is usually reset until some point in 
the future. With CCEN high, this control instruction is 
the one to use for unconditional jumps. 
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The example illustrates a conditional jump via the 
address value defined by the microprogram \«ord 
located at address 52. When the contents of address 52 
are in the pipeline register, the next address passed 
through the IDM2910A will bfe either address 53 or 
address 30, depending upon the state of the condition 
code input. If the test passes, the address value in the 
pipeline register (address 30) will be selected by the 
IDM2910A. If the test fails, the next sequential address 
(address 53) contained in the micro address register 
(^AR) will be selected. 

SO# 

51 # 


52 (^ 

530 

540 



Figure 11. COND JUMP PL (CJP) 


As shown in Figure 13, a push operation is always 
performed and one of two microsubroutines is 
executed. For this example, either the microsubroutine 
at address 80 or the microsubroutine at location 90 will 
be executed. A Return-from-Subroutine (CRTN, control 
instruction 10) at the end of the microsubroutine will 
pop the return address (location 55) from the stack. In 
order for this microinstruction control sequence to 
operate correctly, the next address fields of both micro- 
instructions 53 and 54 must contain the proper address 
value. As an example, the next address field of micro- 
instruction 53 must contain address value 90 and micro- 
instruction 54 must contain address value 80. Micro- 
instruction 53 must be loaded into the register/counter 
while microinstruction 54 is in the pipeline register. If a 
JSRP is executed at address 54 and the condition code 
test fails, the contents of the register/counter will be 
passed through the IDM2910A as the address (address 
90) of the next microinstruction. If the condition code 
test passes, the address value in the pipeline register 
will be passed through the IDM2910A as the address 
(address 80) of the rfext microinstruction. Therefore, this 
control instruction (JSRP) has the capability of 
selecting one of two microsubroutines, based upon the 
results of a condition code test. 


Control Instruction 4 

PUSH (Unconditional Push/Conditional Load Counter) 

— This control instruction is primarily used to set up 
microprogram loops in the microprogram. As shown in 
Figure 12, when microcode word 52 is in the pipeline 
register, a push operation is performed on the stack and 
depending upon the condition code inputs, the register/ 
counter is loaded. A push operation causes the next 
sequential address (address 53) to be pushed onto the 
stack. If the condition code test fails, the register/ 
counter is not loaded. If the condition code test passes, 
the register/counter is loaded with the address value in 
the pipeline register branch address field. In this 
manner, a single control instruction can set up a micro- 
program loop to be executed a specific number of 
times. While setup is being performed the IDM2910A 
will unconditionally select the next sequential address 
contained in the micro address register to be presented 
to the memory. Control instruction 8 (RFCT) describes 
the use of the pushed value and the register/counter 
contents for looping. 



Control Instruction 5 

JSRP (Conditional Jump-to-Subroutine) — This control 
instruction is a conditional jump to a subroutine via 
either the contents of the register/counter or the pipe- 
line register. 



Figure 13. COND JSB R/PL (JSRP) 


Control Instruction 6 

CJV (Conditional Jump Vector) — This is a conditional 
jump control instruction. When CJV is executed, the 
VECT output is enabled and the next microinstr uction 
address is taken from an address generator. The VECT 
line must control the TRI-STATE® enable line of a 
register, a buffer, or a PROM, containing the next micro- 
program address. This instruction provides one 
technique for performing interrupt type branching at the 
microprogram level. Since CJV is a conditional control 
instruction, passing the condition code inputs will allow 
the vector source address to pass through the 
IDM2910A. If the condition code test fails the next 
sequential address will be taken from the address 
register. 
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As shown in Figure 14, if CJV is at location 52, and the 
condition code test passes, microprogram execution 
will jump to vector address 20 and continue. If the 
condition code test fails, microprogram execution will 
continue at address 53. 

500 

51 O 

53 0 

54 0 

Figure 14 


T 


2 0=(D|)-^ — (vECt) 
2 1 

. COND JUMP VECTOR (CJV) 


Control Instruction 7 

JRP (Conditional Jump) — This control instruction is a 
conditional jump to another routine via the contents of 
either the register/counter or the pipeline register. JRP 
is similar to JSRP (control instruction 5), except that no 
push onto the stack is performed for JRP. 

The example shown in Figure 15 shows JRP as a branch 
to one of two addresses, depending upon the results of 
the condition code test. Assume the pipeline register 
contains an address value of 70 when the contents of 
address 52 are being executed. As the contents of 
address 53 are clocked into the pipeline register, the 
address value of 70 is loaded into the register/counter. If 
the address value of 80 is available when the contents 
of address 53 are in the pipeline register, either address 
70 or address 80 will be passed through the 1DM2910A, 
depending upon the results of the condition code test. 

50O 

510 

520 

(r) = 70«' 

. "T 

Figure 15. COND JUMP R/PL (JRP) 


1 


80=(Di)« 

81 


-(pl) 


Control Instruction 8 

RFCT (Repeat Loop, Counter Not Equal to Zero) — This 
control instruction uses the decrementing ability of the 
register/counter to loop on one or more microinstruc- 
tions. A preceding instruction, such as PUSH, must 
have loaded a count value into the register/counter 
while pushing the next address onto the stack. RFCT 
tests the register/counter for a non-zero value. If the 
counter is non-zero, the register/counter is decremented 
by one and the address of the next instruction is taken 
from the top of the stack. This sequence will repeat until 
the register/counter equals zero (the exit condition has 


been met), causing the next sequential address to be 
selected (Yj=piAR). The stack is popped since looping 
back is not required anymore, 

As shown in Figure 16, a PUSH control instruction 
would most likely be at address 50. The PUSH will cause 
address 51 to be pushed onto the stack and will load the 
register/counter with the count value contained in the 
pipeline register branch address field. 

For this example, the loop test is made at the end of the 
loop routine (address 54), so the value loaded into the 
register/counter must be one less than the desired 
number of passes through the loop. Using the method in 
the example, a loop may be executed from 1 to 4096 
times. 

The ability to perform single-microinstruction loops is 
an efficient way to execute the same microinstruction a 
specified number of times. Examples are fixed rotates, 
byte swap, fixed point multiply, and fixed point divide. 



Figure 16. REPEAT LOOP, CNTR t 0 (RFCT) 


Control Instruction 9 

RPCT (Repeat Pipeline Register, Counter Not Equal to 
Zero) — This control instruction uses the decrementing 
ability of the register/counter to loop on one or more 
microinstructions. RPCT ' is simiiar to control 
instruction RFCT (control instruction 8) except the 
branch address is taken from the pipeline register 
whereas RFCT takes it from the file. As long as the 
register/counter is not zero, RPCT will decrement the 
value in the register/counter and branch to the address 
taken from the pipeline register through the Dj inputs. 
Once the register/counter equals zero, the next address 
will be selected (Yj = nAR). For some cases, this control 
instruction can be considered to be a one-word 
extension of the stack. By using RPCT, a microprogram 
loop using the register/counter can be executed, even 
though the stack may be completely full. A preceding 
control instruction must have loaded a count value into 
the register/counter. RPCT does not perform a pop 
operation because the stack is not being used. 

As shown in Figure 17, microinstruction 51 could be 
Load Counter and Continue (LDCT, control instruction 
12). RPCT is the control instruction at 52 and is shown 
as a single microinstruction loop. The address in the 
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pipeline register would be. 52. Although a single micro- 
instruction loop is shown, by changing the address in 
the pipeline register, multi-instruction loops may be 
performed for a fixed number of times. 



Control Instruction 10 

CRTN (Conditional Return-from-Subroutine) — This 
control instruction is used to return from a microsub- 
routine to the control instruction immediately following 
the microsubroutine call. CRTN is a conditional return, 
with the return occurring only if the condition code test 
passes. If the condition code test fails, the next 
sequential microinstruction will be executed. 

As shown in Figure 18, the use of CRTN is illustrated for 
both the conditional and the unconditional modes. A 
Jump-to-Subroutine control instruction is executed at 
address 52, pushing return address 53 onto the stack 
and transferring control to address 90. A CRTN is 
executed at address 93. If the condition code test 
passes, the microprogram returns to address 53 and the 
stack is popped. If the condition code test fails, 
execution continues through to address 97, where the 
microsubroutine is considered complete. CRTN must 
now be executed unconditionally. The mic roinstru ction 
at address 97 is programmed to force CCEN high, 
disabling the condition code test, with the forced pass 
causing an unconditional return. 

STACK TOP-^ 53 



Figure 18. COND RETURN (CRTN) 


Control Instruction 11 

CJPP (Conditional Jump Pipeline Register Address and 
Pop Stack — This control instruction provides another 
method of loop termination and stack maintenance. 
CJPP is a conditional jump, with the jump occurring 
only if the condition code test passes. A stack pop will 
also occur since this jump terminates the loop (whose 
branch address is located in the stack top). 


As shown in Figure 19, a return address is pushed onto 
the stack and is followed by a short loop. The micro- 
instructions at addresses 52, 53, and 54 are all CJPP 
control instructions. At address 52, if the condition 
code test passes, a branch to address 70 and a stack 
pop will occur. If the condition code test falls, the next 
sequential address (address 53) will be selected. The 
same conditions exist for the microinstructions at 
addresses 53 and 54, with 53 pointing to either address 
90 or address 54, and 54 pointing to either address 80 or 
address 55. Used in this sort of loop, the CJPP control 
instruction is very useful when several inputs require 
testing before proceeding to other instructions. This 
provides the powerful jump-table programming 
technique at the microprogram level. 



Control Instruction 12 

LDCT (Load Counter and Continue) — This control 
instruction enables the register/counter to be loaded 
with the value present on the direct input lines. The 
direct input lines are normally connected to the pipeline 
register branch address field. For the architecture 
discussed here, the microinstruction under execution 
will supply either a branch address or a count value to 
the register/counter. 

There are three methods for loading the register/counter: 

1. The conditional load using the PUSH control instruc- 
tion (number 4). 

2. The use of the RLD input In conjunction with any of 
the control instructions. 

3. The explicit load using LDCT. 

When using RLD in conjunction with any other control 
instruction, any counting or decrementing called for is 
overr idde n and a load into the register/counter occurs. 
The RLD input provides additional microinstruction 
power at the expense of one bit of microi nstru ction 
width. LDCT is the exact equivalent of using RLD with 
control microinstruction 14 (CONT). LDCT provides the 
ability to lo ad the register/counter for those systems in 
which RLD is not under microprogram control. 


r JNTER*«-lDil'*— IPLI 
Figure 20. LD CNTR & CONTINUE (LDCT) 
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Control Instruction 13 

LOOP (Test-End-ol-Loop) — This control instruction 
provides a way of conditionally exiting a loop from the 
bottom. Prior to entering the loop, a branch address 
must be pushed onto the stack. LOOP will continue to 
branch back to the address contained on the top of the 
stack as long as the condition code test fails. When the 
condition code test passes, the next sequential address 
is selected (Y| =>iAR) and the stack is popped. 

As shown in Figure 21, the branch address is pushed 
onto the stack and then the microprogram enters the 
loop. LOOP is located at address 56. if the condition 
code test fails, the branch address 52 will be taken from 
the stack and the program loops to address 52. If the 
condition code test passes, the loop will terminate and 
the microinstruction at the next sequential address 
(taken from the address register) will be executed. 
Address 52 is popped from the stack once the condition 
code test passes, thereby performing the required stack 
maintanance. 



Figure 21. TEST END LOOP (LOOP) 


Control Instruction 14 

CONT (Continue) — This control instruction increments 
the address register so the next sequential micro- 
instruction can be executed. CONT should be the 
default control instruction requested by the firmware 
when no other control instruction needs performing. 


A preceding control instruction, such as a PUSH, must 
have loaded a count value into the 'register/counter 
while pushing the loop branch address onto the stack. 
As long as the condition code test falls, and the 
register/counter is not zero, the branch will be to the 
address on the top of the stack and the register/counter 
will be decremented. If the register/counter reaches 
zero, the next branch address is taken from the pipeline 
register (via the direct input lines). If at any time during 
the execution of TWB the condition code passes, no 
branch will occur and the next sequential address will 
be selected (Y| =>.iAR). Once the loop is exited, for either 
reason, the stack is popped. 

The three-way branch can enhance system performance 
in a number of ways. Some examples are: 

1. Performing a memory search that is terminated 
either by finding the desired value or by reaching the 
search limit. 

2. Terminating a variable-field-length arithmetic opera- 
tion upon finding that the contents of the unproces- 
sed portion of the field are all zeros. 

3. Performing a key search in a disc controller that is 
processing variable-length records. 

4. Normalizing a floating-point number. 

An example of a memory search operation is shown in 
Figure 23. A PUSH is executed at address 63 to push the 
return address 64 onto the stack, and to load a count 
value into the register/counter. The count value must be 
one less than the number of memory locations to be 
searched prior to exiting the loop. Address 64 contains 
a microinstruction that fetches a value from the next 
memory area to be searched, and compares it with the 
search key. A test for the results of the search com- 
parison is at address 65. Address 65 also contains TWB 
for microprogram control. If matching does not occur, 
the condition code test fails and the microprogram 
loops back to address 64 to obtain the next search 
address. Once the register/counter equals zero, the 
microprogram will branch using the branch address 
(address 72) taken from the pipeline register. If a match 
is found during the search, the condition code test will 
pass during the TWB control instruction and the next 
sequential address will be taken from the address 
register. Regardless of which method of exiting the loop 
is used, the stack will be popped and the loop branch 
address removed from the top of the stack. 


50 o 

51 i > 

52 O 

53 O 

Figure 22. CONTINUE (CONT) 


Control Instruction 15 

TWB (Three-Way Branch) — This control instruction is 
the most complex of the 16 1DM2910A control instruc- 
tions. TWB is a conditional control instruction that can 
test either the condition code input or the register/ 
counter contents to determine the next branch address. 
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Figure 23. THREE-WAY BRANCH (TWB) 
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Ordering Information 


Package 

Package 

Temperature 

Order 

Type 

Number 

Range 

Number 

Molded DIP 

N40A 

0°C to +70°C 

IDM2910ANC 

Hermetic DIP 

D40C 

0°C to +70”C 

IDM2910AJC 

Hermetic DIP 

D40C 

-55°Cto+125°C 

1 DM291 OAJM 

Hermetic DIP 

D40C 

-55°Cto +125°C 

IDM2910AJM/883 
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1^ National 
4tiA Semiconductor 


2900 Family/ 
Bipolar Microprocessor 


IDM29803 16-Way Branch Controller 


General Description 


When used in conjunction with the IDM2909A address 
controller, the I DM29803 provides 16-way branch 
control. Four different inputs can be tested simul- 
taneously by the 16 instructions of the IDM29803; thus, 
the four OR inputs of the IDM2909A can be driven by 
the four outputs of the I DM29803 and a branch can be 
made to any one of the 16 addresses. 

If one test (T) input is being tested, the device will 
select one of two possible addresses; if two inputs are 
being tested, the device will select one of four possible 
addresses and, if three inputs are being tested, one of 
eight addresses will be selected. If all four inputs are 
tested, one of sixteen addresses is selected as the field 
used to drive the OR inputs of the IDM2909A. The 
"zero" instruction serves as a test inhibit function. 


Features and Benefits 

■ 16 separate instructions — 2-, 4-, 8-, or 16-way branch 
in one microprogram execution cycle 


Four discrete test inputs 


Four discrete outputs for driving the four OR inputs 
of the IDM2909A address controller 


Provides a maximum branching capability in a micro- 
program control unit using the IDM2909A 

Uses low-power Schottky technology 

Meets all requirements of MIL-STD-883 
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Absolute Maximum Ratings (Note 1) 


Operating Range 


Storage Temperature 
Temperature (Ambient) Under Bias 
Supply Voltage to Ground Potential 
DC Voltage Applied to Outputs for 
High Output State 
DC Input Voltage 
DC Output Current, into Outputs 
DC Input Current 


-65°Cto +125 C 
-55°Cto +125°C 
-0.5V to +7.0V 

-0.5 V to +Vcc ftiax 
-0.5V to +5.5V 
30 mA 
-30 mA to +5.0 mA 


Ambient 

P/N Temperature Vcc 

Com'l 

IDM29803DC,NC 0°Cto+70°C 4.75 V to 5.25V 

Mil ■ 

I DM29803 DM, DM/883 -55°C to +125°C 4.50V to 5.50V 


DC Electrical Characteristics (Note 2 ) 



Input Load Current. All Inputs 


Input Leakage Current. All Inputs 


Input Leakage Current, All Inputs 


Vql 1-°'''' Level Output Voltage 


Low Level Input Voltage 


V|H High Level Input Voltage 



Vcc = Max, Vp = 0.45V 


Vcc ■ Max, Vr = 2.7V 


Vcc " Max, Vrb = 5.5V 


Vcc ~ Min, Iql = 16 mA 


80 -250 


25 


1.0 


0.35 0.45 


-80 -250 


25 


1.0 


0.35 0.5 


'CEX 

Output Leakage Current 

Vcc = Max, VcEX "" 2.4V 



1 50 



50 

aa 


(Open-Collector Only) 

Vcc ' Max, VcEX “ 5.5V 



my 



100 

^A 

vc 

Input Clamp Voltage 

Vcc “ Min, l|M = -18 mA 


-0.8 

-1.2 


-0.8 

-1.2 

V 

C|N 

Input Capacitance 

Vcc = 5V, V|N = 2V, Ta = 25'C, 
1 MHz 


4.0 



4.0 


PF 

Co 

Output Capacitance 

Vcc = 5V, Vq = 2V, Ta = 25'C, 
1 MHz, Output "OFF" 


6.0 



B 

■ 

PF 

'cc 

Power Supply Current 

Vcc - Max, All Inputs Grounded, 
All Outputs Open 


80 

130 


80 

130 

mA 


TRI-STATE PARAMETERS 


'SC 

Output Short Circuit Current 

Vo - OV, Vcc ' Max, (Note 3) 

-30 

-60 

-100 

-30 

-60 

-100 

mA 

'HZ 

Output Leakage (TRI-STATE) 

Vcc - Max, Vq = 0.45 to 2.4V, 
Chip Disabled 



±50 

■ 

B 

±50 

pA 


'/QH Output Voltage High 


Iqh = -2 mA 


'oh “ “6.5 mA 


AC Electrical Characteristics (with 


standard load) 


PARAMETER 

CONDITIONS 

tAA 

Address Access Time 

(Figure 1) 

tEA 

Enable Access Time 

(Figure 2) 

lER 

Enable Recovery Time 

(Figure 2) 



Note 1: Absolute maximum ratings are those values beyond which the device may be permanently damaged. They do not mean that the device 
may be operated at these values. 

' Note 2: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vqc “ 6V and T/^ = 25° C. 

Note 3; During Isc measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 
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Switching Characteristics Over Operating Range 



Com'l 

Mil 


Symbol 

Description 

Test Conditions 

Min Max 

Min Max 

Units 

tPLH 

■ 

Cl= 15pF 
RL= 2 . 0 ki^ 

50 

60 

ns 

tpHL 

tPLH 

m 

50 

60 

ns 

tPHL 

tZH 


25 

30 

ns 

tZL 

tHZ 

Bi 

25 

30 

ns 

tLZ 


Definition of Functional Terms 


Iq. h. i2. 13 

To,Ti,T2, T3 
ORq, ORi, OR 2 , OR 3 
OEi,OE2 


The four instruction inputs to the device 
The four test inputs for the device 

The four outputs of the device that are connected to the four OR inputs of the IDM2909A 

Output Enable. When either OEJnput is High, the ORj outputs are in the high impedance 
state. When both the OE 1 and OE 2 inputs are Low, the OR outputs are enabled and the 
selected data will be present. 


Standard Test Load 


MEMORY 

OUTPUT. 

UNOER 

TEST 


; Rl=300 


1 

I 


Cl-30pF* 


*Cl includes piobe and jig capacitance 


Input waveforms are supplied by a pulse generator 
having the following characteristics: PRR = 1 MHz, 
ZoUT ~ 50 tr ^ 2.5 ns and tf < 2.5 ns (between 
1.0V and 2.0V). 

tAA 's measured with both enable inputs at a steady 
low level. 

t£A arid tER are measured from the 1.5V on inputs 
and outputs with all address inputs at a steady level 
and with the unused enable input at a steady low 
level. 


Switching Time Waveforms 


3V"" w 
ADDRESS > 

INPUT > 



ENABLE \ 

INPUT •] 

K’:':' ^ ^ 

^1.5V 







OUTPUT 

^ 



^1.5V OUTPUT 

\ 


i 


1 

-^tAA-» 


tEA-*- 

1 l^-tER-.J 


jF 


Figura 1 . Address Access Time 


Figure 2. Enable Access Time and Recovery Tima 
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I DM29803 






















Guaranteed Loading Rules Over Operating Range (In Unit Loads) 

A Low-Power Schottky TTL Unit Load is defined as 20 /i A measured at 
2.7 V High and -0.36 mA measured at 0.4 V Low. 


Pin 

Input/ 

Input 

Output 

Output 

Nos. 

Output 

Load 

High 

Low 

1 

l 2 

0.5 

- 

- 

2 

'1 

0.5 

- 

- 

3 

>0 

0.5 

- 

- 

4 

T3 

0.5 

- 

- 

5 

To 

0.5 

- 

- 

6 

Tl- 

0.5 

- 

- 

7 

T 2 

0.5 

- 

- 

8 

GND 

- 

- 

- 

9 

OR 3 

- 

100 

44 

10 

OR 2 

- 

100 

44 

11 

OR 1 

- 

100 

44 

12 

ORo 

- 

100 

44 

13 

OE 1 

0.5 


- 

14 

OE 2 

0.5 

- 


15 

I 3 

0.5 

- 

- 

16 

Vcc 

- 


- 


Applications Example 



Note; The least significant microprogram sequencer is an IDM2909A and the more significant sequencers are IDM291 1 A's. 


ATypical Computer Control Unit Using the IDM2909A, IDM2911A, IDM29803 and IDM29811. 












Function Table 


To I OR3 OR2 OR1 ORo 



Test T2 & T3 H H 


Test To, T2, & T3 I H H 



TestTi,T2, &T3 H H H 


Test Tq, Tt, T2, & T3I H H H H 


L 

H 

X 


L 

H 

X 

H 

H 

L 

X 


H 

L 

X H 

H 

H 


H 

H 

X H 


L 

L 

-1 

X 

L 

H 

L 

X 

L 

H 

H 

X 

H 

L 

L 

X 

H 

L 

H 

X 

H 

H 

L 

X 


■sn 

m 
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IDM29803 


Ordering Information 


Molded DIP 
Hermetic DIP 
Hermetic DIP 
Hermetic DIP 


Package 

Number 

N16A 

J16A (D16C) 
J16A (D16C) 
J16A (D16C) 


Temperature 

Range 

0 C to +7 0 C 
0 C to +70 C 
-55°Cto+125°C 
-55°C to +70°C 


Order 

Number 

IDM29803NC 

IDM29803JC 

1DM29803JM 

IDM29803JM/883 
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National 

Semiconductor 


2900 Family/ 
Bipolar Microprocessor 


IDM29811 Next-Address Controller 


General Description 

The I DM29811 next-address control unit is specifically 
designed for next address control of the I DM2911 A 
sequencer. The device can be used in high-performance 
computer control systems, structured state machine 
designs, or in other applications that utilize micropro- 
gramming techniques. 

A 4-bit instruction field (I3-I0) provides sixteen instruc- 
tions; also, a test input is available for conditional 
instructions. Among the conditional instructions that 
can be executed are: conditional jumps, conditional 
jump to subroutine, conditional return from subroutine, 
conditional repeat loops, conditional branch to starting 
address, and so on. 

A single I DM29811 can be used to control any number 
of IDM2911A sequencers. Using one IDM29811 and 


three IDM2911As, a sequencer capable of controlling 
4k of microprogram memory can be easily implemented. 


Features and Benefits 

■ 16 next-address instructions 

■ Test input for conditional instructions 

• Separate outputs to control the IDM2911A, an inde- 
pendent event counter, and a mapping PROM/branch 
address interface 

■ Uses low-power Schottky technology 

■ Meets all requirements of MIL-STD-883 
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IDM29811 









Absolute Maximum Ratings (Note d 

Storage Temperature -65°C to +150“C 

Temperature (Ambient) Under Bias -55°C to +125°C 

Supply Voltage to Ground Potential -0.5V to +6.3V 

DC Voltage Applied to Outputs for 

High Output State -0.5 V to +Vcc '^’3^ 

DC Input Voltage -0.5V to +5.5V 

DC Output Current, into Outputs 30 mA 

DC Input Current -30 mA to +5.0 mA 


Operating Range 

Ambient 

P/N Temperature Vcc 

Com'l 

IDM29811JC,NC 0°C to +70°C 4.75V to 5.25V 

Mil 

1 DM2981 1JIV|,JM/883 -55°C to +125°C 4.50V to 5.50V 


DC Eiectrical Characteristics (Note 2 ) 

PARAMETER 

CONDITIONS 

Com'l 

Mil 

UNITS 

MIN 

TYP 

MAX 

MIN 

TYP 

MAX 

■■ 

Input Load Current, All Inputs 

Vcc “ Max, V|N = 0.45V 


-BO 

-250 


-80 

-250 

pA 

l|H 

Input Leakage Current, All Inputs 

Vcc “ Max, V|(\| = 2.7V 



25 



25 

pA 

l| 

Input Leakage Current, All Inputs 

Vcc " Max, V(!^j = 5.5V 



1.0 



1.0 

mA 

Vql 

Low Level Output Voltage 

Vcc “ Min, Iql ” 1C mA 


0.35 

0.5 


0.35 

0.5 

V 

V|L 

Low Level Input Voltage 




0.80 



0.80 

V 

V|H 

High Level Input Voltage 


2.0 



2.0 



V 

VC 

Input Clamp Voltage 

Vcc ■ Min, l|(\| = -18 mA 


-0.8 

-1.2 


-0.8 

-1,2 

V 

C|N 

Input Capacitance 

Vcc = 5V, V|N = 2V, Ta = 25"C, 
1 MHz 

■ 

4.0 

■ 

■ 

4.0 


PF 

Co 

Output Capacitance 

Vcc = 5V, Vo = 2V. Ta = 25'-C, 
1 MHz, Output "OFF" 

■ 

6.0 

■ 

■ 

6.0 


PF 

'cc 

Power Supply Current 

Vcc ■ Max, All Inputs Grounded, 
All Outputs Open 

■ 

70 

no 


70 

no 

mA 

TRI-STATE PARAMETERS 

Isc 

Output Short Circuit Current 

Vq = OV, Vcc ■ Max. (Note 3) 

-20 

-45 

-70 

-20 

-45 

-70 

mA 

IHZ 

Output Leakage (TRI-STATE) 

Vcc ' Max, Vq = 0.45 to 2.4V, 
Chip Disabled 



±50 



H 

pA 

VOH 

Output Voltage High, 

IOH = -2mA 




Bl 



V 

•OH - “C-5 mA 

2.4 

mol 


rn 

Bi 


V 



Note 1: Absolute maximum ratings are those values beyond which the device may be permanently damaged. They do not nfifian that the device 
may be operated at these values. 

Note 2: These limits apply over the entire operating range unless stated otherwise. All typical values are for Vcc “ 3^*^ T'a = 25°C. 

Note 3; During Isc measurement, only one output at a time should be grounded. Permanent damage may otherwise result. 








































































































Com'l 

Mil 


Symbol 

Description 

Test Conditions 

Min. 

Max. 

Min. 

Max. 

Units 

tPLH 

Ij to Any Output 

Cl = 15pF 
RL= 2.0 kJ2 


30 


40 

ns 

tPHL 

tPLH 

Test to Any Output 


30 


40 

ns 

tPHL 

tZH 

OE to Any Output 


20 


30 

ns 

tZL 

tHZ 

OE to Any Output 


20 


30 

ns 

tLZ 


Switching Characteristics 
Over Operating Temperature 


Pinout Descriptions 


l3/l2/h/l0 

Test 


Counter Load 
Counter Enable 
Map Enable 

Pipeline Enable 

FE File Enable 
PUP 


Four instruction inputs 

Condition-code input. When test 
input is low, the device assumes test 
has failed; when input is high, the 
test is assumed to have passed. 

In either case, a branch is made to 
one of the conditional-code instruc- 
tions; refer to the tables which 
follow. 

An output used to drive the parallel 
load input of an up/down counter. 

An output used to drive the enable 
input of an up/down counter. 

An output that controls the three- 
state outputs of the mapping 
PROM or PLA used to provide the 
initial starting address for each 
machine instruction. 

An output used to control the 
three-state output of the pipeline 
register which contains the branch 
address of the computer control 
unit. 

An output used to drive the file 
enable input of the IDM291 1 A. 
When this output is low, a stack 
operation will take place. 

An output used to drive the push/ 
pop input of the 1DM291 1 A 
address controller. When the PUP 
output is high, a push will take 
place if the file is enabled. When 
the PUP output is low, a pop will 
take place if the file is enabled. 


Sq/Si 


These outputs are used to drive the 
Sq/S-) inputs of the IDM291 1 A 
address controller. These outputs 
control whether the direct input, 
the register, the microprogram 
counter, or the stack is selected as 
the source of the next address, for 
the microprogram memory. 
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Instruction Table 


Mnemonic 

I3 

'2 

•1 

lO 

Instruction 

JZ 

L 

L 

L 

L 

Jump to Address Zero 

CJS 

L 

L 

L 

H 

Conditional Jump-to-Subrou tine with Jump Address in Pipeline Register 

JMAP 

L 

L 

H 

L 

Jump to Address at Mapping PROM Output 

CJP 

L 

L 

H 

H 

Conditional Jump to Address in Pipeline Register 

PUSH 

L 

H 

L 

L 

Push Stack and Conditionally Load Counter 

JSRP 

L 

H 

L 

H 

Jump-to-Subroutine with Starting Address Conditionally Selected from 
IDM2911A Register or Pipeline Register 

CJV 

L 

H 

H 

L 

Conditional Jump to Vector Address 

JRP 

L 

H 

H 

H 

Jump to Address Conditionally Selected from IDM291 1 A R-Register or 
Pipeline Register 

RFCT 

H 

L 

L 

L 

Repeat Loop if Counter is Not Equal to Zero 

RPCT 

H 

L 

L 

H 

Repeat Pipeline Address if Counter is Not Equal to Zero 

CRTN 

H 

L 

H 

L 

Conditional Return-from-Subroutine 

CJPP 

H 

L 

H 

H 

Conditional Jump to Pipeline Address and Pop Stack 

LDCT 

H 

H 

L 

L 

Load Counter and Continue 

LOOP 

H 

H 

L 

H 

Test End of Loop 

CONT 

H 

H 

H 

L 

Continue to Next Address 

JP 

H 

H 

H 

H 

Jump to Pipeline Register Address 


Function Table 


Instruction 

Mnemonic I 3 I 2 li Iq 


Test Next ADDR 
input Source 



L L L H 


JMAP I L L H L 


L L H H 


PUSH L H L L 


L H L H 


L H H L 


L H H H 


RFCT H L L L 


RPCT H L L H 


CRTN H L H L 


CJPP H L H H 


LDCT H H L L 


LOOP H H L H 


CONT I H H H L 


H H H H 


L = Low DEC = Decrement 
H = High *LL = Special Case 
X = Don't Care 




COND JUMP R/PL 


REPEAT LOOP, CNTR =??= 0 


REPEAT PL, CNTR¥=0 


COND RTN 


COND JUMP PL & POP 


LOAD CNTR & CONTINUE 


TEST END LOOP 


CONTINUE 


JUMP PL 


File 

Counter 

HOLD 

LL* 

HOLD 

PUSH 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

PUSH 

PUSH 

HOLD 

LOAD 

PUSH 

PUSH 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

POP 

DEC 

HOLD 

HOLD 

hold 

DEC 

HOLD, 

HOLD 

POP 

HOLD 

HOLD 

HOLD 

POP 

HOLD 

HOLD 

HOLD 

LOAD 

HOLD 

POP 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 

HOLD 
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Pin No. 

Mnemonic 

Function 

JZ 

JUMP ZERO 

CJS 

CONDJSBPL 

JMAP 

JUMP MAP 

CJP 

COND JUMPPL 

PUSH 

PUSH/COND LOCNTR 

JSRP 

COND JSB R/PL 

CJV 

COND JUMP VECTOR 

JRP 

COND JUMP R/PL 

RFCT 

REPEAT LOOP, CTR # 0 

RPCT 

REPEAT PL, CTRsto 

CRTN 

COND RTN 

CJPP 

COND JUMP PL & POP 

LDCT 

LD CNTR & CONTINUE 

LOOP 

TEST END LOOP 

CONT 

CONTINUE 

JP 

■jump PL 


Inputs 



L = Low, H = High 

Guaranteed Loading Characteristics Over Operating Range (in unit loads) 
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DM10900 



National 

Semiconductor 


DM10900 8-Bit Parity ALU Siice 


2900 Famiiy/ 
Bipoiar Microprocessor 

PRELIMINARY 


General Description 

The DM10900 8-Bit Microprocessor siice is a cascad- 
able device designed for use in high performance cen- 
trai processing units, microprogrammabie controiiers, 
and other appiications where hardware/software fiex- 
ibility, ease of expansion, and ECL 10k compatibiiity are 
system requirements. The buiiding block architecture 
and microinstruction format of the DM10900 permits 
efficient emulation of most digital systems. 

As shown in the block diagram below, the DM10900 
consists of a parallel 8-blt adder accessed by two latch- 
ed input ports. In addition, various logic operations can 
also be performed on the input data. Shifting circuits 
and parity detect circuits implemented with ECL, oxide- 
isolated technology, allow the device to function as a 
very powerful, high performance ALU. 


Features 

■ Manufactured from high performance, oxide- 
isolated ECL macrocell array. 

■ Performs all necessary logic and arithmetic 
operations. 

■ Dual port architecture— two 8-bit, latched input 
ports; one 8-bit, latched output port. 

■ Internal look-ahead carry with propagate/generate 
outputs. 

■ Internal parity detect circuit with parity error 
output. 

■ Expandable in 4- or 8-bit increments to form larger 
word sizes. 


Block Diagram 


DM10900 


CD60 

CD61 

CD62 


Cin 

CquI 

PG 

GG 


TErr 

HSC 


OPA 

OPB 


MSB-LSB MSB-LSB 



23-62 










23-63 


Test Temperature 


Symbol 

o°c 

-1-25°C 

+70°C 

V|H max 

-0.840 

-0.810 

-0.730 

V|HA min 

-1.145 

-1.105 

-1.050 

V|L min 

-1.95 

-1.95 

-1.95 

Vila max 

-1.490 

-1.475 

-1.450 

Vee 

-5.2 

-5.2 

-5.2 


(A) Indicates the most positive vaiue. 


Recommended Operating Conditions 

Vee Supply Voltage -4.68VDcto-5.72VDc 

(Vcc = 0V) 

Ta Operating Temperature 0to+70°C 

(Functional) 

Output Drive 50Qto-2.0VDc 

Tj Junction Temperature 130°CMax. 


Electrical Characteristics 

Each ECL 10,000 series circuit has been designed to meet the DC specifications shown in the test table, after thermal 
equilibrium has been established. The circuit is in a test socket or mounted on a printed circuit board and transverse air 
flow greater than 1000 linear fpm is maintained. Outputs are terminated through a 50Q resistor to -2.0 V. Test procedures 
are shown for only one input, or for one set of input conditions. Other inputs are tested in the same manner. 




Pin 

DM10900 Test Limits 






(Vcco) 

(Vcc) 

Symbol 

Parameters 

Under 

Test 

0°C 

+25°C 

+70°C 


voiiage Mppiiea lo Kins Lisiea beiow: 



Min. 

Max. 

Min. 

Typ. 

Max. 

Min. 

Max. 

Unit 

V|H max 

V|L min 

V|HA min 


< 

m 

m 

Gnd 

'EE 

Power Supply Drain 
Current 

9, 43 

514 

855 

514 

685 


514 

855 


- 

- 

- 

- 



'iNH 

l|NL 

Input Current 
CD61,)a, YL, ZL, 
C|fy|, OPA 
All Others 

55 

50 

50 

0.5 

600 

250 

■ 

1 


0.5 

600 

250 


50 

50 

- 

- 

9, 43 

3, 15, 20 

< 

0 

1 

Logic High 
Output Voltage 

■ 

-1.000 

-0.840 

-0.960 

— - 

-0.810 

-0.905 

-0.730 

VdC 

50, 55, 24 

31, 56, 54 



26, 60, 68 

VqL 

Logic Low 
Output Voltage 

■ 

-1.95 


-1.95 

— 

-1.650 

-1.95 

-1.625 

VdC 

55, 24 

50, 31, 
56, 54 

— 

— 



VqHA 

Logic High 
Threshold Voltage 

■ 

-1.02 

— 

-0.980 

■ 

— 

-0.925 

— 

VqC 

55, 24 

31,56, 54 

50 

— 



VqLA 

Logic Low 
Threshold Voltage 

■ 

j 

-1.645 

— 

■ 


1 


Vdc 


31, 54, 56 

— 

50 




lO 

G) 


ooeof^i/ua 








































DM10900 


DM10900 


TD HSC X|N OPB SL6 COMP CD61 SL4 _ 
Z3 , VccOi OPA , X8 , VCC ■ SL7 , CD60 , CD62 , Yl 


Pin 

Description 


XO 

XI 

X2 

X3 

X4 

X5 

X6 

X7 

X8 


XL 

XP 

X|N 

YO 

Y1 

Y2 

Y3 

Y4 

Y5 

Y6 

Y7 


YL 

YP 


C|N 


CoUT 


PG 


GG 


Cn3 


Cn7 

SRO 

SR1 

SR2 

SR3 

SL4 

SL5 



Pin Number 




,18 19 20 21 22 23 24 25 26 27 28 29 30 31 32 33 34 | 

t i I I ♦ 1 M I f ♦ I M ♦ f ♦ 

PG ’VCCO^ CL ' ZL 'vcc ' SR2 ' SR3_[ XP ' YP 

Z4 Z7 NC Clii SRO SRI XL SL5 

FIGURE 1. Input/Output Diagram 

DM10900 Grid Array Package 
Drawing Not Available at This Time 

Table 1. Pin Assignments 


Description 


Input Bus — LSB Input 

Input Bus 

Input Bus 

Input Bus 

Input Bus 

Input Bus 

Input Bus 

Input Bus — MSB Input 

Shift Interconnect— MSB 

X Latch Control Bit 

X Input Parity Bit 

Shift Interconnect— LSB 

Input Bus — LSB Input 

Input Bus 

Input Bus 

Input Bus 

Input Bus 

Input Bus 

Input Bus 

Input Bus — MSB Input 

Y Latch Control Bit 

Y Input Parity Bit 
Carry Input 
Carry Output 

Group Propagate Output 
Group Generate Output 
Detect System Overflow 
Detect System Overflow 
Shift Right Input to Z4 
Shift Right Input to Z5 
Shift Right Input to Z6 
Shift Right Input to Z7 
Shift Left Input to ZO 
Shift Left Input to Z1 


Pin 

Description 

Pin Number 

Description 

SL6 


Shift Left Input to Z2 

SL7 


Shift Left Input to Z3 

ZO 

Z1 


Output Bus — LSB Output 
Output Bus 

Z2 

1 

Output Bus 

Z3 

68 

Output Bus 

Z4 

19 

Output Bus 

Z5 

5 

Output Bus 

Z6 

10 

Output Bus 

Z7 

21 

Output Bus — MSB Output 

ZD3 

14 

Zero Detect 

ZD7 

16 

Zero Detect 

ZP 

6 

Parity Detect Output 

ZL 

24 

Z Latch Control Bit 

ZErr 

11 

Bus Error Detect Output 

lErr 

12 

Test Error Input 

Comp 

57 

Control Input Complement 

CD60 

56 

Control Input 

CD61 

55 

Control Input 

CD62 

54 

Control Input 

HSC 

65 

Half Sum Check Output 

OPA 

64 

Control Input 

OPB 

61 

Control Input 

Vee 

9 

-5.2 Volt Supply 

Vee 

43 

-5.2 Volt Supply 

Vcc 

26 

Ground 

Vcc 

60 

Ground 

Vcco 

3 

Ground 

Vcco 

15 

Ground 

Vcco 

20 

Ground 

Vcco 

66 

Ground 

CL 

22 

Carry Latch Ehable 

NC 

23 

Not Used 

TD 

67 

Test Diode 
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Operation 

The basic data input ports to the DM10900 are the X bus 
and Y bus, each capable of accepting eight data bits. To 
expand the word size of a DM 10900 system, singie-bit data 
paths C|N, Gout. X|n. and X8 aiong with 4-bit paths SL and 
SR are provided, in addition, group propagate and group 
generate outputs can be used with external carry look- 
ahead logic in an expanded system for faster operation. 

The DM 10900 outpu tsdataon the Z bus a nd pr ovides zero 
detect signalsZDT for outputs Z 7-Z4 and ZD3 f or outputs 
Z3-Z0. In addition, carry signals CN3 and CN7 are gener- 
ated within the adder for determining overflow condi- 
tions. Parity circuitry continuousiy monitors data fiow 
within the ALU slice and provides two error signais. 

Each input and output port consists of eight data bits and 
one odd parity bit. The two input ports are iatched and 
routed to four iogic networks which generate a 1-bit shift 
right or ieft of X, a compiement of Y, a iogic OR of X and Y, 
and a logic AND of X and Y. The shift and complement 
circuits input to the adder network which provides the 
arithmetic sum and the iogic exclusive-OR. Two 1-of-4 
muitiplexers select the data path to the Z output bus. 

Pin Descriptions 

1. X Input Bus. These eight data input pins serve as data 
paths to an internai latch in the ALU. Data is passed 
through the iatch when Latch Control bit, XL, is brought 
low and latched when XL is brought high. X7 is the most 
significant bit (MSB) of the X input bus. 

2. Y Input Bus. These eight data input pins operate iden- 
ticaily to the X input bus described above. YL is the 
latch control signal for the Y input bus. 

3. Parity Inputs, XP and YP. To utilize the parity detect 
circuitry of the DM10900, parity for X input data and Y 
input data should be entered on the XP and YP inputs re- 
spectively. These bits are used in determining the Z par- 
ity output, ZP, and parity error signals, HSC and 

4. Shift Interconnects. Shift interconnect signais X|n, 
X8, SL and SR are provided to facilitate shift opera- 
tions in cascaded siice systems. 

For a single-bit shift left, Xhm is shifted into the XO 
position and for a single-bit shift right, X8 is shifted 
into the X7 position. SL and SR are used for 4-bit shifts. 
For a shift left, SL7-SL4 are shifted into Z3-Z0 respec- 
tively, while the results of the OR circuit, (X-i-Y) 3 - 
fX-i-Y)o are shifted intoZ7-Z4, respectively. For a shift 
right, SR3-SR0 are shifted into Z7-Z4, respectively, 
while the OR circuit outputs (X -^ Y)? - (X -i- Y )4 are 
shifted into Z3-Z0, respectively. 

5. Half Sum Check. HSC is a parity check of the X bus 
and Y bus along with an error check of the half sum 
adder network. HSC will detect a single-bit error or 
any combination of odd number of errors. Half sums 
are derived from the bit-by-bit Exclusive-OR of the two 
busses. The half sum bits, along with the input parity 
bits XP and YP, determine HSC as follows: 

HSC = HS7©GS6®HS5®HS4©HS3® 
HS2®HS1®HS0®XP®YP®Shift PAR 


6. Carry Signals. Syst em o verfl ow c an be detected by 
the carry signals CN3 and CN7. Overflow occurs 
when the maximum system word or byte value has 
been exceeded. Only the overflow from the most sig- 
nificant 8-bit slice is used in a typical system. 
Overflow is detected by the exclusive-OR of the 
carry out and carry in of the most significant bit in a 
system. In an 8-bit increment system (8, 16, 24, etc.) 
overf low can b e generated by the exclusive-OR of 
Cqut and CN7. In a 4-bit increment system (4, 12, 16, 
etc.) overflow can b e generated b y the Exclusive- 
NOR of Z4 and CN3 (OF = Z4®CN3). Z4 is effectively 
the carry out of the 8-bit slice operating in a 4-bit slice 
mode. 

Carry in, Cii^, is used to interconnect 8-bit slices in a 
system. In a rip ple c arry mode, C|n is connect ed to 
the carry out, Cqut, of the previous slice. Cqut 
occurs when the calculated value within the ALU 
exce eds t he maximum capacity, a binary count over 
255. Cqut 's generated by look-ahead carry logic in 
the 8-bit ALU. 

7. Output Z Bus. These eight data output pins connect 
the output data latch to the external system. Data 
passes through the latch to the Z bus when ZL is 
high. Z7 is the most significant output bit. 

8. Zero Detect. ZD7 and ZD3 indicate all lows on output 
latch Z7-Z4 and Z3-Z0, respectively. These outputs go 
low when their corresponding output bits are all low. 

9. Z Bus Error. indicates a single-bit error (or odd 
number of multiple errors) in data flowing through the 
multiplexers or output latch. The output parity bit, ZP, 
is compared with the parity of the Z bus output gener- 
atirig a logic high on Z^„ if an error exists. 

ZErr can be tested with the test error input, TErr, when 
an arithmetic operation is performed. When enabled, 
a logic high on TErr will result in an incorrect parity of 
the arithmetic operation output Sum. This will be de- 
tected by the Z bus error logic as shown in the block 
diagram. 

10. Parity Output. ZP is used to output the parity of the Z 
bus. It is generated independently of the Z bus, which 
adds another level of system error check. 

ZP is the Exclusive-OR of the selected function before 
multiplexing onto the Z bus. For example, if the ALU 
were performing an AND operation, ZP would be; 

ZP = XY7® XY6® XY5® . . . ® XYO 

11. Group Propagate/Generate. Group propagate, 
and group generate, GG, are used as inputs to exter- 
nal look-ahead carry logic for carry in signals that 
can be obtained with faster ripple techniques. The 
propagate output goes low when the maximum value 
occurs on the ALU outputs (255). Group generate oc- 
curs with a value of 256 or greater. These signals are 
useful only with arithmetic operations. 

12. Test Diode. A test diode, TD, is connected to Pin 67 
for use in measuring junction temperature. Pin 66 is 
the diode anode; Pin 67 the diode cathode. 
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Select Line Operation 

One-Bit Shift Select 

Control inputs CD60, CD61, and CD62 are used to give the 
ECL 8-bit slice a 1-bit shift left or a 1-bit shift right. A logic L 
on CD62 resuits in a 1-bit shift left whereas a logic H 
results in a 1-bit shift right operation. When CD60 is held at 
a logic L or CD61 is held at a logic H, no shift operation is 
performed. Table 2 illustrates the 1-bit shift operation. 


Operation 

CD60 CD61 

CD62 

No Shift 

L X 

X 

No Shift 

X H 

X 

1-Blt Shift Left 

H L 

L 

l-Bit Shift Right 

H L 

H 


Mux B Select 

Control inputs CD60, CD61, and CD62 are used to select 
the data path to the ALU output latch. When CD61 is held 
at a logic H, Mux B is enabled. CD60 and CD62 select ALU 
functions pass X, pass Y, shift left four bits or shift right 
four bits. (See Table 3.) 


Table 3 

Function 

ZP 

CD61 

CD60 

CD62 

Not Enabled 

See Table 4 

L 

X 

X 

Pass X 

XP 

H 

L 

L 

Pass Y 

YP 

H 

L 

H 

Shift Left 4 Bits 

SL4 PAR 

H 

H 

L 

Shift Right 4 Bits 

SR4 PAR 

H 

H 

H 


SL4 PAR = [SL4e SL5 SL6® SL7] ® 

[(XO + YO)© (XI -I- Y1)® (X2 + Y2)® (X3 + Y3)] 
SR4 PAR = [SRO® SRI ®SR2®SR3]® 

[(X4 -f- Y4)®(X5 -h Y5)®(X6 + Y6)®(X7 Y7)] 


Mux A Select 

Control inputs OPA, OPB, and CD61 are used to select the 
data path to the ALU output latch. When CD61 is held at a 
logic L, Mux A is enabled, OPA and OPB select ALU func- 
tions Sum, XOR,X-i-Y, orX • Y (see Figure 77). See Table 4. 


Function 

ZP 

CD61 

OPA 

OPB 

Not Enabled 

See Table 3 

H 

X 

X 

Sum 

Sum PAR 

L 

L 

L 

XOR 

XOR PAR 

L 

L 

H 

X» Y 

AND PAR 

L 

H 

L 

X-fY 

OR PAR 

L 

H 

H 


XOR PAR = (Shift PAR)¥[XP 0 YP] where 
Shift PAR = [X7ffiX|N)» CD^ + (X8®X0)« 

CD62] • CD60 • CD61 

AND PAR = [(X0 • Y0)®(X1 • Y1)®(X2 • Y2)® 

(X3 • Y3)]®[(X4 • Y4)®(X5 • Y5)® 

(X6*Y6)®(X7» Y7)] 

OR PAR = (AND PAR)®(XOR PAR) 

Sum PAR = C|fg®C1 ©C2©C3®C4®C5ffi 
C6®C7®TErr®(XOR PAR) 

where C|n is the carry-in for generating bit 2 \ for I = 1 to 7. 

Complement Y Select 

Control input Comp inhibits or enables the complement 
operation. When Comp is at a logic L, Y data is passed. 
When Comp is at a logic H, Y is complemented. 


Operation 

Comp 

Pass Y 

L 

Complement Y 

H 



1 . The ieast significant four bits of X or Y are shifted into the most significant four bits. The four ieast significant bits are replaced with SL7-SL4 inputs. 

2 . The most significant four bits of X or Y are shifted into the least significant four bits. The four most significant bits are replaced with SR3-SR0 inputs. 

-r Logic Inclusive-OR. • Logical AND. ® Logical Exclusive-OR. 


23-66 























Switching Waveforms 

Propagation Delays 


Switching Time Test Circuit 

Vcco = Vcc = + 2.0 Vdc 


1 


VCC0 = VcC=+20VDC 


-tpd- 




Setup and Hold 




tHOLD 







50Q termination to ground location in each scope 
channel input. 


Setup and Hold 


All input and output cables to the scope are equal 
lengths of 50Q coaxial cable. Wire length should be < 1/4 
inch from TPin to output pin and TPqut to output pin. 


Test Procedure: 

a. Establish setup time with long thoid- 

b. Keeping the leading edge of the input constant 
(tsetup). vary the trailing edge of the input to deter- 
mine tpold* 


Setup and Hold Times (Nanoseconds) 
0 to +70°C Ta (Tj not to exceed +115°C) 


Input 

Clock (Ref. Edge) 

Output 

Setup (Min.) 

Hold (Min.) 

X Bus, XP 

XL(L^H) 

All 

1.6 

-M 

Y Bus, YP 

YL(L-H) 

All 

1.6 

+1 

X Bus, Y Bus, Comp. 

ZL(H-L) 

Z Bus 

17.8 

0 

ZP 

19.2 

0 

CL(H-L) • 


14.5 

0 

XP, YP 

ZL(H-L) 

ZP 

11.7 

0 

C|N 

ZL(H-L) 

Z Bus 

12 

-1 

ZP 

14.3 

-1 

CL(HB->L) 

CN3, CN7 

8.6 

-1 

SL, SR 

ZL (H-L) 

Z Bus 

6.1 

-fO.5 

ZP 

12 

0 

X8, X|N 

ZL (H-L) 

Z Bus 

15.5 

-1 

ZP 

17.2 

-1 

CL (H-*L) 

CN7 

12.1 

-1 

OPA, OPB 

ZL (H-L) 

Z Bus, ZP 

10.6 

+0.5 

CD60, CD61, CD62 

ZL(H-L) 

Z Bus 

24.2 

+0.5 

ZP 

26.1 

0 

CL(H-L) 

CN3, CN7 

21.1 

-1 

XL, YL(H-*L Edge) 

ZL(H-L) , 

Z Bus 

18.9 

-0.5 

ZP 

20.4 

-1 

CL(H-^L) 

CN3, CiT7 

15.5 

-1 

lErr 

ZL (H-L) 

ZP 

7 

0 
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Propagation Delay (Nanoseconds) 


Input 

Path 

Output 

0 to 70°C Ta (Tj not to exceed 115°) 

Via 

Mode 

Typical 

Maximum 

XBus 

Adder 

XOR 

Z Bus 

7.9 

12.2 

YBus 

Adder 

Arith. 

Z Bus 

11.6 

17.8 

Comp 

Mux B 

Logical 

Z Bus 

6.8 

10.8 


Adder 

Arith. 

ZP 


19.2 




Gout 


11.5 




CN3, CN7 


14.4 





13.9 

20.7 





9.8 

15.1 





16.7 

25.7 




PG 

7.5 

11.5 




GG 

7.4 

11.3 

XP 



ZP 

7.6 


YP 



HSC 

6.8 





Zerr 

10.5 


C|N 

Adder 

Arith 

Z Bus 

7.8 

12 




ZP 

9.3 

14.3 




Gout 

2.8 

4.3 




CN3, CN7 

5.5 

8.5 




ZD7, ZD3 

10 

15.3 




Zerr 

12.3 

18.9 

SL 

MuxB 

Shift 4 Bits 

Z Bus 

4 

6.1 

SR 



ZP 

7.8 

12 




ZD7, ZD3 

6.3 

9.7 

X8 

Adder 

Shift 1 Bit 

Z Bus 

10.1 

15.5 




ZP 

11.2 

17.2 

X|N 



Gout 

6 

9.2 




CN3, CN7 

7.8 

12 




ZD7, ZD3 

12.3 

18.9 




PG 

6 

9.2 




GG 

5.8 

8.9 




HSC 

8.6 

13.2 




ZErr 

15.5 

23.8 

lErr 


Z Parity 

ZP 

4.5 

7 



Error Check 

ZErr 

7.5 

11.5 

XL 

Latch 

Latch X, Y 

Z Bus 


18.9 

YL 



ZP 


20.4 




Gout 

8.3 

12.7 




CN3, CN7 

10 

15.4 




ZD7, ZD3 

14.5 

22 




HSC 

10.5 

16.2 




ZErr 

17.4 

26.8 




PG 

8.2 

12.6 




GG 

8.1 

12.4' 

OPA 

Mux A 

Select 

Z Bus 

6.9 

10.6 

OPB 



ZP 

5.9 

9.1 





9.4 

14.4 




ZErr 

11.4 

17.5 

CD60 

Adder 

Shift 1 Bit 

Z Bus 

15.7 

24.2 

CD61 



ZP 

17 

26.1 

CD62 



Gout 

11.6 

17.9 




CN3, CN7 

13.7 

21 




ZD7, ZDS 

18 

27.7 




HSC 

14.4 

22.1 




ZErr 

21.3 

32.7 




PG 

12 

18.5 




GG 

11.9 

18.3 

ZL 

Latch 

Latch Z 


3.3 

5 





5.5 

8.7 





7 

11.6 


CN3, CN7 


2.8 4.3 


CL 


Latch 


Arith 



















































































CHECK ERROR DETECT 


TUL5014 


FIGURE 2. 24-Bit ALU Expansion Example 
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SYSTEM ARCHITECTURE OF THE IDM2901A 

The IDM2901 is designed for use in microprogrammed 
systems; figure 1 illustrates a typical configuration for 
such a system. All devices use a common clock while 
two registers provide control signals and data inputs to 
the CPU. One of the registers serves as a direct-data 
input to the device, whereas the other register provides 
a communications link between the 2901, the micro- 
program sequencer, and the microprogram storage device 
(RAM, ROM or PROM). The "memory store" device 
contains microinstruction sequences, typically 28 to 
60 bits wide. When selected, these microinstructions 
control the IDM2901 and other circuits in order to 
execute the chosen operation. Address lines of the 
"store" device are driven by the microprogram 
sequencer. The sequencer can store an address, incre- 


ment an address, jump to any address, and link subrou- 
tines. Control bits for the "next instruction" originate 
in the "microprogram store." This arrangement plus the 
fact that the control register is between the storage 
device and the 2901 means that the instruction can be 
accessed on one cycle and executed on the next cycle. 
In summary, as one instruction is executed, the next 
instruction is being read from microprogram memory. 
In such a configuration, system speed is improved 
because "access time" and "execution time" occur in 
parallel; without the "pipeline instruction register," 
these two operations would be implemented in serial 
order. Other speed-enhancement techniques are detailed 
later under "Speed Enhancement of Bipolar Bit-Slice 
Microprocessor Systems." 


ADDRESS 



, STATUS 
DUT 


TD OTHER DATA 

DEVICES OUT 


Figure 1. Microprogrammed System Using the IDM2901 


EXPANDING THE IDM2901 BIT-SLICE 
MICROPROCESSOR 

The IDM29Q1 is a 4-bit slice microprocessor; thus, any 
number of devices can be interconnected to produce, in 
4-bit increments. CPUs of 8, 12, 16, 24, 36, or more 
bits. Figure 2 shows how three devices can be connected 
to form a 12-bit CPU using ripple carry; figure 3 shows a 
16-bit CPU using carry look-ahead, and figure 4 shows 
the general carry look-ahead scheme for long words. 

With exception of the carry interconnections, all 
expansion schemes are the same. The Q3 and RAM3 pins 
provide bidirectional left/right functions for .the most 


significant bit. Except for the last device in the string, 
the Q3 and RAM3 lines connect, respectively, to the Qq 
and RAMq lines of the next device. These connections 
permit the "Q" register of each device to be shifted left 
or right as a contiguous n-bit register; also, it allows 
output data from the ALU to be shifted left or right as a 
contiguous n-bit word prior to storage in RAM. As 
shown in the single-slice configuration (see figure 5), the 
shift lines at the LSB and MSB could be connected to 
the TRI-STATE multiplexer; the multiplexer can then 
be controlled by microcode to select appropriate shift- 
input signals. 
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Figure 5. Typical Input/Output Shifting at End of Array 


All "F = 0" outputs are connected together through a 
pull-up resistor; this line is high only if the ALU contains 
all zeroes. Most systems use the "F = 0" line as a "0" flag 
input to the processor status word. The overflow and F3 
pins are meaningful only when twos complement signed 
arithmetic is used. The overflow (V) output is high when 
the result of an arithmetic operation is a number requir- 
ing more bits than are available, causing the sign bit to 
be erroneous. The F3 (MSB of, ALU output) is the sign 
of the result in twos complement notation and indicates 
the negative (N) bit, of the processor status word. The 
carry (C) bit of the status word is taken from the most 
significant processor (D12-D15, figure 3) in the string; 
carry interconnections between devices can use either 
ripple carry or carry look-ahead. For ripple carry, the 
carry-out (Cn-f4> of each device is connected to the 
carry-in (Cp) of the next most significant device; for 
example, Cn-i-4 of device D0-D3 connects to Cp of 
D4-D7, Cp+4 of D4-D7 connects to Cp of Ds-Dii, 
and so on for all interconnected devices. 

As shown in figure 5, during shifting, TRI-STATE multi- 
plexers are used to select new input information for the 
"Q" register and RAM; the left/right shift data is trans- 
ferred between devices over bidirectional lines. Figure 5 
shows how two dual 4-input multiplexers can be con- 
nected to provide four shift modes; in this case, I7 (from 
the IDM2901A) is used to select the up-shift or down- 


shift multiplexer. In this example, the four shift modes 
are defined below; these are followed by a table that 
provides an operating summary, 


Zero On a down-shift, the MSB of RAM is set 

low (logic 0); if the Q register is also 
shifted, the MSB of this register is likewise 
set low. For an up-shift, the LSB of the 
affected register(s) is set low. 

One Same as preceding description for "zero," 

except the MSB or LSB is set high (logic 1) 
rather than low (logic 0). 


Rotate Single precision rotate — MSB of RAM 
shifts into LSB on a right shift; LSB shifts 
into MSB on a left shift. If shifted, the Q 
register bits are shifted in the same manner. 

Arithmetic Double-length arithmetic shift provided the 
Q register is also shifted. On an up-shift, 
a "zero" is loaded into the LSB of the Q 
register and the MSB of the Q register is 
loaded into the LSB of RAM. On a down- 
shift, the LSB of RAM is loaded into the 
MSB of the Q register and the MSB (Fp = 
sign bit) of the ALU output is loaded into 
the MSB of RAM. (The same bit will also 
appear in the next least significant RAM 
bit.) 


Code 

Source of New Data 

Shift 

Type 

17 

Si 

So 

Qo 

Qn 

RAMq 

RAMp 

H 

L 

L 

0 

Qn-1 

0 

Fn-1 

Up 

Zero 

H 

L 

H 

1 

Qn-1 

1 

Fn-1 

(Right) 

One 

H 

H 

L 


Qn-1 

Fn 

Fn-1 


Rotate 

H 

H 

H 

0 

Qn-1 

Qn 

Fn-1 


Arithmetic 

L 

L 

L 

Qi 

0 

Fl 

0 

Down 

Zero 

L 

L 

H 

Qi 

1 

Fl 

1 

(Left) 

One 

L 

H 

L 

Qi 

Qo 

Fl 

Fo 


Rotate 

L 

H 

H 

Qi 

FO 

Fl 

RAMp= RAMp.i = Fp 


Arithmetic 
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HARDWARE MULTIPLICATION 


In its simplest form, interconnection for an 8 -bit by 
8 -bit multiplication is shown in figure 6 . This configura- 
tion can be easily expanded to 12 bits, 16 bits, or more 
by simply making the proper connections at the LSB 
and MSB of each device in the chain. The scheme shown 
in figure 6 uses the "add-and-shift" technique; thus, one 
clock cycle is required for each bit of the hnultiplier. For 
each clock cycle, the LSB of the multiplier is examined; 
if the bit is high (logical 1 ), the multiplicand is added to 
the partial product to generate a new partial product. 
The "new" partial product (or multiplicand) is then 
shifted one position towards the LSB and the multiplier 
is shifted in the same manner. The "old" LSB of the 
multiplier is discarded and the cycle is repeated until 
each bit of the multiplicand is used to generate a partial 
product. After each bit-operation is completed, the 
"new" LSB of the multiplier is available at Qq- 


The multiplier is retained in the Q register of the 
IDM2901 and the multiplicand is held in one of the 
file registers (Ra); the partial product is developed in yet 
another file register (Rb). The A-address field inputs 
(figure 1 ) are used to address the multiplicand in Ra; 
the B-address field is used to address the partial product, 
which resides in Rb. On each cycle, the contents of Ra 
are conditionally added to the contents of Rb and, 
depending on the LSB of the Q register as read from the 
Qq output, both the Q-register and the ALU result are 
shifted one position left. The microinstruction lines for 
each cycle of the operation are as indicated. 

I 8 /I 7 /I 6 “ 4 (left-shift register file input and Q register) 
15 / 14 / 13=0 (add) 

l2/ll/'0 = 1 or 3 (select A/B or 0/B as ALU sources) 


(D 


(D 




TO l2 


LOW 

FOR- 

ADD 


Qo 


Q3 

RAMg 


RAM 3 


1 DM2301 


Cn 


Cn+4 



OVR 



F3 

Cp 


F = 0 




Qo 


03 

RAMu 


RAWI,. 


IOM2901 


Cn 


Cn+4 



OVR 



F3 

Cp 


F=0 




Figure 6. Using Two IDM2901s for 8-bit by 8-Bit Multiply 


The circled numbers in figure 6 refer to steps in the 

multiplication summary that follows. 

1. Input and output pins of the Q register and RAM are 
connected such that the Q register of each 2901 
device can be left or right shifted in unison. Likewise, 
an 8 -bit (or n-bit) ALU can be shifted as one integral 

. unit prior to storage in the register file. 

2. Source operands of the ALU are determined by the 
LSB output of the Q register; these opetands are: 
A/B (add multiplicand to partial product) or 0/B (add 
nothing to partial product). Microinstruction bit li 
can select between the operands (A/B or 0/B); bit li 
can be directly driven from the LSB-Complement of 
the multiplier. 

3. When the "new" partial product appears at the input 
of the register file, it is shifted left by the RAM 
shifter. The LSB of this "new" product is complete 
and is not affected by future operations; accordingly, 
it is output at RAMq, where it is then input to the 
MSB of the Q register. As each cycle is completed, 
the LSB of the product is input to the MSB of the 


Q register; thus, when the operation is completed, the 
Q register contains the least significant half of the 
resulting product. 

4. As the ALU output is down-shifted for each clock 
cycle, the sign bit of the new partial product is input 
to the. MSB of the RAM shifter. If overflow has not 
occurred, the F 3 flag will correctly designate the sign. 
If ah overflow has occurred, the overflow (OVR) 
output is set high and, in this case, the correct sign is 
the complement of F 3 , that is, F 3 . In summary, the 
correct sign bit to be shifted into the MSB of the 
partial product is F 3 (no overflow) or F 3 (with over- 
flow). On the last cycle, when the MSB of the multi- 
plier is examined, a conditional subtraction is per- 
formed — this is because the sign bit of the multi- 
plier carries negative rather than positive arithmetic 
weight; 

(Y = -Yj2' + Yj.i 2'-'' -I- ... -I- Yq20) 

The foregoing scheme will correctly produce a twos 
complement product for all multiplicands and multi- 
pliers in twos complement notation. Figure 7 shows 
the input states of the IDM2901s for each step of 
a signed, twos complement multiplication. 
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Initial Register States Final Register States 

R 


s, F-> 

D 

Description 

Repeat 

Pin States (Octal) 

Jump 

A 

B 

'876 


>210 

Qj 


Q3 

RAMo 

RAM3 

D 

If 

OVA 

Q 

Move Multiplier to Q 

- 

0 

X 

0 

D 

4 

B 

D 

X 

X 

X 



0 B 

B 

Clear R3 

- 

X 

3 

2 

D 

3 

□ 

□ 

X 

X 

X 



(0+B)/2 

(A+B)/2 

B 

Cond. Add & Shift 

n-1 

1 

3 

4 

0 

1 or 3 
h =QqLO 

0 

1 

- i 

RAMo 

- 

F3 V OVR 



(B-0)/2 

(B-A)/2 

B 

Cond. Subt. & Shift 

- 

1 

3 

4 

1 

I or3 

II = Q0LO 

B 

B 

RAMo 

- 

F3VOVR 



0 VQ 

B 

Move LSH Prod, to R2 

- 

X 

2 

2 

a 

2 

B 

B 

X 

X 

X 




X = Don't Care S = Source F = Function D = Destination 

Figure 7. Twos Complement Multiplication 


0 

Multiplier 

1 

Multiplicand 

2 

X 

3 

X 


R 


0 

Multiplier 

1 

Multiplicand 

B 

LSH Product 

E 

MSH Product 


BYTE SWAPPING 

Sometimes it is expedient or necessary to swap the two 
halves of a 16-bit word — interchange Dg-y with Dg-IB 
and vice versa. A fast method of implementing the swap 
is to rotate the word in RAM, shifting 2 bits at a time — 
only four shift cycles are required. The same file register 
is selected at both A and 8 ports; these two values are 
added together with carry-in connected to carry-out, 
producing a single position shift to the right. The ALU is 
then shifted to the right one more position prior to 
storage in RAM. For example, the byte swap of Rg 
would be implemented by repeating the following set of 
conditions four times: 

A = B = 0; I = 701; RAMg = RAM15; C||\j = Cqut 
INSTRUCTION FETCH CYCLE 

Generally, execution of a microinstruction begins with 
an instruction fetch cycle. The address of the instruction 
to be fetched (and executed) is held in the program 
counter (PC) and, as the first step, this address must be 
put in the memory address register. Next, the PC is 
incremented to point to the next instruction. The 
instruction obtained from memory is loaded into the 
program sequencer, which causes a jump to the micro- 
code that executes that particular instruction. The PC 
can be read out and incremented in one cycle by using 
destination code "2" and addressing the PC with both 
the A and B fields. The current value of PC will appear 
on the Y outputs and (PC+1) will be returned to the 
register. For example, if PC is in register 15: 

A = B = 15; I = 203; Carry-in = 1 

The PC contents will appear at the Y outputs via the A 
port of RAM. On the low-to-high transition of the clock 
pulse, the program counter will be incremented and the 
Y outputs will be loaded into . the memory address 
register. During the next clock cycle, memory is read 
and, on the succeeding low-to-high transition of the 


clock, the instruction is put into the instruction register 
of the program sequencer. Only two microcycles are 
•required to complete the instruction fetch. 

FILE EXPANSION 

In certain applications, the sixteen registers contained 
within the IDM2901 are insufficient; thus, the number 
of registers must be expanded. The expansion is easily 
implemented via the I DM29903 addressable D register 
file. As shown in the I DM29903 data sheet, the device 
consists of sixteen 4-bit words; each word can be read 
asynchronously or written into on the next clock 
transition. Figure 8 shows the IDM2901 and the 
IDM29903 connected together to provide a file that is 
32 words deep. As shown by the "file enable" logic 
and the "expansion interface" connections, it is easy 
to see how further expansion can be achieved. There 
are several possibilities which could be used for address 
decode of this 32-word file. The most versatile decod- 
ing system is simply to implement separate addresses 
for each file, that is, discrete A and B address fields 
for the I DM2901 and a separate address input for the 
IDM29903. As shown in the following sequence, ex- 
tending the number of file registers allows round-robin 
shifting of information from one device to the other; 
thus, interfile data management is easily accomplished. 

Assume the following file location: 

Rq through R-| 5 are in IDM2901 

R 16 through R31 are in I DM29903 

Then: 

1 . Ro-15 + Bo-15-^Bq-15 

2. RO-15 + Bo.15-^Bi6-31 

3. R16-3 I +BO-15^Bo-15 

4 - RI6-3I + Bo- 15-*- B16-3I 

5 - R16-31 + Ro- 15 "*- Q 
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In the configuration shown in figure 8, single-cycle shifts 
do not work, except that Rq- 15 can be right-shifted or 
left-shifted. Other shifts can be performed by making a 
transfer to the Q register, shifting, and then transferring 
back to the R 15.31 registers. 


If system requirements prohibit the use of separate 
address decodes, common address decoding (figure 9) 
can be used; in this case, two 5-bit address fields are 
obtained via the IDM29751 and a 2-to-1 multiplexer is 
used to control the A/B address fields of the 2901 . 



Figure 8. File Expansion Using Separate Address Fields for Each 16-Word File 



Figure 9. File Expansion Using Common Address Decoding 
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USING THE IDM2909A/11A IN A 
COMPUTER CONTROL UNIT 


Introduction 

In any digital computing system, the Micro Control Unit 
(MCU) is almost always the most complicated subsystem. 
The MCU controls and supervises all bus activity, synch- 
ronizes internal and external events, and grants or denies 
access to peripherals and other external systems. Because 
of these many and varied duties, the MCU is complicated 
in concept, design, and implementation. The IDM2909A/ 
11A Microprogram Sequencer provides an excellent tool 
for overall simplification of these parameters. 

Computer Architecture 

Typically, the architecture of most modern-day com- 
puters is as shown in figure 10. A common data bus is 
used; instructions, address operands, data, and other 
information is sent over this bus under the direction of 
a microprogram. The series of instructions within each 
microprogram selects the source of data and also the 
destination. Although only one data bus is shown in 
figure 10, a complicated system may contain several 
busses — each under control of the MCU. 


The address bus in figure 10 is used to select a memory 
word for some internal function, or to select an input/ 
output port for an external subsystem or peripheral. 
Data sources for the address bus can be the program 
counter, the memory address register, a direct memory 
address controller, an interface controller, or other; 
these functions are also under control of a microprogram 
command. 

The arithmetic/logic unit (ALU) is that part of the 
processor that does the computational work. With a 
complex ALU, a large number of arithmetic and logical 
functions can be performed. As a minimum, the ALU 
must perform the arithmetic functions "A+B,” "A-B," 
and "B-A"; usually, these functions can be performed 
in both fixed point and twos complement binary form. 
The minimum logical functions performed by the ALU 
are: "A OR B," "A AND B," and "A EXCLUSIVE-OR 
B." The arithmetic and logical functions are both imple- 
mented by the same circuit configurations — the 
difference being in gating. Besides the arithmetic and 



Figure 10. Generalized Computer Architecture 
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logic capabilities of the ALU, shift and rotate functions 
are also implemented as part of the basic instruction set. 
When an arithmetic or logical operation is performed by 
the ALU, a set of' condition codes result. These condi- 
tion codes include such variables as carry out, A= B, the 
sign bit, result equals zero, and so on. Along with other 
status information, these condition codes are stored in 
a register for later use by the programmer or micro 
control unit. 

Third-generation processors also provide for a general- 
purpose register set that is available to the programmer 
to be used to hold variables that are used often — passing 
arguments to subroutines, referencing memory indirectly, 
and so on. Depending on the architecture of the machine, 
the general-purpose registers may be selected directly 
from the operands in the instruction register, from an 
address in the microprogram store, or one of the two 
sources as determined by a bit in the microprogram 
store. 

The program counter and the memory address register 
are the two main sources of input to the address bus. 
The program counter contains the address of the next 
instruction or instruction operand that is to be fetched 
from main memory, and the memory address register 
contains instruction address operands that are necessary 
to fetch the data required for the execution of the 
current instruction. When exiting a subroutine, a subrou- 
tine address stack is provided to allow for easy handling 
of the return address linkage. The address stack is a 
last-in/first-out stack that is controlled by a jump-to- 
subroutine, PUSH, or a return-from-subroutine, POP, 
instruction from the MCU microprogram word. 

In micro- and mini-computer systems, main memory 
consists of RAMs, ROMs, or more generally a combina- 
tion of both. Typically, random access memories (RAMs) 
are slower than the micro control unit and the arithmetic 
logic unit. On the other hand, read only memories 
(ROMs) may be much faster than circuits within the 
MCU. Peripheral devices and multiprocessing systems 
present the same type of speed-interface problems; also, 
the MCU must contend with synchronizing events that 
occur asynchronously. 

Control Sequence 

The MCU contains an instruction register, micro-program 
storage, and usually a microprogram register. The initial- 
ization, fetch, and execute phases for a typical micro 
control unit are shown in figure 1 1 . Regardless of system 
size and complexity, an initialization sequence is 
required to put control and storage elements in a known 
state such that control functions can be implemented in 
an orderly manner. For example, registers, condition 
codes, flags, and carry /link flip-flops are preset to a logic 
1 or cleared to a logic 0. Likewise, it is sometimes neces- 
sary to initialize stack registers and/or main memory. 
The initialization process must be closely supervised to 
prevent alteration or damage to peripheral interfaces; 
furthermore, clock pulses must be withheld from the 
system until the initialization process is complete. 

Usually, the initialization phase (1, figure 11) is started 
in one of three ways; (1) application of system power, 
(2) a "master reset" that is programmed or implemented 
by the operator, and (3) a detected error that cannot be 
corrected by the program. In a power-up generated 
initialization sequence, care must be given to the circuits 


that detect the event and generate the timed reset signal; 
the operating sequence should not start until the entire 
power system is stable. Furthermore, since some equip- 
ment and components may be damaged if they require 
multiple voltages that are not applied in the proper 
order, the MCU is often used to sequence the enabling 
of power supplies. 

In state 2 of figure 11, an instruction is fetched from the 
specified memory location and loaded into the instruc- 
tion register. During state 3, the program counter is 
incremented and the previously fetch instruction is 
decoded. If another operand is required for the current 
instruction, state 3 is repeated and the various operands 
are loaded into the appropriate register. This process 
continues until the requirements of the instruction have 
been met. 

In state 4, the macroinstruction is executed. As in all 
of the other states, the instruction execution state may 
require one or more microinstruction cycles. After 
completing state 4, the MCU returns to the fetch phase 
and continues to fetch-and-execute the programmed 
microcode. 



INITIALIZATION 

SEQUENCE 



Figure 11. Initialization, Fetch, & Execute Phases ter a Typical 
Microcomputer 


Architecture of the Micro Control Unit 

Basic components of the MCU are functionally shown in 
figure 12. The instruction register receives the instruc- 
tion from main memory via the data bus; to minimize 
system overhead, the registers, main memory, and data 
bus are all of the same width. An instruction is broken 
down into two or more fields: the "Op Code" and one 
or more operands. The Op Code (Operation Code) is the 
instruction, whereas the operands are data used by the 
micro control unit in the execution of the instruction. 
For example, an operand might be the number of a 
selected register, a variable to be compared to the 
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accumulator, the address of an input/output port, and 
so on. Because the operand may be used as data, it must 
be presented to the data bus via an open-collector or 
TRI-STATE device; the Op Code and its subfields must 
also be distributed to the ALU and various other 
registers. 

Usually, a macroinstruction contains more than one 
microinstruction; also, different classes of macroinstruc- 
tions almost always require a different number of micro- 
program steps. In figure 12, some hardware can be 
eliminated by using the Op Code as the starting address 
of the microprogram ROM. This technique is not recom- 
mended simply because it is wasteful and inflexible; also, 
the entire system is affected by changes in the instruc- 
tion set or the microprogram. To avoid these problems, 
a mapping ROM can be used. 

To allow a greater range of starting addresses for the 
microprogram ROM, the output of the mapping ROM 
could be wider than the Op Code field that is used as the 
address input. Because ROM/PROM field widths are 
typically 4 bits or 8 bits wide, a reasonable choice for an 
8-bit Op Code is a mapping ROM that is 12 bits wide. 
The starting address, as specified by the mapping ROM, 
is loaded into the microprogrammer counter which 
points to the first microinstruction in the microprogram 
ROM. When the output of the microprogram ROM 
stabilizes, it is loaded into the microprogram register. 

The use of the microprogram register in this manner is 
called pipelining. The pipeline technique improves the 
overall machine speed by allowing the address of the 


microprogram ROM to be changed and its output to 
settle while the current microinstruction is being exe- 
cuted. The microprogram sequence controller in figure 
18 performs two basic functions; (1) synchronizes 
external events, and (2) uses the output of the test 
condition multiplexer to determine whether or not 
microprogram branches, jumps-to-subroutine, and 

returns-from-subroutine are to be made. 

External signals of the microprogram sequence controller 
can be grouped into five categories: supervisory, condi- 
tion codes, initialization, synchronization, and 

interrupts/clocks. The supervisory signals include "Run," 
"Halt," and "Pause." "Run" is a latched signal that 
enables the clock to the entire system. "Halt" disables 
the system clock and is only recognized during the 
instruction fetch microcycle; this is a latched signal. 
"Pause" is a level provided to the controller from an 
outside processor to temporarily suspend MCU control 
so that the external processor has uncontested access to 
resources of the computer. 

Condition codes are stored in the program status word 
register and presented to the test condition multiplexer, 
where any of the codes may be selected by one of the 
microprogram fields in the microprogram register. If the 
condition code is true (logical 1), the output of the test 
condition multiplexer will enable a branch instruction in 
the microprogram. The condition codes are loaded into 
the program status word register after every ALU opera- 
tion or interrupt request. 


INSTRUCTION RESISTER 
OPCODE 1 OPERAND 


MICROPROORAM REGISTER 


MICROPROGRAM 

SEQUENCE 

CONTROLLER 


.CLOCK 

-POWER UP RESET 
■ MASTER RESET 


Figure 12. Basic Components of Micro Control Unit 
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Initialization lines include "Power-Up Reset" and 
"Master Reset" — these signals have been previously 
described. Synchronization lines include "Operation 
Request" and "Operation Acknowledge" — OPREOand 
OPACK. These signals are used to synchronize external 
events whose speed is slower than that of the MCU. For 
example, when the MCU issues a memory reference 
instruction, an OPREQ signal is generated and, although 
the system clock continues to run, it is effectively dis- 
connected from the micro control unit. Once the 
addressed memory has accessed the data and performed 
the read or write operation, it generates the OPACK 
signal; thus, the system clock is enabled to the MCU. 
When the memory or input/output cycle times are 
known and can be controlled, the MCU clock period can 
be adjusted to preclude the requirement for synchroniz- 
ing signals. 

An interrupt may occur at any time; however, it is 
normally recognized only during an instruction fetch. 
When the interrupt is recognized, the priority encoded 
interrupt vector is put into the program status word 
register and the microprogram ROM is updated with 
the address of the interrupt service routine. When the 
interrupt has been serviced, a return to the resident pro- 
gram is made via the previous program counter value. 

MCU Instructions 

There are two types of instructions recognized within 
the MCU — machine language or macroinstructions, and 
random logic replacement or microinstructions. Macro- 
instructions reside in main memory, are fetched and 
loaded into the instruction register, and then are 
decoded into microinstructions which directly control 


Register-to-Register 


resources of the computer. Two different types of 
macroinstructions are shown in figure 13. The register- 
to-register instruction consists of an 8-bit Op Code and 
two 4-bit operand fields; the branch-on instruction also 
consists of an 8-bit Op Code but the eight least signifi- 
cant bits define an 8-bit displacement address. In the 
register-to-register instruction, the operand defines the 
source and destination registers (A and B), that is, the 
result of an arithmetic/logic function using registers A 
and B will be stored in register B. In the branch-on 
instruction, the condition of the branch is implicit in 
the Op Code; the sum of the current program counter 
address and the displacement address will be stored in 
the program counter if the selected condition is logically 
true. 

The word format for a typical microinstruction is shown 
in figure 13. The four least significant bits (Bq- 3) 
define the type of microinstruction (SEQUENCER 
FUNCTION) that is being executed. The second 4-bit 
field selects the "BRANCH CONDITION" (if the micro- 
instruction is a branch instruction); two 1-bit fields may 
enable the interrupt and pause functions if the micro- 
instruction is an instruction fetch command and disables 
the interrupts at all other times. The third microinstruc- 
tion field is composed of two 3-bit subfields which are 
used to define the source and the destination of data 
(DATA BUS CONTROL). Depending upon the micro- 
instruction function, the remaining 12-bit field is 
defined either as an arithmetic logic unit control field or 
as a microprogram branch address field (ALU & BRANCH 
ADDRESS BITS). There are various methods of mapping 
microinstruction control fields: however, for implemen- 
tation of these fields in the examples that follow, the 
"ALU and Branch Address" is used. 
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Figure 13. Macro- and Micro-Instruction Fields 
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Implementing an MCU Using an IDM2909A 

The IDM2909A address controller perrpits the designer 
to use the very latest in microprogramming techniques — 
microbranching, microsubroutines, and repetitive micro- 
instruction execution. Instead of using sequential 
circuits which must be parallel loaded and sequentially 
incremented with separate clock pulses, the IDIVI2909A 
uses a combinational incrementer whose output is trans- 
ferred to the microprogram counter on the rising edge of 
the clock pulse. As indicated in the data sheet (Part 1 
of this manual), the primary function of the IDM2909A 
is to present an address to the microprogram ROM such 
that a microinstruction may be fetched and executed. 
The address information is available from any of four 
sources — an Address Register, a Microprogram Counter 
Register, a Direct or Branch Input, and a Subroutine 
Stack. The address source (figure 14) is chosen by using 
the one-of-four address multiplexer select lines, Sq and 
Si. The selected address can then be modified by the 
OR input lines or forced to zero before it is presented 
at the Y address output lines through a TRI-STATE 
buffer. 

The OR input lines can be used in either of two ways. 
Selected OR inputs can be set to a logical 1; this will 
provide the logical OR of the selected address source 
and the OR input lines at the Y output — in this config- 
uration the address can be "masked." If a microprogram 
instruction of the SKIP or BRANCH classes is being 
executed and the microinstruction is aligned on an even 
address microprogram ROM word (the least significant 
address bit equals 0), then the least significant OR input 


may be controlled by an external test condition multi- 
plexer. If the result of the conditional test is logically 
false (logical 0), then the least significant bit can be 
modified to avoid the execution of the BRANCH or 
SKIP instruction. For such functions, all unused OR 
inputs must be tied to ground; similarly, if the 2, 3, 4, 
or n least significant bits of the selected address are 0, 
the associated OR input lines can be modified for an 
extended address range skip capability. 

It is often desirable to get to a predefined state, or 
address. For instance, if the machine has just been 
turned on and it is necessary to perform an initialization 
sequence or a realtime event occurs where the processor 
control is required but the ongoing process information 
may not be destroyed, such as an interrupt, the OR 
inputs may be used. All of the OR inputs must be con- 
nected to the output of a positive logic gate so that 
when the event occurs the output of the gate goes to a 
logical 1, as do the Y output address lines. The ZERO 
input provides a similar capability, but it must normally 
be held at a logical 1 and only "pulled down" to 0 when 
the event occurs — causing all of the address output 
lines to go to 0. 

For automatic testing of the memory and register system, 
the TRI-STATE output buffer that drives the Y lines 
can be used. That is, if the buffer output control (OE) 
is disabled, the Y lines are set to the high-irnpedance 
state which allows output lines of the automatic tester 
to be connected directly across the outputs. 


PusH/POP.Pur 
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Figure 14. Functional Architecture of IDM2909A 
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The address register (as well as other storage devices of 
the IDM2909A) is parallel loaded from the R inputs 
when the register enable line (RE) is low on a positive- 
going clock transition. When entering the starting 
address of a microprogram, this is the ideal register to 
use because its contents are not only presented to the 
Y outputs, but also to the incrementer. The incrementer 
is an adder provided with an off-chip carry-in signal (Cp) 
and an off-chip carry-out signal (CouT)i accordingly, 
several IDIVI2909A devices can be used in a cascade 
arrangement. The output from the incrementer is con- 
nected to a parallel load input on the microprogram 
counter register where it is loaded on the rising edge of 
the next clock pulse. If the microprogram counter is 
selected as the source address by subsequent microin- 
structions, it will be incremented by each succeeding 
clock pulse, thereby stepping through the microprogram. 

As previously indicated, it is sometimes necessary (and 
often desirable) to provide a branch instruction and a 
branch address in a microprogram instruction. In such 
cases, data lines from the branch address field in the 
microinstruction can be feedback-connected to the data- 
direct (D) inputs of the IDM2909A; the source address 


multiplexer can then select the branch input as the next 
microinstruction address. On the next clock pulse, the 
address is incremented and stored in the microprogram 
counter register. 

The push/pop, or last-in/first-out (UFO) stack, provides 
the microprogrammer with the same flexibility in sub- 
routine execution that machine language programmers 
have. A 4-by-4 file whose address is controlled by a 2-bit 
up/down counter allows 4-deep nesting of microsub- 
routines. A push/pop control signal (PUP) determines 
whether the function being performed is a jump-to- 
subroutine (PUSH) or a return-from-subroutine (POP). 
When the file enable control line (FE) is low, the push/ 
pop command is executed on the rising edge of the next 
clock pulse. After the subroutine is completed, a return 
to the address immediately following the jump-to- 
subroutine instruction is accomplished by selecting the 
stack as the source address and simultaneously executing 
a POP command. 

One method of implementing the hardware shown 
in figure 12 is a configuration such as that in figure 15. 
Two IDM29901 octal edge-triggered flip-flops with 



Figure 15. Using the IDM2909A to Implement a Computer Control Unit 
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TRI-STATE outputs (designated Ui through U 4 ) make 
up the 16-bit instruction register. The most significant 
(U 1 /U 2 ) registers contain the Op Code, whereas the 
least significant (U 3 /U 4 ) registers contain the operand 
field. The TRI-STATE outputs from the Op Code 
register are connected to the address input of the 
mapping ROM. If, as shown, the output enable (OE) is 
held low by pulling up an inverter, troubleshooting and 
automatic testing of the system can be simplified 
because the tester has control of the memory system. 
The buffered output for the operand field is fed back to 
the eight least significant bits of the data bus for other 
register-modification purposes. In some applications, the 
Operand field for ALU functions will be used as two 
4-bit subfields to specify a source register (Ra) and a 
source/destination register (Rb). In fact, this arrange- 
ment works extremely well if the I DM2901 A micro- 
processor is used. The active TSL outputs are used for 
Ra and Rb data. 

The two mapping ROMs are connected with common 
inputs but separate outputs. This memory configuration 
produces 256 words and a possible unique 16-bit address 
for each Op Code. There is considerable design flexibility 
and it is also easy to add additional instructions at a 
later time. The outputs of the mapping ROMs (or 
PROMs) connect to the register address inputs of the 
IDM2909A (or IDM2911A) microsequencers; in turn, 
the outputs of the sequencers specify address data for 
the microprogram ROMs. A recommended part type is 
shown for the region described as the microprogram 
storage. Since the 2909A or 2911 A sequencer solution 
contains 12 addressing output bits, the size of this 
storage can grow to 4096 words before the microcon- 
trol design must be modified. Almost any number of 
PROMs may be used for a system design since the 
application will dictate the number of words and the 
width of the word to be used in the microprogram. 

As shown in figure 15, the microprogram register is split 
— one ROM (or PROM) providing special-function 
control, bus control, and ALU control, while the left 


side provides next state control and the possible next 
state jump address or ALU control. In this configuration, 
the starting address from the mapping ROM is loaded 
into the internal register of the sequencer at some time 
before it is needed. Alternately, the direct inputs of the 
sequencer can be used; this method permits a single- 
cycle branch to the starting address. 

The control bit fields for the ALU supervise all external 
gating and bit manipulation, whereas the other control 
fields provide source/destination bus control. Whenever 
the processor is running, the TRI-STATE output enable 
lines are held low, enabling the output. 

If a "Pause" is implemented (a DMA function as an 
example), the outputs are disabled so that an external or 
peripheral processor can gain access to the control line. 

Depending upon the application, the sync and enable 
logic can be relatively simple or it can be very complex. 
On the one hand, these circuits must satisfy the control 
requirements of the IDM2909A sequencer and the 
IDM2901, and on the other hand, they must provide 
the proper interface with externally-generated control 
signals. For the most part, internal control (within the 
MCU) is handled by decoding of the functions shown in 
figure 16. 

The ability to execute the same microinstruction a 
number of times was mentioned earlier; technically, 
the value of this capability lies outside the micro control 
unit. For example, consider the macroinstruction format 
foraregister-to-register instruction as shown in figure 19. 
If the Op Code is a Shift or Rotate instruction, it is 
desirable for the programmer to move the data word' 
over a range of 1 to 16 bit positions with a single instruc- 
tion rather than multiple execution of the same instruc- 
tion. If the two operand subfields (Ra and Rb) are 
defined as Ra equals the number of bit positions the 
data is to be moved and Rb as the affected register, it 
is easy to see how this function can be implemented. 
(Additional hardware requirements are shown in figure 
17.) 
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Figure 16. Function Table for IOM2909 (or IOM2911) Microprogram Sequencer 
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Figure 17. Example of Interactive Microinstruction Control 
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SPEED ENHANCEMENT OF BIPOLAR BIT-SLICE 
MICROPROCESSOR SYSTEMS 


Review of Critical Timing Paths 

In order to identify potential areas for speed improve- 
ment, it is helpful to review the critical tirfiing paths in 
a typical bipolar microprocessor. First, consider the 
simple system organization shown in figure 18. In this 
system, the address register is clocked at the beginning 
of the microcycle. When the microinstruction is valid 
at the ROM output, two basic paths must be considered. 
One path consists of accessing data from the registers, 
propagation through the ALU, and storing the result in 
a data register and a status register. The other path 
involves the test condition multiplexer and sequence 


controller. Typical timing for such a system is shown in 
figure 19. After the microinstruction is valid, the two 
paths are indicated by arrows. In a typical system design, 
the minimum microcycle period is limited by the delay 
path through the registers and ALU — shown as "ALU 
Results May Be Clocked" in figure 19. 


If the path delays are such that the sequencer output is 
valid before the path through the registers and ALU has 
stabilized, a modification to the system shown in figure 



Figure 18. Simplified Block of Microprogrammed Processor 



- MINIMUM MICROCYCLE PERIOD - 


Figure 19. Typical Timing Diagram for Microprogrammed System Shown in figure 18 
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18 can provide improved performance. Such a modified 
system with typical timing is shown in figure 20 — this is 
frequently called a pipelined organization. The name 
results from the fact that while one microinstruction is 
being executed, another microinstruction is simul- 
taneously being accessed. A register is added to the 
output of the ROM and the address register which was 
used to hold the output of the sequencer logic is not 


used. The clock causes the next microinstruction to 
appear at the output of the microprogram register. The 
sequencer output is allowed to access the rpicroprogram 
ROM to fetch the next microinstruction while the data 
is propagating through the registers and ALU. In this 
way, the access time of the ROM may be overlapped 
with the execution of the microinstruction by the 
registers and ALU. 




-MINIMUM MICROCmEPERIOD- 


Figurs 20. Pipelined Organization with Typical Timing 


Predicting Test Condition Results for 
Higher Performance 

In order for the pipelined organization of figure 20 to 
provide a performance advantage over the simple system 
shown in figure 18, the delay path through the sequencer 
and microprogram ROM must be faster than the path 
through the registers and ALU. In the timing diagram of 
figure 20, the sequencer output is valid early enough for 
the total access time of the ROM to be overlapped, that 
is, the ROM access time does not influence the required 
duration of the microcycle period. To satisfy this condi- 
tion, the sequencer logic must be relatively high speed, 
and most importantly, the test condition multiplexer 
inputs must be valid at an early point in the microcycle. 
The latter requirement is quite unfortunate, since it 
implies that test conditions based upon the result of 


ALU operations in the current microcycle may not be 
used. This forces the user to either provide more status 
register bits (the status register outputs contain the 
results of operations performed on earlier microcycles) 
and/or execute an additional microinstruction in order 
to perform an operation and test the result. Thus the 
consequences of not permitting test conditions based 
upon the result of the current ALU operation cost the 
user both additional hardware and execution time. 

An effective solution to this problem is to design' the 
system so that the sequencer logic is conditioned on the 
basis of a predicted value for the test condition multi- 
plexer output, and the ROM is accessed on this assump- 
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tion. After the ALU result is stable and has propagated 
through the test condition multiplexer, the predicted 
value of the multiplexer output is compared with the 
actual value of its output. If the predicted value was 
correct, the next microinstruction in sequence (i.e., the 
one which was being accessed) is executed. On the other 
hand, if the predicted value of the test condition multi- 
plexer is different from the actual value, the conditioning 
of the sequencer logic is modified correspondingly, and 
the time duration of the microcycle is extended in order 
to allow time for the modification to propagate through 
the sequence controller logic and access the ROM. 
Since the microprogrammer can frequently predict the 
results of test conditions with a frequency of success 
that is much better than 50%, a relatively small fraction 
of the microcycles must be extended. Two examples 
that illustrate where the programmer can, with a high 
degree of success, predict results of a test condition are: 

• Testing for a stack overflow condition. The stack 
pointer (contained in an internal register) is compared 
with a boundary value (contained in another register). 
It is of course extremely infrequent that the result of 
this test indicates an overflow condition in normal 
circumstances. 

• Test of a loop counter. In a microprogrammed multi- 
ply or divide algorithm, a loop counter must be tested 
on each pass through the loop. For a 16-bit machine, 
the test would typically be performed 16 times but 
the result could be accurately predicted 15/16 of 
the time. 

Variable Microcycle Period 

As was discussed earlier, the delay through the registers 
and ALU is typically the path which limits system per- 
formance. The magnitude of this delay can vary con- 
siderably depending upon which micro-operation 
is being performed. Table 1 lists a variety of operations 
together with the microcycle period requirements for a 
pipelined system which was designed to use the recently 
announced IDM290T. Note that the longest operation 
requires about 75% more execution time than the 
shortest operation (this percentage difference is even 
greater for, a system using the first generation version of 
the 2901). 

Table t. Microcycle Period Requirements for Various Operations 


Using a Pipelined System 

Operation Performed 

' Microcycle Time (ns) 

Logic operation; status regis- 
ter not modified: no test of 
result 

98 

Arithmetic operation; status 
register not modified; no 
test of result 

133 

Add and shift; status register 
not modified; no test of 
result 

172 

Multiply cycle; Qq used to 
determine 1 1 of 2901 

172 

Arithmetic operation; status 
register modified; no test of 
result 

169 

Arithmetic operation; status 
register not modified; result 
used as test condition (no 
extend caused by incorrect 
prediction) | 

165 


The most straightforward design approach is to simply 
calculate the worst case time period, and design the 
clock generator circuit to provide that time for all 
operations. It is evident that a speed improvement would 
be obtained if the clock generator could be programmed 
to modify the microcycle period in accordance with the 
requirements of the operation which is to be performed. 
If the operations which establish the worst case time 
period are performed relatively infrequently, then the 
system performance Improvement which can be achieved 
by programming the microcycle period is greater than 
might first be imagined. 

Examples of Performance with Various System 
Configurations 

In order to illustrate the performance which results from 
the various system organizations described above, it is 
helpful to present numerical values which were obtained 
from a design study. Five system organizations were 
considered. The systems were evaluated based upon the 
time required to execute a variety of instructions typical 
of those used by a minicomputer. These results are 
useful for gaining an insight into the performance which 
may be obtained for a particular type of system organ- 
ization. Obviously, the results of these studies are 
dependent upon component specifications — ROMs, 
registers, gates, and LSI devices. Thus, when choosing 
an organization for a new system design, the designer 
should perform a similar analysis using specifications of 
available components in order to make realistic decisions 
of cost versus performance. 

System 1: This system was equivalent to that shown in 
figure 18. it was a non-pipelined organization and test 
conditions were based upon results of operations per- 
formed on the previous microcycle. A fixed microcycle 
period of 225 nanoseconds was used; this period was 
necessitated by the multiply instruction. 

System 2 : This evaluation was based on a "pipelined" 
system organization similar to that shown in figure 20. 
Test conditions were based upon results of previous 
microcycles and a fixed microcycle time of 172 nano- 
seconds was used. The pipelined organization allows the 
microcycle period to be reduced by 48 nanoseconds less 
than the cycle time for System 1. 

System 3: This system was the same as System 2 except 
that test conditions based upon results of the current 
microcycle were used and the technique of predicting 
test condition results was utilized. The microcycle 
period was fixed at 172 nanoseconds. The time necessary 
for the result of the current operation to propagate 
through the test condition multiplexer and determine 
whether an extended cycle was needed did not require 
a longer period than the 172 nanoseconds established by 
the operation needed by the multiply instruction. An 
extended cycle adds 86 nanoseconds (one half micro- 
cycle) to the normal microcycle period. 

System 4: This system was the same as System 2 except 
that a variable microcycle period was used. Test condi- 
tions were based upon the results from the current 
microcycle; however, no prediction of test conditions 
with an extended cycle for incorrect prediction was 
performed. Instead, those microinstructions which 
required more time to allow for propagation of the 
result through the test condition multiplexer and 
sequence controller were simply programmed to be of 
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longer duration. Microcycle periods of either 103, 137, 
172, or 206 nanoseconds could be used depending upon 
the needs of each microinstruction. A conditional 
branch based upon the result of an arithmetic operation 
requires 235 nanoseconds with this system organization. 
This time exceeds the period of the longest available 
microcycle (206 nanoseconds). However, the condi- 
tional branch may be executed with adequate time 
margin by repeating the arithmetic operation on two 
successive microcycles; one of 130 nanoseconds 
followed by one of 137 nanoseconds — a total of 240 
nanoseconds. Although this approach of repeating the 
arithmetic operation may require more microcode loca- 
tions, it does offer even greater flexibility in tailoring 
the microcycle period to the needs of the operation 
being performed. 

System 5; This system combines the techniques used in 
Systems 3 and 4. Variable length microcycles (103, 137, 
172, or 206 nanoseconds) could be used. The technique 
of predicting test condition results was used and, when 
the cycle was extended due to an incorrect prediction, 
an additional 86 nanoseconds were added. 

Table 2 shows the instructions typically used in a mini- 
computer that is configured in one of the foregoing 
system organizations. The execution times specified in 
table 2 for each instruction type were derived by using 
the execution time of System 1 as a baseline reference. 
The relative execution speed for each of the five systems 
can best be appreciated by examining the data given in 
table 3. 

The instructions (described below) were chosen for a 

variety of reasons: 

1. LD, JMP, and ST (Load, Jump, and Store) were 
chosen because they are among the most frequently 
used instructions, and thus are ones for which execu- 
tion time optimization is quite important. Since 
these instructions do not involve test conditions 
based upon results of ALU operations, note that the 
technique of prediction does not improve the execu- 
tion time. 

2. JSR and BOC (Jump to Subroutine and Branch on 
Condition) are frequently used instructions. They 
were chosen in order to illustrate the advantages of 
prediction of test condition results. For JSR, it was 
assumed that the test condition result was always 
predicted correctly (i.e., no stack out of bounds 
occurs). For BOC, it was assumed that the test condi- 
tion result was predicted correctly 50% of the time. 
The two values given for BOC correspond to the cases 
where: (a) there is no branch and (b) the branch 
occurs. 

3. ADD and MOVE were chosen primarily because they 
are used by some as a figure-of-merit for machine 
performance. The figure shown for MOVE is the time 
needed for each pass through the loop which reads 
data from one location in memory and stores it in a 
second location. The advantage of the technique of 
prediction of current test conditions from previous 
microcycles does not show up in the figures shown by 
JSR and MOVE. This is because it was possible to 


Table 2. Instruction Execution Time (ns) with Various System Organizations 




Instruction Type 




System Organization 

LD, 
JMP, 
8c ST 

JSR 

BOC 

ADD 

Loop for 
MOVE 



System 1 — non-pipelined; 

test condition from previous pcycle 

920 

1610 

920 or 
1150 

920 

920N 



System 2 — pipelined; no prediction; 
test condition from previous #rcycle 

688 

1204 

688 or 
860 

688 

688N 



System 3 — pipelined with prediction; 
test condition from current Mcycle 

688 

1204 

559 or 
731 

688 

688N 



System 4 — pipelined; no prediction; 

variable length pcycle; 

test condition from current pcycle 

480 

960 

482 or 
619 

549 

617 



System 5 — pipelined with 
prediction and variable /icycle length 

480 

892 

412 or 
549 

549 

54 9N 



Not«: The reason JSR & Loop for MOVE don^t improve with System 3 is that a way was found to write a 
code without an extra cycle. 



Table 3. Relative Instruction Execution Rate with Various System Organizations 
(Execution speed as a speed improvement factor of System II 




Instruction Type 



System Organization 

ld, 

JMP, 

&ST 

JSR 

BOC 

ADD 

Loop for 
MOVE 



System 1 — non-pipelined; 

test condition from previous pcycle 

1.0 

1.0 

1.0 or 
1.0 

1.0 

1.0 



System 2 — pipelined; no prediction; 
test condition from previous pcycle 

1.34 

1.34 

1.34 or 
1.34 

1.34 

1.34 



System 3 — pipelined with prediction; 
test condition from current /ucycle 

1.34 

1.34 

1.64 or 
1.57 

1.34 

1.34 



System 4 — pipelined; no prediction; 

variable length pcycle; 

test condition from current pcycle 

1.91 

1.67 

1.91 or 
1.85 

1.67 

1.49 



System 5 — pipelined with 
prediction and variable pcycle length 

1.91 

1.80 

2.23 or 
2.09 

1.67 

1.67 
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write the microprogram with the same number of 
microinstructions for both systems. This was not the 
case with BOC, where an additional microinstruction 
was needed in order to conform to the requirement 
that test conditions be based upon results of the 
previous microcycle with System 1 and System 2. 

Conclusions 

Execution time calculations were made for a system 
where the macro-level instructions and data are stored in 
a (main) memory with very fast access time. Thus, it is 
assumed that it is not necessary to extend the clock 
cycle when reading from main memory. Although this is 
frequently not a valid assumption, it was necessary in 
order to simplify the presentation of results. If the 
memory access time is significant (say, greater than 200 
nanoseconds), the relative improvement which can be 
obtained with the system organizations described here 
is somewhat less impressive. This is because the main 
memory access time may be overlapped to a greater 
extent with the system organizations having longer 
microcycle times. The overlapping is particularly impor- 
tant for those instructions which make multiple memory 
references, that is, LD and ST instructions require two 
memory reads, whereas the JMP instruction requires 
only one memory read. Conclusions may be drawn 
based upon a study of the results presented in table 3. 
Observe that the technique of using a variable micro- 
cycle period provides an impressive improvement in 
performance. Of course, this is a direct result of the 
fairly wide range of time intervals required for the 
various micro-operations presented in table 1. When the 
micro-operations which are performed most frequently 
can use the short execution cycle, the performance 


gained from the variable microcycle period has the most 
impact on overall throughput of the machine. When 
designing a machine with variable microcycle periods, 
the clever designer will concentrate his efforts toward 
speed optimization for the most frequently performed 
micro-operations. It may be possible to save hardware 
costs by allowing the microcycle time required for the 
infrequently performed operations to be longer. Thus, 
the variable-length microcycle approach to design offers 
design freedom which can possibly reduce costs as well 
as improve performance. 

Timing Generator Design Example 

A timing generator which has been designed to meet 
the general objectives discussed in the preceding para- 
graphs is shown in figure 21. This circuit generates one 
of two clock intervals (oscillator period x 4 or x 6) under 
microprogram control. A variation of this basic idea but 
providing a choice of four clock periods (4, 5, 6, or 7 
times the basic oscillator period) is shown in figure 22. 
The circuit also provides for comparing the output of 
the test condition multiplexer with a predicted value 
(from the microprogram ROM). If the actual test multi- 
plexer output does not match the predicted value, the 
clock period is extended (by 3 oscillator periods) and an 
alternate set of inputs to the sequencer logic is provided. 

The key element of the circuit is a 74S195 shift register. 
Use of Schottky circuits allows operation at an oscillator 
frequency up to 33 MHz. This permits the generation of 
a microcycle period of 120 ns with programmable incre- 
ments of 30 ns (for the clock generator which provides 
four programmable clock intervals, this would allow 
clock periods of 120, 150, 180, and 210 nanoseconds). 



Figure 21. Two-Interval Programmable Timing Generator 
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Figure 22. Four-Interval Programmable Timing Generator 


The operation of the timing generator is best understood 
by reference to the state diagram shown in figure 23. 
Transitions from one state to another are made on each 
rising edge of OSC. The state of the shift register 
(QaQbQcQd) along with the state of CLK (the system 
clock) is specified in the state diagram. Assume that the 
clock (CLK) has just made a O-to-1 transition indicating 
the start of a new microcycle (1 1 10, CLK= 1 ). EXTEND 
is a logic 0. The new outputs of the microprogram 
register then become valid resulting in the new values 
for Cycle Select (CS). (CS is a 1-bit value for the 
2-interval circuit and a 2-bit value for the 4-interval 
circuit.) Cycle Select (CS) determines the state transition 
after CLK has been high for almost two OSC periods and 
thereby programs the duration of CLK. This is achieved 
by parallel loading the shift register with the desired 
value. State transitions then occur as determined by 
shifting the DM74S195. The clock input to the flip-flop 
which generates CLK is provided by the Qq output of 
the DM74S195. CLK goes low when the DM74S195 


reaches the 1010 state. On the next negative-going 
transition of Qq, after CLK has been low for almost 
two OSC periods, the SETCLK output of the 
DM74S158 2:1 multiplexer determines whether CLK is 
set (the case when TMUX, the output of the test condi- 
tion multiplexer is the same as PTMUX, the predicted 
value of TMUX) or CLK remains reset (corresponding to 
the case where TMUX is different from PTMUX). If 
CLK is set at this time, the sequence which was described 
above repeats in the same fashion. On the other hand, 
if TMUX was not predicted correctly, CLK will remain 
reset, and EXTEND will go to a logic 1. This causes the 
DM74S158 multiplexer to select the alternate set of 
inputs to the micro-sequencer logic (Sq, S-|, and FE) and 
causes SET CLK to go to a logic 1. After EXTEND has 
been active for three OSC periods (thus providing time 
to allow for propagation through the sequencer logic and 
microprogram ROM access), Qq will make another 
negative-going transition, and CLK will be set, which 
in turn causes EXTEND to return to its logic 0 condition. 
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Figure 23. State Diagram for Four-Interval Programmable Timing Generator 
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Bit-Slice Microprocessor 
Design Takes a Giant Step 
Fonward with “Schottky- 
Coupled-Logic” Circuits 


National Semiconductor 
Application Note 203 
July 1978 



A new four-bit slice “Schottky-coupled-logic” design 
combines the flexibility of the industry standard 2900 
microprocessor architecture with advanced LSI pro- 
cessing. It implements low-power . Schottky TTL 
circuitry on the same devices as a proprietary TRI- 
STATETM* emitter coupled logic design to achieve a 
30 to 50 percent improvement in speed with no 
increase in power dissipation. It also allows the use 
of advanced “pipeline prediction” techniques in 
microprogram control design to significantly reduce 
microcycle times. 

In most computer applications, cost, speed, power 
consumption and utility are the key factors. In some 
applications cost is the dominant consideration. In 
others it is speed or power consumption. 

In bipolar four-bit slice microprocessor-based sys- 
tems, this is particularly true. To date, however, 
designers have had to make a choice between the 
high speed of emitter coupled logic or the low power 
consumption and low cost of low power Schottky 
TTL four-bit designs such as the industry standard 
2900 series. 

But with current approaches it has not been very 
practical to have both. 

If the designer chose an ECL design, he paid a price 
for the high speed with higher power consumption 
and loss of board design flexibility. If one of the LS 
bipolar 2900 designs currently available was chosen, 
low power could be achieved, but only at the price of 
considerably reduced system throughput. 

Now, however, computer system designers can have 
both ECL-type speeds and LS bipolar power con- 
sumption. Using a new advanced “Schottky-coupled- 
logic” technique that combines low power Schottky 
circuitry on the same die as proprietary low power 
TRI-STATE ECL circuitry, the IDM2900 series of four- 
bit slice microprocessor components has been 
developed by National Semiconductor Corporation. 

With this patented “SCL" technique, devices have 
been fabricated which are 30 to 50 percent faster 
than comparable 2900 designs now available. At the 
same time power consumption is slightly less than 
that for present LS bipolar designs and one third of 
that required for ECL-based designs. 

The substantially increased system throughput 
made possible by this new series of SCL implemen- 
ted IDM2900 parts means a number of advanced 
computer designs can be considered which were not 
possible before. For example, advanced "pipeline 
prediction” techniques in microprogram control 
design can be used to significantly reduce micro- 
cycle times. 


An interesting byproduct of this approach is that this 
Is the first ECL-based four-bit slice family to meet the 
military requirements over the military temperature 
range. Indeed, the new series shows even less perfor- 
mance degradation over the military temperature 
range than some of the standard LS bipolar parts 
now available. 


A 60 Nanosecond Slice 

The process and circuit improvement that have been 
achieved are the most apparent in the IDM2901 , 
which boasts an average microcycle time of only 60 
to 70 nanoseconds, a 100% improvement over exist- 
ing LS bipolar designs. Power consumption, 
however, is about the same, only 800 milliwatts for 
the entire device. Also available is an even faster 
version — the IDM2901A-1 — with a microcycle time 
of only 50 to 60 ns, and no increase in power con- 
sumption. 

As with other implementations of the 2900 architec- 
ture, the IDM2901 is the key element in this high 
speed family of four-bit slice components. Designed 
as a high speed cascadable element intended for use 
in CPUs, peripheral controllers, programmable micro- 
processors and numerous other applications, the 
IDM2901 consists of a 16-word by 4-bit two-port 
random access memory, a high speed arithmetic 
logic unit and the associated shifting, decoding, and 
multiplexing circuitry. (See figure 1.) 

Indeed, except for that most important parameter — 
speed — the IDM2901 is plug compatible with any 
LS' bipolar implementation of the same architecture 
now on the market. But plug in replacement and raw 
speed improvements are just part of the story. As can 
be seen from tables 1 and 2, the IDM2901 , for 
example, has improved significantly almost every 
timing parameter possible. The read/modify/write 
cycle is 42 percent less, the maximum clock 
frequency 68 percent greater. Execution time for a 
typical operation, such as an add and shift (multiply) 
is 95ns maximum and 60ns typical, a significant gain 
over previous 2900 implementations. (See table 3.) 
Used in a typical design, system microcycle time is 
in the 100 to 150ns range, about one half to two 
thirds that of previous LS bit slice implementations. 

These circuit and process improvements have been 
implemented in many of the standard components 
needed to build a system based on the 2900 bit slice 
architecture. In addition to the IDM2901 , nine other 
standard parts have already been introduced. These 
will allow system designers to take advantage of the 
increased speed. 

*A trademark of National Semiconductor Corporation. 
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Figure 1. Block Diagram 


Using some of the standard parts in the iDM2900 
famiiy, a typical 16-bit controiler function can be im- 
plemented with a system microcycle time of about 
140ns. This represents about a 30 percent improve- 
ment over that achieved with LS bipolar devices. 
Using the high speed IDM2901A-1, system through- 
put can be reduced to about 120ns. Using the pro- 
prietary parts added to the family, the same 
functions can be done in even less time, about 120 
and 100ns, respectively. 

Figure 2 shows a very simple, very fast state 
sequencing controller designed using IDM2900 
family parts. It has no arithmetic capability, but 80ns 
clock intervals can be used. A less complex control- 
ler is shown in figure 3. It utilizes the IDM2901 for 
its data storage and arithmetic or logic generation. 
The IDM2911A is used as the state sequencer for this 
controller since its speed and subroutine stack can 
be used to advantage in the application. 

LS -F ECL = SCL 

To achieve this combination of ECL speeds and LS 
bipolar power consumption, several techniques are 
used. One is to use low power Schottky circuitry in 
the periphery of the chip for input/output and inter- 
facing to external TTL levels and the ECL internally 
— a technique commonly used in some bipolar 
memories. (See figure 4.) 


Traditionally, ECL to TTL translators are slow unless 
considerable power is applied. In the 1DM2900 family, 
however, the ECL speeds are retained, but at no cost 
in additional power, thanks to a TRI-STATE translator 
circuit technique that transforms the 0.7 volt ECL 
levels to 5 volt Schottky levels. This technique elim- 
inates the slow and power consuming buffer transis- 
tors that usually do the job, and the translators can 
drop off to one third their active power with no loss in 
speed. Using this TRI-STATE translator technique, 
the extra 60 to 65 percent in power that would have 
been consumed is pumped instead into the portions 
of the device that require it; specifically, the ECL 
core circuitry. 


Table 1. Percentage Improvement In Cycle Time and 
Clock Characteristics 


Time 

IDM2901A 

Read-Modify-Write Cycle 

40% less 

Maximum Clock Frequency 

6% 

Minimum Clock Low Time 

same 

Minimum Clock High Time 

same 

Minimum Clock Period 

40% less 
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Table 2. 

Percentage Improvement 

in Maximum Combinational Propagation Delays for IDM2901A and IDM2901A-1* 




■■■ 





Shift Output 



■ 

■■ 


Di 


RAM„ 






G/P 


OVR 

RAM] 


A, B 

19 (38) 

19 (38) 

13 (33) 

8(31) 

22 (50) 

24 (30) 

26 (42) 


D (arith mode) 

11 (29) 

11 (29) 

1 1 (29) 

0(14) 

8(47) 

18 (27) 

23 (46) 


D (I = x37) 

0 (20) 

0 (20) 



0(42) 


17 (36) 


Cn . 

0(17) 

0(27) 







12 , 1,0 

0(27) 

9 (55) 

0 (30) 

0(33) 


23 (62) 



' 5 , 4,3 

9 (30) ■ 

9 (30) 

9 (30) 


21 (43) 

23 (31) 

Bl 


* 8 , 7,6 

0(17) 






0(0) 

0(0) 

OE Enable/Disable 

14/0 (43/20) 








A Bypassing ALU 
(I = 2xx) 

11 (11) 








Clock — ^ 

0(17) 

0.(25) 

0(25) 

0(20) 


27 (27) 

25 (31) 

0(0) 


"2901A-1 in parentheses. 


The output translators use both linear and digital 
techniques. Differential ECL signals are translated' 
using a differential current amplifier where the differ- 
ential output voltage is changed to a differential 
current and then back to an output voltage. This 
drives a phase splitting transistor used to, in turn, 
drive the output circuitry in the periphery. Key to the 
operation of these translators is the use of an 
improved TRI-STATE logic buffer circuit character- 
ized by a current mirror transistor having its base and 
emitter, respectively, connected to the base and 
emitter of the phase splitter transistor, and its collec- 
tor connected to the voltage supply terminal. (See 
figure 5.) The emitter size on the current mirror tran- 
sistor is about twice that of the emitter size of the 
phase splitter transistor. 

The current mirror transistor supplements the drive 
current that is provided by the phase splitter transis- 
tor to the pull-down output transistor. This permits a 
higher resistance to be connected between the 
voltage supply terminal and the collector of the 
phase splitte transistor without diminishing the 
drive current to the pull-down output transistor. By 
connecting a higher resistance, the power for the 
circuit is reduced when the output is in its disabled 
state. 

An additional advantage realized as a result of the 
current mirror transistor base and emitter connected, 
respectively, to the base and emitter of the phase 
splitter, and its collector to the supply voltage 
terminal, is a faster dynamic response in the 
conduction state of the pull-down output transistor 
to a change in the level of the digital data input 
signal. This occurs due to the selective use of the 
Miller feedback effect to cause a beneficial ratio 
change in the current mirror pair during a dynamic 
transition. Miller feedback occurs on the phase 


splitter transistor because its collector is coupled to 
the voltage supply through a resistance, and is 
absent on the current mirror transistor because its 
collector is directly connected to the voltage supply 
terminal. As a result,, with the onset of the transition 
in the digital data input signal, as received from the 
collector of the input transistor, the current ratio 
between the current mirror and phase splitter 
transistors is even greater than the ratio of the 
respective emitter sizes. 

Internally, the ECL logic has level translators on each 
input. This necessary circuitry achieves not only the 
level translation, but also has a very desirable input 
level sensitivity. As can be seen in figure 6, the trans- 
lator is similar to a differential amplifier whose 
internal reference is stable. The result is very abrupt 
transfer characteristics on all input signals, and, 
thus, very fast switching speeds. 

Improved Computer Design 

The substantially increased system throughput 
made possible by this new series of SCL-implemen- 
ted IDM2900 components means a number of im- 
proved bit slice processor designs can be considered 
which were not possible before. 

Compared to simple control applications, there are a 
number of other factors to be considered when using 
IDM2900 series devices in more complex processor 
systems. The general changes which take place 
relate to special handling of data and address 
outputs and data inputs. The IDM2901 ’s register 
and ALU elements are no longer sufficient, 
especially when data and address word lengths grow 
from 8 to 16 bits or greater. Special functional 
elements are generally added, and include: input and 
output data or addressing registers, sign extend of 
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Table 3. 

Maximum Throughput Comparlaona for Add and Shift 


Function 

IDM 
2901 A-1 

IDM 
2901 A 

AMD 

2901A 

AMD 

2901 

A or B -♦ G or P 

45 

60 

65 

80 

74S182 Delay 

10.5 

10.5 

10.5 

10.5 

C|N RAMq 

35 

35 

50 

55 

RAM Setup Time 

15 

20 

25 

55 

Total 

105.5 

125.5 

150.5 

175.5 

Percent Change 

40% 

28% 

14% 

0% 


data, and Instruction decode, as well as shift and 
rotate control, and multiply functions. Also, special 
processor status registers are quite often added, as 
well as the unique controls for these elements. 

Some special thought applied to these areas can 
reduce the parts count considerably and Improve 
processor performance when using IDM2900 
components. 

The sign extend function Is a good example of what 
can be done. Sign extension of a data word can be 
accomplished in a number of ways. But what the 
designer of the processor would prefer is to Imple- 
ment the function with the fewest possible parts and 
at the fastest data inputs. The first solution that 
comes to mind is the use of multiplexers, as shown 
In figure 7, which allows data to be fed through the 
multiplexer to D Inputs of the IDM2901’ s. The 
control function which steers the data to the P input 
representing the bit which needs to be extended 
normally comes from the microprogram store. The 
added delay using this path is 12ns or more if parts 
slower than the DM74S157 are used. For each 4 bits 
of data to be modified an additional component is 
required; 2 parts for 8 bits, 3 parts for 12 bits and 4 
parts for 16 bits. 

The IDM2900 family, however, allows consideration 
of a number of other ways to do sign extension that 
require fewer parts and are less expensive and 
faster. 

One is to use the carry input to accomplish a sign 
extend. But to use this input one must subtract "1" 
from “0" conditionally If the sign bit is a “1" and the 
opposite if it is a "0." But the problem arises as to 
how to obtain a value "0” in a register, an impos- 
sibility. 

But the same effect can be achieved If the same 
address location is placed upon both the A and B 
address Inputs. The source code is then used to 
select A and B and the function code for subtract. 
Now, if a carry input is a “1” the result Is a "0” and If 
the carry input is a “0” the result is an all “Is" sign 
extend result. This technique can propagate for as 
many packages as necessary since the carry logic is 
necessary for other functions and is already 
included. 


An easy method of inserting the conditional carry 
with the IDM2901 is to use the IDM2902 in a manner 
that is different from standard LS bipolar designs. 
Instead of connecting the carry input of the 2902 to 
the microcontrol carry from ROM, It is connected to 
the carry out of the least significant IDM2901 
package. Note that this is ]ust as fast as the pre- 
viously suggested connections since the G and P are 
only slightly faster than the carry out of the least 
significant IDM2901 . Doing this allows one free G 
and P Input to be available at the second level, as 
indicated In figure 8. 

It is only necessary to connect an AND gate to the 
Input and sign extend Is accomplished. The lower 
bits which want to be entered without modification 
need only be applied to the D inputs and a source 
code selected to perform a D minus 0 transferred to 
B. The most significant package group produces A 
minus B where A and B are as described before. An 
all-ls or all-Os result Is obtained dependent upon the 
value of the data bit to be extended. The result is a 
sign extension with three fourths of a package for 
any sign extend, achieved at no loss in normal cycle 
time. This is because a carry input change cart occur 
later In a cycle than a change of D. 

Performing a Multiply 

Most of the time the name of the game In computer 
processor design is speed. Nowhere is this more true 
than when it is necessary to perform a multiply. This 
is because the multiply determines the longest cycle 
time If performed In the normal manner. This is 
because more than one path through the 2901 is 
utilized. Passage through several external com- 
ponents is usually required and this must also be 
added to the solution time. However, with the use of 
high speed components In the IDM2900 family it is 
possible to circumvent and shorten this path, and 
thus shorten the multiply cycle time. 

How this Is done is clearly understood only by 
referring to a specific example. Let's assume the 
problem is to perform a multiply of two signed 16-bit 
values. 




Controller 
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Figure 3. Small High Speed 8-Bit Controller with One Level of Subroutine Capability. 
This solution can run at 100ns cycles. 


After this, the A and B register fiie addresses do not 
change and therefore do not enter into the timing 
equations. The much faster response time of an 
added D fiip-fiop saves a great deai of time in each 
microcycie of the multipiy add and shift operation. 

Since the A and B inputs do not change the criticai 
path is from the D register output into the I012 inputs 
and through the iDM2901 As in a normai add and shift 
operation. Using the Q fiip-fiop, 20ns is saved, and 
using the I012 input, 10ns is saved in each of the 16 
cycles of the 16-by-16 multiply. This is all that is 
necessary for a positive signed multiplicand. But if a 
negative result is required, an additional path must 
be added. 

The two possible paths in the most significant 
IDM2901A package are from C„ to RAMq output or 
from Cn to Overflow or F3 and through the additional 
exclusIve-OR gate and multiplexer input to the RAM3 
input. The maximum time delay path is 20ns from 
overflow and F3 outputs back to the RAM3 input for 
the most significant 2901 A package. 


Figure 8 Is the circuit as implemented using IDM2900 
devices with the two multiplexers (74S253) and a D 
flip-flop (74S74). Using IDM2900 components and this 
technique, the multiply is performed 30 to 70 
nanoseconds faster per cycle than with standard LS 
bipolar bit slice parts. This is a total speed 
Improvement of 480 to 1,120ns. 

An additional significance to the design is that 
special multiply cycle time intervals are not required. 
This operation, therefore, makes possible a pro- 
cessor or controller with a less complicated clock 
control circuit. 

Note that in figure 8 there is an extra stage of regis- 
ter storage In the Q register (D type flip-flop), 
compared to traditional designs. It is therefore 
necessary to shift Q one time without shifting the file 
register. 

Since it Is necessary to clear the partial product 
register, the Q register Is shifted the first time so as 
to get the least significant bit into the extra storage 
location. 
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Using standard techniques common to previous 2900 
designs, oniy 15 conditionai adds, foiiowed by a shift 
and one conditionai subtract and then a shift, are 
required to do a signed muitipiy in 2s compiement 
notation. The resuitant data paths required for this 
soiution are as foiiows; 


START 

(FUNCTION. TIME) 



RAM 3 SETUP. 20 ni 


TOTAL TIME. MAX -)48ni 

But if the circuit described in figure 8 Is used, and the 
A and B address lines are set up one cycle ahead of 
the multiply sequence, the following timing compari- 
son, using IDM2901A-1S instead of IDM2901As, 
prevails; 

START 

I 

CLOCK TO 0.8 ns 

I 

MUX. 9 ns 

J 

• 012 **G/P. 30fu 

I 


I0M2S02. 12 ns 



RAM 3 SETUP. 15 ns 


TOTAL TIME. MAX- 116 ns 

A net savings of 32ns per microcycle is thus 
achieved with this change. It can now be seen that 
sometimes it pays to add a flip-flop in certain 
locations to achieve higher performance so as to 
achieve a simpler solution in other areas. Here, a 20 
percent reduction in cycle time was achieved. 

Improving Mlcrocycle Times with Pipeline Prediction 

Perhaps the most important aspect of National’s 
IDM2900 family of high speed, low power SCL com- 
ponents is the impact on how microprogram state 
sequencing is implemented in bit slice designs. The 
ultimate result will be further improvements in micro- 
cycle times beyond anything now possible with 
present 2900 bit slice families. 




Figure 5. 


In the very earliest use of state sequencing — In 
minicomputers and larger systems — operations 
were performed in series, one after the other, and the 
mlcrocycle was defined as the sum of the operations. 
(See figure 9.) Still in use in some designs today. In 
this approach a state sequencer Increments to the 
next state or branches to a next state depending on 
the logic level of the test input. In this solution the 
controller timing Is from the clock edge of the con- 
troller register/counter through microcontrol storage 
(ROM) and the processing elements (2901s), then 
back through the next state decision tree to the 
controller-register counter. 

The second approach is called "pipeline micro- 
coding," and Is an approach commonly used in bit 
slice systems such as the standard LS bipolar 2900 
family. (See figure 10.) In this solution the microcon- 
troller loop timing is operating in parallel with the 
execution of the processing component section. 
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Figure 7. Sign Extend Using Multiplexers 


During the time an arithmetic operation is being 
performed, the next microcontrol word is being set 
up for use by the microcode. The microcode for the 
present register/ALU operation occurs during the 
previous operation. The use of the register between 
the output of the microcontrol store and the 2901s 
allows the two sections to function with overlapped 
timing. The result of this type of micro-sequence 
control is>a faster machine cycle time than used In 
the totally serial mode of operation. 


Also required in this mode of operation is the 
absolute knowledge of the next state control one 
cycle before the execution of the 2901 cycle. It Is 
therefore difficult to implement a number of succes- 
sive conditional next state decisions. This type of 
microcontroller is said to be operating in a “pipeline” 
mode in that the next state microcontrol Is being 
obtained during the time the previous one is being 
executed. 

Using SCL-Implemented IDM2900 components in- 
stead of LS bipolar bit slice devices in this approach 
results in a 65 to 75 percent reduction in the register/ 
ALU portion of the microcycle. In spite of this, total 
microcycle time may be reduced only 40 to 50 
percent. This is because the microcycle time is deter- 
mined by the length of the longest operation, which 
in this case can be the delay in the microcode 
portion. 

To get the full benefit of the high speeds inherent in 
National’s SCL family therefore means abandoning 
the traditional approach to pipelining used in 
previous 2900 bit slice designs. What can be used 
Instead is a different technique — pipeline predic- 
tion — which allows a reduction In the microcode 
portion of the microcycle so that it is equal to or less 
than the regIster/ALU setup time. The relative timing 
comparisons between these four approaches are 
shown in figures 11 A through 11D. 

The “pipeline prediction” controller functions in 
much the same way as the standard pipeline config- 
uration except that it can also accept any number of 
successive conditional next state decisions In a row. 
This microcontroller “pipelines” microcontrol 
sequences in much the same manner as the previous 
design and for the same reasons. But shorter micro- 
cycles can be obtained due to the fact that during 
any microcycle the most predictable next cycle is 
being set up. But should the test of the next state 
decision be different from the one predicted, then the 
alternate state is conditioned and the microcontrol- 
ler and the data system pass through a correction 
Interval. 

This design makes next state decisions within the 
same cycle as microcontrol of the IDM2901 . Figure 
12 shows a “pipeline prediction” technique where 
the next state Is a choice between two states. This 
means one state is predicted, and If Incorrect the 
second choice Is used. The microcycle Is either 
delayed or an additional cycle is Inserted. 

There is no real reason why the design must be 
limited only to two next state conditons. Any number 
may exist. It is only necessary to predict the most 
probable next state and correct it if necessary. Most 
next state decisions are known to a high probability 
of occurrence. The additional cycle time added for 
the few times an incorrect prediction is made is 
extremely small compared to the total microcycle 
time saved. Additional speed is obtained with this 
technique since it minimizes the number of states 
through a control sequence. 

Finally, pipeline prediction requires no increase in 
the number of components to achieve these In- 
creases. 
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Figure 9. The Simple Microcontroller 
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Figure 10. Microprogrammed Architecture Around IDM2901s 
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Figure 11. History of the Microcycle 


Future Trends 

By using higher speed parts such as the iDM2901 A-1, 
'greater improvements in throughput are possibie. 

And in the future there is the possibility of even 
further improvements, particularly on the chip 
processing level. The present components in 


National’s IDM2900 SCL family have been designed 
with exceedingly liberal design rules. In spite of that, 
the chip area on the IDM2901 , for example, is equal 
to or less than that of some of its LS bipolar counter- 
parts. 


What this means is that there is inherent in the SCL 
technique the possibility of further improvements in 
density and integration — combining of many bit 
slice functions onto fewer and fewer chips — while 
maintaining speed. 


It’s not unreasonable to expect speeds on SCL-type 
bit slice 2901 A parts to be in the 40 to 50ns range by 
the end of the decade and system throughput figures 
to be in the 80 to 90ns range. Even though SCL micro- 
cycle times at the component level may not match 
pure ECL-implemented parts, the system improve- 
ments allowed by the lower power may ultimately 
result in the design of systems with throughputs far 
in excess of what is possible with emitter coupled 
logic — at much lower power and cost. 


\ 
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With the advent of higher speed versions of the 
industry standard 2900 bit slice microprocessor 
family, numerous options are now available to the 
system designer. 

Using traditional approaches to bit slice system 
design, even the simple replacement of low speed, 
low power Schottky devices with a higher speed part, 
such as the IDM2901A-1, means an improvement in 
system throughput of 30% to 50% (Tables 1A and 
1 B). More importantly, these high speed parts mean a 
number of advanced computer designs can be 
considered, resulting in greater flexibility in making 
design tradeoffs between speed and parts count. 


Table la. Maximum Cycle Time to STATUS Outputs* 


Function 

IDM2901A-1 

IOM2901A 

2901A A or B to G or P 

45ns 

60 ns 

74S182 G or P to 
Carry Out 

7 ns 

7 ns 

2901 A Cin to FO, F3, C4 
or OVR 

30 ns 

40 ns 

Total 

82 ns 

107 ns 


'Add applicable pipeline register timing. 


Table tb. Maximum Dedicated Signed Multiple Cycle 
(Conditional Signed Add and Shift) 


Function 

IOM2901A-1 

IOM2901A 

74S74 Clock to Out' 

9ns 

9ns 

2901A 11 to G or P 

30 ns 

45 ns 

74S182G or Pto COut 

7ns 

7ns 

2901 A Cin to F3 or OVR 

25 ns 

30 ns 

■74S86 Propagation Delay 

10.5ns 

10.5 ns 

2901A RAM Setup 

•15 ns 

20 ns 

Total 

96.5 ns 

121.5ns 


'Use a 74S74 as QO output, then connect inverted 74S74 
output to II to realize a 19ns saving. 


To take advantage of these high speed parts, an 
equally fast microcontrol loop is required, so that 
this portion of the system is a help and not a 
hindrance in increasing total throughput. 

A number of microcontroller loop circuit .configura- 
tions have been developed to take full advantage of 
these high speed parts. The choices are by no means 


exhaustive. Their purpose is to serve as an example 
for the designer; a starting point from which new 
designs can be developed. 

MICROCONTROL AND THE MICROCYCLE 

The object of the microcontrol portion of a processor 
or controller is to access the next control word to be 
used by the register/arithmetic-logic unit. The 
microcontrol portion includes a microstore of control 
words and a next state sequencer. Control words are 
fetched from microstore addresses as selected by 
the next state sequencer. Microstore addresses may 
be generated by incrementing, branching, etc., the 
next state sequencer being directed by a portion of 
the control word and by the logic level of a test input. 

The microcontrol portion has to set up the next 
control word as quickly as possible, but otherwise 
stay out of the way, allowing the register/ALU portion 
to run at its maximum speed. 

Today, this is not as easy as it was in the past. With 
LSI register/ALU units, such as the I DM2901 A-1 or the 
IDM2901 , capable of speeds in the 100 to 125 
nanosecond range, even the most complicated 
operations, such as multiply and devide, are fast 
enough to push most present day microcontroller 
designs approaches to their limits. Therefore other, 
higher speed approaches must be considered to take 
full advantage of the higher speed register/ALU's. 

The first approach to microprogrammed system 
design — the very earliest use of state sequencing 
was utilized in early minicomputers and even some 
larger systems. Operations were performed in series, 
one after another (Figure 1 Phase I), with the 
microcycle being defined as the sum of the separate 
sequencer and register/ALU operations. 



Figure 1. History of the ^jCycle 
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This solution, still in use today in some designs, routed 
controller timing from the clock edge of the controller 
register/counter through microcontrol storage, through 
the processing elements, then back through the next 
state decision tree to the controller register/counter. 

The second approach, called pipeline microcoding, is 
an approach commonly used in bit slice systems. In this 
solution the microcontroller loop timing operates in 
parallel with the execution of the processing 
component section (Figure 1 Phase II). During the time, 
an arithmetic/logic operation is performed, the next 
microcontrol word is being accessed. The microcontrol 
word for the present register/ALU operation had been 
selected and accessed during the previous microcycle, 
and is currently held in a pipeline register. 

This type of microsequence control results in a faster 
machine cycle than is achievable in the totally serial 
mode employed in the first approach. It may not 
however, achieve machine cycle times consistent with 
the register/ALU cycle times available with today’s 
higher speed register/ALU elements. For example, using 
highspeed components, such as the IDM2900 family, 
results in a 65 to 70 percent improvement in the 
register/ALU path. In spite of this, the resultant total 
microcycle time may be reduced only 30 to 50 percent 
because the microcycie is determined by the duration of 
the longest operation, which, in this casq, is the delay 
required by the microcontrol portion (Figure 1 Phase III). 
Circuits optimized to approach the register/ALU cycle 
time (Figure 1 Phase IV) are required. 

Another problem associated with pipelining is that it 
also requires absolute knowledge of the next state 
control one cycle before the execution of the current 
register/ALU cycle. Therefore, it is difficult to implement 
successive conditional next state decisions which 
require a test of current register/ALU results. This 
problem will also be considered. 

As will be shown, different circuits may be configured 
to minimize microcontrol delay while retaining the 
benefits of bit slice use. While the pipelining approach 
will be used throughout, the circuits will differ in the 
manner in which conditional branch control is achieved. 
Speed and parts count are traded off, while retaining 
the same microsequencing instruction set. 

Three modes of executing conditional branches are 
covered: 

1. Overlapping the conditional branch propagation with 
the execution of a next unconditional microinstruc- 
tion and using a NOP microcycle whenever useful 
work cannot be done in parallel (a NOP is a No 
operation microcycle during which the register/ALU 
is prevented from changing its contents). Conditional 
and unconditional microcycle times are equal. 

2. Using the same sequences as above but employing 
different microcycle durations: a shorter one for 
unconditional microinstructions and a longer one to 
allow for the propagation of conditionals. 

3. The pipelining prediction mode, where the 
conditional branch test is overlapped with the 
propagation of its statistically most likely outcomet 
Should this prediction prove to be true, the sequence 
continues; if false, a “pipeflushing” (NOP) one-cycle 


time delay is employed, during which the correct 
control word is allowed to propagate to the 
microcontrol output. 


BASIC CIRCUIT ASSUMPTIONS 

In all cases it is assumed that the machine has a 16-bit 
register/ALU and a 12-bit microaddress. Changing these 
parameters may increase or decrease the relative value 
of a given circuit. 

The following constant time delays will be assumed in 
all circuits: 

1. Microstore Time Delays 

A microstore access time of 50ns and a pipeline regis- 
ter setup time of 5ns are assumed. (This is the minimum 
time required between microaddress validation and 
clocking the pipeline register). 

2. Microsequencer Time Delays 

The “select address” propagation time of the 
microsequencer is the time interval begining when the 
select lines become valid and ending when the desired 
microaddress is available at the microsequencer’s 
outputs. Using the high speed 1DM2909/11A, a select 
time of 30ns is guaranteed along with a 45ns clock to 
output (from file) time. 

Thus, the longest total path for the microstore plus the 
microsequencer is: 

50 -I- 5 -(- 45 = 100 ns 

This delay represents the calculated limit of the 
minimum time required to perform any unconditional 
sequence. 

The setup time required by the microsequencer’s 
internal registers is easily met in a 12-bit configuration, 
since it calls for a delay time of 

(SqSi to Cn + 4) -I- (Cr, to Cn + 4) -(- (Cpsetup) = 68 nS 

which is overlapped by the delay required between SqSi 
and the next system clock. 

The condition-test time delay is circuit dependent and 
will determine how fast, or how slow, the circuit will go. 

This delay includes: 1. the time required for the pipeline 
register to become valid from clock; 2. the selection or 
propagation of the status bit under test; 3. the negation 
or assertion of its polarity, and; 4. the translation of the 
test result and conditional branch data to code 
compatible with driving the microsequencer. 

Since the choices in selecting fast microsequencers 
and microstores are severely limited, the condition-test 
circuitry becomes the prime candidate for user 
optimized logic designs, because it is simple and 
inexpensive, etc. The following circuits attempt to 
minimize, in different ways, the “delay” overhead 
caused by the next state decision. To gain a measure of 
their relative speeds, the delays are compared to the 
calculated minimum for unconditional sequencing. 
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which is 100ns. A figure of merit is derived by dividing 
the totai time deiay by 100ns minimum (Tabie 2). 


Table 2. Microcontrol Circuits Comparison 


Circuit 

Dynamic 

Performance 

Figure of 
Merit 

Parts 

Count 

Relative 

Cost 

I 

158 ns 

58% 

6V4 

1.00 

II 

(Note 1) 

(Note 1) 

3V4 

1.72 

III 

117/166ns 

17%/66% 

7V4 

1.12 

IV 

114/135ns 

14%/35% 

7V4 

1.10 

V 

133 ns 

33% 

7V3 

0.96 

VI 

108 ns 

8% 

5V4 

0.90 

VII 

108 ns 

8% 

6V4 

0.97 

VIII 

108 ns 

• 8% 

7 

1.06 


Note 1: The presently (October 1978) available 2910 has a 
published guarantee of 100ns from clock to Y output on 
instructions 8, 9 and 15. 

The longest data path has not been released. It occurs where 
prior instructions were 4 or 12 or RLD was low. 

The currently available 2910 will need a 207 ns cycle when used 
in Circuit II in order to accommodate its longest data path 
(using calcuiated guarantees based on lab measurements 
performed on a number of parts). The corresponding figure of 
merit is 107%. 

National Semiconductor's IDM2910A will need a 133ns cycle 
in the same circuit for its longest data path. The figure of merit 
will be 33%. 

The IDM2910A will become available during the third quarter of 
1983. 


CIRCUIT I 

This circuit is the traditionai approach to the 
impiementation of the microcontrol loop in a pipeiined 


configuration. Status outputs of the iast register/ALU 
operation determine the micro-controi word to be used 
for the next register/ALU operation. 

An IDM29811A next address controiier is used to appiy 
next address controi to the IDM2911A four-bit micro- 
program sequencers. The IDM29811A is controiied by 
four pipeline register bits and one test input. The line to 
be tested is selected by a 74S151 eight-bit MUX as 
determined by the pipeline register. The pipeline 
register also determines whether negation or assertion 
should be performed by the 74S86 XOR gate to make it 
compatible with 29811 logical requirements. 

The lines to be tested (inputs to the MUX) may be the 
results of a varity of functions internal or external to the 
controller. One line is generally tied to a permanent 
logic “1" or “0” so that by selecting it, the pipeline 
register may generate unconditional control of the 
2911 A. Some of the tested lines may carry data 
generated towards the end of the microcycle, such as 
ALU status. These data are stored in a 74S374 TRI- 
STATE® octal D type flip-flop since it has to be used in 
the next microcycle. 

Conditional microcycles may be either overlapped with 
useful work (microprogram permitting) or may be waited 
out by means of a NOP. Total microcycle length 
required by this microsequencer is 158ns and the figure 
of merit is 


Acomparison between this microcycletime (158ns)and 
the register/ALU loop time of 125ns or 105ns for the 
IDM2901 or IDM2901A-1, respectively, reveals that the 
machine's speed is limited by the microcontrol circuit. 
In short, even though the fastest microsequencer com- 
ponent (IDM2911A) was used, this traditional approach 
to microsequencer design is not compatible with higher 
speed, state-of-the-art ALUs. 


STATUS INPUTS 
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CIRCUIT II 

One immediate “solution” to the problem outlined 
above, that has been suggested by some manufac- 
turers, is going to a higher level of device integration, 
such as the 2910, which is a 12-bit microprogram 
sequencer designed to replace the 2911A and 29811A. 

Conditional microprogramming is achieved here in the 
same way as in Circuit I and the parts count is reduced 
by 50%. However, the longest delay path is the one from 
the clock through the register/counter load to output — 
a guaranteed value of about 100ns. Microcycle time of 
this circuit is 207ns,* its figure of merit is 107% which 
is worse than the circuit it was designed to replace. The 
reduction in parts count, however, may be beneficial in 
those applications where operating speed is less 
important. 

CIRCUIT III 

This circuit utilizes two different clock cycle periods: a 
short one for unconditional sequencing and a longer 
one for conditional sequencing. A 74S157 quad two to 
one MUX and one additional pipeline register bit are 
used in order to provide faster, unconditional next 
address control for the 2911 As. When conditional 
control is required, the path selected by the 74S157 will 
go through the 29811 A. The four pipeline register lines 
will switch from carrying 291 1 A code (unconditional) to 
carrying code needed for the 29811 A. Conditional 
microcycles need to be achieved by a clock extended 
microcycle which can either be overiapped with useful 
work or waited out with a NOP. 

Total unconditional microcycle time is 117ns and the 
figure of merit is 17%. For the conditional microcycle 
mode, total time is 166ns and the figure of merit is 66%. 

The overall figure of merit can be determined by 
weighting the caicuiated percentages according to the 
reiative dynamic frequency of conditionais. 

CIRCUIT IV 

Similar to Circuit, III, this circuit differs only in the 
replacement of the 29811 A and the 74S157 with two 
74S158 quad two line to one line multiplexers. Inverting 
outputs have been chosen to gain speed. 


Two 4-bit pipeline register fields are supplied to the 
condition selected 74S158, one of which is used in 
unconditional microsequencing by the 74S158 that 
drives the 2911 A. 

This solution produces cycle times of 114ns and 146ns 
and figures of merit of 14% and 46% respectively, for 
the unconditional and conditional next state cycles. 

Now, by positioning the contents of the two 4-bit 
pipeline fields according to the logic level expected on 
the line under test, it is possible to remove the 74S86, 
eliminate one pipeline register bit to save 11 ns on the 
conditional next state cycle. This reduces the time to 
135ns and the conditional figure of merit to 35%. The 
unconditional figure of merit is unchanged (14%). 
Microprogramming is similar to that of Circuit III. 

Another variation of this circuit is possible by removing 
the 74S158 driving the 2911 A and connecting the 
outputs of the remaining 74S158 to the 2911 A. The 
74S86 may also be removed since the two, 4-bit pipeline 
register fields can be positioned to anticipate the 
desired result. Unconditional microcontrol is achieved 
by placing the same data on both sides of the 74S158. 
Total microcycle time is 129ns for both conditionals 
and unconditionals and the figure of merit is 29% 
(Compare this to the constant-microcycle time Circuit I 
and II). Microprogramming is the same as in Circuit I. 

CIRCUIT V 

This circuit illustrates in yet another way the flexibility 
and advantages obtained by mixing MSI and SSI, in this 
case replacing the 74Sl58’s used in previous circuits 
with 74S151’s. Total timing needed is 133ns with a 
figure of merit of 33%. 

This circuit is included to demonstrate a principle: 
sometimes a faster dynamic performance can be 
obtained by not using more complex circuits, in this 
case PROMs (29811A) and multiplexers. This occurs 
because less complex circuits allow greater freedom of 
design as well as being faster. Complex circuits may be 
slower and they frequently "force” design solutions to 
fit their own logical structure. Compare this circuit to 
Circuits, I, II and III. 


STATUS INPUTS 



Note: Calculated guarantee based on lab measurements performed on a number of presently (October 1978) available 
parts. National Semiconductor's IDM2910A will show a significant speed improvement. (See Table 2.) 

Microcontroller, Circuit II 


23-108 



> 

z 

rb 

■Si 


















AN-217 


CIRCUIT VI 

This circuit represents a conceptuai departure from the 
previous circuits. Aithough it functions in the same 
manner as the other circuits, here register/ALU 
performance is traded off in favor of the microcontroller 
loop. In other words, certain control loop time delays 
have been shifted over to the register/ALU loop. The 
status line to be tested is selected on the same 
microcycle that originated the status. One 74S74 edge 
triggered FF is used instead of the 74S374’s which 
appear in the previous circuits. 

In effect, the status register is now only one Flip-Flop of 
a faster varity than the 74S374’s and less expensive 
relative to package count. If unconditionals are per- 
formed by setting the two 4-bit pipeline register fields to 
be identical to each other, the 74S86 may be removed as 
in Circuit IV. 

Microcycle time is 108 ns and the figure of merit is 8% 
for both conditional and unconditional sequences. It 
should be remembered, however, that 15ns has been 
inserted into the register/ALU loop. Using the 2901A-1, 
this 15ns must be added to the status valid time for a 
16-bit addition of 82 ns plus a 9ns clock-to-output pipe- 
line register on the file addresses. This gives a total 
register/ALU microcycle time of: 

82-f 9-t-15 = 106ns . 

which is compatible with the 108ns required for the 
microcontroller portion. 

If the overall solution can be improved by moving time 
from one loop to another, the designer should do it. 

Microprogramming this circuit is slightly different than 
the previous circuits since status generation and 
selection must be made during the same microcycle. 
Overlapping conditionals with useful work can be 
accomplished, or NOPs could be employed. 


CIRCUIT VII 

This circuit employs pipeline prediction to enhance 
speed in performing conditional microsequences. 

Since in the other circuits outlined, the results of a 
register/ALU operation cannot be used to direct the 
operation immediately following it, it becomes neces- 
sary to insert fill-in words or NOPs. Pipeline prediction 
will minimize the number of NOPs required. 

The term “prediction” refers to selecting and 
propagating the statistically most likely outcome. 
Should this prediction come true, the machine will 
continue at the unconditional microinstruction speed. 
If, however, the prediction turns out to be wrong, the 
predicted microcycle is converted to a NOP while 
waiting for propagation of the. correct conditional 
outcome. During this waiting period the system will 
ignore the false microcontrol output word. 

In this circuit, the prediction (and its correction, if 
necessary) are controlled by a 74S114 J-K edge 
triggered flip-flop. A logical zero result at the 74S86 
output leaves the 74S114 in the “predict" position; a 
logical “one” causes the device to toggle and to apply 
to the 291 1 A the other choice of control code. This code 
is found in the 74S374, which is used as a one 


microcycle delay in order to preserve the initial code 
during NOP execution. Microcode forces a zero logic 
level at the output of the 74S86 whenever unconditional 
microinstructions are used. This logic level, in turn, 
causes the 74S114 to remain in its “predict” state, 
which is also used to generate unconditionals. 

With this design, it is possible to stack any number of 
conditional states next to one another without confus- 
ing the controller. If all the predictions are correct, the 
machine operates in half the number of cycle times 
than with the previous technique. If all the first choices 
were incorrect, the design still breaks even with the 
previous solutions. 

Generally, a net savings of cycles will result, having the 
same effect as an additional microcycle time speedup. 
This, together with the employed single length clock, 
makes this a very attractive circuit. 

Microprogramming this circuit resembles Circuit VI, 
except that a jump (JMP) may not be predicted if the 
other choice is a continue (CONT). Such a prediction 
would cause an irreversible change in the micro- 
program counter/register. Other changes that may 
occur in the 2911 A stack or address register can be 
inhibited by using the “one” logic level at the 74S86 
output as a means to inhibit the RE and FE lines. 

Total microcontroller cycle time is 108hs and the figure 
of merit is 8%. 


CIRCUIT VIII 

This circuit is essentially the equivalent of Circuit VII. 
Two 74S251 TRI-STATE® multiplexers have been used 
to decrease the propagation delay on the register/ALU 
side by eliminating the 74S86. Total time and overhead 
are unchanged (108 ns and 8%). 


CONCLUSION 

In less than two years, the 2900 bit-slice family has 
improved microcomputer speeds by 50% to 70%. The 
IDM2901A-1, the fastest part available, allows control- 
ling and number-crunching CPU designs demanding 
less than 100ns per microcycle. 

Faster microcontrol loops are required in order to take 
full advantage of ALU bit-slices like the IDM2901A and 
the IDM2901A-1. 

A few fast microcontrol loop designs have been 
explored, using the versatile IDM2909A/2911A micro- 
sequencer. These circuits are offered as basic 
suggestions, and as starting points for specific 
designs. Since, among other things, the data word 
width, the instruction repertoire and microstore size of 
a CPU will strongly influence the choice of which 
microcontrol loop design is best suited to yield the 
desired speed, price, microprogramming features, etc., 
the final choice must be made by the designer of a 
specific system. 
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Fine Tuning the ALU 
Carry Path 


Most appiications information for the iDM2902 Look- 
Ahead Carry Generator Famiiy show three standard 
connections for 16-, 32-, and 64-bit Arithmetic Logic 
Units (ALUs). The three methods are shown in 
Figure 1. 

With ALU cycle times in the 200 ns area, the standard 
connections shown in Figure 1 were quite adequate. 
A 5 to 10ns overall savings did not warrant the time 
spent to examine alternative look-ahead carry 
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methods. However, with the introduction in 1978 of 
the IDM2901A-1, cycle times began to approach 
100 ns. This was further reduced to less than 80 ns 
(for a 16-bit ALU) with the introduction of the 
IDM2901A-2 in 1979. Now, obviously, a 5 to 10 ns 
savings is significant and well worth a new look at 
look-ahead carry techniques. The purpose of this 
application note is to do just that and, as will be 
shown, some of the results do not favor the standard 
approaches. 




Figure 1(a). Conventional 16-Bit 



Figure 1(b). Conventional 32-Bit 
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Figure 1(c). Conventional 64-Bit 
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BASIC METHODS 

The basic methods examined in this application note 
can be divided into four categories: 

1. Ripple Carry 

2. Conventional Single Level 

3. Multi-Level 

4. Shifted 

Ripple carry is generally considered to be slow, but at 8 
bits it turns out to be the fastest method. Also, it will be 
shown that ripple carry can be used in combination with 
other methods to eliminate parts while adding very little 
to system cycle time. In most cases, the various 
methods will result in tradeoffs between parts count 
and system speed. It will be shown that some solutions, 
however, generate the highest performance with the 
fewest parts! 

Single-level will be used to describe a system with a 
single layer of look-ahead carry even though technically 
this is a multi-level solution since the ALU itself looks 
across four bits. An example of a single-level approach 
is the 16-bit solution of Figure 1(a). 

The conventional 32-bit connection [Figure 1(b)] is an 
example of multi-level look-ahead. In this approach, the 
carry-in is connected to two IDM2902s. 

The least well known of the four methods is the shifted 
approach shown in Figure 2. Although this results, in a 
slightly slower method in the 16-bit solution shown, 
there are word sizes where it can be the fastest method. 
Furthermore, freeing a set of G, P pins on the IDM2902 
can have advantages in certain applications where sign- 
extension is required. (See Reference 1.) 

As alluded to above, the various methods can be 
combined in a number of ways. The following is a list of 
the various combinations that were examined in this 
study. Almost all were applied to ALU sizes from 4 to 64 
bits to identify the advantages and disadvantages of 
each. These will be summarized later. 


Table I. Look-Ahead Carry Methods 

1. Ripple 

2. Cn 

3. Shifted 

4. Chained 

5. Shifted Chain 

6. Two Level 

7. Two Level with Helpers 

8. Shifted Two Level 

9. Shifted Two Level with Helpers 

10. Double Shifted Two Level 

11. Double Shifted Two Level with Helpers 

12. Three Level 

13. Shifted Three Level 

14. Double Shifted Three Level 


FACTORS AFFECTING CHOICE 

Before applying the look-ahead carry methods to the 
various word length ALUs, it may be worthwhile to look 
at some of the factors — other than raw speed — that 
could affect the choice of method. Some of these are: 

1. parts count 

2. board-to-board considerations 

3. board space 

4. sign extend 

5. sequencer cycle time 

6. board layout 

7. word length expansion 

8. different system architectures 

9. current spiking 

While parts count, board space, and board layout are 
more or less obvious considerations, the others deserve 
a brief comment: 

A. Board-to-board considerations refer to those 
systems where half of the ALU is on one board and 
half is on another. Obviously all methods would not 
be readily adaptable to this situation if a sufficient 
number of connector pins is not available. 

B. Sign-extend requirements may favor the method that 
frees a G,P input on one of the look-ahead carry 
circuits. This is explained more fully in Reference 1. 

C. Sequencer cycle time, in a pipelined system, may be 
the limiting factor in overall system speed. Thus, 
saving a few nanoseconds in the ALU may not be 
worthwhile. 

D. Future word length expansion is a consideration if 
several models of the same basic system are 
required. For example, 16 bits of address can 
address 64K words; twenty bits can address 1M 
words. If the ALU is used to compute addresses, the 
carry method optimized for 20 bits may be desirable. 

E. The architecture that was assumed for this study will 
not be used in every system. Thus, the availability 
and timing of input signals, worst-case delay paths, 
and added components will affect the results shown 
in the following section. Thus, each design could 
require a separate study to achieve optimized 
results. 

F. Current spiking is a consideration when one method 
causes several ALUs to change output states within 
a few nanoseconds of each other. If this causes 
system noise problems, perhaps an alternate method 
would be desirable. 


APPLYING THE VARIOUS METHODS 

In the following discussion, the IDM2901A-1 timing is 
used for the register-ALU elements. Because several 
different choices of pipeline register are available, the 
times shown do not include the clock-to-register output 
delay. Finally, the comparisons are based on the time 
required to add two registers and obtain a valid output, 
i.e., A -I- B - Y. 

4, 8 Bits: Ripple carry is clearly the best from all con- 
siderations and thus no further discussion is necessary. 
Register-to-register add time for 8 bits is 75 ns. 
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12 Bits: At present, the conventional single-level 
method is best (77 ns). However, i^ ^ture bit-slices 
feature A,B-* C „+4 as fast as A,B-*’ G,P and Cn-*- C „+4 
as fast as the IDM2902’s G, P— Cn+y, ripple carry can be 
just as fast. (This illustrates the need for designers to 
continually rethink the problem as new parts become 
Available.) 

16 Bits: Without considering sign extend, the conven- 
tional approach [Figure 1(a)] is optimum (75 ns). The 
shifted method (Figure 2) is 8.5 ns slower under the 
assumptions made above, but if sign extend is required. 


it may well be as fast, in addition to eliminating multi- 
plexers. (See Reference 1.) (This illustrates the fact that 
two parts of a system optimized independently may 
result in an overall slower system.) 

20 Bits: As word width increases above 16 bits, some of 
the less conventional approaches begin to have some 
advantage. First, consider the more obvious 
approaches; the single level and chained approaches 
are shown in Figures 3(a) and 3(b). Another solution can 
be obtained by deleting parts from the conventional 
32-bit solution of Figure 1(b). This is shown in Figure 
3(c). 


Note: In the figures that follow, connecting lines are simplified 
and terminal labels are eliminated for clarity. 



Figure 2. 16-Bit Shifted Look-Ahead 



Figure 3(a). 20-Bit, Single-Level Method 



Figure 3(b). 20-Bit, Chained 



Figure 3(c). 20-Bit, Two-Level 
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From a timing standpoint, (b) and (c) of Figure 4 are both 
87.5ns compared to 93ns for (a). The single-levei 
method [Figure 3(a)] is superior from a parts count 
standpoint, requiring a single look-ahead carry rather 
than two. A closer look at Figure 3(c), however, reveals 
that only a small portion of the second look-ahead carry 
circuit is used. Furthermore, this portion can be 
replaced by a circuit consisting of 1/6 of a 74S04 and 1/2 
of a 74S51 as shown in Figure 4. In addition to a lower 
power, lower cost solution, the replacement of the 
second |ook-ahead carry circuit actually saves 1.5ns! 

Even more surprising is the fact that the shifted method 
shown in Figure 5 not only has the fewest parts, but 
also runs faster (85.5ns) than the other methods shown. 
Here is a situation where the speed-cost tradeoffs 
BOTH favor the same solution! 

24, 28 Bits: Using the conventional 32-bit solution 
(deleting one or two ALUs) yields identical times (98ns) 
for both 24 and 28 bits. The shifted chain (Figure 6), 
however, uses fewer parts and is faster (96ns). With the 
same parts count, the chained and two-level methods 
yield the fastest times (87.5ns) for both 24- and 28-bit 
ALUs. 

32 Bits: The conventional approach for 32 bits shown in 
Figure 1(b) is an example of the two-level with helpers 
method. For 32 bits, the register-to-register add time is 
98 ns for this method. This is a faster approach than the 
chained and two-level methods (103.5ns) that were 
optimum for 24 and 28 bits. Another method — the 


shifted two-level — again uses fewer parts and is con- 
siderably faster than the conventional approach 
(87.5ns). This is illustrated in Figure 7. 

36, 40, 44 Bits: A 98ns solution can be obtained for 
36-bit ALUs by simply deleting parts from the 64-bit 
solution of Figure 1(c). A word of caution: this is not the 
path to the most significant slice (MSS). It turns out that 
this path is only 87.5ns. The 98ns path is to the output 
of the second MSS. The shifted two-level with helper 
method (Figure 8) will also produce a 98 ns result, but if 
the "‘helper” is replaced by the circuit of Figure d, the 
result is 96.5 ns. 

Another solution, requiring only two parts, is shown in 
Figure 9. This solution — the double shifted two-level 
method — turns out to be the best two-part solution for 
all word sizes from 36 to 64 bits. Speed for this method 
is 101.5ns. 

The shifted two-level with helper and double-shifted 
two-level methods turn out to be the optimum three-part 
and two-part solutions for 40- and 44-bit ALUs also. 

48 Bits: As mentioned above, the double shifted two- 
level method shown in Figure 9 is also the optimum two- 
part solution for 48 bits. Three-part solutions are shown 
in Figure 10. The shifted three-level solution of Figure 
10(a) results in a 114ns system. The double shifted 
three-level solution is 101.5 ns. Note how the worst-case 
path varies between the two solutions. This points out 
the fact that several paths must be evaluated to ensure 
that the longest one has been found. 



Cn+» 


Figure 4. Partial Look-Ahead Carry Circuit 



Figure 5. 20-Bit, Shifted 



Figure 6. 24-, 28-Bit, Shifted Chain 



Figure 7. 32-Bit, Shifted Two-Level 
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Figure 8. 36-Bit, Shifted Two-Level with Helper 



Figure 9. 36-Bit, Double-Shifted, Two-Level 


O 



Figure 10(a). 48-Bit, Shifted, Three-Level 



Figure 10(b). 48-Bit, Double Shifted, Three-Level 
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The four-part system of Figure 11 improves perfor- 
mance slightly (98ns) and may not be worth the 
additional expense. It is, however, the best four-part 
choice from 48 to 60 bits. This method is referred to as 
shifted two-ievel with heipers. 

52 Bits: Not a particularly popular ALU size, the 52-bit 
system nevertheless provides an opportunity to demon- 
strate another iook-ahead carry method — the double- 
shifted, two-level with helpers. This also turns out to be 
the fastest three-part method for word widths from 52 to 
64 bits. This method, iilustrated in Figure 12, resuits in 
117.5 ns for 52-bit systems. 

56 Bits: ALUs of 56 bits are becoming common in 
fioating point systems using 56 bits of mantissa and 8 


bits of exponent. Deleting components from the conven- 
tionai 64-bit approach [Figure 1(c)] resuits in a 98ns 
solution. This same speed, however, can be achieved 
with four parts using the shifted two-ievei with heiper 
method of Figure 13. 

60 Bits: The fastest 60-bit soiution is the conventionai 
approach for 64 bits [Figure 1(c)] with one aiu deieted. 
This results in a 98ns soiution. The shifted two-ievel 
with helper method (Figures 11 and 13) is a four-part 
solution that results in 103.5 ns. 

64 Bits: Again, the fastest 64-bit soiution (98ns) is the 
conventionai approach of Figure 1(c). The fastest four- 
part soiution is a double-shifted two-level with heiper 
method (117.5ns) iliustrated in Figure 14. 



Figure 11. 48-Bit, Shifted Two-Level with Helpers 



Figure 12. 52-Bit, Doubie-Shifted, Two-Levei with Helpers 



Figure 13. 56-Bit, Shifted, Two-Level with Heiper 



Figure 14. 64-Bit, Doubie Shifted, Two-Levei with Helper 
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Table II is a summary of the data generated from this 
study. It lists, for each word size, the fastest solution for 
look-ahead carry parts count from 0 to 5. The number 


under the “Method” column corresponds to the 
numbered list of Table I. The fastest solution for each 
word size is shaded. 


Table II. Optimum Speed for 4 -64-Bit ALUs 


Word 

Size 

Number of IDM2902S 

0 

1 

2 

3 

’ 4 

5 

Method 

Time 

Method 

Time 

Method 

Time 

Method 



Time 

Method 

Time 

4 

1 

50 











8 

1 












12 

1 

91 











16 

1 

107 











20 

r 

123 

' Z' ' 


4 

87.5 







24 

1 

139 

3 

101.5 

4, 6, 8 

87.5 

7 

98 





28 

1 

155 

3 

117.5 

4, 6, 8 ; 

g7 5 

9 

98 





32 

1 

171 

3 

133.5 

8 

87.5 

9 

98 





36 

1 

187 

3 

149.5 

10 



98 





40 

1 

203 

3 

165.5 

10 

117.5 

S 

m 





44 

1 

219 

3 

181.5 

10 


Ba 






48 

1 

235 

3 

197.5 

10 

149.5 

14 

101.5 

BB 

98 



52 

1 

251 

3 

213.5 

10 

165.5 

11 

117.5 


98 



56 

1 

267 

3 

229.5 

10 

181.5 

11 

133.5 

9, 13 



98 

60 

1 

283 

3 

245.5 

10 

197.5 

11 

149.5 

9 

103.5 

llliiii 

98 

64 

1 

299 

3 

261.5 

10 

213.5 

11 

165.5 

11 


7. 9 

98 


CONCLUSIONS 

It may appear that a lot of time was spent investigating 
alternate look-ahead carry schemes that save “a few 
nanoseconds” in overall speed. While this is certainly 
true for systems with ALU cycle times in the 200ns 
range, it has been shown that with the more recent 2900 
components from National Semiconductor, ALU cycie 
times in the 100ns region are certainly feasible, and 
here those same few nanoseconds could become sig- 
nificant. This wili be even more apparent with the 
introduction of the IDM2901A-2, which will improve the 
register/ALU times iisted in Table III by another 
20-25%. 

It has also been shown that no one solution is “best” 
for ali applications. Even the “fastest” soiution may not 
be optimum for a specific system when parts count, 
system wiring, board space, etc., are considered. 


Table III. Delay Times Used to Calculate Cycle Time 


Finally, the entire study wili soon be obsolete as new 
components with different (aibeit faster) specifications 
are introduced. Therefore, the only conclusion that 
seems iegitimate is that each application should be 
considered individuaiiy with the requirements of the 
system, the devices available, and sound engineering 
judgement determining the optimum solution. It is 
hoped that the information contained in this application 
note will provide some guidelines for finding that 
solution. 
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National programmable Logic 

Semiconductor 

Introduction And General Description 



What is a PAL? 

A PAL is a user-programmable array of logic 
gates which allows the equivalent of a number 
of SSI and MSI (small- and medium-scale 
integration) packages to be implemented on a 
single chip. NSC’s PAL series are Schottky TTL 
(transistor-transistor logic) components, and 
hence offer both speed and easy interfacing. 
Combinations of registers, flip-flops, and ran- 
dom logic are all easily implemented using 
PALS. 

Why Should You Use A PAL? 

Reduced board space 

PALs typically implement the equivalent of 
from 4 to 12 SSI and MSI packages in a single 
20-pin DIP. If the amount of space on your PCB 
is insufficient for your needs, you should 
seriously consider using PALs in your design. 

Cost Effectiveness 

The total manufacturing cost of a circuit im- 
plemented with PALs is frequently less than 
that of standard ICs. Only 25 to 50 per cent of 
the cost of utilizing an SSI or MSI chip is nor- 
mally its purchase price; the remaining 50 to 75 
per cent is tied up in the cost of the PCB area, 
assembly, and testing associated with that 
chip. Hence, as the PAL replaces more and 
more chips, its usage quickly becomes 
justified on a cost basis alone. 

Fast System Design 

Because of PALs’ programmability and flex- 
ibility, the time needed to design and imple- 
ment a system can be cut in half. Breadboards 
can be built quickly to test out new ideas 
without lOhg waiting. 

Design Flexibility 

PALs offer the design engineer greater flexibili- 
ty than standard, off-the-shelf parts. If a 
desired function is not readily available with 
standard components, an awkward assortment 
of chips may be needed to implement the func- 
tion. With PALs, the engineer simply chooses 
what he wants instead of taking what he can 
get. 


Easy Design Changes 

PALs offer the designer the ability to 
reprogram an IC instead of redesigning other 
hardware and laying out a new PCB when the 
function of the card changes. 

High Speed 

PALs are built using Schottky technology. 
Register PALs clock at 40 MHz, with faster parts 
on the way. 

Easy Field Programming 

Unlike gate arrays and other approaches to 
custom logic design, the PAL is user- 
programmable, which minimizes turnaround 
time. The PAL can be programmed quickly and 
easily using standard PROM programmers with 
appropriate personality cards. Conversion of 
logic functions into the PAL format is ac- 
complished quickly and easily using a software 
tool called PALASM^^ 

Small Inventory 

The PAL family can be used to replace up to 90 
per cent of TTL components with just 15 dif- 
ferent parts. This considerably lowers inven- 
tory costs. 


What Is The Impact Of PAL On 
Logic Design? 

Logic designers are noticing an apparent 
“complexity gap’’ between TTL and LSI. Pro- 
ducts designed using discrete TTL devices 
would consume unacceptable amounts of 
physical space and electrical power. Software 
programmable LSI devices (microprocessors) 
offer high density and need relatively little 
power to do almost anything imaginable, but 
the designer pays a high price in software 
development and still has to use discretes to 
interface them to the outside world. Until 
recently, there has been no device that pro- 
vides a really effective way of bridging this gap. 
National Semiconductor Company has seen 
this need, and now offers the designer a family 
of PAL (Programmable Array Logic) devices to 
fill it. PALs offer powerful capabilities for 
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creating cost-effective new products or for im- 
proving the effectiveness of existing logic 
designs. PAL devices save time and money by 
solving many of the system partitioning and in- 
terface problems not otherwise effectively 
solved by today’s semiconductor device 
technology. 

LSI (Large scale integration) offers many ad- 
vantages, but advances have been made at the 
expense of either device flexibility or software 
complexity. LSI technology has been and still 
is leading to larger and larger standard logic 
functions. LSI offers high functional density 
and low power consumption; single ICs now 
perform functions that formerly required com- 
plete circuit cards. However, most LSI devices 
don’t interface with user systems without large 
numbers of support devices. Designers are still 
forced to turn to random logic for many ap- 
plications. LSI is slow, and it is rigidly partition- 
ed. For all its capability to perform varied and 
complex tasks, the microprocessor is a slow 
and expensive way of doing simple, repetitive 
tasks when the necessary interface and other 
support devices are added, and when the time, 
money, and memory required for software 
development are considered. 

TTL provides speed, and you could say its 
flexibility is infinite, but its price is high power 
consumption, large parts count, and low space 
utilization. 

Custom IC’s can be effective design solu- 
tions if the product is of low-to-medium com- 
plexity, its logic function is well defined, and 
its market is high volume. Its design cycle is 
typically long, and its Cost can be prohibitive. 
This tends to discourage its use. 

Fuse-programmable devices of various kinds 
have been invented to try to overcome the 
above-mentioned disadvantages. All but PAL 
require external interface logic, and all but PAL 
have disadvantages, to wit; 

PROM: Requires careful design to avoid 
undesirable data transitions. Also 
limited on the number of input 
variables it can accommodate. 

FPLA: Is expensive, difficult to program, 
and hard to understand. 

FPGA: Isn’t widely available, and lacks 
flexibility. 

PMUX: Is available in only a few types. 

The PAL—A New Extension of 
Fusible-Link Technology 

The diode matrix was the first programmable 
integrated-circuit logic device, introduced in 


the early 1960’s. This device contained only a 
diode-logic OR matrix, each crosspoint of 
which had a fusible link. 

The programmable read-only memory (PROM) 
extended the programmable logic concept con- 
siderably by allowing input variables to be en- 
coded, by reducing the number of pins re- 
quired per input variable, and by providing TTL 
compatibility. The PROM is an AND-OR logic 
element with fixed AND matrix and program- 
mable OR. 

One advantage of using PROMS is that they are 
produced in high volume because they are 
used in many applications. Also, the PROM is a 
universal logic solution; in other words, all the 
product terms of the input variables ate 
generated, making it possible to implement 
any AND-OR function of these variables. 

The Field-Programmable Logic Array (FPLA) 
has a second fuse matrix (an AND matrix), so 
allows the designer to select and program only 
those product terms used in each specific 
function. These product terms are then com- 
bined in the OR fuse array to form an AND-OR 
logic equation. More about these later. 


How It Works (See Figure 1-1.) 

In the PAL concept, an AND fuse array allows 
the designer to specify the product terms re- 
quired, and connect them to an OR matrix 
chosen to perform the required combination of 
AND-OR logic functions. PALs are offered in a 
number of different part types that vary the OR- 
gate configuration. Specifying the OR-gate 
connection therefore becomes a task of device 
selection rather than of programming, as with 
the FPLA. With this approach, PALs eliminate 
the need for a second fuse matrix with little 
loss in overall flexibility. Figure 1 is a 
schematic diagram that shows how a typical 
PAL circuit processes a two-input, one-output 
logic segment. The general logic equation for 
this segment is; 

Output = (l| • fi -t- /f-|) (/l-i *f2 + /f2) (*2 • ^3 + 
/f3) (/'2 • f4 + >U) + dl • f5 + /^5) 
(/i-i • fe + /fe) (i2 • f? + ih + 1^7) {i2 

• fe + m 

where the “f” terms represent the states of the 
fuse links in the PAL’s AND array. In the above 
equation, an intact fuse is represented by f = 
1, and a blown fuse by f = 0. 

Although logic equations are convenient for 
simple functions, they become progressively 
less tractable as the functions become more 
complex. In large systems, the logic diagram, 
or schematic, and the truth table are the 
methods more commonly used to describe 
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logic networks. For simplicity, PAL logic is 
described in this book using the symbolic nota- 
tion shown at right in Figure 1-2. The conven- 
tional, combinational logic diagram of the 
same expression is shown at left. In the figure, 
an X represents an intact fuse which, in con- 
junction with the series diode (not shown 
schematically), performs the logical AND func- 
tion. 


The two-input, one-output example shown in 
Figure 1-1, redrawn using the new logic nota- 
tion, is depicted in Figure 1-3. 


Figure 1-4 is the normal combinational logic 
diagram of an example whose transfer function 
is as follows: 


Output = H • /l 2 + /li • I 2 


•1 h I2 I2 



FIGURE 1-1. Partial Logic Diagram of a PAL"" 


FIGURE 1-2. Conventional and PAL Logic Notation. 


'1 M *2 >2 



FIGURE 1-3. Two-input, One-output PALCircuit, Unprogrammed. 



h 12 -I- 1 12 


FIGURE 1-4. Logic Diagram of the Expression Shown Above 
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As can be seen from the expression and 
diagram, this is a two-input, one-oytput circuit; 
hence, the circuit of Figure 1-3 appears to be a 
good candidate to solve this problem. Remov- 
ing the Xs from the junctions that do not repre- 
sent terms of the example Boolean expression 
results in the diagram shown in Figure 1-5, 
which is the same PAL circuit shown in Figure 
1-3, except ‘that the appropriate fuses are 
blown. 

Using the symbology described here not only 
displays the attributes of a logic diagram, but 
also those of the truth table for the same ex- 
pression diagrammed. With this technique, it is 
possible to compare the structure of the PAL 
with those of the familiar PROM and PLA. 


Comparison 

To illustrate the differences among the three, 
field-programmable logic concepts, each of 
the approaches is shown as an AND matrix, 
followed by an OR matrix. The basic logic im- 
plemented by the PROM is AND-OR, with the 
AND gates all preconnected on the chip, mak- 
ing this portion fixed, while the OR matrix is 
implemented with diode-fuse interconnec- 
tions, making it programmable. Thus, the 
PROM is an AND-OR logic element with fixed 
AND matrix and programmable OR. The PROM 
solution in Figure 1-6 requires a 64-fuse matrix. 
There are many advantages to using PROMs as 
logic devices. One is that because they are us- 
ed in many applications, they are produced in 
high volume. Also, the PROM is a universal 
logic solution; in other words, all the product 
terms of the input variables are generated, 
making it possible to implement any AND-OR 
function of these variables. However, PROMs 
cannot accommodate large numbers of 
variables; the maximum number of input 
variables currently being realized is 11. 


The Field-Programmable Logic Array (FPLA) 
has a second fuse matrix (an AND matrix), 
allowing the designer to select and program 
only those product terms used in each specific 
function. (See Figure 1-7.) These product terms 
are then combined in the OR fuse array to form 
an AND-OR logic equation. 

The typical FPLA implementation has less than 
terms available (with n as the number of in- 
put variables). This allows the FPLA to accom- 
modate larger values of n, i.e., more inputs, in 
contrast with the PROM, where the number of 
product terms is always equal to 2^^. Although 
the FPLA usually requires fewer fuses to imple- 
ment a given logic function, additional circuitry 
is required to select and program these 
fuses— circuitry that is not used in the final 
logic solution, but which is paid for in die area. 
This “chip overhead" cost becomes significant 
for simple applications that leave logic unused. 

The basic logic structure of the PAL, con- 
sisting of a programmable AND array whose 
outputs feed a fixed OR array, is shown in 
Figure 1-8. The PAL is low in cost and easy to 
program, like the PROM, but also is more flexi- 
ble, like the FPLA. Table 1-1 lists the 
characteristics of the three principal families 
of devices described here, and also others, for 
comparison. 


Table 1-1. 

Programmable Logic Device Summary 


Device 

AND 

OR 

Output Options 

PROM 

FPLA 

FPGA 

PMUX 

PAL 

Fixed 

Prog 

Prog 

Fix/Prog 

Prog 

Prog 

Prog 

None 

Fixed 

Fixed 

TS,OC 

TS,OC, Fusible Polarity 
TS,OC, Fusible Polarity 
TS 

TS, Registers, Feedback, I/O 



FIGURE 1-5. Blown Junctions Make the PAL Useful. 
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FIGURE 1-7. FPLA Having 4 Inputs, 4 Outputs, and 16 Products. 
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TABLE 1-2. THE PROGRAMMABLE ARRAY LOGIC (PAL®) FAMILY 


Sid 
(35 ns) 

High 
Speed 
(25 ns) 

Pkg 

Pin 

Description 

10H8 

10H8A 

20 

10 input, 8 output AND-OR array 

12H6 

12H6A 

20 

12 input, 6 output AND-OR array 

14H4 

14H4A 

20 

14 input, 4 output AND-OR array 

16H2 

16H2A 

20 

16 input, 2 output AND-OR array 

10L8 

10L8A 

20 

10 input, 8 output AND-OR array 

12L6 

12L6A 

20 

12 input, 6 output AND-OR array 

14L4 

14L4A 

20 

14 input, 4 output AND-OR array 

16L2 

16L2A 

20 

.16 input, 2 output AND-OR array 

16C1 

16C1A 

20 

16 input, 1 output AND-OR/NOR array 

16L8 

16L8A 

20 

16 input, 8 output AND-OR-invert array 

16R8 

16R8A 

20 

16 input, 8 output AND-OR-register array 

16R6 

16R6A 

20 

16 input, 6 output AND-OR-register array 

16R4 

16R4A 

20 

16 input, 4 output AND-OR-register array 

16X4 


20 

. 16 input, 4 output AND-OR-XOR-register array 

16A4 


20 

16 input, 4 output AND-CARRY-OR-XOR register 

12L10 


24 

12 input, 10 output AND-OR invert array 

14L8 


24 

14 input, 8 output AND-OR-invert array 

16L6 


24 

16 input, 6 output AND-OR-invert array 

18L4 


24 

18 input, 4 output AND-OR-invert array 

20L2 


24 

20 input, 2 output AND-OR-invert array 

20C1 


24 

20 input, 1 output AND-OR/NOR array 

20L10 


24 

20 input, 10 output AND-OR-invert array 

20X10 


24 

20 input, 10 output AND-OR-XOR-register array 

20X8 


24 

20 input, 8 output AND-OR-XOR-register array 

20X4 


24 

20 input, 4 output AND-OR-XOR-register array 


PALs For Every Task 

The members of the PAL family are listed in • 
Table 1-2. They are designed to cover the spec- 
trum of logic functions at lower cost and lower 
package count. This allows you to select the 
PAL that best fits your application. PALs come 
in four basic configurations: 

• Gates 

• Register Outputs With Feedback 

• Programmable I/O 

• Arithmetic Functions 

Gates 

For 20/20A series, PALs are available in sizes 
from 10x8 (10 inputs 8 outputs) to 16x2, with 
either active-high or active-low output configura- 
tions. For 24 series, PALs are available in sizes 
from 12 X 10 to 20 X 2 with active-low output con- 
figurations. One part has complementary out- 
puts with both series. This wide variety of in- 
put/output formats allows the PAL to replace 
many different-sized blocks of combinational 
logic with single packages. 


Register Outputs With Feedback 

High-end members of the PAL family feature 
latched data outputs with register feedback. 
Each sum or product term is stored in a D flip- 
flop on the rising edge of the system clock. 
(See Figure 1-9.) The Q output of the flip-flop 
can then be gated to the output pin by enabling 
the active-low TRI-STATE* buffer. 

In addition to being available for transmission, 
the Q output is also fed back into the PAL array 
as an input term. This feedback allows the PAL 
to “remember" its prior state, and it can alter 
its function based upon that state. This allows 
you to configure the PAL as a state machine 
that can be programmed to execute elementary 
functions such as count up, count down, skip, 
shift, and branch. 


INPUTS, FEEDBACK AND I/O 
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Programmable I/O 

Another feature of the high-end members of 
the PAL family is programmable input/output. 
This allows the product terms to directly con- 
trol the outputs of the PAL. (See Figure 1-10.) 
One product term is used to enable the 
TRISTATE' buffer, which in turn gates the 
summation term to the output pin. The output 
is also fed back into the PAL array as an input. 
Thus, the PAL drives the I/O pin when the 
TRISTATE" gate is enabled; the I/O pin is an 
input to the PAL array when the TRISTATE' 
gate is disabled. This feature can be used to 
allocate available pins for I/O functions or to 
provide bidirectional output pins for opera- 
tions such as shifting and rotating serial data. 


Arithmetic Functions 

The aiithmetic functions add, subtract, greater 
than, and less than are implemented by two ad- 
ditional features of the register PAL. (See 
Figure 1-11.) First, the sums that are XORed at 
the input of a D flip-flop. This allows carries 
from previous operations to be XORed with 
current sums generated by the PAL array. 
Second, the Q output of the flip-flop is ORed 
with an input to form the terms \ + Q,\ + IQ,\ 
-f Q, and /I + IQ, which are then fed back into 
the PAL matrix. This option provides for ver- 
satile operations on two variables and 
facilitates the parallel generation of carries 
necessary for fast arithmetic operations. 
Figure 1-12 shows a PAL array, programmed to 
combine the available terms to form 16 logical 
products in an ALU or controller application. 


Technology 

National Semiconductor PALs are manufac- 
tured using the same high-volume technology 
used in the manufacture of PROMs. This in- 
cludes state-of-the-art Schottky processing, 
dual-layer metal, and highly reliable titanium- 
tungsten fuses. NPN emitter followers make 
up the programmable AND array. The inputs 
are PNP transistors whose input impedance 
imposes a current drain of not more than 0.25 
mA on the source. All outputs are standard TTL 
drivers with internal active-pullup transistors. 
Typical PAL propagation delay is 25 ns for the 
standard version. 

Packaging 

All PAL versions are supplied in the space- 
saving 20 and 24-pin, 0.3-in. “thin-dip" package. 
This package offers one of the best pin-count- 
to-area ratios available. 

PALS also utilize National's copper-lead-frame 
plastic package design that combines the low 
cost of plastic with the thermal characteristics 
of CERDIP to provide highly reliable, cost- 
effective components. 

Programming PALs are designed to be pro- 
grammed using standard, commercially 
available PROM programmers with the addition 
of the proper personality module and socket 
adapters. Some programmers with PAL pro- 
gramming capability are listed in the PAL Design 
section. 


INPUTS, FEEDBACK AND I/O 



INPUTS. FEEDBACK AND I/O 
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PAL Part Numbers 

The PAL part number reveals the logic opera- 
tion the part performs. (See Figure 1-13.) The 
example sho\wn, the DMPAL16L2NC, is a 
device that accommodates 16 input terms and 


generates 2 active-low output terms, is con- 
tained in a 20-pin plastic dual-inline package, 
and meets commercial temperature-range 
specifications. 



DIGITAL MEMORY 

PROGRAMMABLE ARRAY LOGIC FAMILY 

NML= NATIONAL MASKED LOGIC 
NUMBER OF ARRAY INPUTS 


A 


N 


OUTPUT TYPE; 

H = ACTIVE HIGH 
L = ACTIVE LOW 
C = COMPLEMENTARY 
R = REGISTER 
X = EXCLUSIVE-OR WITH 
REGISTER 

A = ARITHMETIC WITH REGISTER 
NUMBER OF OUTPUTS 

SPEED RANGE 

NO SYMBOL = STANDARD SPEED (35 ns) 
A = HIGH SPEED (25 ns) 

PACKAGE TYPE; 

N = PLASTIC DIP 
J = CERAMIC DIP 

I TEMPERATURE RANGE: 

I C = 0 TO -f 75 DEG. C 

- M = -55TO -t-125DEG. C 


FIGURE 1-13. Meaning of PAL Part Number Code 


PAL Logic Symbols 


PALI OHS 


The logic symbols for each of the individual 
PAL devices gives a concise functional 
description of that device. Figure' 1-14 shows a 
typical logic symbol, that of the 10H8 gate 
array. 



FIGURE 1-14. Logic Symbol, DMPAL10H8. 
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PAL Logic Symbols - Series 24 (Contd.) 

PAL20L10 




PAL20X10 



PAL20X4 



24 
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u Semiconductor 

DATASHEETS 

Programmable Array Logic (PAL®) 
Series 20/20A 


Programmable Logic 


Description 

The PAL® family utilizes National Semicon- 
ductor’s Schottky TTL process and bipolar 
PROM fusible-link technology to provide 
user-programmable logic to replace conven- 
tional SSI/MSI gates and flip-flops. Typical 
chip count reduction gained by using PALs is 
greater than 4:1. 

The family lets the systems engineer 
customize his chip by opening fusible links to 
configure AND and OR gates to perform his 
desired logic functions. Complex interconnec- 
tions that previously required timeconsuming 
layout are thus transferred from PC board to 
silicon where they can be easily modified dur^ 
ing prototype checkout or production. 

The PAL transfer function is the familiar sum 
of products with a single array of fusible links. 
Unlike the PROM, the PAL is a programmable 
AND array driving a fixed OR array. (The PROM 
is a fixed AND array driving a programmable 
OR array.) In addition, the PAL family offers 
these options: 

• Variable input/output in ratio. 

• Programmable TRISTATE® outputs. 

• Registers and feedback. 


Unused inputs are tied directly to Vqq or GND. 
Product terms with all fuses blown assume the 
logical high state, and product terms con- 
nected to both true and complement of any 
single input assume the logical low state. 
Registers consist of D type flip-flops that are 
loaded on the low-to-high transition of the 
clock. PAL logic diagrams are shown with all 
fuses blown, enabling the designer to use the 
diagrams as coding sheets. 

The entire PAL family is programmed on con- 
ventional PROM programmers with appropriate 
personality and socket adapter cards. Once the 
PAL is programmed and verified, two addi- 
tional fuses may be blown to make verification 
difficult. This feature gives the user a pro- 
prietary circuit that is very difficult to copy. 

Features 

• Programmable replacement for conven- 
tional TTL logic. 

• Simplifies prototyping and board layout. 

• Thin DIP packages. 

• Reliable titanium-tungsten fuses. 

• Available in standard and high speed 


Part Types 


25 ns max propagation delay for high 
speed versions (20A series) 


OCTAL 10 INPUT ANO OR GATE ARRAY 


HEX 12 INPUT AND OR GATE ARRAY 


QUAD 14 INPUT AND-OR GATE ARRAY 


DUAL 16 INPUT ANO OR GATE ARRAY 


16 INPUT ANO OR/ANO OR INVERT GATE ARRAY 


OCTAL 10 INPUT ANO OR 


HEX 12 INPUT AND OR 


QUAD 14 INPUT AND-OR 


DUAL 16 INPUT AND OR 


OCTAL 16 INPUT AND OR-INVERT GATE ARRAY 


OCTAL 16 INPUT REGISTERED AND-OR GATE ARRAY 


HEX 16 INPUT REGISTERED AND-OR GATE ARRAY 


INPUT REGISTERED AND-OR GATE ARRAY 


QUAD 16 INPUT REGISTERED AND-OR-XOR GATE ARRAY 


QUAD 16 INPUT REGISTERED AND-CARRY-OR-XOR GATE ARRAY 



OCTAL 10 INPUT AND-OR GATE ARRAY 


HEX 12 INPUT AND-OR GATE ARRAY 


QUAD 14 INPUT AND-OR GATE ARRAY 


DUAL 16 INPUT AND-OR GATE ARRAY 


16 INPUT AND-OR/AND-OR-INVERT GATE ARRAY 


OCTAL 10 INPUT AND-OR INVERT GATE ARRAY 


QUAD 14 INPUT AND-OR-INVERT GATE ARRAY 


DUAL 16 INPUT AND-OR-INVERT GATE ARRAY 


OCTAL 16 INPUT AND-OR-INVERT GATE ARRAY 


OCTAL 16 INPUT REGISTERED AND-OR GATE ARRAY 


HEX 16 INPUT REGISTERED AND-OR GATE ARRAY 


QUAD 16 INPUT REGISTERED AND-OR GATE ARRAY 
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Absolute Maximum Ratings 


Supply voltage Vqq 

Input voltage 

Off-state output voltage . 
Storage temperature range 


Operating 

Programming 

. . . . . ,7.0 V 

12 V 

5.5 V 

12 V 

5.5 V 

12V 

-65“C 

to 150-’C 


10H8, 12H6, 14H4, 16H2, 16C1, 10L8, 12L6, 14L4, 16L2 
Electrical Characteristics 

Over Recommended Operating Temperature Range 


Symbol 

Parameter 

Test Conditions 

Min Typ Max 

Unit 

V|H 

High-level input voltage 


2 

V 

V|L 

Low-level input voltage 


0.8 

V 

Vie 

Input clamp voltage 

Vqc = MIN l| = -18 mA 

- 1.5 

V 

Vqh 

High-level output voltage 

VeC = MIN V|H = 2V 
V|L = 0.8V Iqh = max 

2.4 

V 

VOL 

Low-level output voltage 

VeC = MIN V|H = 2V 
V|L = 0.8V Iql = max 

0.5 

V 

l| 

Input current at maximum 
input voltage 

Vqc = max V| = 5.5 V 

1.0 

mA 

■iH 

High-level input current 

Vec =MAX V| = 2.4V 

25 

mA 

l|L 

Low-level input current 

Vqq = MAX V| = 0.4V 

-250 

mA 

'os 

Short-circuit output current 

Vqq = MAX Vq = 0V 

-3Q, -130 

mA 

'cc 

Supply current 

Vqq = MAX 

55 90 

mA 


Recommended Operating Conditions 


Symbol 

Parameter 

Military 

Min Norn Max 

Commercial 
Min Nom Max 

Unit 

vcc 

Supply voltage 


4.75 5.00 5.25 

V 

Iqh 

High-level output current 

-2.0 

-3.2 

mA 

■OL 

Low-level output current 

8 

8 

mA 

Ta 

Operating free air temperature 

-55 125 

0 75 

'C 


Switching Characteristics 

Over Recommended Ranges of Temperature and Vqq 


■■ 

Military 

= -55° to -t-125°C 
Vcc = 5.0V ±10% 
Min Typ Max 

Commercial 
T;^ = 0° to 75°C 
Vcc = 5.0V ± 5% 
Min Typ Max 


Symbol 

Parameter 

Test Conditionstt 
R1 = 5600 
R2 = 1.1 kfl 

Unit 

*PD 

From any input to any output 

Cl = 15pF 

25 45 

25 35 

ns 
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16L8, 16R8, 16R6, 16R4, 16X4, 16A4 
Electrical Characteristics 

Over Recommended Operating Temperature Range 


Symbol 

Parameter 

Test Conditions 

Min Typ Max 

Unit 

'^IH 

High-level input voltage 


2 

V 

V|L 

Low-level input voltage 


0.8 

V 

V|C 

Input clamp voltage 

Vcc == MIN l| = -18 mA 

- 1.5 

V 


High-level output voltage 

'^CC MIN V|H = 2V 
V|L = 0.8V Iqh = max 

2.4 

V 

VOL 

Low-level output voltage 

^CC = MIN V|H = 2V 
V|L = 0.8V Iql = max 

0.5 

V 

•OZH 

Off-state output current 
high-level voltage applied 

Vcc = max, V|h = 2V, 
Vq = 2.4 V, VI L = 0.8 V 

100 

■ 

'OZL 

Off-state output current 
low-level voltage applied 

Vcc = max, V|h = 2V 
Vq = 0.4V, VIL = 0.8V 

- 100 

/<A 

l| 

Input current at maximum 
input voltage 

Vcc = max V| = 5.5 V 

1.0 

mA 

l|H 

High-level input current 

Vcc ^^AX V| = 2.4V 

25 

mA 

l|L 

Low-level input current 

Vcc <^AX V| = 0.4V 

-250 

mA 

'os 

Short-circuit output current 

Vcc = max Vo = ov 

-30 -130 

mA 

'cc 

Supply 

Current 

16L8 

Vcc = MAX 

140 180 

mA 

16R4,16R6,16R8 

150 180 


Recommended Operating Conditions 


Symbol 

Parameter 

Military 

Min Nom Max 

Commercial 
Min Nom Max 

Unit 

Vcc 

Suppiy voltage 

4.5 5.0 5,5 

4.75 5.00 5.25 

V 

•OH 

High-level output current 

-2.0 

-3.2 

mA 

'OL 

Low-ievel output current 

12 

24 

mA 

Ta 

Operating free air temperature 

-55 125* 

0 75 

°C 


•Operating Case Temperature only, Tq = 125°C 
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Switching Characteristics 

Over Recommended Ranges of Temperature and Vcc 



Military 

= -55' to -t-125°C 
Vcc = 5 °V ±10% 
Min Typ Max 

Commercial 
T/v = 0” to 75°C 
Vcc = 5°V ± 5% 
Min Typ Max 


Symbol 

Parameter 

Test Conditionstt 
R1, R2 

Unit 

<PD 

Input to output 

■ 

25 45 

25 35 

ns 

*PD 

Clock to output 

15 25 

15 25 

ns 

•pzx 

Pin 11 to output enable 

15 25 

15 25 

ns 

*PX2 

Pin 11 to output disable 

Cl = 5pF 

15 25 

15 25 

ns 

*PZX 

Input to output enable 

Cl = 50pF 

25 45 

25 35 

ns 


Input to output disable 


25 45 

25 35 

ns 

'w 

Width of clock 

High 


25 

25 

ns 

Low 


25 

25 

*su 

Setup time 

16R8,16R6,16R4 


45 

35 

ns 

16X4, 16A4 




»h 

Hold time 


0 - 15 

0 - 15 

ns 


tfSee Standard Test Load and Definition of Waveforms 


Standard Test Load 



MEDPAL SMPAL 

' MIL ' COML' 

R1 = 390 R1=200 R1 = 560 

R2 = 750 R2 = 390 R2 = 1.1k 


Test Waveforms 

Set-Up and Hold 


Pulse Width 



Propagation Delay 


Enable and Disable 










ENABLE 

(ENABLE PIN OR INPUT) 


NORMALLY HIGH 
OUTPUT 
(SI OPEN) 


NORMALLY LOW 
OUTPUT 
(S1 CLOSED) 



Note A: C(_ Includes probe and jig capacitance. 

Note B; Vj = 1.5V. 

Note C: In the examples above, the phase relationships between inputs and outputs have been chosen arbitrarily. 
Note D: All input pulses are supplied by generators having the following characteristics: PRR = 1 MHz, ZoUT = ^‘^^* 
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Absolute Maximum Ratings 










Operating Programming 

Supply Voltage, Vcc 7V 12V 

input Voltage 5.5V 12V 

Off-State Output Voltage 5.5V 12V 

Storage Temperature Range -65®C to -M50*C 








10H8A, 12H6A, 14H4A, 16H2A, 16C1A, 10L8A, 12L6A, 14L4A, 18L2A 








Recommended Operating Conditions 








Symbol 

Parameter 

Military 

Commercial 

Unit 

Min. 

Typ. 

Max. 

Min. 

Typ. 

Max. 

Vcc 

Supply Voltage 

mm 

5 

5.5 

4.75 

5 

5.25 

V 

loH 

High Level Output Current 



-2 



-3.2 

mA 

loL 

Low Level Output Current 



12 



24 

mA 

Ta 

Operating Free-AIr Temperature 




0 


75 

tm 

Electrical Characteristics over Recommended operating Temperature Range 

Symbol 

Parameter 

Test Conditions 

Min. 

Typ. 

Max. 

Unit 

V|H 

High Level Input Voltage 


2 



V 

V|L 

Low Level Input Voltage 




0.8 

V 

V|C 

Input Clamp Voltage 

Vcc = Min., l| = -18mA 



-1.5 

V 

VoH 

High Level Output Voltage 

Vcc = Mln.,V|H = 2V 
Vm = 0.8V, loH = Max. 

Q 

■ 

■ 

V 

VoL 

Low Level Output Voltage 

Vcc = Mln., Vih = 2V 
V|l = 0.8V, loL = Max. 


■ 


D 

l| 

Input Current at Maximum Input Voltage 

Vcc= Max., V| = 5.5 V 



1 

mA 

l|H 

High Level Input Current , 

Vcc = Max., V| = 2.4V 



25 

pA 

IlL 

Low Level Input Current 

Vcc = Max., V|= 0.4 V 



-0.25 

mA 

•os 

Short Circuit Output Current 

Vcc = 5V 

-30 


-130 

mA 

■cc 

Supply Current 

Vcc = Max. 

55 


90 

mA 

Switching Characteristics over Recommended Ranges of Temperature and Vcc 

Military: Ta = -55“C to •f125‘“C, Vcc = 5V ±10% 
Commercial: Ta = 0 to 75®C, Vcc = 5 V ±5% 

Symbol 

Parameter 



Military 

Commercial 

Unit 

lesi uonQiiions 

Min. 

Typ. 

Max. 

Min. 

Typ. 

Max. 

tpD 

From any Input to any Output 

Cl = 15pF 


15 

30 


15 

25 

ns 
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16L8A, 16R8A, 18R8A, 18R4A, 18X4A, 18A4A 

Recommended Operating Conditions 

Symbol 

Parameter 

Military 

1 Commercial 

Unit 

Min. 

Typ. 

Max. 

Min. 

Typ. 

Max. 

Vcc 

Supply Voltage 

la 

5 

5.5 

4.75 

5 

5.25 

V 

tw 

Width of Clock 

Low 

20 

10 


15 

10 


ns 

High 

20 

10 


15 

10 


tsu 

Setup Time from Input 
or Feedback to Clock 

16R8A, 16R6A, 16R4A 

30 

16 

■ 

25 

16 


ns 

th 

Hold Time 

0 

-10 


0 

-10 


ns 

Ta 

Operating Free-Air Temperature 

-55 



0 

25 

75 

a 

Tc 

Operating Case Temperature 



125 





' Electrical Characteristics over Recommended operating Temperature Range 

Symbol 

Parameter 

Test Conditions 

Min. 

Typ. 

Max. 

Unit 

V|H 

High Level Input Voltage 


2 



V 

V|L 

Low Level Input Voltage 




0.8 

V 

V|C 

Input Clamp Voltage 

Vcc = Min., I| = -18mA 


-0.8 

-1.5 

V 

VoH 

High Level Output Voltage 

Vcc — Min. 
V|l = 0.8V 
V|h=2V 

loH = ”2mA MIL 

B 

2.8 

B 

V 

loH = -3.2 mA COM 

VoL 

Low Level Output Voltage 

Vcc — Min. 
V|l = 0.8V 
V|h = 2V 

l0L = 12mA MIL 

B 

0.3 

0.5 

B 

loL = 24mA*** COM 

loZH 

Off-state Output Current 

Vcc = Max. 
V|u = 0.8V 
V|h = 2V 

Vo = 2.4 V 



100 

fA 

loZL 

Vo = 0.4 V 



-100 

fA 

l| 

Maximum Input Current 

Vcc = Max., V| = 5.5 V 



1 

mA 

l|H 

High Level Input Current 

Vcc = Max., V| = 2.4 V 



25 

fA 

l|L 

Low Level Input Current 

Vcc = Max., V, = 0.4 V 


-0.02 

-0.25 

mA 

•os 

Output Short-Circuit Current** 

> 

o 

II 

> 

m 

II 

o 

-30 

-70 

-130 

mA 

Ice 

Supply Current f 

Vcc = Max. 


120 

180 

mA 

Switching Characteristics over Recommended Ranges of Temperature and Vqc 

Military; Ta = -55°C to +125‘’C*, Vcc = 5 V ±10% 
Commercial: Ta = 0 to TS^C, Vcc = 5V ±5% 


Parameter 

Test Conditionsif 
R1,R2 

Military 

Commercial 

Unit 

Min. 

Typ. 

Max. 

Min. 

Typ. 

Max. 

tpD 

Input or Feedback to Output 

CL = 50pF 


15 

30 


15 

25 

ns 

tCLK 

Clock to Output or Feedback 


10 

20 


10 

15 

ns 

tpzx 

Pin 11 to Output Enable 


10 

25 


10 

20 

ns 

fpxz 

Pin 11 to Output Disable 

Cl = 5pF 


11 

25 


11 

20 

ns 

tpzx 

Input to Output Enable 

Cl = 50pF 


10 

30 


10 

25 

ns 

tpxz 

Input to Output Disable 

Cl = 5pF 


13 

30 


13 

25 

ns 

fMAX 

Maximum Frequency 


20 

30 


25 

30 


ns 

t Ice = Max. at minimum temperature. 
ttSee Waveforms, Test Load on pg. 24-21. 
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Data Sheets 


Table 2-2. Ta = 25°C 


Symbol 

Parameter 

Limits 

Min Typ Max 

Units 

V|hh 

Program-level input voltage 

11.5 11.75 12.0 

V 

l|HH 

Program-level input current 

Output Program Pulse 

50 

mA 

OD.UR 

25 

All Other Inputs 

5 

'CCH 

Program Supply Current 

400 

mA 

Tp 

Program Pulse Width 

10 50 

MS 


Delay time 

100 

ns 


Program Pulse duty cycle 

25 

% 

Vp 

Program/Verify-Protect-input voltage5.5V< Vcc^6V 

18 18.5 19 

V 

Ip 

Program/Verify-Protect-input current 

400 

mA 

tdv 

Delay Time to Verify 

100 

MS 


Programming 

PAL fuses are programmed using a low- 
voltage linear-select procedure which is com- 
mon to all 15 PAL types. The array is divided in- 
to two groups, products 0 through 31 and pro- 
ducts 32 through 63, for which pin identifica- 
tions are shown in Figure 2-2. To program a 
particular fuse, both an input line and a pro- 
duct line are selected according to the follow- 
ing procedure: 

1 . Raise Output Disable, OD, to V|^|.|. 

2 . Select an input line by specifying Iq, I-|, Io, 

I3, I4, Ic, l0, I7, and L/R as shown in Table 
12 . 

3 . Select a product line by specifying Aq, A-j, 

and Ap one-of-eight select as shown in 
Table 2-10. 

4 . Raise Vqq (pin 20) to V|hH- 

5 . Program the fuse by pulsing the output 

pins Op of the selected product group to 
VpH as shown in Table 2-4. 

6 . Lower Vqq (pin 20) to 6.0 V. 


7 . Pulse the CLOCK pin and verify output 

pins Op, to be Low for active Low PAL 
types or High for active High PAL types. 

8 . Lower V^Qfpin 20) to 4.5 V and repeat 

step 7. 

9 . Should the output not verify, repeat steps 

1 through 8 up to five (5) times. 

Repeat this procedure for all fuses to be blown. 
(See Figure 2-3.) 

To prevent further verification, two last fuses may 
be blown by raising pin 1 and pin 11 to 18.5 volts 
for 10 ms-1 sec. with Vcc at 6.0 volts. 


Voltage Legend 

L = Low-level input voltage, V||_ 

H = High-level input voltage, V|h 
HH = High-level program voltage, V|hh 
Z = 10 k Ohms to 5.0 V. 
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National 

Semiconductor 


Programmable Logic 


Programmable Array Logic 
Series 24 


General Description 

The PAL® Series 24 family compliments the PAL Series 
20 family by providing two additional inputs and two 
additional outputs, allowing more complex functions in 
a single package. This new family is made feasible by 
the new 300 Mil-wide, 24-pin package. 

In addition to providing more logic functions per chip, 24 
pins allow for many natural functions which were pre- 
viously unavailable in 20-pin packages. Examples in- 
clude: 

• 8-bit parallel-in parallel-out counters 

• 8-bit parallel-in parallel-out shift registers 

• 16-Line-to-1-Line Multiplexers 

• Dual 8-Line-to-1-Line Multiplexers 

• Quad 4-Line-to-1-Line Multiplexers 

These natural functions provide twice the density of 
traditional 16-pin packages. 

The PAL family utilizes an advanced Schottky TTL 
process and the Bipolar PROM fusible link technology 
to provide user programmable logic for replacing con- 
ventional SSI/MSI gates and flip-flops at reduced chip 
count. 

The family lets the systems engineer “design his own 
chip” by blowing fusible links to configure AND and OR 
gates to perform his desired logic function. Complex 
interconnections which previously required time- 
consuming layout are thus “lifted” from PC board etch 
and placed on silicon where they can be easily modified 
during prototype check-out or production. This often 
simplifies not only the PC board layout, but also the 
board itself. 

The PAL transfer function is the familiar, sum of 
products. Like the PROM, the PAL has a single array of 
fusible links. Unlike the PROM, the PAL is a program- 
mable AND array driving a fixed OR array (the PROM is 
a fixed AND array driving a programmable OR array). In 
addition the PAL provides these options: 

PAL is a registered trademark of and used under license with Monolithic Memories. 

Table 2-5. Part Types 


• Variable input/output pin ratio 

• Programmable three-state outputs 

• Registers with feedback 

Unused inputs are tied directly to Vcc or GND. Product 
terms with all fuses blown assume the logical high 
state, and product terms connected to both true and 
complement of any single input assume the logical low 
state. Registers consist of D type flip-flops which are 
loaded on the low to high transition of the clock. PAL 
Logic Diagrams are shown with all fuses blown, 
enabling the designer use of the diagrams as coding 
sheets. 

The entire PAL family is programmed on inexpensive 
conventional PROM programmers with appropriate 
personality cards and socket adapters. Once the PAL is 
programmed and verified, two additional fuses may be 
blown to defeat verification. This feature gives the user 
a proprietary circuit which is very difficult to copy. 


Features 

■ Programmable replacement for conventional TTL 
logic. 

■ Reduces IC inventories substantially and simplifies 
their control. 

■ Reduces chip count by 5 to 1, typically. 

■ Expedites and simplifies prototyping and board 
layout. 

■ Saves space with 300 Mil-wide, 24-pin DIP packages. 

■ Programmed on standard PROM programmers. 

■ Programmable three-state outputs. 

■ Last fuse reduces possibility of copying by com- 
petitors. 

Inc. 


Part 

Number 

Description 

DMPAL12L10 

DEC A 

12 Input AND-OR-INVERT Gate Array 

DMPAL14L8 

OCTAL 

14 Input AND-OR-INVERT Gate Array 

DMPAL16L6 

HEX 

16 Input AND-OR-INVERT Gate Array 

DMPAL18L4 

QUAD 

18 Input AND-OR-INVERT Gate Array 

DMPAL20L10 

DECA 

20 Input AND-OR-Invert Gate Array 

DMPAL20X10 

DECA 

20 Input Registered AND-OR-XOR Gate Array 

DMPAL20X8 

OCTAL 

20 Input Registered AND-OR-XOR Gate Array 

DMPAL20X4 

QUAD 

20 Input Registered AND-OR-XOR Gate Array 

DMPAL20L2 

DUAL 

20 Input AND-OR-INVERT Array 

DMPAL20C1 

SINGLE 

20 Input AND-OR-INVERT Array 
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Data Sheets 


Absolute Maximum Ratings 

Operating Programming 

Supply Voltage, Vcc 7V 12V 

input Voltage 5.5V 12V* 

Off-state Output Voltage 5.5V 12V 

Storage Temperature -65°C to -H50°C 


Operating Conditions 


Symboi 

Parameter 

Vcc 

Supply Voltage 

Ta 

Operating Free-air Temperature 

Tc 

Operating Case Temperature 


Military 


Commercial 


Min. Typ. Max. Min. Typ. Max. 



5.25 V 


75 


Electrical Characteristics 

Symbol Parameter 

V||_ Low Level Input Voltage 

V|H High Level Input Voltage 

Vic Input Clamp Voltage 
I|L Low Level Input Current t 

liH High Level Input Current t 

li Maximum Input Current 

Vql Low Level Output Voltage 

Vqh High Level Output Voltage 
lozL 

Off-state Output Current t 

Iqzh 

los Output Short-Circuit Current** 

Ice Supply Current 


t I/O pin leakage Is the worst case of Iqzx °r 

* Pins 1 and 13 may be raised to 22V max. 

** Only one output shorted at a time. 


Over Operating Conditions 


Test Conditions 


Min. Typ. Max. Unit 


Vcc = Min. 
Vcc = Max. 
Vcc = Max. 
Vcc = Max. 

Vcc ~ Min. 
V|l = 0.8V 
V|H = 2V 

Vcc = Min. 
V,l = 0.8V 
V|H = 2V 

Vcc = Max. 
V|l = 0.8V 
V|H = 2V 

Vcc -Max. 
Vcc = Max. 

I IX, e.g. liLand Iqzh- 



li = -18mA 


V| = 0.4V 


V| = 2.4V 


V| = 5.5V 


loL = 12 mA 

MIL 

Iql = 24 m A 

COM 

loH = — 2 mA 

MIL 

Iqh — —3.2mA 

COM 

Vo = 0.4V 

Vo = 2.4V 


Vo = 0V 


20X4, 20X8, 20X10 


20L10 



90 


-100 


100 

fA 

-130 

mA 

180 

mA 

165 
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Switching Characteristics Over Operating Conditions 


Symbol 

Parameter • 

Test Conditions 
R1,R2 

Military 

Commerciai 

Unit 

Min. 

Typ, 

Max. 

Min. 

Typ. 

Max. 

tpD 

Input or Feedback to Output 

20L10, 20X10 
20X8, 20X4 
Cl = 50 pF 

■ 

35 

60 

■ 

35 

50 

ns 

tpD 

Input or Feedback to Output 

12L10, 14L8, 16L6 
18L4, 20L2, 2001 
Cl = 50pF 

■ 

25 

45 

■ 

25 

40 

ns 

tcLK 

Clock to Output or Feedback 

Cl = 50pF 


20 

40 


20 

30 

ns 

tpzx 

Pin 13 to Output Enabie 

Cl = 50pF 


20 

45 


20 

35 

ns 

tpxz 

Pin 13 to Output Disable 

Cl = 5pF 


20 

45 


20 

35 

ns 

tpzx 

Input to Output Enable 

Cl = 50pF 


35 

55 


35 

45 

ns 

1 

tpxz 

Input to Output Disable 

Cl = 5pF 


35 

55 


35 

45 

ns 

tw 

Width of Clock 

Low 


30 



25 



ns 

High 


40 



35 



ns 

tsu 

Set-Up Time from Input or Feedback 


60 



50 



ns 

th 

Hold Time 


0 

-15 


0 

-15 


ns 

tMAX 

Maximum Frequency 


10.0 



12.5 



MHz 


Test Load 


Schematic of inputs and Outputs 



MIL COM'L 

R1 =390 R1=200 

R2 = 750 R2 = 390 


Test Waveforms 

Set-Up and Hold 


TIMING 

INPUT 


DATA 

INPUT 



Propagation Delay 


EQUIVALENT INPUT TYPICAL OUTPUT 



IN-PHASE 

OUTPUT 





•►tPLH- 


--IPHL- 


OUT OF PHASE 
OUTPUT 





-■IPHL* 


“vi 

- tPLH - 

L 


^V, Vr J 



Note A: Cl includes probe and jig capacitance. 



Note B: Vj= 1.5V. 

Note C: In the examples above, the phase relationships between inputs and outputs have been chosen arbitrariiy. 
Note D; All input pulses are supplied by generators having the following characteristics: PRR = 1 MHz, ZquI = 50n. 
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Programming 

PAL fuses are programmed using a low-voltage linear- 
select procedure which is common to all PAL types. The 
array is divided into two groups, products 0 thru 39 and 
products 40 thru 79, for which pin identifications are 
shown in Pin Configurations below. To program a 
particular fuse, both an input line and a product line are 
selected according to the following procedure: 

Step 1 Raise Output Disable, OD, to V|hh- 

Step 2 Select an input line by specifying Iq, h, I 2 , Is. U. Is. 

•e. I 7 . la. I 9 and L/R as shown in Table 2-6. 

Step 3 Select a product line by specifying Aq and Ai 
one-of-four select as shown in Table 2-7. 

Step 4 Raise Vcc (pin 24) to V|hh- 
Step 5 Program the fuse by pulsing the output pins.'O, 
of the selected product group to V|hh as shown 
in Programming Waveform. 


Step 6 Lower Vcc (pin 24) to 6.0 V. 

Step 7 Pulse the CLOCK pin and verify the output pin, 
O, to be Low for active Low PAL types or High 
for active High PAL types. 

Step 8 Lower Vcc (Pin 24) to 4.5 V and repeat Step 7. 
Step 9 Should the output not verify, repeat steps 1 thru 
8 up to five (5) times. 

This procedure is repeated for all fuses to be blown (see 
Programming Waveforms). 

To prevent further verification, two last fuses may be 
blown by raising pin 1 and pin 13 to 18.5 volts with Vcc at 
6.0 volts. 


Voltage Legend L = Low Level Input Voltage, V|l 
H =High Level Input Voltage, V,H 


Table 2-6. Input Line Select 


Input 

Line 

Number 

Pin Identification 

•9 

•a 

I 7 

u 

Is 

u 

*3 

*2 

li 

Iq 

UR 

0 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

L 

Z 

1 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

H 

z 

2 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

3 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

4 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

z 

5 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

z 

6 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

7 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

8 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

z 

9 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

z 

10 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

11 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

12 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

Z 

13 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

z 

14 

HH 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

15 

HH 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

16 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

Z 

17 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

z 

18 

HH 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

19 

HH 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

20 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

Z 

21 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

z 

22 

HH 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

23 

HH 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

'24 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

Z 

25 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

z 

26 

HH 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

27 

HH 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

28 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

Z 

29 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

z 

30 

HH 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

31 

HH 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

32 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

Z 

33 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

z 

34 

HH 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

35 

HH 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

36 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

Z 

37 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

z 

38 

L 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

39 

H 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 

HH 


HH = High Level Program Voltage, V|hh 
Z = High Impedance (e.g. 10k Q to 5.0V) 


Table 2-7. Product Line Select 


Product 

Line 

Number 

Pin Identification 

O 4 

O 3 

02 

Oi 

Oo 

A 2 

Ai 

Aq 

0, 40 

Z 

Z 

z 

z 

HH 

z 

Z 

z 

1. 41 

Z 

z 

z 

z 

HH 

z 

Z 

HH 

2, 42 

z 

z 

z 

z 

HH 

z 

HH 

Z 

3, 43 

z 

z 

z 

z 

HH 

z 

HH 

HH 

8. 48 

z 

z 

z 

HH 

Z 

z 

Z 

Z 

9, 49 

z 

z 

z 

HH 

z 

z 

Z 

HH 

10, 50 

z 

z 

z 

HH 

z 

z 

HH 

Z 

11, 51 

z 

z 

z 

HH 

z 

z 

HH 

HH 

16, 56 

z 

z 

HH 

Z 

z 

z 

Z 

Z 

17, 57 

z 

z 

HH 

z 

z 

z 

Z 

HH 

18, 58 

z 

z 

HH 

z 

z 

z 

HH 

Z 

19, 59 

z 

z 

HH 

z 

z 

z 

HH 

HH 

24, 64 

z 

HH 

Z 

z 

z 

z 

Z 

Z 

25, 65 

z 

HH 

z 

z 

z 

z 

Z 

HH 

26, 66 

z 

HH 

z 

z 

z 

z 

HH 

Z 

27, 67 

z 

HH 

z 

z 

z 

z 

HH 

HH 

32, 72 

HH 

Z 

z 

z 

z 

z 

Z 

Z 

33, 73 

HH 

z 

z 

z 

z 

z 

Z 

Rh 

34, 74 

HH 

z 

z 

z 

z 

z 

HH 

z 

35, 75 

HH 

z 

z 

z 

z 

z 

HH 

HH 

36, 76 

HH 

z 

z 

z 

z 

HH 

Z 

Z 

37, 77 

HH 

z 

z 

z 

z 

HH 

Z 

HH 

38, 78 

HH 

z 

z 

z 

z 

HH 

HH 

Z 

39, 79 

HH 

z 

z 

z 

z 

HH 

HH 

HH 
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Pin Configurations 



PRODUCTS 0 THRU 39 



PRODUCTS 40 THRU 79 

CD 

1 

24 

Vcc 

CLOCK 

1 

24 

iQ 

2 

23 

00 

lO — 

2 

23 

n — 

3 

22 

0l 

ll 

3 

22 

l2 

4 

21 

02 

I2 

4 

21 

l3 — 

5 

20 

03 

13 

5 

20 

I4 — 

6 

19 

O 4 

I 4 

6 

19 

I5 

7 

18 

NC 

I5 

7 

18 

l6 

8 

17 

A2 

16 

8 

17 

I 7 — 

9 

16 

Ai 

I 7 

9 

16 

l8 

10 

15 

Ao 

l8 

10 

15 

I9 — 

11 

14 

L/R 

I 9 

11 

14 

GND — 

12 

13 

CLOCK 

GND 

12 

13 


Vcc 

L/R 

Ao 

Al 

A2 

NC 


Programming Parameters Ta = 25 °c 


Symbol 

Parameter 

Limits 

Unit 

Min. 

Typ. 


V|hh 

Program-level Input Voltage 

11.5 

11.75 

12.0 

V 

D 

Program-level Input Current 

Output Program Pulse 



50 

mA 

OD, UR 



50 

All Other Inputs 



5 

ICCH 

Program Supply Current 



400 

mA 

Tp 

Program Pulse Width 

10 


50 

ps 

to 

Delay Time 

100 



ns 

tov 

Delay Time to Verify 

100 



pS 


Program Pulse Duty Cycle 



25 

% 

Vp 

Verify-Protect Input Voltage 5.5V< Vcc^6.0V 

18 

18.5 

19 

V 

Ip 

Verify-Protect Input Current 



400 

mA 

Tpp 

Verify-Protect Pulse Width 

20 


50 

ms 


Programming Waveforms 
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PAL Design 
Selecting the Right PAL 

PAL part types come in small, medium, and 
large sizes, offering a wide range of complex- 
ities. The smaii PALs are also referred to as 
combinational because they just do logic func- 
tions. Four of these small PALs have ac- 
tive-high outputs (the “H” series), and four 
have active-low outputs (the “L” series), with a 
variety of input/outpgt pin ratios. The one small 
PAL left over is the 16C1, which has com- 
plementary outputs. The small PAL types can 
replace random SSI gate functions at about a 
4-to-1 chip-count reduction. This group is 
designed to provide low-power Schottky (LS) 
fan-out and fan-in characteristics of 8 mA out- 
put sink (Iq|_) for totem-pole outputs and 0.25 
mA input loading (IjJ. 


The simplest medium PAL, the 16L8, is logical- 
ly the same as the 10L8, with six added inputs 
that are shared with output pins. The 16 incite 
type number thus refers to the number of input 
variables to its AND matrix. Its unique logic is 
shown in Figure 3-2. Its TRI-STATE® outputs 
are controlled by lines from the AND matrix, so 
can be acted upon by input variables. These 
pins therefore serve as I/O in a bus-oriented en- 
vironment. 

Other medium PALs are the R (Register) 
devices. Figure 3-3 is a simplified diagram 
showing the logic embodied in the R series. 
The unique feature of the Register PAL is the 
D-type register element following each OR 
gate. A common clock input latches data into 
all register elements simultaneously on the ris- 
ing edge of the clock pulse. The register out- 
puts are connected to TRI-STATE buffers, con- 
trolled by a common enable input. 



FIGURE 3-1. Typical Combinational Logic Application . 
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A significant feature of the register PALs is the 
register feedback path to the AND matrix. This 
feedback path allows the PALs to be used in 
state-machine applications in which the feed- 
back loops are all on-chip. These devices are 
especially useful in the design of custom 
registers, shifters, and counters. 

The three register PALs are the 16R8, 16R6, 
and 16R4, which have eight, six, and four 
register elements, respectively. Each has eight 
outputs; those not serving the register 
elements are of the I/O variety, like those on 
the 16L8, above. Their outputs are bus drivers 
that will deliver the standard LS output sink of 
24 mA (Iql)- 

Two members of the PAL family (16x4 and 
16A4) are referred to as large PALs. These two 
devices facilitate the arithmetic functions, add, 
subtract, greater than, and less than, by means 


of the two additional features shown in Figure 
3-4. The sum of the products (OR outputs) is 
segmented into two, which are then XOR’d to 
the D flip-flop input. This allows carries from 
previous operations to be XOR’d with the two 
variable sums generated by the AND array. 

A second feature Is the gating of the register 
feedback path and inputs, forming the terms 
\ + Q,\ + IQ,l\ + Q, and /I -i- IQ. This provides ver- 
satile operations on two variables and 
facilitates the parallel generation of carries. 
These two parts also have bus-driver outputs. 
You can expect “compression ratios” (package 
count reductions) of up to 12:1 by comparison 
with existing combinations of MSI and 
discretes. You can also invent new and unique 
LSI functions with these parts, and implement 
them without having to spend huge sums on 
masks or tooling. 


24 
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Designing the PAL Once a particular PAL 
device is selected, it is time to generate the 
PAL design. This can be done either manually 
or through the use of a software tool called 
PALASM^^, described on page 24-41. 


The coding conventions adopted to describe 
PAL programming are described in Figure 
3-20. The arbitrary circuit of Figure 3-21 is us- 
ed as a design example for selecting and 


coding a PAL. Since no registers are called for, 
the device to implement this function may be 
selected from among the H, L, and C types. 
Since the lower part of the diagram displays 
AND-OR-INVERT functions, the L series is 
most likely. 


INPUT LINE NUMBER 


0123456789 


-FUSE INTACT 
-FUSE BLOWN 


PRODUCT ( 9 
E 
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The next step: the number of inputs (10) 
and the numberof outputs (6) indicatesthat 
a 10L8, 12L6, or 16LB could accommodate 
the entire circuit. Since the 10L8 and 12L6 
are "small" PALs and hence less costly than 
the 16L8 "medium" device, the choice 
should be made between these two if 
possible. A review of the 10L8’s logic 
diagram shows that all of its NOR gates are 
two-input gates, and the design example 
requires a three-input gate. On the other 
hand, the 12L6 has two 4-input gates which 
will accommodate the three-input 
requirement. It, therefore, is selected. 
Having chosen an inverting type of PAL, 
you apply DeMorgan’s theorem to handle 
the inversion at the NOR gates feeding all of 
its outputs. Demorgan’s theorem can be 
used to convert any logic form to the AND- 
OR/AND-NOR PAL format. This has been 
done in the equations below; the PAL AND- 
NOR format shown on the right. 

0-1 = /I-, = IO^ = \^{^) 

©2 = /I"! • I2 = 

03 = 11 + 13 = /03 = /li./l 3 ( 3 ) 

04 = /(/'3*'4) = /04 = /l3*l4(4) 

05 = /(/i3* I5 • le + I7 + Is • '9) 


/O5 = /'3 * ’5 ’7 + 'a • ’9 

^6 = + /'3*^'7*’9*'l0) 


1^6 = '8*'9 + /'3*^'7*'9*’l0 


Assuming that there are no board layout con- 
straints, input li through Iiq may be assigned 
to pins 1 through 11. (Pin 10 is ground.) The 
only constraint on output pin assignment is 
that O5 must be assigned to pin 13 or 18 to take 
advantage of one of the 4-input NOR gates. 

Oi is assigned to pin 18. To make this output 
the inverse of I1, leave input line 2 connected 
(not biown) to product line 8 and blow all the re- 
maining fuses on that product line. This is in- 
dicated by the X on the intersection of input 
line 2 and product line 8 in Figure 3-24. 



02 = h • I2 


FIGURE 3-22. The Logic Diagram and Expres- 
sion for Output 2. 



05 = I3 15 le + ■/ -t- Is Is 


FIGURE 3-23. The Logic Diagram and Expres- 
sion for Output 5. 
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As the other three inputs to NOR gate 1 are not 
used, they are forced to zero by leaving all 
fuses intact on product lines 9,10, and 11. (As 
shown in Figure 3-20, instead of confusing the 
diagram with many Xs, the unused inputs are 
indicated by Xs in the small AND symbols at 
the NOR gate inputs.) 

The next output, O 2 , is the AND function of /I-) 
and I 2 (Figure 3-22). In the L series, the AND 
gates cannot be brought to outputs without in- 
version, but by DeMorgan’s theorem, the 
equivalent function can be constructed by tak- 
ing the complements of the two inputs, ORing 
them, and inverting the result. Equation (2), on 
Page 24-36 shows the form that can be coded 
directly into the 12L6. The coding of this ex- 
pression, using pin 1 and the complement of 
pin 2 as inputs 1 and 2, respectively, and pin 17 
as output 2, is marked with Xs on product lines 
1 and 2 in Figure 3-24. 

Output O 3 is the OR of l-| and I 3 . Again, the out- 
put inversion of the L series suggests the 
double-inversion application of DeMorgan’s 
theorem, as shown in Equation (3). To do this, 
connect input lines 3 (l-|) and 5 (I 3 ) to product 
line 24. Since no other input is needed to NOR 
gate 3, its other input is forced low by leaving 
all its fuses intact. The X at the unused gate in- 
put shows this on the diagram. 

Output O 4 is the NAND function of /I 3 and I 4 . 
This is accomplished by ANDing input line 5 
(/I 3 ) and input line 8 (I 4 ) on product line 32, 
which produces /(/I 3 • I 4 ) at the output of NOR 
gate 4, with its unused input tied to 0 (all fuses 
intact). 


Output O 5 is generated by ANDing /I 3 , I 5 , and 
|0 on product line 48, ANDing Ig and Ig on line 
50, connecting I 7 to product line 49, and leav- 
ing unused line 51 grounded. (See Figures 3-23 
and 3-24.) 

Output Og is generated by ANDing Ig and Ig on 
product line 40 and /I 3 , /ly, Ig, and I-|q on pro- 
duct line 41, which, inverted by NOR gate 5, 
results in /Og. [See Equation ( 6 ).] 

The coding for a completed PAL design must 
be transformed into a format more readily inter- 
preted for execution on commercially available 
PROM programming devices. A form for doing 
this is shown in Figure 3-25. The numbers 
along the top of the figure correspond with the 
input line numbers that appear across the top 
of the logic diagram (Figure 3-24). The product 
term line numbers along the left side of these 
two illustrations correspond also. 

Note that some of the boxes in Figure 3-25 are 
filled in with Gothic L’s. These represent phan- 
tom fuses, which are fuse locations not ac- 
cessible in the given device type but which 
must be accounted for to provide the program- 
mer with the proper data for verification. For 
the present, these entries can be ignored. To 
fill in the remaining boxes, begin with the first 
X marked on the logic diagram. Figure 3-24. It is 
located at the intersection of input line 2 and 
product term 8 . Since this is an intact fuse, an 
L (for Low) is entered in the corresponding box 
of Figure 3-25, as detailed below. 


24 
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PROM WORD 



NOTE 

Script L’s (X.) are used to differentiate 
entries being programmed and entries 
already on the form. In practice, this is 
not necessary. 

Next L’s are entered in all of the blank spaces 
for product term 9 on the form (Fig. 3-25), since 
this is an unused line, as indicated by the X at 
the input to the NOR gate for this product term 
on the logic diagram. Similarly, complete lines 
of L’s are entered for product terms 10 and 11. 
Every X on the logic diagram must be entered 
on the PAL programming form as an L or, in the 
case of the unused gate inputs, as a row of L’s. 
Figure 3-25 is shown with all the necessary L’s 
filled in. 

Since all of the remaining fuses are to be 
blown, H’s must be written into the remaining 
blanks. For clarity, this is not done in Figure 
3-25, but a portion of the completed program- 
ming format is shown below. 

Once the programming format is complete, the 
input line and product term numbers can be 
forgotten. What the format sheet does is 
translate these into their equivalent hex- 
adecimal input words and outputs, in the form 


acceptable by a device that programs 512 x 4 
PROMs. Thus, to program the example current- 
ly under discussion, insert the 12L6 PAL into 
the socket of a suitably configured program- 
mer and enter the following: 


Word 

Output 

No. 

O4 O3 O2 O-j 

0 

H 

H H L 

1 

H 

H H L 

2 

H 

L L L 

3 

L 

H H L 

4 

H 

H H L 

5 

L 

H H L 

6 

. H 

H H L 

• 


• 

• 


• 

• 


• 

IF 

H 

H H L 

20 

L 

H L L 

21 

L 

L L L 

22 

L 

H L L 

• 


• 

• 


• 

9 


• 

IFF 

L 

L L L 


After the PAL is programmed and verified, it must 
be tested logically in the PAL mode to eliminate 
defects which cannot be tested at the factory 
prior to programming. 
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Programming Format PAL 12L6 

PATTERN: 

DATE: PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


0 I 2 3 4 S E 7 e 9 10 11 12 13 14 IS tE 17 IS 19 20 21 22 23 24 25 2S 27 29 29 30 31 


IGHiQoaaDaaaBoaaaDQuiaiainiauiuiiaDiianiuiiuiuiQiLiiiiiiii 


innninnnranninniniiinniniiiiiinniiinnnnpirannrarin 
niwrinninninintnnnnnninnmnnninniiiinnnnninnm 

ElElElElFtaElElEiEaHClCmHClIDHElClClElMCIRiaHEmFaBE^r^ 


I nnnDmnnnnnniiinninDinnnninnnnnnraiiiMnMiii 
omranniniaPinininiiiiinnnBiiinnaniBnigDiBaaniDiia 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

ICZiiinifaillEaillllliaiiaEaiaiElCElflliaiElfllEIlillillEaiOilliaiQfaiElfaiiailliliilDlillfDi 

iBraBrararaBBBBBBniraBraBBniraraiiiraBraninBBBraB 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
I bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

l r,'7ti:iiitn».iiy.vitn rtifnnif.Mi.ii>nminB>iiiit:i«HirTriinTOi>i i:nrai:M i:n n:ii:nfnni i^i.iii i:ni.i« 

IBBBBBBBBBBBBBBBraBBBBBBBBBBBBBBIHB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
,_Jbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

irariraraninBniranrararanBnirararararararannBraraBBiiiB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
^BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

1BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

ICBinaDilliQIiEailiElililllQaiEQilBIEIDIEQlEaaiQDEBQnillEBIElilDimilQOSiaBilBilDilBilD 

^^BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


iiaciEiBGicmHiiiiiai 


ICH3I 

icnai 


IGICII 

HDBI 


icirai_. 
iciraFJi 
icicm 


idi 


l irTnnniM'iimiwim rfiiiEii fftirm rwiiiwityni wnffwiFTii mjtwa tniininiTO nTi ngnffPitnitiinffnffnniTiimniiiimnrnanna l 

^^bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 


ICICII 

lEacii 


iciciriBcicii 

IC1C1BC4G1CII 


IFIBEII 


inrjiRaHnrjipjneiaiiiciEiHuiuHHiiiuiRflBiiiiiimBmarannn 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


icnai 


IBCll 


IClElFqi 


IK4\ 


iBBBrSBBBBBBBBBBBBBBBBBBBBBBBBinnlllB 

n lBBBBBBBBBBBBBBBBBBBBBBBBBBnBBBBB 

iniiiii tii^itrnrrnimiHitrnirnii.ii nMiiiiiHM tniiiniirnrniiinirtHimiTniTnffn nnnriifnitn itr uniHtiiUfTiiwa 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

r4nraEiQ«HF^pi»ciciaEiEicmHC]ci»mE]ciaa««BBiaEi 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

| i?7.i:T.i nTiini[CTtrFi[rnnii[nini][rnmi[mnTn[rp}tpinTipn3nTi n^ nTlirTnn:nfPnTin^nT)n:Ti|i^nTimiii^ 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBnBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

| t?z«i;^i miiir.ii imn:n n:nnTi niirn in.iiirti [mirj^ H:H [nqtna n:nrFiinTi[Fn[rnnTiiiTi irTi[iTitrTiirntrn[rrinn»innntrnnTTi 

1 BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBDBBDBBBBBBDIBB 

n BBBBflBBBBBBBBBBBBBBBBBBBBBBBBBBB 

nirinin iTO3i[iniHii[ii[iin [ ran<iimnin[mni;4»4nn»Bninnnniiiiiiiiy3niinntnniPininiTinninninrrT:intTnniTiiniinni^ 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBnBBBBBBBBBBBBBBBBBBBBBB 

| r7iintiinii iiii ii»iira fftitTa in^i!f inTiiitiii«iTTnniiininna inin?iinnT?nn<minTnnrnranTnmnnimininniinnnn 

!9E5!SSIinBBBBBBBBBBBBBglBBBBBBBBBBBB 
BBBBBBflBBBBBBnBBBBBBBBBnBnDBnBni!l 
BBBBBBBBBBBBBBBBDBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


2 3 4 5 E 7 8 9 10 11 12 13 14 15 IS 17 18 19 20 21 22 23 24 25 28 27 28 29 30 31 


FIGURE 3-25. Programming Format Sheet for National Type 12L6 PAL.^ 
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designed by writing logic equations to repre- 
sent the desired logic function. The output of 
PALASM is a programming tape that can be 
used as a data input by most PROM program- 
mers that have PAL personality cards. Its out- 
put format can be BHLF, BPNF, or Hex- 
adecimal. 

The simplest way to describe PALASM is with 
a design example. The same arbitrary sample 
function that is described on the previous 
pages is “designed” using PALASM in the 
discussion that follows. The logic diagram is 
shown in Figure 3-21. Figure 3-27 shows the 
logic operators recognized by the assembler. 
Figure 3-28 is the input to PALASM that is 
compiled by the program and generates the 
code for the programming device. 


/ 

★ 

+ 

; ★ : 
0 


FIGURE 3-27. PALASM Operators 



Active High Logic 

Active Low Logic 

(PAL 10H8, 12H6, , prpMn 

(PAL 10L8, 12L6, , cr-cMn 
14L4: 16L2) 

1) Missing Output 

H (P,1) P- 

L(N,0) -6- 

2) Missing product 

L(N,0) -6- 


3) Missing input lines 

H(P,1) 

H(P,1) 


Note 1: Missing product term overrides missing input line. 


Note 2; For PAL 16C1, first half of the array (product terms 0-31) acts as active high logic and the second 
half of the array (product terms 32-63) acts as active low logic device. 

FIGURE 3-26. PAL Phantom Fuse Symbology. 


Equal 

Replaced by, following clock 

Complement 

AND, PRODUCT 

OR, SUM 

XOR 

XNOR 

Conditional TRI-STATE IF 
statement, arithmetic 


Executing this sequence programs aType 12L6 
PAL to implement the logic function shown in 
Figure 3-21. Programming format sheets and 
logic diagrams that show all fuse locations for 
all 15 of the PAL devices are shown later in this 
section. 

Phantom Fuses 

Phantom fuse locations are those locations 
where a fuse does not exist. These are revealed 
as missing outputs, missing product terms, or 
missing input lines in the logic diagrams, 
Figures 3-5 through 3-19. PALs with phantom 
fuse locations appear the same to the program- 
ming device as partially programmed 512 x 4 
PROMs. As the programmer expects to verify 
all 2048 locations, the PAL programming for- 
mat must provide the expected pattern for veri- 
fying nonexistent fuse nodes. When filling out 
the programming format, refer to Figure 3-26, 
the key to phantom fuse locations in the com- 
plete logic schematics that follow. 

PALASM TM 

Manual PAL coding, while practical for one or 
two designs, is far too tedious and error-prone 
for continual use. What is needed is a com- 
puter-aided design technique that automates 
the design process to the highest degree 
possible. One such design aid is a FOR- 
TRAN-IV-based software package called 
PALASM. This design aid allows PALs to be 


24 
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PAL Design 


The PALASM program is instructed to generate 
code with which to program the 12L6 by keying 
the sequence shown in Figure 3-28 into its 
host computer as follows: . 

Line 1: At the left margin, the PAL device is 
specified. For this example, the 12L6 remains 
the best solution. "PAL DESIGN SPECIFICA- 
TION” is entered at the right. 

Line 2: A unique pattern number for this PAL 

design is entered at the left margin on line 2, 
followed by designer’s name and date. 

Line 3: The name or description of the device 
or function is entered. If this runs over one line. 
Line 4 may be used to complete it. 

Line 4: If not used to complete line 3, this line 

is skipped. 

Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 
Line 

An additional design example using PALASM 
plete PALASM listing. 

FIGURE 3-28. Example of 


Line 5, 6, and 7: These lines are used for pin 
assignments. All 20 of the pins on the PAL are 
assigned symbolic names, usually correspon- 
ding to the symbols used on the logic diagram. 
(Note that GND and must be included.) 
Assignment starts at pm 1 and proceeds se- 
quentially, through pin 20. (See Figure 3-24 for 
sample pinouts.) 

Line 8: Beginning on line 8, the logic equa- 

tions that describe the required functions are 
written using the symbols defined in lines 5, 6, 
and 7, in the format applicable to the PAL 
selected. For example, the output of the 12L6 
is low for the selected product term; therefore, 
the logic equations must be of the form 
10 ^ = f(|.|, l^,...). The symbology used must be 
that shown in Figure 3-27. 


1 PAL 12L6 PAL Design Specification 

2 PAT 1476 Bob Jones 5/10/81 

3 PAL Design Example 

4 

5 H l2'3'4'5'6'7'8'9GNDlioNC05 

6 O6O4O3O2O1 NCVpc 

7 

8 /Oi = I., 

9 /O2 “ ^ "F 1^2 

10 /Oq = /Ih * /Iq 

11 lol.nl-u 

12 ioq = la * I9 + /I9 + I3 * /I7 * I9 * Ho 

13 /05 = /I3* ig* ig + \j+ la* I9 

14 

15 Description 

16 

17 This program is a design example describing 

18 the use of PALASM as a PAL design aid. 

is shown on page 24-46. This is followed by the com- 

PALASM (TM) Program Input 
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PAL Programming Procedure 


The entire procedure for programming a PAL is shown in the block diagram below. The first step is to 
generate the logic equations and function table and then, using PALASM, to create bit pattern and com- 
pare logic equations with the function table. The third step is to load the bit pattern into a PAL program- 
mer* to program and verify the fuse matrix. The fourth step is functionally testing the PAL with test 
vectors on a functional tester. The last step, blowing the protect verify fuse, is optional. 


PALASM 


PROGRAMMER 


TESTER 



See next page for details of PAL programmers. 
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PAL Programmers 


Manufacturer 

Basic Equipment 

PAL-Modul 

Adapters 

PAL Design- 

Performs 

storage Media for I 

1 Programs I 

Biows 





Software 

Logic 

Bit 

Test 

20- 

24- 

Security 





Included 

Simulation 

Pattern 

Vectors 

Pin 

Pin 

Fuses 

Data I/O 

Model 17, 19, 29A 

1427 

1428-1 

no 

no 

Master 


yes 

no 

no 


or 100A 


-2 

-3 



PAL 





Digelec 

riP803 

FAM51 

20-1-24 

yes 

no 

Master 

— 

yes 

yes 

yes 




pin socket 



PAL 





Kontron 

EPP 80 or 

MOD 21 

SA 27 -t- 

no 

no 

Master 

— 

yes 

yes 

yes 1 


MPP80S 


SA 27 - 1 



PAL 





Prolog 

Progr. 910 or 

PM9068 

S 1 

no 

no 

Master 

— 

yes 

no 

yes 


980 or 


2 



PAL 






NSC Starplex™ 


3 








Stag 

PPX 

PM 202 -f 

AM10H8 

yes 

no 

Master 

— 

yes 

no 

yes 



BRAL 

• 



PAL 








AM16C1 









All these systems program and verify the PALs In the PROM mode Aftey do not perform a logic simulation in the PAL mode 1. Additional (external) circuitry for 
logic simulation should be used if PALs go into volume production— otherwise a E-mail percentage of the PALs will show failures when testing the complete 
PC board! OK for prototype-making. 


PAL Development Systems 


Manufacturer 

Basic Equipment 

PAL-Modul 

Adapters 

PAL Design- 
Software 
Included 

Performs 

Logic 

Simulation 

Storage ^ 
Bit 

Pattern 

ledia for 
Test 
Vectors 

Progi 

20- 

Pin 

rams 

24- 

Pin 

Blows 

Security 

Fuses 

Data I/O 

Model 17, 19, 29A 
or 100 

and any terminal 

Logic-Pack 

Design ad. 
and 

Progr. ad 

yes 

Yes, 

automatic 
or manual 
generation 
of test 
vectors 

Master 

PAL 

external 

yes 

yes 

yes 

Digelec 

>iP803 

FAM 52 

20 and 24- 
pin adapter 

yes 

Yes, 

automatic 
or manual 
generation 
of test 
vectors 

Master 

PAL 

external 

yes 

yes 

yes 

Stag 


ZL30 


yes 

Yes, 

automatic 
or manual 
generation 
of test 
vectors 

Master 

PAL 

external 

yes 

1 

yes 

yes 

Structured 

Design 

any terminal 

SD20/24 


yes 

Yes, 
manual 
generation 
of test 
vectors 

Master 
PAL or 

on waf 

external 

or 

internal 

ertape 

yes 

yes 

no 


All these systems allow software supported PAL design. They perform a luse-verily in the PROM mode and can do a logic simulation in the PAL mode! 

All 5 programmers and 4 development systems can be connected with a host computer to run more sophisticated design software and/or for storage use. 










































































































PAL Legend 

Constants 




LOW (L) 

NEGATIVE (N) 

ZERO (0) GND FALSE x ^ 

FUSE NOT BLOWN 

HIGH (H) 

POSITIVE (P) 

ONE (1) Vcc true - 

I FUSE BLOWN 


Operators = equal 

:= REPLACED BY FOLLOWING CLOCK 
/ COMPLEMENT 
* AND, PRODUCT 
+ OR, SUM 

•• + •• XOR 

: * : XNOR 

( ) CONDITIONAL THREE STATE, IF STATEMENT, ARITHMETIC 


Equations 


Standard 

PALASM 

Ql - li I2 li I2 

01 = IL*/I2 -I- /I1*I2 

Conventional Symbology 


r~ 





D “N, 

-V J h 12 + il I 2 


l2 



J 


PAL Symbology 



LOGIC STATE 



SHORTHAND NOTATION 



PAL Logic Diagram 

ACTIVE HIGH THREE STATE ENABLE 
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Sample PAL Design Specification 


■ PAL PART NO. (MUST START AT LINE 1. COLUMN 1) 


■ NAME OF DEVICE (MUST START ON LINE 3) 


PALXXXX ' / / PAL DESIGN SPECIFICATION 

PATXXXX ◄ —f f AUTHOR'S NAME, DATE 

NAME OF DEVICE (EG. CLOCK GENERATOR, PORT ADDRESS DECODER, ETC) 

PINl PIN2 3/4 56789 GND 11 12 13 /14 15 16 /17 

18 19 VCC V 


19 = PIN1*4 + /PIN2 ' 


- PIN LIST (MUST START ON LINE 5) 
CONSISTS OF 20 SYMBOLIC NAMES WHICH 
ARE CONSECUTIVELY ASSIGNED TO 
PINS 1 THRU 20. ' 


18 = 5 + 6 + 7 + /8 + 9*11 
/17 := 8*9 


16 = 9*8 


IF (PIN1*PIN2) 15 = 3 + 6 


/14 = 3 + 6 

IF (VCC) 13 = 8*7 + PIN2 


-CONDITIONAL THREE STATE 


■PALASM STOPS COMPILING AT FIRST UNDEFINED SYMBOL 


l UNCTION tabu; 

PINl P1N2 7 8 9 12 13 14 15 16 17 18 19 

H 1. X L L H H L H L H H L ; CLIiAR 


FIGURE 3-30. Sample PAL Design Specification. 
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nnnnnonnonnnnnononn 


Listing 1. PALASM Source Code for 20 Series 


NSC TIrtE SdftRING SEHVICES VJl/SP RELEASE 2.0 


C<‘*«'PALASrt2 0«*PALASrt2U«'*PALAStt20*<‘PALASM20<‘«'PALASn20*«=PALASrl20<‘«‘PALASH2GPAL00 010 

. PAL00020 

PALASn 20 - TSrtNSLArES Slf?{BOLIC EQUATIONS INTO PAL OBJECT PAL00030 

CODE FORMATTED FOR DIRECT INPUT TO STANDARD PAL00040 

PROM PROSRAMMEhS. PAL0005D 


PART NUMBER 


PIN L i S 1' : 


EQUATIONS: 


operators: 


r.MBOLIC EQUATIONS INTO PAL OBJECT PAL00030 
?ED FOR DIRECT INPUT TO STANDARD PAL00040 
lEhS. PAL0005U 

PAL00060 

PAL DESIGN SPECIFICATION ASSIGNED PAL00070 
TO RPD(l). OPERATION CODES ARE PAL00080 
ASSIGNED TO HOP (a). PAL00090 

PALOOlOO 

ECriO, SIMULATION, AND FUSE PATTERN PAL00110 
ARE ASSIGNED TO ?Or(b). BEX AND PAL00120 
alNARF PROGRAMMING FORMATS ARE PAL00130 
ASSIGNED TO PDF(6). PROMPTS AND PALOOlUO 
ERROR MESSAGES ARE ASSIGNED TO PAL00150 
PMS(o). PAL00 160 


THE PAL PART NUMBER MUST APPEAR 
IN COLUMN ONE OF LINS ONE. 


20 3FMB0LIC PIN NAMES MUST APPEAR 
STARTING ON LINE FIVE. 


STARTING FIRST LINE AFTER THE 
PIN LIST IN THE FOLLOWING FORMS 


= 8<=C t- D 


A ;= B'i'C ^ D 


IF(A<=a) C = D^E 

A2 := (Al:<':B 1) ► /c 

ALL CHARACTERS FOLLOnING ARE 

IGNORED UNTIL THE NEXT LINE. 


BLANKS ARE IGNORED. 

( IN HIERARCHY OF EVALUATION ) 

; COMMENT FOLLOWS 

/ COMPLEMENT 

■)= AND (PRODUCT) 

I- OH (SUM) 

: »: XOft (EXCLUSIVE OR) 

:<=: XNOR (EXCLUSIVE NOR) 

( ) CONDITIONAL THREE-STATE 

OR FIXED SYMBOL 
= EQUALITY 

:= REPLACED BY (AFTER CLOCK) 


FIXED SYMBOLS 
FOR PALIGX4 
AND PALIoA4 


PALOO 120 
PALOO 130 
PALOO 140 
P A L 0 0 1 5 0 
PALOO 160 
PALOO 170 
P A L 0 0 1 8 0 
PALOO 190 
PAL00200 
PAL002 I 0 
PAL00220 
PAL0023U 
PAL00240 
PAL00250 
PAL00260 
PAL00270 
PAL00280 
PAL00290 
PAL00300 
PAL00310 
PAL00320 
PAL00330 
PAL00340 
PAL003S0 
PAL00360 
PAL00370 
PAL0038U 
PAL00390 
PAL00400 
PAL00410 
PAL0042G 
P AL00430 
PAL00440 
PAL004S0 
PAL00460 
PAL00470 
P AL00480 
PAL0049G 
PAL00500 
PAL005 I 0 
PAL00520 
PAL00530 
PAL0054 0 
PAL00550 
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fill: PAL20 

FOrtTHAN A NSC rifle 

SHAHIMG SERVICES Vfl/SP RELEASE 2.0 


' c 

0 N L i : 

(ANl-/dN) WHERE N = 0,1,2,J 

P AL005faO 

c 


(«N^dH) FOR OOTPUr PINS 

PAL00570 



(AN) 17, lo, 15, 14, RESP 

PAL0056G 

c 


(/ANv/SN) A IS OOTPOl 

PAL00550 

c 


(/uN) B IS INPUT 

PAL00600 

c 


(AN: *■ : E N ) 

PAL006 1 0 

c 


(AN«=/dN) 

PAL00620 

c 


(/AN^lJ^) 

PAL0063G 

c 


( A N : ■)■ : b N ) 

PAL00640 

c 


( U I. ) 

FAL00650 

c 


(AN<«bN) 

PAL00660 

c 


(/AN) 

PAL00670 

c 


(/kh*/bS) 

PAL006SO 

c 


(/AN^dN) 

PALU0690 

c 



PAL0070U 

c 

F J S C r I C N 

L, H, X, Z, AND C ARE VALID 

tPALGOyiu 

c 

r A s L E : 

FL'NCriON fAELE VECTOR ENTRIES. 

PAL00720 

c 



PAL007 30 

c 

?<LFl I t tNCii: 

A COflPLEIE USERS GUIDE TO 

PAL0074 0 

c 


DESISMnG WITH PALS USING PALASfl 

PA LOO 75 0 

c 


IS provided in the -lONOLirHIC 

PAL00760 

c 


.lEHORIES PAL HANDdOOK. 

PA LOO 77C 

c 



PALOO 760 

c . 

SUSHUdTIN £S : 

IN IILZ ,SE rSI M , I NCR ,f1 ATCH , FIX 5 Vfl , 

PAL0075G 

c 


IXLATE, ECHO, CAT, PINOUT, PLOT, XWEEK , 

P.AL00300 

c 


dlNR,rtEX,SLiP,FANrOn,IUDC2, IODC4 , 

P A L 0 0 6 1 0 

c 


TEST , FIXTST 

PAL00620 

c 



P A L 0 0 8 3 0 

c 

LEV LEVEL: 

02/12/62 (VAX/VHS VERSION) 

PAL00840 

c , 


05/ 14/B2 . (SA 1/S AO FAULT TESTING) 

PAL00650 

c 


IC/ 15/62 (JSDEC forma;) 

PAL0086O 

c 


Jy : latiyaz ben>: al i 

PAL00670 

c 



? ALO 0830 

c 

hO riiOES: 

JOHN bIRKNER AND VINCEN: COLI 

PAL00850 

c 


MONOLITHIC memories INC, 

PAL00900 

c 


1165 EAST AR3UE3 AVENUE 

? A L 0 0 5 1 0 

c 


SUNN TV ALE , CALIFORNIA 54 04 3 

PAL0092O 

c 


(406) 735- 35 35 

PAL00930 

c 



PAL0094 0 

c 

FINE PSiNT: 

MONOLITHIC MEMORIES TAKES NO 

PAL0095O 

c 


RESPONSIdILITI FOR THE OPERATION 

PAL00960 

c 


OR MAINTENANCE OF THIS PROGRAM. 

PAL00970 

c 


THE SOURCE CODE AS PfilNIED HERE 

PAL0056C 

c 


PRODUCED THE OBJECT CODE OF THE' 

P AL00990 

c 


EXAMPLES IN THE APPLICATIONS 

PALO 100 u 

c 


SECTION ON A VAX/VMS 11/76J 

PALO 10 1 0 

c 


COMPUTER AND A NATIONAL CSS IbM 

PALO 1020 

c 


SXSTEM/370 FORTRAN IV (G), 

PALO 1030 

c 



PALO 1040 


c 



PALO 1 ObO 

c 



PALO 1070 


c 



PALO 1050 

c 



PALO 1 100 


^4 
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FILE; 

PAL20 FORTRAN A HSC TIHE SHARING SERVICES VH/SP RELEASE 2.0 


C • 

MAIN PROGRAM 

PAL01 no 

c 


PALO 1 120 


IMPLICIT INTEGER (A-Z) 

PALO 1 130 


INTEGER IPAL (4) .REST (73) .PATNUM (oO) .TITLE (80) ,COMP (80) , 

PALO 1140 


1 I3YM (8, 20) , iaUF (8, 20) 

PAL01 150 


LOGICAL LOLANK , LLEFT , LA NC , LOR , LSL A S!i . LEO U AL , LR IGH T , L XOR , LX NOR, 

PALO 1 160 


1 LFIX,LFI8ST,LMATCrt,LFUSES(32,84),LPHASE(20),LB'JF(20), 

PALO 1170 


2 L?ROD(80) ,LSAtt£,LACT,LOPERR,LINP,LPRD,LEHH,LSAn,LSAOI 

PALO 1 180 


INTEGER BEL 

PALO 1 190 


COMMON LBLANK , LLEFT, L A N C , LOR . LS L AS H . LEQU AL , LR IGHT , LXOR , LX NOB 

PAL01200 


COMMON /PGE/ IPAGE (80, 200) 

PAL01210 


COMMON /LFJSES/LFUSE3 

PALO 1 22D 


COMMON /LUNIT/ PMS.POF.PDF 

PALO 1230 


COMMON /FTEST/ I FU NCT , I DESC , I EN D 

PALO 1 240 


DATA E/' E' / ,v3/'0'/. ly *T'/, P/* P*/, 8/*B'/, H/* H V, S/' LV, 

PALO 1 250 


1 N/'N'/,C/‘C'/iQ/'2'/,U/'0V,F/*FV, R/'RV, A/' A'/,I/'I'/, 

PALO 1 260 


2 J/'J'/ 

PAL01 270 


DATA BB/» a'/.CC/'C'/. DD/ • D • /. E E/ • E •/ , FF/ • F ‘ / , 11/ ' I ' / , J J/ ' 0 ' / , 

PALO 1280 


1 NN/' H'/,0O/' O'/, PP/* P'/, RR/* R*/, SS/ • S * /, TT/ ' T • / , OU/' U'/ 

PALO 1 290 


DATA BEL/Z0700000U/ 

PALO 1300 

c 


PAL01310 

c 


PALO 1320 

c 

ASSIGNMENT OF DATA SET REFEHENCES 

PALO 1 330 

c 

RPO - PAL DESIGN SPECIFICATION (INPUT) 

PALOl 340 

c 

HOC - OPERATION CODE (INPUT) 

PAL01350 

c 

POF - ECHO, PINOUT, TEST, AND PLOT (OUTPUT) 

PAL01360 

c 

PDF - HEX AND BINARY FORMAT PROGRAM TAPES (OUTPUT) 

PALO 1370 

c 

PMS - PROMPTS AND ERROR MESSAGES (OUTPUT) 

PALO 1380 


WRITE (8,3) 

PALO 1390 

3 

FOaMAT(/,' PALASM VERSION 1.5') 

PALO 1400 


WRITE (6, 1) 

PAL01410 

1 

FOHMAT(/,« WHAT IS THE LOGICAL UNIT NUMBER FOR aUTPUT(6)?: •) 

PALO 1420 


R£AD(5,2) LUN 

PAL01430 

2 

FORMAT (I4) 

PALO 144U 


RPD=1 

PALO 1450 


ROC = 5 

PALO 1460 


POF = 6 

PALO 1470 


PDF = b 

PALO 1480 


PMS= 10 

PALO 1490 


IFUNCI=0 

PALO 1500 


IDESC = 0 

PALO 1510 

C 

INITIALIZE L3AME AND LACT TO FALSE (ACTIVE HIGH/LOM ERROR) 

PALO 1520 


LSAME=. FALSE, 

PALO 1530 


LACT= .FALSE. 

PALO 1540 

c 

INITIALIZE LOPERH TO FALSE (OUTPUT PiN ERROR) 

PALO 1550 


LOPEHH=. FALSE, 

PALO 1560 

c 

INITIALIZE LINP TO FALSE (INPUT PIN ERROR) 

PAL01570 


LL«P=, FALSE, 

PALO 1580 

c 

INITIALIZE LPRD TO FALSE (PRODUCT LINE ERROR) 

PAL01590 


L?HD=. FALSE, 

PALOI600 

c 

READ IN FIRST 4 LINES OF THE PAL DESIGN SPECl F IC A flO N 

PALO 16 10 


READ(RPD, 10) IPAL, INOAI, lOT, INOO, REST, PATNUM, TITLE, COMP 

PALO 1 620 

10 

FORMAT(4A1,AI,A1,A1,73AI,/,80A1,/,80A1,/,80A1) 

PALO 1630 

c 

READ IN PIN LIST (LINE 5) THROUGH THE END OF THE PAL DESIGN 

PALOl 640 

c 

SPECIFICATION 

PALO 1650 
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FILE: P^L20 FOKIRAH A NSC TIKE SHARING SERVICES VM/S? RELEASE 

2.0 

1 

LOPERR=,rRU£. 

PAL022 10 


IF( IT tPE . EO . U . AND , (inATCa , LX , 1 5.0R . IMATCa ,GI , 16) ) 

PAL02220 

1 

LOPER8=.TRUE. 

PAL02230 


IF( (LACT) .OR . (LOPERS) ) GO TO IOC 

PAL02240 


I 88PrtO= ( 19-14 ATCR) •• 1 

PAL02250 

C 

star: PALISCi ON PHOLUCr LINE 24 (iad?RO=25) 

PAL02260 


IF(Iur.EO.C) i.88PttO = 25 

PAL02270 


IC = 0 

PAL02280 

30 

CALL INCH (IC, IL, LFIX) 

PAL02290 


IF{ . NOT. (LEQUAL .OR , LLEFT) ) GO TO 30 

PAL02300 


LPROO (I8dPaO) =.TRUE. 

PAL02310 


IF( ( . NOT . LLEFT) . AND . (3 tST ( }) . NE. PP) ) CALL SLrP(LFUSES, 

PAL02320 

1 

I88PRO, INOAI.IOT.INOU.IRLOR) 

PAL02330 


DO 70 18 PRO= 1 , 1 6 

PAL02340 


COUNT = COUNT 1 

PAL02350 


iF( (LAOS) . AND. IdPRO. N£. 5 ) GO TO 70 

PAL02360 


IPROU = I68PRO ^ 18PRO - \ 

PAL02370 


LPROD (IPrfOD) = . TRUE. 

PAL02380 


LFIHST= . TRU E. 

PAL02390 

50 

i LL=1L 

PAL02400 


CALL GETSI4 (LBUF.iaUF, 1 , IC , I L , L FI X) 

PAL02410 


IF( (IT7 P E. EC. 1 .OR . ITYPE. E5 . 2. AN D,I PRD . GT . U 

PALG2420 

1 

. AND .1 PRL . LI . 18) . ANL.COUNT .GT. 2 ) LPRD=.TRUS. 

PAL02430 


IF( (IIYPE.EC.3.0R.ITYPE.EC.2.AND.(IPRD.EC.I3.0R. 

PAL02440 

1 

IPRU.EC. Id) ) . AKO.COUKT.GT.4 ) LPRD=.TRUE. 

PAL02450 


IF( lOr.NE. A.ANO.IOT. NE.C, AND.COUNT.GT.O ) LPRD=.TRUE. 

PAL02460 


1F( .NOT.LPHD ) GO TO u9 

PAL02470 


IF (i L . NE. IFU NC r .A »D. IL. NE. lUESC) 1LL = IL 

PALC2460 


IPROD = IP ROD - 1 

PAL02490 


o 0 TO 1 1 0 

PAL02500 

69 

IF(LFIX) GO TO 59 

PAL025 10 


CALL f AICH (It1ATCH,IbUF,ISY«) 

PAL02520 

C 

CHECK FOR INVALID INPUT PIN 

PAL02530 


1F( ITYPE.SC. i.AND. (iMATCH.GE, l2.AND.IrtATCH.LE, 19) ) 

PAL02540 

1 

LINP=.ThUE. 

PAL02550 


1F( ITYPE.EC . 2.AND. (inAICrt.GE. i 3. AND. laATCH.LE. Id) ) 

PAL02560 

1 

LI NP=. TRUE. 

PAL02570 


1F( ITYPE.EW.3.ANO. (IHAXCti.GE. i 4 . AK D . 1 4 ATC H , L E . 17) ) 

PAL02580 

t 

LINP=.rRUE. 

PAL0259U 


IF( ITYFE.EC.4.ANO. (iriATCH.EC, 15.OR.IMATCH.EC. 16) ) 

PAL02600 

1 

LiNP=.TRU£. 

PAL0261C 


IF( ITYPE. £c . j . and. (IMATCH. EC . 1 2. OR. IrtATCH, EC. 19) ) 

PAL02620 

1 

LINP=.TRUE. 

PAL02630 


IF( iTYPE.EC.e.AND. (IMATCH.EC. l.OR. l4ATCa.EC. 1 1) ) 

PAL02640 

1 

LINP=.TRUE. 

PAL02650 


ILL=iL 

PAL02660 


IF(LINP) GO TO 100 

PAL02670 


IF( IMAICH. EC .0 ) GO TO 100 

PAL02630 


IF( IMiUCH.EC. lO.OR .IMAfCH.EC. 99 ) GO TO 64 

PAL02690 


IF (. NOT .LFIRST) GO 10 58 

PAL02 700 


LFIKSr= . FALSE. 

PAL0271U 


DO 56 r= 1 , 32 

PAL02720 


I3L0W * IBLOii »• 1 

PAL02730 

56 

L FUSES (I , iPBOD) =,TRU£ . 

PAL02740 

58 

CALL IXLATE (IIN PUT, IMATCH, LPH ASE, LBUF, ITYPE) 

PAL02750 
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IF (IINPUT. uE.O) GO TO bO 

PAL027bO 



IbL0n=IdL04-l 

PAL0277U 



LFUSi.S(IiSPJr,lRriOO)=.FALSE. 

PAL02780 



CALL PLOI(LBOF,IuU(,LFUSE3,i?nOD,rirLE,.FALSE.,Ii't?E, 

PAL02790 



I LPROD , luP ,13Luvi , IPCTH) 

PAL02800 



GO TO dO 

PAL02310 


d9 

CALL FIXSffl(L0UF,iaUF,IC,IL,LriRST,LFU3E3,I3LO4, 

PAL02820 



I tPhOJ.LflX) 

PAL0283 J 


bO 

i F ( L A NO) uO 70 

PAL02840 


b 4 

i F ( . NO r . LRIGHT) GO I'O bd 

PAL028b0 


D 6 

C ALL INCt< lie , IL, L FI X) 

P ALO20faO 



lF(,NOr,LtOOAL) GO TO bb 

PALO 2 87 0 


u 8 

IF ( . NO i' . (LOR , OR . LE ^0 AL) ) GO TO 74 

PAL02880 


70 

C 0 N r I N U E 

PAL0289C 


74 

£ L L = 1 L 

PAL02900 



CALL GETj!fn(LeUF,iaUF, l.IC.IL.LFIX) 

P A L 0 2 9 1 0 



IF (LLEFI .OR. LLOJAL) Go TO 2d 

PAL0292U 


100 

IF( ILL. £.< . IFUNCl .OR. I LL. £i. IDESC ) GO TO 102 

PAL02930 

c 


PRINT AN ERROR MESSAGE IF U N R ECOGN I Z A dL E SYMBOL 

PALO 294 0 



ILEKR = ILL*'4 

PAL029bO 



WRITE (PftS , 99) BEL 

PAL02960 


9 9 

forma r { ' ‘ , A 1) 

PALO 29 7 0 



WRnS(PM5, lul) (IEUF(1, 1) ,1=1,0) ,IL£RH, (IPAG£(I,ILL) ,l=l,oO) 

PAL02960 


10 1 

FORMAT (/,' ERROR SYMBOL = ■,3aI,‘ IN LINE NUMBER ',IJ, 

PALO 2990 



1 /,' *,dUAl) 

? AL03000 

c 


PRINT AN ERROR MESSAGE FOR ACTIVE HIGH/LOn PART 

PALOJOlU 



IF( (LAC1).ANU.( LS AME) . A NO . ( . NOT. LOPERH) ) 

PAL03020 



1 WR ITE (PMS , n i) iPAL, INOAI, lOI, INOO 

PAL0303 J 


10 J 

FORMATi' OUTPUT MUST BE INVERTED SINCE • , 4 A 1 , A 1 , A 1 , A 1 , 

PAL03040 



1 ' IS AN ACTIVE LOW DEVICE') 

PAL0305U 



IF( (LACI) .AND. (.NOT.LSAME) . AND. ('.NOT.LOPERR) ) 

PAL03060 



1 WhI IE (PMS, 1 J9) iPAL, INOhl, lOT, INOO 

PAL03070 


109 

FOUMATC OUTPUT CANNOT BE INVERTED SINCE • , 4 A 1 , A 1 , A 1 , A 1 , 

PAL03080 



1 • IS AN ACTIVE MIGR DEVICE') 

PAL03090 

c 


PRINT AN tRROR MESSAGE FOR AN INVALID OUTPUT PIN 

PAL03 10 J 



lf{ ( LOPKRR) . An D . IM ATC4 . N E. 0 ) 

PAL03 1 10 



1 WS ri E (PMS , 10b) IM Area , IPAL, INOftI , lOT, INOO 

P A L C 3 1 2 0 


lOS 

FORMATC This PIN NUMiSEh ',12,' IS AN INVALID OUTPUT PIN', 

PAL03 130 



1 ' FOR ' , 4 A 1 , A 1 , A 1 , H 1) 

PAL0 3 140 

c 


PRINT AN ERROR MESSAGE rCR AN INVALID INPUT PIN 

PALOJ IbO 



IF(LiNP) W h I IE 1 PMS , 1 1 b) IMATCa, IPAL, INOAI, lOT, INOO 

PAL03 16u 


1 lb 

FOnMATC THIS PIN NUMdER ',12,' IS AN INVALID INPUT PIN', 

PAL03170 



1 'FUR',4Al,Al,Al,Al) 

PAL03 180 

c 


print ah error message for INVALID PRODUCT LINE 

PAL03 190 


1 Id 

ILERH=ILi.*-4 

P-AL03200 



IF (LPRJ) WRIIE (PMS, 119) 

PAL0J21U 



1 (ISYM (I,IFRD) ,I=l,d)',rpRJ,iLERR, (I?AGE(I,ILL) ,I=l,dU) 

PAL03220 


1 1 9 

FORMAi’l/,' OUTPUT PIN NAME = ',«Al,' OUTPUT PIN NUMBER = ',12, 

PAL03230 



1 /,' MINTSRr IN LINE. NUMBER ',dOAl) 

PAL03 240 



IF( LPRD.AND.COUM.Lf.d ) 

PAL032b0 



1 WRITE (PMS, 1 lb) IPROD , IPAL, INOAI, lOT, IN JO 

PALQ32bO 


1 1 6 

FORMAT (' THIS PRODUCT LINE NUMBER ',12,' IS NOT VALID', 

PAL03270 



1 ' FOR ' , 4 A 1 , A 1 , A 1 , A 1 ) 

PALO 3280 



IF( LPHD. A ND .COUNT ,GT . 3 ) 

PAL0329U 



1 WRITE (PMS, M 7) IPAL, INOAI, iOT, INOO 

i 

PAL03300 
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117 FORMATC flAXIUtl OF b PRODUCT LINES ARE VALID FOR • , 4 A 1 , A I , A 1 , A I , 

1 TOO flANY flINTERMS ARE SPECIFIED IN THIS EQUATION*) 

STOP 

102 IF (ITYPE. LE. 4) CALL TW EEK (IT Y PE , iOT , LFUSES) 

108 WRITE (b, 106) 

106 FOSHAT(/,' OPERATION CODES:*) 

WRITE (6,107) 

107 FORMAT(/,* E=ECHO INPUT 0=PIK0UT T=SI«ULATE P=PLOT a=3RIEF*, 

1 /, * H=HEX S=SHORT L=BHLF N=BNPF C=CATALOG Q»QUIT*, 

2 /,* F=FAULT TESTING J=JEDEC FOROAT*) 

WRITE (6,110) 

no F0B{1AT(/,* ENTER OPERATION CODE: •) 

READ (ROC, 120) lOP 
120 FORMAT (A I) 

C CALL IOUC2 

IF(POF.NE.6) WHITE (POF, 12S) 

12S FORMAT (' I *) 

IF(IOP.EQ.E) CALL ECH 0 ( IP A L , I NO A1 , IOT , I N 00 , R EST , P AT N UM, T I TL E , 

1 COMP) 

IF(IOP.SQ.O) CALL PI N OU T ( I P A L , I NO AI , IOT , 1 NOO , T I T L E) 

IF(IOP.EQ.T) CALL T EST ( L PH A S E , LBU F , TITL E , IC , I L , I L E , I S YH , I BO f , 

1 ITYPE, IN00,LF1X, I PCIR , LE RH , I S AF , IPCT R 1 , 

2 . FALSE FALSE.) 

C INITIALIZING THE TOTAL FAULTS, CALLING FOE SAl/SAO TEST 

ISAF=0 

IF(IOP.EQ.F) GO TO 200 
IF (lOP, EQ. JJ) CALL PLOIF 

135 IF(IOP.EQ,P) CALL PLOT ( LBUF , I BUF , L FU SE5 , IPHOD , TITLE ,, TSU £,, ITY P E , 
1 LPROD,IOP,IBLOW,IPCIR0) 

IF(I0P,EQ,B) CALL PLOT (LBU F , I BU F , LFUSES , I PROD , TITLE , , TR U E . , IT Y ?£ , 
1 LPROD, IOP,IfaLOW,I?CTRO) 

IF(IOP,Ev.K) CALL HEX (LFUSES , H) 

IF(I0P,EQ,S) CALL HEX (LFUSES , S) 

IF(IOP,£Q.L) CALL BI N R (L FUS ES , H , L) 

IF(IOP.EQ,N) CALL blNL (6f USES ,P, S) 
lF(iOP.E2,C) CALL CAT 
C CALL I00C4 

IF (lOP.NE.Q ) GO .TO 108 
STOP 
C 

C SETTING THE PARAMETERS FOR SAl/SAO TESTS 

200 IPCTR=0 

CALL TEST (LPHASE, LBUF, TITLE, IC,IL,ILE,ISYH,IBUr,ITYPE, 

1 INOO,IFIX,IPCTR,LERR,ISAF,IPCrfl1, , F A LS E , , . F AL S E . ) 

IPCTRO=IPCTR 

C LOOPING FOB SAl TEST 

DO 210 IPCTR1=1,IPCTB0 
LSA11*,TRU£, 

CALL TEST (LPHASE, LBUF, TITLE, IC,IL,ILE,I3YM,IBUF, ITYPE, 

1 INOO, IFiX,IPCTR, LEHR, ISAr,IPCIHl,LSA 11, .FALSE,) 

210 CONTINUE 
ISA1=I3AF 

C LOOPING FOR SAO TEST 

DO 215 IPCTR 1 = 1,IPCTR0 
LSA01=»,TRUE, 


PAL033 10 
PAL03320 
PAL03330 
PAL0334U 
PAL03350 
PAL03360 
PAL03370 
PAL0336U 
PAL03390 
PAL0340U 
PAL034 10 
PAL03420 
PAL0343D 
PAL03440 
PAL03450 
PAL03460 
PAL03470 
PALO 3480 
PAL03490 
PAL03500 
PAL03510 
PAL03520 
PAL03530 
PAL03540 
PAL03550 
PAL03560 
PAL03570 
PAL03580 
PAL03590 
PAL03600 
PAL03610 
PAL0J620 
PAL03630 
PAL03640 
PAL03650 
PAL03660 
PAL03670 
PAL03660 
PAL03690 
PAL03 700 
PAL037 10 
PAL0372C 
PAL03730 
PAL03740 
PAL03750 
PAL03760 
PAL03770 
PALO 3780 
PAL03790 
PAL0J800 
PAL03810 
PAL03620 
PAL03830 
PAL03840 
PAL038S0 
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CALL TLSr(LPHAS£,L8'JF,TITLE,rC,IL,ILE,IS¥M,IBGF,ITlf?E, 

I INOO,:FlX,lPCrK,LERR,lSAF,IPCTRI,.FALSE.,LSAC!) 

2 I 5 CONTINUE 

IS AO=ISAF-iSA t 

IFAULT= (TSAF« 100)/ (IPCTR0*^2) 

WRITE (POF, 220) ISAl 

22 0 FOriMAr(/,' NUKaER OF STUCK AT ONE (SAl) FAULTS ARE =• IJ) 
WRI r E (POF, 225) I3A0 

225 FORKAT(/,' NUMBER OF STUCK AT ZERO (SAO) FAULTS ARE =' IJ) 
WRITE (POF, 2 JO) IFAULT 

2J0 FORMAT(/,' PRODUCT TERM COVERAGE =' IJ,'« 

GO TO 135 
C 

E N 0 
C 

C SUBnOUTINE IS ACDED FOk JEOEC FOnM A 

C THE FOLLOWING SUBROUTINE GIVES JEOEC FORnATTED OUTPUT FOR 
C PROGRAMMING COMPATIBILITY WITH DATA I/O PROGRAMMERS 
SUBROUTINE PLOTF 
IMPLICIT INTEGER (A-Z) 

LOGICAL LFUSL5 (j2,oi4) 

INTEGER IPUU F ( 32) .ZERO, ONE 

INTEGER i SUM (<4) , I AO a , SIX , ET X , I 0 EC (4 ) , IP T , 1 1 N P , J 1 , J 2 
INTEGER I0ECI0(4) ,ISUMV(4) ,ISUftIG(4) ,BUFIO(32) 

COMMON /LUNIT/ PMS.POF.PDF 
COMMON /tPT/ IPT 
COMMON /LFUSES/ LFUSES 
COMMON /SUM/ iSUfi, iDiC.IpaUF.aUHO 
DATA ZEKO/'C'/f ONL/'l'/ 

I A u f( = 0 
STX=2 
ETX=3 
1 3 U M ( 2 ) = 0 
IS UM (14) =2 30 
WRITE (PDF, 10) SIX 
10 FORMATC ' , A 1, •mFO-:'') 

DO 300 I?T=l,fa4 
DO 50 IINP= 1 , 32 

IF(LFUSES(IINP,I?l;) IPbGF(lISP)=ONE 
IF(.NO'T.(LFUSEE(Ii.S?,IPI))) I?aUF(IINP)=ZERO 
50 CONTINUE 

IF (LFUSES ( 1 , IP T) ) GO TO 100 
I F(, NOT, LFUSES (2, IP T)) GO XU 2b0 
100 IDEC(l4)=iADS 
DO 150 J = 1 , 3 
Jl=5-J 
J2=4-J 

IDEC (J2) =IDEC (J I) / 10 

lOEC ( J 1) =IDEC ( J 1) - 10»TD EC (J 2) 

lOECIO (J 1) =»ICONV (lOEC (J 1) ) 

150 CONTINUE 

IDSCIO ( 1) =ICONV (IDEC ( 1) ) 

CALL SUMCHK 

WRITE(PDF,201)10£C:0,ipaUF 
201 FORMATC L'.UAl,' •,B(4Al,' ' ) . ' <^ ’ ) 


PAL0386U 
PAL03870 
PAL03880 
PAL03890 
PAL03900 
PAL03910 
PAL03920 
PAL03930 
PAL03940 
PAL03950 
',//) PAL03960 

PAL03970 
PAL03980 
PALO 3 99 0 
PALOwOOC 
P A L C 4 0 I C 
PAL04020 
PAL04030 
PAL0404G 
PAL040S0 
PAL04060 
PAL04070 
PAL04080 
PAL0409D 
PALOU 100 
PAL04 I 1 0 
PAL04 120 
PALOW 130 
PAL04 140 
PA L04 ISO 
PAL04 160 
PAL04 170 
PALO 4 180 
PAL04 190 
PAL04 200 
PAL04 2 10 
PAL04220 
PAL04 230 
PALOU 240 
PAL04250 
PAL042b0 
PAL04270 
PAL0428 0 
PAL04290 
PAL04300 
PAL043 1 0 
PALOU 320 
PAL04330 
PALaU340 
PALOU 350 
PALOU 360 
PALOU 370 
PALOU 380 
PAL0U390 
PALOUUCU 
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2S0 IADR=IADRf32 
300 CONTINUE 

I3UM10 ( t) =ICONV (ISUfl (2) /U) 

ISUfl (2) =MOD (ISUfl (2) , 16) 

ISUHIO (2) =ICONV (ISUrt (2) ) 

ISUHIO(3) =ICONV (ISUtt(4)/lb) 

ISU:i (4) =rtOO (ISUM (<<) , 16) 

IS'JillO (4) =1C0NV (isun (4) ) 

WRITE (PDF, 400) ETX.iSUMIO 
400 FORKATC , A 1 ,4A I, • *• ,/) 

RETURN 

END 

C 

tt <i ^ ^ ^ 4< 
C 

C THIS SU3R0UTIHE CALCULATES THE SUHCHECK 
SUBROUTINE SUHCHK 
'IMPLICIT INTEGER (A-Z) 

LOGICAL LFUSES (32 ,64) 

INTEGER IPBUF(32), BUFIO(32) 

INTEGER iSUH (4) , IDEC (4) 

COMMON /IPT/ IPT 
COMMON /LFUSES/ LFUSES 
COMHON/SUM/ ISUK,IDEC,IPBUF,BUriO 
DO 50 J= 1 , 32 

IF (LFUSES (J , IPT) ) BUFiO(J)=40 
IF(, NOT. LFUSES (J, IPT) ) BUFIO(J)=48 
ISUH (4) =ISUM (4) fBUFIO (J) 

IF (I3UM (4) ,G E, 256) ISU M (2) = 1 S Ufl ( 2) H 
ISUH (4) =KOD (ISUM (4) , 256) 

50 CONTINUE 

DO 100 J= 1 , 4 

ISUM (4) =I3UM (4) HDEC(J) NU tf 
IF (ISUM (4) ,GE, 256) ISUM (2) =iSUtl (2) * 1 
, ISUM (4) =MOD (ISUM (4) , 256) 

100 CONTINUE 

ISUM (4) =ISUM (4) H73 
ISUM (2) =ISUM (2) H 

IF (ISUH (4) .GE. 256) I SU K (2) = I S Ufl ( 2) H 
ISUH (4) =nOD (ISUM (4) , 256) 

RETURN 

END 

c 

c 

INTEGER FUNCTION ICONV(K) 

IMPLICIT INTEGER (A-Z) 

DATA A/'O'/ra/' I'/.C/' 2'/iD/' 3V,E/'‘*Vf r/*5'/,6/'6'/tH/' 7'/ 

DATA I/'8'/f J/*3'/fX/' A'/»L/' B'/fn/'C'/. N/ • D ' / , 0/ ' S • / . P/' P‘/ 

IF(K.Eg.O) ICONV = A 

IF(K.EQ,1) ICONV=fl 

IF(K.EU.2) IC0NV*C 

IF(K.EO.J) ICONV = L 

IF(K.EQ.4) ICONV=E 

IF(K,EV.5) IC0NV=F 


PAL044 I 0 
PAL0442U 
PAL04430 
PAL04440 
PAL044b0 
PAL04460 
PAL04470 
PAL04480 
PAL04490 
PAL04500 
PAL045 16 
PAL04520 
PAL04530 
PAL0454D 
PAL04550 
PAL0456U 
PA104570 
PAL0458U 
PAL04590 
PAL04600 
PAL046 10 
PALU462G 
PAL04630 
PAL04640 
PAL04650 
PAL04660 
PAL04670 
PAL04680 
PAL04690 
PAL04700 
PAL0471Q 
PALC4720 
PAL04730 
PAL04740 
PAL04750 
PALU476Q 
PAL04770 
PALO47B0 
PAL04790 
PAL04800 
PAL04810 
PAL04820 
PAL04830 
PAL04840 
PAL 04 85 0 
PAL04860 
PAL04870 
PAL04880 
PAL04890 
PAL04900 
PAL04910 
PAL04920 
PAL04930 
PAL04940 
PAL04950 
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IF(K.£^.b) IC0SV = G PAL04960 

IF(K.£Q,7) IC0NV=H PAL04970 

IF(K.EQ,0J IC0NV=I PAL049b0 

IF{K.E'2.7) IC0NV = J PAL04990 

IF (K. Ey', 10) IC0NV=X PALOsOOO 

IF (K. £2. 11) ICONV = L PAL05010 

IF (K. Ey. 12) ICONV=H PAL05020 

IF (K. E2. 1 i) ICONV=N PAL01i030 

IF (K. Ey . U) 1C0NV = 0 PALOS040 

IF (K. E2. lb) ICONV = P PALOSOSO 

RETURN PALCfiOSO 

ENO PAL09070 

C PAL050B0 

C PAL05090 

C PALOSnO 

SUBROUTINE INITL2(IS0Al,10r,IN00,ITVPE,LFUSSS,IC,IL,IBL0W,LFIX, PAL05120 
1 IPCTK) PAL0513U 

C THIS SUBROUTINE INITIALIZES VARIABLES AMD MATCHES PAL PART PAL05140 

C NUMBER NITH IT7PE PALJ51S0 

IMPLICIT INTEGER (A-Z) PAL05I60 

LOGICAL LBLANK,LL£FT,LAND,LOR,LSLASH,LEgUAL,LRIGHT,LXOR,LXNOa, PAL05170 

1 lFI X , L FUSES ( ) 2 , 64) PAL051H0 

COMMON LBLANK , LLEFf , LAND, LOR , LSLASH, LEyUAL, LRIGHT, LXOR , LXNOfl PAL05190 

COMMON /PGE/ IPAGE (dO , 20C) PAL05200 

DATA ri/ ' ii '/| L/ • L V. c V. a/' S V. X/' X'/. A/* A' /, PAL05210 

1 iO/' 0 V. I 2/ • 4* /. 14/' 4 •/ t Ifc/' o' /, IB/* B'/ PAL0s220 

C INITIALIZE LFUSES ARRAY (FUSE ARRAY) PAL05230 

DO 20 J= I , 64 PAL05240 

DO 20 1=1,32 PAL09260 

20 LFUSES (I , J) =, FA LSE. PAL05260 

C INITIALIZE IBLON (NUMoER OF FUSES BLOWN) PAL05270 

I3LOW=U PAL05280 

C INITIALIZE IPCTR (NUMBER OF PROOUCT TERMS) PAL05290 

IPCTR=0 PAL0330U 

C initialize IC and XL (COLUMN AND LINE POINTERS) PALO5JI0 

IC=0 PAL05320 

IL=1 PAL05330 

C INITIALIZE ITYPE (PAL PART TYPE) PAL05340 

ITYPE=0 PAL053SU 

C ITYPE IS ASSIGNED THE FOLLOWING VALUES FOR THESE PAL TYPES: PAL05360 

PAL 10H6.PAL 10L3 ITYPE=1 PAL05370 

PAL I2H6,?AL 1 2L6 ITYPE=2 PAL05380 

C PAL 1 4H4 , P AL 1 4L4 ITYP£=3 PAL03390 

C PAL loH2 , PAL 1 6L2, P AL 16C 1 ITYPE = 4 PAL03400 

C PAL16L8 irY?E=5 PAL05410 

C PA L 16R4 , PAL 16r6 , PAL 16R8 , PAL 16X4 , PAL 16 A4 ITYPE = 6 PAL05420 

C DETERMINE ITYPE PAL03430 

IF( INOAI.E2.IU ) ITYP£=l PAL0544U 

1F( INOAl.E2.I2 ) ITYPE=2 PAL054b0 

1F( INOAI. EQ.LL ) ITY?E=3 ?AL0s46Cl 

IF( (INOAI . EQ. 16) ) riYPE = 4 PAL03470 

IF( (INOAI . E2. 16) . AND. (INOO. £2. Id) ) ITYPF.= 5 PAL0548C 

IF( (IGT.SO.R) .OR. (IOT.E2.X) .OH. (lOT.EO. A) ) ITY?E = 5 PAL03490 

IF( , NOT. (lOT. £2 . li .OR , lOT . Eg . L .OR. lOT. EU.C PAL0530U 


SUBROUTINE INITL2(IS0Al,10r,IN00,ITYPE,LFUS£S,IC,IL,IBL0W,LFIX, 
1 IPCTK) 

THIS SUBROUTINE INITIALIZES VARIABLES AMD MATCHES PAL PART 
NUMBER WITH ITYPE 
IMPLICI I INTEGER (A-Z) 

LOGICAL LB LANK, LL£FT,LAND,LOR,LSLASH,LEgUAL,LRIGHT, LXOR.LXNOR, 

1 eFI X , L FUSES ( 3 2 , 64) 

COMMON LBLANK, LLE Ff, LANE, LOR,LSLASH,LEyUAL,LRIG HI, LXOR.LXNOR 
COMMON /PGE/ IPAGE (BO , 20C) 

DATA H/ ' ii '/, L/ • L V. '^/' C •/, a/' H •/, X/' X'/. A/* A' /, 

1 iO/' 0 •/, I 2/ • 2* /, 14/' 4 •/ , 16/' 6* /, IB/' 8'/ 

INITIALIZE LFUSES ARRAY (FUSE ARRAY) 

DO 20 J= I , 64 

UO 20 1= 1 , 32 

E FU 3 E 3 (I , J) = , FA LS E , 

INITIALIZE IBLOW (NUMoER OF FUSES BLOWN) 

I3LOW=U 

INITIALIZE IPCTR (NUMBER OF PROOUCT TERMS) 

IPCTR=0 

initialize IC AND XL (COLUMN AND LINE POINTERS) 


initialize IC AND XL (COLUMN AND LINE POINTERS) 

IC = 0 
IL= 1 

INITIALIZE ITYPE (PAL PART TYPE) 

ITYPE=0 

ITYPE IS ASSIGNED THE FOLLOWING VALUES FOR THESE PAL TYPES; 
PAL 10H6.PAL 10L6 ITYPE=1 

PAL I2H6.PAL 1 2L6 ITYPE=2 

PAL 1 4H4 , P AL 1 4L4 ITYP£=3 

PAL loH2 , PAL 1 6L2, P AL 16C 1 ITYPE = 4 

PAL16L8 ITYPE=5 

PAL16R4,PAL16r6,PAL16R8,PAL16X4,PAL16A4 ITYPE=6 

DETERMINE ITYPE 

IF( INOAI.E2.IU ) ITYP£=l 

1F( INOAl.E2.I2 ) ITYPE=2 

1F( INOAI.EQ.ZZ ) ITY?E=3 

IF( (INOAI . Eg. 16) ) riYPE=4 

IF( (INOAI . E 2 . 16) . AND. (INOO. Eg. 16) ) ITYPF.= 5 

IF( (IGT.Sg.R) ,06. (iOT.Eg.X) .OH. (lOT.Eg. A) ) ITY?E = 5 

IF( .NOT. (lOT. £2 . li .OR , lOT . Eg . L .OR. lOT. tg.C 
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.OH.lOT.Ea.R.OR.IOl.EO.X.OR.IOT.Eg.A) ) ITYPS=0 

PAL05510 



CALL INCH (IC,IL,LF1X) 

PAL05520 



RETURN 

PAL05530 



END - 

PAL055U0 

c 



PAL05550 

♦ <i <c « <i # <t ^ ^ c*<t ♦*><^PAL05560 

c 



PAL05570 



SUBROUTINE G ETS Y H ( L PH AS £ , I S Y M , J , IC , I L , L FI X) 

PAL05580 

c 


THIS SUbHOUTINE GETS THE PIN SAKE, / IF COnPLEHENT LOGIC, AND 

PAL05590 

c 


THE FOLLOWING OPERATION SYnSOL IF ANY 

PAL05600 



inPLICIT INTEGER (A-Z) 

PAL0561 0 



INTEGER ISYfl (8,20) 

PAL0S620 



LOGICAL LBLANK , LL EFT, LAND , LOR ,LSLASH , LEgUAL, LRIGHT , LXOR , LXNOR, 

PAL0563C 



LFIX , LPHASE (20) 

PAL 0564 0 



COMKON LBLANK , LL EFT, LAND , LOR ,LSLASii,LEgUAL,LRIGHT,LXOR,LXNOB 

PAL05650 



COHflON /PGE/ IPAGE (80, 200) 

PAL05660 



DATA IBLANK/' •/ 

PAL0S670 



LFIX=. FALSE. 

PAL0S680 



IF( .NOT. (LLEFT.Ofi.LAND.OR.LOR.OH.LEgUAL.OR.LRIGHT) ) GO TO 10 

PAL05690 



CALL INCH (IC,IL,LFIX) 

PAL0570Q 



IF(LLEFT) GO TO 60 

PAL05710 


10 

LPHASE(J) = ( .NOT.LSLASH ) 

PAL05720 



IF (LPHASE (J) ) GO TO 15 

PAL057J0 



CALL INCH (IC ,IL, LUX) 

PAL05740 


15 

DO 20 1=1,3 

PAL05750 


20 

ISYrt (I , J) =I3LANK 

PAL05760 


25 

DO 30 1=1,7 

PAL05770 


30 

ISYn (I,J)=ISYR(IH,J) 

PAL05780 



IS YK (8, J) =IPAGE (IC, IL) 

PAL05790 



Call INCH (1C , IL, LFIX) 

PAL05800 



IF( LLEFI.OK.LBLANK.Oh.LANO.OB.LOa.OH.LRIGHr.OR.LEgUAL ) RETURN 

PAL05810 



GO TO 25 

PAL05820 


60 

LFIX=.TR'JE. 

PAL05830 



RETURN 

PAL05840 



END 

PAL05850 

c 



PAL05660 


PAL05870 

c 



PAL05880 



SUBROUTINE I NCR (IC, I L , LFIX) 

PAL058S0 

c 


THIS SUBROUTINE INCREWENTS COLUMN AND LINE POINTERS 

PAL05900 

c 


BLANKS AND CHARACTERS AFTER ABE IGNORED 

PAL05910 



IMPLICIT INTEGER (A-2) 

PAL05920 



LOGICAL LBLANK , LL EFT , LAND , LOR , LSL AS H , L EQ U A L , L R IGHT , LXOR , LX NOR, 

PAL05930 



LFIX,LX1 

PAL05940 



COMMON L3LANK,LLEFT, L A ND , LO R , LS L AS H , LEO U A L , L R IGHT , LXOR , LXNOR 

PAL05950 



COMMON /PGE/ IPAG E (80 , 200) 

PAL05960 



COMMON /LUNIT/ PHS,POF,PDF 

PAL05970 



DATA IBLANK/' • / , I L E FT/ • ( • / , I A N D/ • * • / , 10 R/' ► • / , COM ENT/' ; • / , 

PAL0598Q 



ISLASH/'/'/, IEgUAL/'='/, IRIGHT/') ' / , IC OLO N/ ' : ' / 

PAL05990 



LBLANK=, FALSE, 

PALQ600Q 



LXOfl=, FALSE. 

PAL06010 



LXNOR*. FALSE, 

PAL06020 



LX 1=. FALSE, 

PAL06030 



LRIGHT*. FALSE. 

PAL0604U 


10 

IC=ICH 

PAL06050 
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IF(IC .LE.79 .AND. I P AG E (IC , I L) . N E . COKE NT) GO TO 30 
IL = ILH 

IF(IL.LE.20U) GO 10 20 
WRITE (PKS, 15) 

15 FOHKAT(/,' SOURCE FILE EXCEEDS 200 LINES OR KISSING', 

I ' DESCRIPTION OK FUNCTION TABLE KEY WORD') 

STOP 

20 IC=0 
. GO TO 10 

30 IF( IPAGE(IC,IL) 

IF( IPAGE(IC,IL) 

UaANK=.THU£ 

GO TO 10 

31 IF( IPAGE(IC,IL) 

IF ( (LXOR) .OH. (LXNOH) ) 

LX 1=.T3U£.. 


EO.ICOLON.AND. (LFIX) ) RETURN 
NE.IBLANK ) GO TO 31 


NE.ICOLON ) GO TO 32 
GO TO 33 


LOR=. TRUE. 
LAND* .TRUE. 


PALOSObu 
PAL0607 j 
PALObObO 
P AL0b09'J 
PALOb 100 
PALOb 1 lU 
PALOb 120 
PALOb 1 3u 
PALOblLO 
PALOb 150 
PALOb lbs/ 
PALOb 170 
PALOb 18 j 
PAL 0b190 
PALOb200 
PAL0b2 1 s) 
PAL0b220 
PAL0b230 
PAL0b2i40 
PAL0b250 
) PAL0b2b0 
PAL0b270 
PALOb260 
PAL0b290 
PALObJOD 
PAL0b3 to 
PAL0bJ20 
PALObBsO 
PA L0b3UC 
PAL0b350 
PAL0b3b0 
PAL0b37U 
PAL0b38O 

C PAL0b390 

C PAL0b410 

SUBROUTINE K A TC H ( IK ATC H , IdU F , I S Y«) PAL0b420 

C TrllS SUBROUTINE FINOS A MATCH BETWEEN THE PIN NAME IN THE EgUATIO NPAL0b43U 


GO TO 10 

33 IF(LXOH) 

IF (LXNOfi; 

RETUs3N 

32 IF( .rfOr.(LXt.AND.(I?AGE(IC,IL). E« . lOR . 0 R . i P AG E (IC, IL) . Ewf. lAND) ) 
1 GO 10 34 

IF( IPkGE (IC , IL) . EO. lOH ) LXOR=.TRuE. 

IF( IPAGE (IC, IL) . Ev.IAND ) LXNOR=.TRUE. 

GO TO 10 

34 LLSFT *( IPAGE (IC,IL) .E^i.ILEFT ) 

LAND =( IPAGE (1C ,IL) .EO.IAND ) 

LOS =( IPAGE (IC,IL) ,Ey. lOd } 

LSLA3H=( IPAGE(IC,1L) .Ew.liLASH ) 

LEyUAL=( IPAGE (1C ,IL) . EQ.IEvUhL ) 

LSIGHT=( IPAGE (IC ,IL) . EO.ISIGHT ) 

RETURN 

END 


10 


2 0 


AND THE PIN NAME IN THE PIN LIST OH FUNCTION TABLE PIN LIST PAL0644u 

IMPLICIT INTEGER (A-2) PAL0b450 

INTEGEa I BU F (9 , 2 U ) , I 5 I K (b , 2 0) PALObUbO 

LOGICAL LMATCH PAL0b470 

DATA C/'C'/, A/' A '/, R/' H '/, Y/' Y '/ PAL0b480 

I.1ATCH = 0 PAL0b49U 

DO 20 J= 1 , 20 PALObSCO 

LKATC.3=.TRUE. PALOb510 

DO to 1=1, B PAL0b520 

LKATCH = LflATC.H,AND. (18UF (I, 1) .EO.ISYK (I,J) ) PAL0bb30 

IF(LsKATCH) IMATCH = J PAL0b540 

CONTINUE PALObSSO 

KATCrt CARRY WHICH 13 FOUND IN THE PALlbAU PALObSbO 

IF( IBUF(3,1) .Eg.C.AND.IBUF(4,t) .Ey.A.AND.IBUF(5, 1) .Ey.R.AND. PAL0b570 

1 IBUF (o, 1) . Eg. R. A.ND. IBUF (7 , 1) .Ly . Y ) IMATCH=99 PALObbbO 

RETURN PALOb 590 

END PALObbOO 
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C PAL066I0 

C <■ 4 ^ 4 ^ <1 « « A « « 4: <1 4^ 4t <1 « <1 « ^ ^ 41 <1 4i « ^ ^ ^ «c 4t p ];, Q g g 2 0 

C PAL06630 

SUBROUTINE IX LATE (I I N PU T , IM ATC H , LPH AS E , L BU F , IT V P E) PALO 664 0 

C THIS SUBROUTINE FINDS A MATCH BETHEEN THE INPUT PIN NUMBER AND PAL06650 

C THE INPUT LINE NUMBER FOR A SPECIFIC PAL. ADO I TO THE INPUT PAL06660 

C LINE NUMBER If THE PIN IS A COMPLEMENT PAL06670 

IMPLICIT INTEGER (A-Zj PALO 6680 

INTEGER ITABLE(20,6) PAL066B0 

LOGICAL LPHASE (20) , L3UF (20) PAL06700 

DATA ITABLE/ PAL06710 

1 3, 1 ,. 5, 9 , 1 3, 17 , 2 1 , 25, 29, -to, I,- i,- 1,-1, -1,-1, -1,-20, PAL06720 

2 3, 1, 5, 9,13,17,21,25,29,-10,31,27,-1,-1,-1,-1,-1,-1, 7,-20, PAL06730 

3 3, 1 , 5, 9, 1 3, 17 , 2 1,25,29 ,- 10, 3 1 , 27, 2 3 ,- 1 ,- 1 ,- 1 ,- 1 , 1 1 , 7,-20, PAL06740 

4 3, 1, 5, 9,13,17,21,25,29,-10,31,27,23,19,-1,-1,15,11, 7,-20, PAL06750 

5 3, 1, 5, 9,13,17,21,25,29,-10,31,-1,27,23,19,15,11, 7, -1,-20, PAL0676U 

6 - 1 , 1 , 5, 9, 1 3, 17 , 2 1,25,29,- 10 ,- 1 , 31, 27, 23 , 1 9 , 15, 1,1 , 7, 3 ,-2 0/ PAL0677U 

IINPUT=0 ' PAL0678U 

13UBL=0 PAL06790 

IF((( LPHASE (IMATCH) ) . AND. (, NOT .LBUF ( 1) ) ) .OR. PAL06800 

1 ( (.not. LPHASE (IMATCH) ) .AND. ( LbUF(l)))) IBUBL’l PAL06810 


IF((( LPHASE (IMATCH) ) .AND. (, NOr.LBUF ( 1) )) .OR. PAL06800 

1 ( (.NOT. LPHASE (IMATCH) ) .AND. ( LbUF(l)))) IBUBL’l PAL06810 

IF( ITABLE (IMATCH, ITVPE) .GT.O ) 1 1 N PUT= I T A3 LE ( IH ATC H , IT I ? E) H BU B L PAL06820 

RETURN PAL06830 

END PAL06840 

C PAL06850 

C PAL06870 

SUBROUTINE FIXSYM ( LflU F , i BU F , I C , I L , L F i RS 7 , LFUS ES , I BLO W , I PROD , L F I X) PALO 6 880 
C THIS SUBROUTINE EVALUATES THE FIXED SYMBOLS FOUND IN THE PAL06890 

C PAL16X4 AND PAL16A4 PAL06900 

IMPLICIT INTEGER (A-Z) PAL06910 

LOGICAL LBUF (20) , LFUSES (32, o4) , LFIBST, LMATCH, LFIX PAL06920 

INTEGER IBUF (8 , 20) , FIXBUF (8) , TABLE (5, 14) PAL06930 

COMMON /PG£/ IPAGE (80, 200) PAL06940 

DATA A/' AV.B/'B'/,1SLA3H/‘/'/.I0R/' ►•/rIBLANK/' • /. I RI G HT/ • ) • / 1 PAL06950 

1 iAND/"^'/.N/'N'/.0/’QV,N0/'OV. nV 1'/.N2/'2'/,N3/’ 3'/. PAL06960 

2 iCOLON/':'/, PAL06970 

3 TABLE / ' ' . • A' , • . V , 'B* . ' ' A ' . * • » B ' . P A LO 6 98 0 


/ 


' , • A' 


•/ ' r 'B* , ' • , • ' , ' A' 

, » • , 

» B ' , PAL06980 

f 

•A* , 

/• ,*A' 




• B* , PAL06990 

• 1 
• 

•B' , 

• ,*A' 


'B', • • , V A' 

, • » » , 

• B* ,PAL07000 

• 1 
• 

•B', 

• • • 

• 1 
t t 

•,'B',« •,• « ,'A' 


• B* ,PAL070 10 

/' 

•A* , 

/’ ,’A' 


V'.'B',’ 'A' 


•BVPAL07020 


IINPUT=0 
DO 20 1=1,8 

IBUF (I, 1) =IBLANK 

20 FIXBUF (I) =IBLANK 

21 CALL INCH (IC , IL, LFIX) 

I = I?AGE (IC, IL) 

IF(I. E2. IRIGHT) GO TO 40 
IF(I,E'2.ND) IINPUT = 8 
IF(I.EQ.Nl) IINPU1=12 
If(I,E^.N2) IINPU1=16 
IF(I.EQ.Ni) IINPUT=20 
DO 24 J= 1 , 7 

24 IBUF (J , 1) =IBUf (J H, 1) 


PALO 7030 
PAL0704 0 
PAL07050 
PALO 7060 
PAL0707U 
PAL07080 
PAL07090 
PAL07 100 
PAL07 110 
PAL07 120 
PAL07130 
PALO? 140 
PAL07150 
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I dJ F ( d , 1) = I 

IF(,NOr. ( (i . A) .OK . (I . t J , B) .OH, (I. E.; . iSLASH) ,08 . (I . EQ ,IOR) 
I .08 . (I . EQ . lANDj .OR , (I . EW , rCOLON) ) ) GO TO 21 

DO 30 1= 1 , (4 

30 FIaSUF (I) =FIXBUF (i M) 

FIXBOF (5) =iPAG£ (IC, IL) 

GO TO 21 
wO I.iAfCH=0 

DO tiO 1 , 1 4 

Lfl ATC;1= . THUS . 

DO itO 1=1,5 

50 LHA TCH = L.1A rCH .AND. ( F I X BU F (1) , E v , T A b L E ( 1 , 0 ) ) 

60 IF(LrtATCH) IKATCH=J 

IF (IHAICii, Ev.O) GO ro 100 
IF (.NOT.LFiRST) GO TO d5 
LFIHSr=, FALSE. 

DO 3 0 r = I , J2 

LF0 3ES (I.iPROD) =,TRUE. 
uC luLOw = IDLOa ► 1 

d 5 DO '30 1=1,4 

IF( (IMATCii- 7) . LE . 0 ) GO TO 50 
ISOM l=ilNPUTH 
LFUSES(iSUi11,IF3 0D)=,FALS£, 

IBLOA = 1 8 LO W - I 
inATCi3=IflAICB-d 
30 I'1A'TC;i=I0ATCH Hr.ATCH 
L3UF I 1) =.TRUE. 

Call PLO T (L3UF, I ho F, LFUSES , IPROD, TITLE, . FALSE. , ITXP2 , 

1 LPRO J , lOP , IBLOW , IPCTK) 

100 LFIX=. FALSE. 

CALL iXCn (IC , IL, LFIX) 

B E r 0 H N 
END 


PAL07 160 
PAL07 1 70 
PALO 7 1 dO 
PAL07 150 
PALO 7 20 0 
PALO 7210 
PALO 722 0 
PAL07230 
PALO 7240 
PAL0725C 
PAL07260 
PAL0727C 
PAL07280 
PAL07230 
PAL07J00 
PAL07310 
PAL07320 
PALO 7 3 30 
PAL0734O 
PALO 7350 
PALO 7 360 
PAL07370 
PAL07380 
PAL0739C 
PAL07400 
PAL074 IC 
PAL07420 
PAL074 30 
PALO 7440 
PAL07450 
PAL07460 
PAL07470 
PAL07480 
PALO 7490 




c 

SU3H0UTINE EC H 0 ( I ? A L , i N 0 A I , I 01 , INOO, REST,PArNOn,TirLE,COfl?) 

C THIS SOiiSOUriNK PRINTS THE PAL DESIGN SPECIFICATION INPUT FILE 

IMPLICIT INTEGER (A-Z) 

INTEGER iPAL (4) , REST (73) , PATNON (bO) ,TITLE (dO) , COMP (80) 

COMMON /PGE/ IPAG E (80, 20C) 

COMMON /LUNIT/ PMS,PJF,PDF 
COMMON /FTESr/ i F 0 N C T , I DESC , I £N 0 
DA TA IBLANK/' '/ 

WPITE(P0F,6) rPAL,INOAl,IOT,IhOO,aEST,PATNUM,rirLE,COrt? 

5 FJRMAT(/,' • ,4A I , A 1 , A 1 , A 1 , 7 3 A 1 ,/, • ',dOAl,/,' *,dOAl,/,' • , 80A 1) 

DO 20 1L=1,IEND 

IC= d 1 J 

10 IC=iC-l 

IF( IPAGE (iC ,IL) , £w. ItiLANK , AND .IC.GT. I ) GO TO 10 
waiTS(POF, 15) (IPAGE(I,IL) ,I=I,IC) 

15 FORMAT ( ' ' , BGA 1) 

20 CONTINUE 
8ET0KN 
END 


PAL0751 0 
PAL07520 
PALO 7530 
PALO 7540 
PAL07550 
PAL0756U 
PAL07570 
PALO 7560 
PAL07590 
PAL07600 
PALO 7b1 0 
PALO 7620 
PAl07630 
PALO 7640 
PAL07650 
PAL07660 
PA L0767 0 
PAL07680 
PAL07690 
PALO 7700 
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C PAL07710 

C . PAL07730 

SUBROUTINE CAT PAL07740 

C THIS SUBROUTINE PRINTS THE PALA3I1 CATOLOG PAL07750 

IflPLICIT INTEGER (A-Z) PAL07760 

COMMON /LUNIT/ PMS,POF,PDF PAL07770 

WRITE (PflS, iO) PAL0778U 

10 FOanAT(/,' THIS PALASM AIDS THE USER IN THE DESIGN AND', PAL07790 

1 ' PROGRAMMING OF THE',/,' SERIES 20 PAL FAMILI, THE', PAL0780U 

2 ' FOLLOWING OPTIONS ARE PROVIDED;', PAL07810 

J //,' ECHO (E) - PRINTS THE PAL DESIGN', PAL07820 

4 ' SPECIFICATION', PAL07830 

5 //,' PINOUT ( 0 ) - PRINTS THE PINOUT OF THE PAL', PAL07840 

6 //,' SIMULATE (T) - EXERCISES THE FUNCTION TABLE', PAL07850 

7 ' VECTORS IN THE LOGIC',/,' ', PAL07860 

8 ' EQUATIONS AND GENERATES TEST VECTORS', PAL07870 

9 //, ' PLOT (P) - PRINTS THE ENTIRE FUSE PLOT') PAL07880 


WRITE (PMS, 20) PAL07890 

20 FORMATC/,' 8RIEF (B) - PRINTS ONLV THE USED PRODUCT LINES', PAL07900 

' OF THE FUSE PLOT',/,' PHANTOM', PAL07910 

' FUSES ARE OMITTED', PAL07920 


//.' 

liEX (H) 

- GENERATES HEX 

PROGRAMMING 

FORMAT' , 

PAL07930 

//, • 

SHORT (S) 

- GENERATES HEX 

PROGRAMMING 

FORMAT* , 

PAL07940 

//.' 

3HLF (L) 

- GENERATES BHLF 

PROGRAMMING 

FORMAT ' , 

PAL0795C 

//. ■ 

3NPF (N) 

- GENERATES 8NPF 

PROGRAMMING 

FORMAT ' , 

PAL0796Q 

//. ' 

CATALOG (C) 

- PHIrTS THE PALASM CATALOG' 

t 

PAL07970 

//.’ 

gun (g) 

- EXIT PALASM* , 



PAL07980 

//.' 

JEDEC (V) 

- JEDEC FORMAT FOR DATA I/O 

PROGRAMMER ’ 

•PAL07990 

//.' 

FAULT (F) 

- FAULT TESTING 

’) 


PAL08000 


RETURN PAL08010 

END PAL08020 

C PAL06030 

C ' PAL08050 

SUBROUTINE P I NOU T ( IP A L , INO A I , lOT , 1 NOO , T IT LE) PAL08080 

C THIS SUdriOUTINE PRINTS THE PINOUT OF THE PAL PAL08070 

IMPLICIT INTEGER (A-2) PAL03060 

INTEGER IPAL (4) , TITLE (80) , PIN ( 12, 20) ,IIN (7, 2) PAL08090 

COMMON /PGE/ IPAGE (80,200) PAL08100 

COMMON /LUNIT/ PflS,POF,PDF PAL08110 

DATA IBLANK/' '/ , ISTAR/ ' «=' / PAL08120 

DO 10 0=1,20 ^ PAL08130 

DO b 1=1 , 1 2 PAL08140 

5 PIN (1, 0) =IBLANK PAL08150 


10 CONTINUE 
15 DO 25 0= 1 , 2 

DO 20 1=1,7 

20 IIN(I,J)=IBLANK 

25 CONTINUE 

IIN (2 , 1) =IPAL ( 1) 

IIN (4, 1) =IPAL (2) 

IIN (6, 1) =IPAL (3) 

IIN (1,2)=IPAL(4) 

IIN (3, 2) =INOAI 


PAL031&Q 
PAL08 170 
PALQSldO 
PALOS 190 
PAL08200 
PAL08210 
PAL03220 
PAL08230 
PAL0824U 
PAL08250 
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II N (5, 2) =101 

PAL03260 


IIN(7,2)=INOO 

PAL03270 


J = U 

PAL08280 


IL = 0 

PAL03290 

30 

IC=0 

PAL03300 


IL=ILM 

PAL08310 

3 5 

IC = 1C *• 1 

PAL0332G 

4 0 

IF( IC.GT.3U ) JO TO 30 

PAL0833C 


IF( IPAGE (IC, IL) .Ev.IaLANK ) GO 10 35 

PAL03340 


J = J *■ 1 

PAL03350 


IF{J,Gr.20) GO 10 60 

PAL0836C 


DO 55 1= 1 , 1 2 

PAL03376 


PIN (1, J) =IPAGx. (IC , IE) 

PAL03380 


IC=ICfl 

PAL0B390 


IF( IC.GT.8U ) GO ro 40 

PAL08400 


IF( I PAGE (IC , IL) . £g .1 BLAN K ) GO TO 40 

PAL0841 0 

55 

CONTINUE 

PAL0642U 

0 0 

DO 75 J= t , 10 

PAL084 30 


il = 0 

PAL03440 

0 S 

ri=ii*-i 

PAL03450 


IF (II. E^. J 3) GO ro 75 

PALOBUbO 


IF( PIN {II, J) . NE. IbLANK ) GO 10 b5 

PALU3470 


i= 1 3 

PAL08480 

70 

1 = 1-1 

PAL03490 


II=Ii-l 

PAL03500 


?IN(I,J)=PIN(II,J) 

PAL035 10 


PIN (II, J) =1 BLANK 

PAL0852 0 


I F (II . N E . 1) GO TO 7 0 

PAL0853C 

75 

CONTINUE 

PAL08540 


WRITE (POF , 76) riTLt 

PAL08550 

76 

FORMAT (/, • • , 80A 1) 

PAL09560 


WRITE(?OF,7d) iSTAR,ISTAR,ISfAH,ISTArt,ISTAR,ISTAR,ISTAR,rSTAH, 

PAL08570 


1 ISTAR,ISTAh,ISTAR,lSTAH,ISrAR,ISTAH,ISrAR,ISTAa, 

PAL03580 


2 ISTAR, ISTAB , ISTAR, I3TAR,lSTAh ,ISTAR , I ST Ari , I S 1 A R , 

PAL08590 


3 ISTAR,ISTAF,ISTAR, ISTA R , ISTAR , 1ST AH , 1ST AR , IST AR 

PAL03600 

76 

FORMAT (/, ' » , I3X , 14A 1 , 3X, 14A 1 , 

PAL086 10 


1 /,' • , 13X , A 1 , 1 3X , A 1 , 1 X , A 1 , 1 3X, A 1) 

PA L0862 0 


JJ = 20 

PAL086 30 


DO 88 J= 1 , 1u 

PAL0864U 


WRITE (POF, 30) I STAR, ISTAR, 1ST AH, ISTAR, ISTAR , ISTAR , ISTA R, ISTAR 

PAL08650 

60 

rJRMATC ' , 15X , 4A 1 , 29X , 4A 1) 

PAL08660 


WRITE (POP, 3 1) (PIN (I , J) , 1= 1 , 1 2) , 1ST AR, J ,1S FAR , 

PAL08670 


1 (IIN (1 , 1) , 1= 1 , 7) , 1ST AR, JJ, ISTAR, (PIN (I, JJ) ,1=1, 12) 

PAL03630 

3 1 

FORMAT (• ', 12Al,3X,Al,I2,Al, 11X,7A1,11X,AI,I2,A1,3X,12A1) 

PAL08 69 J 


WHITS(POF,32) IS TAR, IST AS, ISTAR, ISTAR, ISTAR, ISTAR, IS TAR, ISTAR 

PAL08700 

32 

FOanATC • , 15X,4A 1, 29X,4A 1) 

PAL087 10 


».RIT£(POF,34) ISTAR, (IIN (1,2) ,1=1,7) , ISTAR 

PAL08720 

8 4 

FORMATC ',IBX,Al,llX,7Al,1lX,Al) 

PAL08730 


DO 3(J ir= 1 , 2 

PALOd 740 


DO 35 t= 1 , 7 

t A L08 75 0 

35 

IIN (I, II) =IBLANK 

PAL08760 

3b 

CONTINUE 

PAL08 770 


JJ = JJ- 1 

PA 10 8 780 

8 0 

CONTINUE 

PAL03790 


WRIT£(POF,6 0) ISTAR, ISTAR, ISTAR, IS TAR, ISTAR, IS TAR, ISTAR, IST AH, 

PALOSdOU 


24 
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ISrAa,I3TAE,ISTAa,ISTAR,ISTAR,ISTAK,ISTAR , I3TAH, 
iSIAk, ISTAR,ISTAH,1STAR,ISTAR,ISTAR,ISTAR, I3TAR, 
ISTAR, I3TAR, I ST AH, 1ST A R, I STAR, 1ST AH , 1ST AH 


00 FORIIATC • , 1bX,3lAl) 
RETURN 


SUBROUTINE P LOT ( L BU F , I B U F , L FU SES , I P RO D , T IT L E , L DOM P , IT V ? E , 
i LPROD, IOP,1BLOH,IPC7RO) 

THIS THIS SUBROUTINE PRODUCES THE FUSE PLOT 
IMPLICIT INTEGER (A-Z) 

INTEGER IBOF (3 , 20) , lOUT (i.4) , I S A V E ( , 3 2 ) , TITLE (80) 

LOGICAL LBUF (20) ,LFUSES (32,64) ,LDUn?,LPaOD (30) 

COMMON /LUNIT/ PMS,POF,PDF 

DATA ISAVE/2043«' ' / . I A N D/ » «■ • / • 10 R/ • . I SL AS H/ • / * / , 

1 IDASrt/'-'/.X/'X'/,IBLANK/* ' / f P/ ' P ' / » B/ ' B * / , 

2 illFANT/'O'/ 

IF(LOUMP) GO TO 60 

IF (ISAVE (IPROD, 1) . N£. IBLANK) RETURN 
IF( LBUF(l) ) GO TO 5 
DO 30 1, 3 1 

3 0 ISAVE (IPROD, J)=ISAV E (IPROD, JH) 

ISAVE (IP HOD, 32) =IS LASH 
5 DO 20 1= 1 , 3 

IF( ISAVE (IPROD, 1) .NE. IBLANK ) RETURN 
IF( laUF (I , 1) ,E0. IBLANK ) GO TO 20 
DO 10 J* t , 3 1 

10 ISAVE (IPROD, J)= ISAVE (IPROD,JH) 

ISAVE (IPROO, 32) =I8UF (1, 1) 

20 CONTINUE 

IF (ISAVE (IPHOD, 1) , NE.IBLANK) RETURN 
40 DO 50 1 , 3 I 

50 ISAVE(IPROD, J) =ISAVE(IPROD,J*’ 1) 

ISAVE (IPROD, 32) =IAND 
HETURN 

PRINT FUSE PLOT 
t)0 WRITE (POF, 62) TITLE 
62 FORMA! (/,' ',30A1,//, 

1 ' n 11 n m 1 2222 2222 2233» ,/, 

2 • 0123 4567 3801 2345 6789 0123 4567 3901',/) 

DO .100 I3bPHO=l,57,3 

DO 94 IbPRO=1,8 

IPROD = I3 3PRO»-IbPRO- I 
ISA VE (IPROD, 32) =I8LANK 
DO 70 1=1,32 

IF( ISAVE (IPROD, 1) , N£, IBLANK ) GO TO 70 
DO 65 J= 1 , 3 1 

ISAV£ (IPROD,J) =ISAV E (IPROD, Ji- 1) 

65 CONTINUE 

ISAVE (IPROD, 32) =IBLANK 
70 CONTINUE 

DO 30 1=1,32 
IOUT(I)=a 
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0 )) 
a )) 
16 )) 
26 )) 


IHEX^IHEXfr 1 
IHEX = IHEX*-2 
IriEX = IHEX»-6 
IHEX = IHEX*-8 


IF (LFUSES (IiNPUT,rSUtl2 ► 

IF (LFUSES (IINPUT,ISUH2 
IF (LFUSES (IINPUT,ISUM2 i- 
IF (LFUSES (IiNPUT,ISUM2 •• 

CSUH*C3Un HHEX 
ISUnX*IINPUI» (32* (J- 1) ) 

20 ITEKP (ISUHX) =ZIABLE (I HEXM) 

IF(IOP.Eg.H) NRIIE (PDF, 30) ITEHP 
30 FOanATC •,32(AI,' •,32(AI,* 

40 IF(IOP.EQ.S) WRITE (PDF, SO) ITEM? 

SO FORMAT (' •,64A1) 

IF(IOP.Ey.H) WHITE (PDF, 70) 

70 FORHATC 

WHITE (PDF, 80) ETX 
80 FORMAT (• ' , A 1) 

CONVERT DECIMAL CHECK SUM INTO HEX CHECK SUM 
DO 85 1=1,4 

2TEM? = CSUM- 16* (CSUM/ 1b) 

ZCSUa (5-1) =ZTAbLE (2TEMP I- 1) 

CSUH=CSUM/I6 
35 CONTINUE 

IF (ZCSUM (l).EQ.ZTABLE(l)) ZCSUM ( 1) = IBLANK 
WRITE (PMS, 9 0) ZCSUM ( 1) , ZCSUM (2) , ZCSUM (3) , ZCSUM (4) 
90 FOHMAT(/' HEX CHECK SUM = ',4A1) 

RETURN 

END 


.’.//) 


PAL09910 
PAL09920 
PAL09930 
PAL09940 
PAL09950 
PAL0996U 
PAL09970 
PAL09980 
PAL09990 
PAL10000 
PAL10010 
PAL10020 
PAL 10030 
PAL 10040 
PAL10050 
PAL10060 
PAL10070 
PAL 10080 
PAL10090 
PAL10100 
PAL 10 1 1 0 
PAL10120 
PAL 10130 
PAL 10 140 
PAL10 150 
PAL10160 
PAL 10 170 


C***********************************************************************PAL10I60 


C 

SUBROUTINE TWEEK (ITXPE , lOT, LFUSES) 

C THIS SUBROUTINE TWEEKS LFUSES (THE PHOOHAHMING FUSE PLOT) 

C FOR HIGH AND LOW PHANTOM FUSES 

IMPLICIT INTEGER (A-Z) 

LOGICAL LFUSES (32 ,64) 

DATA L/' L*/,C/*C'/ 

IF (ITXPE.GE.4) GO TO 20 
DO 10 IPROD=),64 

LFUSES ( 15, I PROD) =. TRUE, 

LFUSES (16, IP ROD) = . TRUE, 

LFUSES ( 19, IPROD) =. TRUE. 

LFUSES (2 0, IP ROD) =. TRUE, 

IF(ITXP£,G£,3) GO TO 10 
LFUSES (11, IP HOD) =, TRUE, 

LFUSES (12, IP ROD) = . TRUE, 

LFUSES (2 3, IPROD) = .TRUE, 

LFUSES (2 4, IPROD) =. TRUE. 

IF(ITYPE.GE,2) GO TO 10 
LFUSE3( 7, IPROD) *. TRUE, 

LFUS£S( 8, IPROD) =. TRUE. 

LFUSES (2 7, 1 PROD) =. TRUE, 

LFUSES (28, IPROD) =, TRUE, 

10 CONTINUE 

DO 18 IINPUT=7,28 

DO 12 IPROD=1,57,e 

LFUSES (II NPUT, IPROD »4)=, FALSE, 


PAL 10 190 
PAL 10200 
PAL10210 
PAL1022C 
PAL10230 
PAL10240 
PAL10250 
PAL1026G 
PAL10270 
PAL102BO 
PAL 10290 
PAL10300 
PAL 103 10 
PAL 10320 
PAL10330 
PAL10340 
PAL10350 
PAL10360 
PAL10370 
PAL103B0 
PAL10390 
PAL 10400 
PAL104I-V) 
PAL10420 
PAL 10430 
PAL1044C 
PAL 10450 
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PAL 10460 
PAL I047G 
PAL10480 
PAL 10490 
PAL 10500 
PAL 10510 
PAL10520 
PAL 10530 
PAL 10540 
PAL 10550 
PAL 10560 
PAL 10570 
PAL lOSdO 
PAL 10590 
PAL 10600 
PAL 10610 
PAL 10620 
PAL 10630 
PAL 10640 
PAL 1 0650 
PAL 10660 
PAL 10 67 0 
PAL10680 
PAL 10690 
PAL 10700 
PAL 107 10 
PAL 10720 
PAL1073O 

C PALI0740 


L FUSES (lINPUT, IPROD*'5) =>, FALSE. 

LFUSES (IINPOT, IPHODi-b)=. FALSE. 
LFU3ES(IINPUT,IPROO»-7)=. FALSE. 

IF (ITKPE.GE. 3) GO TO 18 
0 0 14 IPROD= 1 7,4 1 ,8 

LFUSES (II N PUT, IP R00»2)». FALSE. 

LFUSES (IINPUT,IPROO»-3) = . FALSE. 

IF (IT YPE.GE , 2) GO TO lo 
DO lb IP600=l,57,b 

LFUS E S(IINPUT, IP RO 0^2)=. FALSE. 

LFUSES (II NPUT, IP ROD ► 3) =. FALSE. 

18 CONTINUE 

20 IF( (ITYPE.Ew. I) .OS. 

DO 99 IINPUT=1,32 
DO 30 IPROU= 1,8 

LFUSES (IINPUT, l?ROD> 0) = (lOT.NE.L) 
IF(IOT.NE.C) LFUSES (IINPUT, lPROOi-56) = 
IF (ITYPE .LE.2) GO TO 99 
DO '40 IPRO J= 1 ,8 

LFUSES (IIhPUT,IPROa» 8)= (lOT.NE.L) 
IF(IOr.NE.C) LFUSES(Ii!iPUT,IP80D»-48) * 
IF (J.TYPE.LE, 3) GO TO 99 
DO 50 I?ROJ=l,8 

LFUSES(HNPUT,IPROO»-16)=- (lOT.NE.L) 
IF(IOT.NE.C) LFUSES (II -spur, IP 80 U*-U0) = 
CONTINUE 
RETURN 
END 


I 2 


14 


I 6 


30 


40 


50 

99 


( (ITYPE . £0. 4) . AND. (lOT. EO . L) ) ) RETURN 


(lOT.NE.L) 


(lOT.NE.L) 


(lOr.NE.L) 


SUdSOUTINE dINS (LFUSES, a, L) 

C THIS SUdSOUTINE GENERATES BINARY PSOGRAfl?lING FORMATS 

IfIPLICIT INTEGER (A-2) 

INTEGER ITEnP(4,8) 

LOGICAL LFUSES ( 32 , 84 ) 

C0H.10N /LUNir/ PflS,POF,PDF 
WRITE (PDF, 10) 

10 FORMAT (//, • . • ,//) 

DO 20 I»l,33,32 
INC-I-I 

DC 20 lPRJD=I,d 

DO 20 J=« 1 , 25, 8 
DO 15 K=l,8 
irNPUX=J4K- 1 
ITEMP (1 ,X) =L 
ITEHP (2 ,K) =L 
ITEHP(3,K)=L 
ITE«P(4,K)=»L 
ISUM 3 = IPR00HNC 

IF (LFUSES (IINPUT,ISUfi3 ► 0 )) ITEMP(4,K)=a 

IF (LFUSES (IlNPUT,ISUfl3 ► 8 )) ITEKP(3,K)=a 

IF (LFUSES (II NPUT,ISUM3 ^ 16 )) ITEHP(2,K)=a 

IF (LFUSES (IINPUT, 1SUH3 »• 24 )) IT EM P ( 1 , K) = H 

15 CONTINUE 


PAL 10760 
PAL 10 770 
PAL 10780 
PAL 10 790 
PAL 10600 
PAL10810 
PAL 10820 
PAL 10830 
PAL 10640 
PAL 10850 
PAL 10860 
PAL 1 0870 
PAL 10880 
PAL 10890 
PAL 10900 
PAL 109 1 U 
PAL 10920 
PAL 10930 
PAL 10 940 
PAL 10950 
PAL 10960 
PAL 10970 
PAL 10980 
PAL 10990 
PAL 11000 



24 
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20 WRITE (PDF, 30) ITEHP PALI 

30 FORHATC • , (J ( • B • , 4 A I , • F •)) PAH 

WHITE (PDF, tO) PAH 

RETURN PAH 

END PAH 

C PAL I 

C 4c* « AX, } 

C PAH 

PAH 

C THIS SUBROUTINE WILL BLOW THE ENTIRE CONDITIONAL THREE-STATE PAH 

C PRODUCT LINE WHEN 'IF(VCC)* CONDITION IS USED FOR THE PAH 

C CORRESPONDING OUTPUT PIN PAH 

PAL 1 
PAH 
PAL ^ 
PALI 
PAH 
PAH 


SUBROUTINE SLIP (L FU SES , I8 8PHO , I NO Al , lOT , INOO , I B LOW) 

THIS SUBROUTINE WILL BLOW THE ENTIRE CONDITIONAL THREE-STATE 
PRODUCT LINE WHEN 'IF(VCC)‘ CONDITION IS USED FOR THE 
CORRESPONDING OUTPUT PIN 
IHPLICIT INTEGER (A-Z) 

LOGICAL LFUSES (32 ,04) 

DATA R/' R'/tl V 1 Vf I2/'2V.I‘*/*‘‘*/.Ib/'6V.I8/'3‘/ 

IF( (INOAI.NE. 16) .OR. (INOO. EQ, 11) .OH. (INOO . EQ . 1 2) , 0 R . 

1 ( (lOT.EQ.R) .AND. (INOO.EQ.I8) ) .OR. 

2 ( (I83PRO.GE, 9) .AND. (I8BPRO.LE.49) . AND. (IN00.EC.I6) ) . 

3 ( (IB8PR0.GE. 17) . AND. (I88PR0.LE.4I) .AND. (INOO.EQ.I4)) ) 
DO 10 1= 1 , 32 

IBLOW = IBLOW ^ I 
10 LFUSES (I,I88PR0) = .TRUE. 

I88PHO » I88PR0 1 
RETURN 

END , - 


OR, 

RETURNPAH 
PAH 
PAL 1 
PAL 1 
PAL 1 
PAH 
PAL 1 

C PAH 

C PALI 

PAL 1 

C THIS SUBROUTINE UPDATES lOUT (THE PRINTED FUSE PLOT) PALI 

C FOR HIGH AND LOW PHANTOtl FUSES PAH 

PAL 1 
PALI 
PAL 1 
PALI 
PALI 
PAH 
PAL 1 
PAH 
PAH 
PAL 1 
PALI 
PAL 1 
PAL 1 
PALI 
PALI 
PAL 1 
PALI 
PAL 1 
PALI 
PAL 1 
PALI 
PALI 
PAL 1 
PALI 


RETURN 

RETURN 

RETURN 


sue ROUTINE FANTOH (I Tlf PE , lOUT , IPROD , 1 8PRO) 

THIS SUBROUTINE UPDATES lOUT (THE PRINTED FUSE PLOT) 

FOR HIGH AND LOW PHANTOtl FUSES 
inPLICIT INTEGER (A-2) 

INTEGER IOUT(64) 

DATA X/' X'/f IDASH/*-'/t LOFANT/‘0'/f HIFAHT/*0'/ 

DO 10 1» 1, 32 

IF( lOUT (I) .EQ.IDASH ) lOUT (I) = HIFANT 
IF( I0UT(I).EC.X ) lOUT (1) =LOFANT 

10 CONTINUE 

IF ( (ITXPE. EC.4) .AND. ( (IPBOD,LE,24) .OR. (I PROD, GE. 4 1) ) ) 

IF ( (ITXPE. EQ. 3) .AND. ( (iPROO.LE, lb) .QB, ( I PROD . G E . 4 5) ) ) 

IF ( (ITYPE. EQ.2) .AND. ( (IPROD.LE, 8) .OR, ( I PROD . G E , 5 3) ) ) 

IF ( (ITYPE.LE.3) .AND, (1 8PRO ,G E . 5) ) RETURN 

IF((ITYPE.LE.2).AND,(IPaOD.GE.19),AHD, ( I PROD , L E , 4 8) .AND, 

1 (I8PRO.GE, 3) ) RETURN 
IF ( (ITYPE. EQ, 1) .AND. (I8PRO.GE, 1) ) RETURN 
DO 50 1=1,32 

IF ( ( (I, EQ, 15) ,OR, (I.EQ, 16) .OR, (1, £Q, 19) .OR. (I, EQ, 20) ) . AND, 
(ITYPE, LE, 3) ) GO TO 50 

IF ( ( (I. EQ. 11) .OB. (I, EQ, 12) ,OB, (I.EQ.2 3) .OR. (I, EQ, 24)) , AND. 
(ITYPE, LE. 2)) GO TO 50 

IF(((I.BQ, 7). or. (I.EQ, 8) .08. (I.EQ. 27) .OR. (I.EQ. 28)) .AND. 

(ITYPE. LE, 1) ) GO TO 50 
IF( lOUT(I) .EQ.HIFANT ) tOU T (I) «ID ASH 
IF( lOUT (I) .EQ. LOFANT ) IOUT(I)*X 
50 CONTINUE 


1 


1 


1 


1010 
1020 
1030 
1040 
1050 
1060 
1070 
1080 
109U 
1 100 
1110 
1 120 
1 130 
1 140 
1 150 
1 160 
1170 
1 180 
1 190 
1200 
1210 
1220 
1230 
1240 
1250 
1 260 
1270 
1280 
1290 
1300 
1310 
1320 
1330 
134 0 
1350 
1360 
1370 
1360 
1390 
1400 
1410 
1420 
1430 
1440 
1450 
1460 
147 0 
1480 
1490 
1500 
1510 
152 0 
1530 
1540 
1550 
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RETURN PALI 

END PAL 1 

C PALI 

C PALI 

PALI 
PALI 
PAL 1 
PALI 
PAL 1 
PALI 
PALI 
PAL 1 
PAL 1 
PAL 1 

C PALI 

C PALI 

SUBROUTINE IODC4 PALI 

this SOUTINE IS OPTIONAL, IT MAY BE USED TO TURN PERIPHERALS OFF PALI 


SUbROUriNE IODC2 

THIS ROUTINE IS OPTIONAL, IT MAY SE USED TO TURN PERIPHERALS ON 
IMPLICIT INTEGER (A-Z) 

INTEGER BEL , DC2 , ESC , FF,NUL 

COMMON /LUNir/ PMS,POF,PDF 

DATA BEL /Z07000000/ , OC2 /Z22000000/ 

WRITE (PDF, 10) DC2 ,bEL 
1 0 FORMAT (• • , 2 A 1) 

RETURN 

END 


10 


IMPLICIT INTEGER (A-2) 

INTEGER BEL,JC3,DC4 
COMMON /LUNil/ PMS,POF,PCF 

DATA BE L/Z 0 7 0000 00/, DC 3/Z 2 3 00 0 000/ , DC4/Z 2 4 0 00 000/ 
WRITE (PDF, 10) bEL,DC3,OC4 
FORMAT ( • • , 3 A 1) 

RETURN 

ENO 


PALI 
PALI 
PAL 1 
PAL 1 
PAL I 
PAL 1 
PALI 
PAL 1 
PALI 

PALI 
PAL 1 
PAL I 
PALI 
PAL I 
PAL 1 
PALI 
PAL 1 
PALI 
PAL 1 
PAL 1 
PALI 
PAL 1 
PAL I 


SUBKOUriNE TEST(LPHA3E,LBUF,TITLE,IC,IL,ILE,ISYn,IBUF,ITYPE, 

1 INOO, LFIX,IPCTR,LERR,I3AF,IPCTR l,L3All,LSA01) 

THIS SUBROUTINE PERFORMS THE FUNCTION TABLE SIMULATION 
AND GENERATES TESI VECTORS 
IMPLICIT INTEGER (A-Z) 

INTEGER ISYM (B , 20) , ISYM'l (B , 20) , IBUF (B,2 u) , rVECT (20) , IVECfP (20) , 
I 1STATE(20), 1ST ATT (20) ,IP1N(20), TITLE (8 0), IPCTR 

LOGICAL LBLANK,LL£FT,LAND,LOB,LSLASH,LE0UAL,LRIGHT,LXOB,LXNOR, 


LFIX,LSAME,XORFND,LERH,LPHASE(2 0) ,L?HAS1(20) ,LBUF(20), 
LOUT (2 0) , LOOT P (20) , LCLOCK , LPTRS T , LCTKST , L E N A B L (20) , N H EG , 
LSA I l,LSA I2,LSA01 
BEL 

LBLANK,LL£Fr,LAND,LOR,LSLASH,LE2UAL,LRIGHT, LXOR , LX NOR 
COMMON /PGE/ IPAGE (80 ,200) 

COMMON /LUNIT/ PMS,POF,PDF 


IN TEGEH 
COMMON 


1560 
1570 
1580 
1590 
1600 
1610 
1620 
1630 
1640 
1 650 
1660 
1670 
1680 
1690 
I 700 
1710 
1720 
1730 
1740 
1750 
I 760 
1 770 
1 780 
1790 
1800 
1810 
1820 
1830 
1840 
1850 
1860 
1870 
1880 
1890 
1900 
1910 
I9Z0 
19^0 
19i4 0 
1950 
1960 
1970 
1980 
1990 


JiNTii, 

' COUN. 
iAR E3h, 


COMMON /FTEST/ I F U N C T , I 0 ESC , I? 
DATA IDASH/'- •/, L/' L'/.H/' 

1 N I/' 1 •/, ERR/' ?•/. 18’ 

2 18/'3V 

DATA BEL/Z07000000/ 

PRINT AN ERROR MK^ 

IF (IFUNCr . NE ,0) 

WRITE(PMS,2) 

I FORMAT (/, ' FU 


-:V.2/'z'/,N0/'0'/, 

• ; V, 14/'4V,Ib/'6V. 


IS SUPPLIED 


■RDER TO PERFORM' 


PAL 1 2000 
PAL1201U 
PAL 12020 
PAL 12030 
PAL12040 
PAL 12050 
PAL 12060 
PAL 1207 0 
PAL 1 2080 
PAL 12090 
PAL 12100 



PAL Design 


PAL Design 


FILE: PAL20 


FOSIBAM 


use IlflE SHARING SERVICES VM/SP RELEASE 2.0 


1 • SinULATION') 

RETURN 
PRINT TITLE 

IF { (.NOT. LSA 11) . AND, (.NOT, LSAO 1) ) WRIIE(POF,4) TITLE 
F08BAT(/,' ',80A1,/) 

INITIALIZE LERR (FUNCTION TABLE ERROR FLAG) TO NO ERROR 
LERR=, FALSE. 

INITIALIZE NEHR (NUMBER OF FUNCTION TABLE ERRORS) TO NO ERRORS 
NEHR*0 

INITIALIZE ITRST (THREE-STATE ENABLE FUNCTION TABLE PIN NUMBER) 
ITHST=0 

SET THE STARTING POINT OF THE FUNCTION TABLE TO COLUMN 0 
AND IFUNCT » 1 

IC = 0 

IL=IFUhCT > 1 

INITIALIZE SAl/SAO PARAMETERS 

1PCTR3=0 

IE3N=0 

IPCTR=0 


MAKE A DUMMF CALL TO INCH 
CALL INCR (IC.IL, LFIX) 

GET THE FUNCTION TABLE PIN LIST (UP TO IB) 

GO ONE MORE THAN MAX TO LOOK FOR DASHED LINE 
DO 10 1= 1, 19 

CALL GETSXH ( L PH AS 1 , IS If M 1 , 1 , IC , 1 L , L F I X) 

DO S J= 1 , B 

5 IBUF (0, 1) =ISXM 1 (J, I) 

IF(iBUF(8, 1) .E^.ILASH) GOTO 12 
CALL MATCH (IMATCHjIBUF, ISYM) 

IF (IMATCH. NE.O) GO TO 7 
HHITE(PMS,6) (IBUF (J, I) ,J»1,8) 

6 FORMAT(/,» FUNCTION TABLE PIN LIST ERROR AT*, 
RETURN 

7 LOUT (1) =. FALSE, 

ISIATT(I) =X 
IVECTP (I) =»X 

IF APPHOPIATE PAL TYPE, REMEMBER LOCATION OF CLOCK 
ENABLE PIN IN FUNCTION TABLE PIN LIST 
IF (ITYPE.NE.b) GO TO 10 
IF (IMATCH, E,^. 1) ICLOCK = I 
IIRST=I 


8A1) 


AND 


PAL 12110 
PAL 12120 
PAL12130 
PAL 12 140 
PAL12100 
PAL 12 1b 0 
PAL 12170 
PAL12 180 
PAL12190 
PAL 12200 
PAL 12210 
PAL 12220 
PALI2230 
PAL12240 
PAL12250 
PAL 12260 
PAL12270 
PAL 12260 
PAL 12290 
PAL 12300 
PAL123I0 
PAL 1 2320 
PAL 12 330 
PAL 12340 
PAL 1 2350 
PAL12J60 
PAL1237U 
PAL 12360 
PAL 12390 
PAL 1 2400 
PAL 12410 
PAL 1 2420 
PAL 1 2430 
PAL 1244u 
PAL 12450 
PAL12460 
PAL 12470 
THREE-SIATEPAL 12480 
PAL 12490 


IF (IMATCH. EQ, 1 1) 
10 IPIN (I) =IM ATCH 
ALL SIGNAL NAMES 
ADJUST COUNT 
12 IHAX*I-1 
NVECT=0 


FOB THE FUNCTIONAL TEST HAVE BEEN READ IN 


C**«#»START of MAIN LOOP FOR SltU' 

C 

C 

C INITIALLY THERE ABE NO F 

C TOTAL NUMBER OF PRODUCT 

C IPCTR3 IS THE PRODUCT ' 

90 IPCTR2=0 


•R FOR 

T. 


PAL 1 2500 
PAL12S10 
PALI 2520 
PAL12530 
PAL 1 254 0 
PAL 12550 
PAL 1 2560 
PAL12570 
PAL 12580 
PAL 12590 
PALI 2600 
PAL 12610 
PAL 1 2620 
PAL12630 
PALI 2640 
PAL12650 


AG t 
TO 



file: 
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IEaN-0 

PAL 1 2 66 0 



1PCTR3=0 

PAL 1 267U 



LSA 12». FALSE, 

PAL 1 2680 



LSA02a. FALSE. 

PAL 1 2690 

c 



PAL 1 2700 



NVECT-NVECTt' 1 

PAL 12710 



ICI = J 

PAL 1 2720 



ILt»ILE 

PAL 1 27 30 

c 


GO PASSED COiinENT LINES 

PAL 1 2 74 J 


23 

IF(I?AGE(I,IL) .NE.COnENT) GO TO 24 

PAL12750 



IL*iL»-1 

PAL 1 2760 



GO TO 23 

PAL1277G 


2U 

CONTINUE 

PAL 1 2780 

c 


GETS VECTORS FROM FUNCTION TABLE 

PAL 1 2790 



DO 20 I=1,IMAX 

PAL 12800 



IF (IPAGE (IC, IL) . £0. IBLANK) GO TO 21 

PAL 1 28 10 



GO TO 22 

PALI 2820 


21 

IC^ICM 

PAL 1 2830 



IF (IPAGE (IC, IL) . E0.I8LANK) GO 10 21 

PALI 2840 


22 

IVECT(I) -iPAGE (IC, IL) 

PALI 2850 



IC=ICM 

PALI 286u 


2 0 

CONTINUE 

PAL I 287C 

c 


ADVANCE LIKE COUNT TO SKIP FUNCTION TABLE COMMENTS 

PAL 1 288'J 



IL’ILU 

PALI 2890 



IC=1 

PAL 1 2900 



IF (IVECT ( 1) . Eg .IDAStl) GO TO 35 

PAL 129 10 

c 


CHECK FOR VALID FUNCTION TABLE VALUES (L,H,X,Z,C) 

PALI 2920 



DO 11 I>=1,IMAX 

PALI 2930 



IF( IVECr(I).Eg.L.OR,IV£Cr(I).Ev.H.OH.IVECT(i).Eg,X,OR. 

PAL 12940 



IVECT (I) .Eg. 2. OH, IVECT (I) .Eg. C) GOTO 11 

PAL 1 2950 



WHITE(PMS,d) IVECT (I) IVECT 

PALI 2960 


8 

FORMAT(/,* ‘.Al,* IS NOT AN ALLOWED FUNCTION TABLE EKTRV*, 

PAL12970 



» IN VECTOR ',13) 

PAL 1 2980 



RETURN 

PALI 2990 


1 1 

CONTINUE 

PALI 3000 

c 


INITIALIZE CLOCK AND THREE-STATE ENABLE FLAGS 

PAL 13010 



LCLOCK=, FALSE, 

PAL 13020 



LCTRST=. TRUE. 

PAL 1303 0 



LPTRST=.TRU£. 

PAL13040 



DO 13 1=1 , IMAX 

PAL 1 3050 


1 3 

LENABL (I) =.TRUE. 

PAL 13060 

c 


INITIALIZE. NHEG (NOT RZGlSiEHEU OUTPUT) TO FALSE 

PALI 3070 



NREG=, FALSE. 

PAL 1 3080 

c 


INITIALIZE I5TATE ARRAY TO ALL X'S 

PAL13090 



DO 15 1=1,20 

PAL 1 3 100 


15 

ISTATE (I) =X 

P A L 1 3 1 1 0 

c 


CHECK IF THIS PAL TYPE HAS REGISTERS 

PAL13120 



IF (ITYPE, NE.S) GO TO 25 

PAL 13130 

c 


CHECK CLOCK AND THREE-STATE ENABLE PINS AND CHANGE FL.AG IF NEEDED 

PALI 3 140 



IF (IVECT (I CLOCK) . Eg.C) LC LOCK = , TH U E . 

PAL 13 150 



IF (ITHST. EQ. 0) GO TO 25 

PAL 13 160 



LSAME=( ( LPHASE ( 1 1) ) .AND. ( LPH AS 1 (ITBST) ) . OR . 

PALI 3 170 



(.NOT. LPaASE(ll)) ,A.ND, (.NOT. LPHASl (ITHST) ) ) 

PAL 13 180 



IF( IVECT (ITHST) .Eg. L, AND. (.NOT, LSAHE) , OH. 

PAL 1 3 130 


1 IV£CT(irRST) .EC.H.AXD, ( LSA.IE) ) LPTR S T= . FA L S £ . 

PAL 1 3200 
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IF(LPTaST) GO TO 25 

DISABLE REGISTERED OUTPUTS IF APPROPRIATE 
DO 46 I*1,I«AX 
J=IPIN(I) 

IF (J. £>2. 14.0S.J. £Q. IS.OR.J.EO. 16.0R. J.EQ. I 7) LENABL(I) 


IF ( INOO.EQ.I6.AND. (J.Ett. I3.0R.J.EQ, IB) ) LENABL(I) 

IF ( INOO. EQ.I8. AMD, ( J , Esi . 1 2 , OR , J , EQ , 1 3 

,OR. J,EQ, t3,OR,J, EQ, 19) ) LENABL(l) 


FALSE. 

FALSE, 


46 CONTINUE 

C ■■ 

C«*»**3CAN THROUGH THE LOGIC EQ J A T IONS*«‘« 

HAKE A DUKflY CALL TO INCR 

25 CALL INCH (IC I ,ILl ,LFIX) 

26 CALL GETSYH(LBUF,iaUF, 1 ,IC1,IH,LFIX) 

IF (LLEFT) GO TO 29 

27 IF (,NOT.L£CUAL) GO TO 26 

IFCLSyUAL) IEyM»IEQN*-> 

EVALUATE CONDITIONAL THREE-STATE PRODUCT LINE 
29 IF (LE2UAL) GO TO 35 
NaEG=,TttUE, 

33 CALL G£TSYB(LBUF,1BUF, 1,IC»,IL1,LFIX) 

CALL HATCH (IINP, IBUF.ISYHI) 

CHECK FOR GND, VCC, /GND, OR /VCC IN CONDITIONAL THREE-STATE 
PRODUCT LINE 
IF (IINP, NE, 0) GO TO 32 
CALL rtATCH(lHATCH,iBUF,ISIH) 

ILL*IL I 

IF( IINP.E2,0,AND,IHATCH,NE, I0,ANU,IHATCH,NE,20 ) GO TO 100 
IF( IflATCH ,EQ. I0,AND, (L3UF (1) ) ,OR, 

\ IrtATCH,Eg, 20, AND, (,NOT,LBUF(l)) ) LCTasr«» , FA LSE , 

GO TO 34 

32 ITEST*! VECT (IINP) 

IF( lIESr,Eg,L,AND, ( LPri AS I (II NP) ) , AND, ( , LBUF(I)) 

I. OR, ITEST,£2,ri,ANO, ( L PH AS 1 (II N P) ) , AN D , ( , NOT , LBU F ( 1 ) ) 

2. OR, ITEST . Eg, H , AND , (. NOT, LPH ASl (IINP) ) , AND, ( LBUF(I)) 

3, OR, IXEST, Eg, L, AND. (. NOT, LPH AS1 (IINP) ) , AND, (, NOT , LBUF ( 1) ) 

4 ) LCTRST= . FALSE. 

IF(ITEST,Eg,X.OR,ITESl.Eg.Z) LCTE ST= , F A LS E , 

34 IF(LAND) GO TO 33 
GO TO 27 

C , 

C EVALUATE THE LOGIC EgUATlON 

C 

C FIND THE PIN NUMBER OF THE OUTPUT VECTORS 

C 

35 IPCTR3=0 


CALL MATCH (lOUTP.IBUF, ISXnl) 

FLAG U.SREGISTEBED OUTPUTS 
CALL MATCH (lOUT.IBUF, ISYM) 

IF(ITYPE.LE,5) NREG=.THUE, 

IF( (INOO.EQ.r4,OR,INOO,EQ,l6) .AND, (lOUT.Eg, 1 2 . OR , lOU T . Eg . 1 9) ) 
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1 NP,EG=,TRUE. 

PAL 1 3 760 



IF( (INOO, Ei;.I4) .AND. (IOOT.E2. I3.0R.I0UT.EQ. 18) ) NBEG=.TRUE. 

PAL 1 J 770 



ILL=IL1 

PAL13780 



IF (lOUTP. EQ. 0) GO TO 100 

PAL 1 3790 



IF(NHEG) LEN A3L (lOUTP) “LCTRSr 

PAL1380U 



LOUT(IOUrP) =.TRUE. 

PAL13810 



IF( .NOT.LCTHSr ) LOU T ( 10 J T P) = . F A LS E . 

PAL 1382U 



LCTHST=. TRUE . 

PAL13830 



LOUTP (lOUI’P) =L3UF (1) 

PAL 1 3840 

c 


DETEHfllNE PRODUCT TERM AND EVENTOALLlf SUM FOR OUTPUT KEEPING 

PAL 13890 

c 


TRACK TO SEE IF AN XOR (EXCLUSIVE OR) H AS BEEN FOUND 

PhL 13860 



X0R3U.1=H 

PAL 1 3870 



XOR FND= . FA L3 E. 

PALI 3880 



isua=L 

PAL13890 

c 



PAL 1 3900 


28 

IPCTR2=1PCTR2>- 1 

PALI 3910 



IPCTR 3 = IPCIH3*- 1 

PAL 1 3920 

c 



PAL 1 39 30 



IPCTR = IPCTR ^ 1 

PAL 1 3 940 



IPROD = H 

PALI 3950 


30 

ILL=iL 1 

PAL 13960 



CALL GETS i n (LBUF, I3UF, 1 , IC 1 , IL 1 , LFIX) 

PAL 1 3970 



IF( .NOT.LFIX ) GO IJ 39 

PAL 13980 

c 


EVALUATE THE FIXED SfrtaOLS FOUND IN THE PALlt>X4 AND PALloAU 

PAL 13990 



LFIX=. FALSE. 

PAL 1 4000 



CALL FIXTSr(LPHASl,LEUF,ICl,lLl,ISXM,ISlfHl,IBUF, 

PAL 1 40 1 0 



1 IV ECT , IV ECTP , TTESr, LCLUCK, NREG , LFIX) 

PAL 14020 



IF (iPnOO. E J. H) IPhOO=ITEST ■ 

PAL 14030 



GO TO 35 

PAL 14040 


3 9 

CALL MATCH (IINP, IbUF, ISYH 1) 

P A L 1 4 05 0 



IF (IINP.NE .0) GO TO 47 

PAL 14060 



CALL match (1.1 AlCH , 13U F , iSYK) 

PAL 14070 



IF (IMArCH. NE . 10 . AND. I.TATCH. NE. 20) GO TO 100 

PAL 14080 

c 


THEEK FOR GND AND VCC IN PRODUCT LINE 

PAL 14090 



IF (inATCd. EQ. IS) ITESf = L 

PA L 14 100 



IF(I.MATCri. EQ.20) ITESI = ii 

PAL 14 1 10 



IINP= 19 

PAL 14 120 



LPHAS 1 ( 19) = .TRUE . 

PAL 14 no 



GO TO 37 

PAL 14 140 


47 

II£ST=IVECT (IINP) 

PAL 14 150 

c 


GET REGISTERED FEED BACK VALUES 

PAL 14160 



IF(«R£G) GO TO 37 

PAL 14 170 



CALL MATCH (IIFB,IbUF,ISY«) 

PAL 14 ISO 



IF( (I.NOO. 14. OR. INOO.EQ.it. OR. INOO.EQ. 18) .AND. 

PAL 14 190 



1 (IIFb. EQ . 1 4. OR .IIFB. EQ . 1 5 .OR . IIFB. EQ. 1b .OR . IIF3. EQ. 1 7) ) 

PAL 14200 



2 I1ESI = IVEC1P (IINP) 

PAL14210 



IF( (INOO.EQ.Ib.OR.INOO.EQ.Id) .AND. (IIFB.EQ. 1 3 . 0 R . II FB . EQ . 18) ) 

PAL 14220 



1 ITEST = IVECTP (IINP) 

PAL 14230 



1F( INOO. EQ .18 . A ND. (I I FB. EQ . 12 .OR. IIFB. EQ. 19) ) 

PAL 14240 



1 ITESr = rVECTP (IINP) 

PAL 14 250 


37 

IF( ITEST.Ev.X.Oa.ITEST.EQ.Z ) ITEST=L 

PAL 14 260 



IF( IXEST. EQ. L. AND. ( LP H AS 1 ( II H P) ) . A N D . ( LBUF(l)) 

PAL 14270 



l.OR. ITEST.EQ.H.AND. ( L PH AS 1 (I I N P) ) . A N D . ( . NOT . LB U F ( 1 ) ) 

PAL 14280 



2. OR. ITEST. EQ.H. AND. (. NOT. LPHAS 1 (IINP)) .AND, ( L8UF(1)) 

PAL 14290 



3 .OR . ITESr . EQ. L. AND, ( . NOT . LPH AS 1 (IINP) ) , AND. (. NOT . LBUF ( 1) ) 

PAL 14300 
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ti ) IPROD=L 
C 

C CHECK FOR A PARTICULAR PRODUCT TEBtt AND GO FOR 5A 1 TEST 

IF( (lPCTH2.£g.IPCTBl) .AND, (LSAll))GO TO 110 
C 

38 IF(LRIGHT) CALL 1 NC R ( IC 1 , IL 1 , LFIX) 

IF (LAND) GO TO 30 
C 

C CHECK FOB A PARTICULAR PRODUCT TEHft AND GO FOR SAO TEST 

IF ( (IPCTR2 . Ev. IPCTR 1) . AND. (LS AOl) ) GO TO 120 
C 

121 IF (ISUn.Eg.L.ANO.iPROD.EC.X) isun=x 

IF( (ISUrt. NE.H) .AND.IPHOD.EQ.a ) iSUPI = H 
C CHECK FOR XOR (EXCLUSIVE OR) AND SAVE INTER.1EDI ATE VALUE 

IF ( .NOr . LXOR) GO TO 31 

xoBsun=isun 
XOaFNO=,TRUE . 

ISUM=L 
GO TO 28 

3 1 IF (LOR) GO TO 28 
IPCTH3=0 

C IF END OF EgUATION HAS BEEN FOUND, DETERttINE FINAL SUK AND SAVE 

IF (.NOT. XORFND) IS T ATT ( lOU TP) = I S U « 

IF ( (XORFND) .AND. ( (I SU fl . Eg . L , A N D . XO R SU « , EQ , L) .OR, 

I (ISU. 1 . EQ.H. AND. XORSU.n. Eg. H) ) ) I3TATT (lOUTP) = 

IF ( (XORFND) . AND. ( (ISU M . L 3 . R , AN D . XO R SUn . Eg , L) .OR. 

I (ISUtI . Eg . L, AND. XOaSUM. EQ. H) ) ) 1ST A TT (lOU TP) = 

IF( (XORFND) , AND. (IS U M . EQ . X , OR . XORSUH.Eg.X) ) ISTATT (lOUTP) * 
C REGISTER DOES NOT CHANGE STATE IF NO CLOCK PULSE IS RECEIVED 

IF ( (LCLOCK) .OH. (NREG) ) GO TO 3b 

LSAKE = ( ( LOUT? (lOUTP) ) .AND, ( LPH A S I ( lOUTP ) ) , 0 H . 

1 (. NOT. LOUTP (lOUTP) ) .AND. (.NOT. LPHA3 1 (lOUTP) ) ) 

IF( IVECTP (LOUTP) .Eg. L. AND. ( LSAME) ) ISTATT (lOUTP) =L 

IF( IVECTP (lOUrP) .EQ.H. AND. ( LSAttE) ) I ST A TT ( 10 UT P) = H 

IF( IVECTP (lOUTP) .Eg. L. AND. (.SOT. LSAME) ) ISTATT { lOUTP) »H 
IF( IVECTP (iOUXP) .Eg. 'rt. AND. (.NOT, LSAME) ) 1ST A TT ( 10 UT P) = L 
36 NREG=. FALSE. 

C CHECK IF ALL EQUATIONS HAVE BEEN PROCESSED BV COMPARING CURRENT 

C LINE NUMBER WITH FUNCTION TABLE LINE NUMBER 

• IF (IDESC. N E.O , AND. IL 1 . LT.IFUNCT. AND.I LI .LT.IDESC .OR , 

1 IDESC. Eg. 0, AND, IL 1 . LT.IFUNCT) GO TO 27 
C DETERMINE OUTPUT LOGIC VALUES 

C COMPARE OUTPUTS TO SEE IF VECTOR AGREES WITH RESULTS 

DO 50 I=1,1MAX 
1F( .NOT. LOUT (I) ) GO TO 50 

IF( ISTATT (I) . Eg. X. AND. IV ECT (I) .EQ, X ) GO TO 50 
LSAME = ( ( LOUTP (I) ) .AND , ( LPHAS I (I) ) .OR . 

I (.NOT.LOUTP (1)) .AND. (.NOT.LPHAS1 (I)) ) 

IMESS=40 

ir(I3TATT(I).Eg.L.AND,IViCT(I).£g.L,AND.(,NOT,LSAHE)) 

IF (ISTATT (1) ,£g, H. AND.rVECT (1 ) . EQ . H , AN D , (.NOT .LSAME) ) 

IF (ISTATT (I) .Eg.L.AND.IVECT(l).EQ.H.AND,( L3AKE)) 

IF (ISTATT (I) .EQ.ri.AND.IVECI (I) .Eg.L.AND. ( LSAME)) 

IF( ( LENAfaL (I)) .AND.IVECT(I) , EQ.Z ) 

IF( (.NOT, LENABL (I) ) .AND. (LOUT (1) ) , AND.IVECT (I) ,NE. 2) 


IMESS=4 1 
IME3S=42 
IMESS=42 
IME3S=41 
IML’SS = 43 
IMESS=44 


PALl43tO 
PAL 14320 
PAL 14 330 
PAL 14340 
PAL 14350 
PAL 14360 
PAL14370 
PAL 14380 
PAL 14350 
PAL 14400 
PAL 144 10 
PAL 14420 
PAL 1 44 30 
PAL14440 
PAL14450 
PAL 14460 
PAL 14470 
PAL14480 
PAL 14490 
PAL 14500 
PAL 14510 
ITPAL 14520 
PAL14530 
PAL 14540 
PAL1455U 
PAL 14560 
PAL14570 
PAL14580 
PAL 14590 
PAL 14600 
PAL 146 10 
PAL14620 
PAL 14630 
PAL 14640 
PAL 14650 
PAL14660 
PAL14670 
PAL 14680 
PAL14690 
PAL 14700 
PAL14710 
PAL 14 720 
PAL 14730 
PAL 14740 
' PAL14750 
PAL 14 760 
PAL14770 
PAL 14780 
PAL 14790 
PAL 14800 
PAL 14810 
PAL14.820 
PAL 14830 
PAL 14840 
PAL14850 
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IF (IHESS. N£. 40) LEHc<=.rRUL, 

IF NO FAOLI GO FOR NEXT VECTOR ELSE GET OUT OF SinULATION AND 
START SIMULATION FOR THE NEXT PRODUCT TERM, 

IF ( (. NOT. LEftft) .AND. ( (LSA 1 ») .OR. (LSAO 1) ) ) GO TO bO 
IF ( (LERH) . AND. ( (LSA H) .OR. (LSAU 1) ) ) GO TO 115 

IF (iriESS. £y. 4 1 ) WRITE (PfIS , 4 1) N V ECT , (I S Y *1 1 ( J , 1 ) , J = I , 8) 

41 FORttAT(/,‘ FUNCTION Ift&LE ERROR IN VECTOR*, 13,' PIN =',8Al, 

■ 1 ' EXPECT = H ACTUAL = L') 

IF (IflESS. Eg. 42) WRITE (PflS ,4 2) N V EC T , (IS Y fll ( J , I ) , J = 1 , fa) 

42 FORrtAT(/,' FUNCTION TABLE ERROR IN VECTOR', 13,' PIN =',8A1, 

1 ' EXPECT = L actual = H') 

IF (IHESS. E^. 4 3) W R IT E ( P MS , 4 3) N V ECT , ( IS Yrt 1 ( J , I ) , J = 1 , 8 ) 

43 FOanAT(/,' FUNCTION TABLE ERROR IN VECTOR', 13,' PIN =',8Al, 

I /,' EXPECT = OUTPUT ENABLE ACTUAL = 2') 

IF (IflESS. EV. 44) WRITE (PMS, 44) N V EC T , (IS Y .11 ( J , I) , J= 1 , 8) , I V EC T ( I) 

44 FORflAT(/,' FUNCTION TABLE ERROR IN VECTOR', 13,' PIN =',oAl, 

1 ' EXPECT = Z ACTUAL = *,Al) 

IF( (IHESS. NE. 40) .AND. (PMS. £;).b) ) WRITE (PMS , 4 5) BEL 
4 5 FORHAT ( • ' , A 1) 

IF (iflESS. NE. 40) IVECT(I)=£RR 
IF (IMESS. NE. 40) NEHR=NEKR'I 
50 CONTINUE 

CHANGE ThC ORDER OF VECTORS FROM THE ORDER OF APPEARANCE IN THE 
FUNCTION TABLE TO THAT OF THE PIN LIST AND TWEEK FOR OUTPUT 
DO 65 1= 1 , 20 

DO 55 J= I , IflAX 

IF (IPI.N (J) . NE.l) GO TO 55 

IF( IVSCT (J) .Eg.L.UR.IVECI (J) .E^i.H ) GO TO 51 
ISTATE (I) =IVECT (J) 


5 1 


GO TO 65 

LSAH£=( ( LPHASE (1) ) .AND. ( LPH AS 1 (J ) ) . OR . 

(.NOT.LPHASE (1)) .AND. (.NOT. LPH AS I (J) ) ) 


P A L 1 4 6 6 0 
P A L 1 4 fa 7 U 
PAL 14880 
PAL 14890 
PAL I490U 
PAL 149 1 0 
PAL 14920 
PAL 149 30 
PAL 14940 
PAL 14950 
PAL 1496U 
PAL 14 970 
PAL 14980 
PAL 14990 
PAL 15000 
PAL 15010 
PAL 15020 
PAL15030 
PAL 15040 
PAL 1505U 
PALI 5060 
PAL15070 
PA L 15080 
PAL 15090 
PAL 15 100 
PAL 15 1 1 0 
PAL 15 I20 
P A L 1 5 13 0 
PAL 15 140 
PAL 15 150 
PALIS IbO 
PAL 15 17U 
PAL 15 180 
PAL 15190 


IF( 

INOO. ED . N I . AND 

. (I.EQ. 

15.0R.I.EV. lb) ) 

LOUT (J) =,TRUE, 

PAL 15200 

IF ( 

(. NOT . LOU T (J) ) 

.AND. ( 

LSA.1E) .AND, 


PAL 152 10 


I VECT (J) . ED. 

0 ) 


ISTATE(I)=NG 

PAL 15220 

IF( 

(.NOT. LOUT (J); 

.AND. ( 

LSA.1E) .AND. 


PAL 15230 


I VECT (J) .E3. 

H ) 


ISTATE (I) =N I 

PAL 15 240 

IF ( 

(.NOT. LOUT (J) ) 

. AND. (. 

NOT, LSAtlE) .AND, 


PAL 1525Q 


I VECT (J) . Ey. 

L } 


ISIATE (I) =N 1 

PAL15260 

IF( 

(, NOT . LOUT (J) ) 

. A N D . ( . 

NOT . L3AHE) .AND. 


PAL 15 270 


1 VECT (J) . £y. 

H ) 


ISTATE (I) =N0 

PAL 15280 

IF ( 

( LOUT(J)) 

.AND. ( 

LSAHE) .AND. 


PAL 15290 


IVECT (J) .Ey. 

L . A N D . ( 

LENABL(J)) ) 

ISTATE (I) *L 

PAL15300 

IF( 

( LUUT(J)) 

.AMD. ( 

LSAaE) .AND, 


PAL 15310 


IVECT (J) .Ey, 

a . A N D . ( 

LEHAbL(J)) ) 

ISTATE (I) =H 

PAL 15320 

IF( 

( LUUf(J)) 

.AND. (. 

NOT.LSAME) .AND. 


PAL 15330 


IVECT (J) . ED. 

1. A HD. ( 

LENABL(J)) ) 

ISTATE (I) =H 

PAL 1534 0 

IF ( 

( LOUT(J)) 

.AND. (. 

NOT.LSA.1E) .AND, 


PAL 15350 


IVECT (J) .Ey. 

.4 . A N D . ( 

LENAbL(J)) ) 

ISTATE (I) =L 

PAL 153o0 

IF ( 

IVECT (J) . Eg. ERR ) 


ISTATE (I) *ERH 

PAL 15370 


GO TO 65 PAL 15380 

55 CONTINUE PAL15390 

SAVE PRESENT VECTORS FOR FEED BACK USED WITH NEXT SET OF VECTORS PAL1540U 
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IF CLOCK PULSE AND NOT Z (HI-Z IS ASYNCHRONOUS) 

65 IF( (LCLOCK) .AND.TVECT (J) ,N£,2 ) I V ECT P ( J) = I V ECT ( J) 

ASSIGN X TO GROUND PIN AND I 10 VCC PIN 

ISTATE(1Q)=X 

ISTAXE (20) =N 1 

PRINT TEST VECTORS 

IF ( {. NOT. LS A 11) . AND. (. NOT.LSAO I) ) WRITE (POP, 60) 

I NV ECr, (IS TAT E (I) , 1= 1 , 20) 

60 FORMAT (• ' , 13, • * , 2UA 1) 

GO TO 90 

TERMINATE SiMULATION 

95 IF ( (.NOT.LERK) . AND. (LSA 11) ) WRITE (POf , 150) IPCTRU.IEQNl 
150 FOKMATC PRODUCT: ',13,' OF • , • EQU A 1 10 N , ' , I 3 , * 

1 UNTESTED (SA 1) FAULT') 

IF ( (.NOT.LESR) . AND. (LSA01) ) W H ITE (PC F , I 5 5) IPCTH4,IEQN1 
155 FOEMATC PRODUCT: ',13,' OF ' , • E y U A T ION . ' , I 3 , • 

1 UNTESTED (SAO) FAULT') 

I F ( (, NOT . LERR) .AND. ( ( . NOT , LSA 1 1) , A N D . ( , NO i , LS A 0 1 ) ) ) WRI TE (POF, 6 7) 

67 FORHAT(/,' PASS SIMULATION’) 

I?CTR = IPCTR/ (N VECT- I) 

IF(( LERR) ,AND. ((.NOT.LSAll) ,AND,(.NOT.LSA01))) 

IWHITE (POF.6U) NEHR 

68 FOHMAT(/,' NUMdEH OF FUNCTION TABLE r.RROHS =',I3) 

RETURN 

PRINT AN ERROR MESSAGE FOR AN UNDEFINED PIN NAME 

100 ILERR=1LL^4 

WRITE(PM5,101) (IE)UF(i, 1) ,I=l,d) ,ILERR, (IPAGE(I,ILL) ,1=1,60) 

101 FORKAT(/,' ERROR SYilUOL = ',6A1,' IN LINE NUMBER ',13, 

1 /,' ',8UA1,/,' THIS PIN NAME IS NOT DEFINED IN THE', 

2 ' FUNCTION TABLE PIN LIST') 

RETURN 

THE PRODUCT TERM IS PULLED HIGH AND THE PRODUCT NUMBER 
ANDEyNNUfiBERISREMEMBERED 
no I?SOD = H 

LSA 12 = ,. TRUE, 
lEQ N 1 = 1 Ey N 
IPCTR4=IPCTR3 
GO TO 38 


THE PRODUCT TERM IS TESTED FOR SAO FAULT AND ALSO REMEMBERED 
120 1PH0D=L 

L3A02=.TRUE. 

IEyNl=I£yN 
IPCTR«=IPCTR3 
GO TO 12 I 


IF NO FAULT THEN NEXT PROOUCI TERM 
115 ISAF = ISAFH 
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LEHH= , FALSE, 

RETURN 
C 

END 
C 

c 

SJLROUTINE FIXrST(LPrtASl,LBUF,lCl,ILI,rSYtl,ISlfrtl,IBUF, 

I I VECT, IVEC f P, II ESi , LCLOCK , NRtG , LFiX) 

C THIS SU3ROUriNE EVALUATES THE FIXED SYRUOLS FOUND IN THE 

C ?AL1oa4 and ?AL1oA4 FOR THE FUNCTION TABLE 


IMPLICIT 
I N T E G £, R 
LOG I C A L 


NTSGER (A-Z) 


^ i “ / 

IS YR (a , 20) , IS r « 1 (a , 20) , IbJF (a, 20) ,IVECT (20) , IVECT? (2 0) 

, L3LANi<,LLEF:,LANL,LOR,LSLASH,LE2UAL,LRiC;Hr, LXOR , LXNOR, 
LFIX,L?HAS1(20) ,LBUF(2U) , LCLOCK ,Nh£a,rOR,rXOH,TXNOH,TAND, 
L?riASA,L?riASH 

L3LANK , LL EFI , LA NL , LOR , LSLASri, LEi^UAL, LR IGHT, LXOR , LXNOR 
/PGE/ IPAGE (dO, 2CC) 

DATA L/‘ L* / I ri/ ' H ' / t X/' X ' / I 2/' 2'/ 

GET our PUT PIN AN (NHERE N=0,l,2,J) 

CALu oE:'jYn(LLUF,IBUF, l,ICl,ILl,LFIX) 

CALL MATCH (IINP, lEUF, ISYfl Ij 
ITESTA = lVECr (IlNP) 


COMMO S 
COMMON 


PAL 15960 
PAL 15970 
PAL 15980 
PAL 15990 
PAL 16000 
loO 10 
PAL 1 6020 
PAL 160) J 
PAL I604U 
PAL 16050 
P AL I 6060 
PAL 16070 
PAL 16080 
PAL 16090 
PAL 16 100 
PAL 16 110 
PAL 16 I2U 
PAL16UG 
PAL 16 140 
PAL 16 150 
P AL 16 IfaO 
PAL 16 170 

3 > t 1 1^ 1 X i . 


LPHASA = ( ( L JU F I 1) ) . AND . ( LP rt A S ! ( 1 1 N P) ) . 0 n . 

1 ( . NOT . LBdF ( 1) ) . AND . ( . NOT. LPHA S 1 (IIK P) ) ) 

C GET REGISTERED FEEiy BACK VALUES 

IF(NREG) GO TO 5 
CALL MATCH (IIFd, IbUF, ISYMj 

1F( IIFH.E;'. I4.0r, .UFa.Ev. lj.OR.iIF3.E2. lt..On,IIF3.E0,17 
I rrESTA = r VECTP (lln?) 


PAL 16 190 
PAL 16 200 
PAL 1o2 1 0 
PAL 16220 
PAL lo230 
PAL 16240 
PAL 16250 


5 IF( (. NOT . LPHASA) . nNJ . ITES In , Ev. L ) 
1F( ( . ROT . L?H ASA) . AN J . ITESI A . E;i. H ) 

GO TO 20 
10 ITESTA=H 
. GO TO 20 
15 ITESTA=L 

20 IF( .NCT.LRIGHI ) GO TO 25 
lTEST = r TEST A 
R E TURN 

C SAVE TcjE fixed SYMBOL OPERATORS 

25 TOR = (LOR , AND. (, NOi . LXOR) ) 

T X u R = (LXOR) 

TXNOa = (LXNCR) 

TANU = (L AN D. A SD . (. NOT . LX NOR) ) 
c GST Input bn ( where n=o,i,2,3) 

CALL GETSYM (LBUF,IdUF, 1 ,IC 1 
CALL MATCH (i INP , 1 BUF, i. S YM I) 
ITEST3=1V ECT (IINP) 

LPHASB = 

1 

I F ( (.NOT 
IF( (.NOT 
GO TO 40 
iJ ITESTB=H 
GO TO 40 


GO TO 10 PAL16260 

GO TO 15 PAL16270 

PAL 162B0 
PAL 1b290 
PAL 1630U 
PAL 16310 
PAL 16320 
PAL lo330 
P A L 1 6 3 4 0 
PAL 16350 
PAL I 6360 
PAL 16370 
PAL 16380 
PAL 16390 
PAL Ib400 
PAL 164 10 
PAL 16420 
PAL 16430 
PALI 644 0 
PAL 16450 
PAL 16460 
PAL 16470 
PAL 16480 
PAL 16490 
PAL 16500 


I L I , LFIX) 


( ( LUUF ( 1) ) . AND . ( LPHAS 1 (IINP) ) .OR, 

( , NOT , LdJF ( I) ) , A NU , ( , HOT , LPHAS1 (tIN P) ) ) 

. LPHASB) .AND. ITESX6, EO, L ) GO TO 30 
. LPH ASB) . AND , 1TEST8 . E; , ii ) GO TO 3 5 


24 


24-77 


PAL Design 





PAL Design 


FILE: PALiO 


f ORTrtAN 


NSC TIME SHARING SERVICES Vrt/3P RELEASE 2.0 


15 ITESTB=L 

C EVALUATE THE FIXED SlrtBOL EXPRESSION 

' 40 ITEST=L 

IF( (TOH) , AND. (ITESIA.Ei.H.OR. ITESTB.Ey.H) ) 

IF( (TXOH) . AND . ( (ITESTA, Eg. H .AND. IIESia . NE. H) . 08. 
1 (ITE3TA.NE.H.AND.IXESTB.EQ.H) )) 

IF ( (TXNOR) . AND. ( (ITEST A . Eg . ITESIB) .OR. 

I lITEST A. Eg.X .OR. ITESTB. £Q. X) )) 

IF( (TAND) .AND. (ITESTA.NE.L. ANB.ITESTB.NE.L) ) 

IF( (ITESrA.Eg.X.OH.Il'ESIA.Eg.Z) .AND. ( IT EST 3 . E Q . X ) 

RETURN 

END 


IT E3T = H 


ITEST-H 

ITE3T=H 

ITEST=H 

irEsr=x 


PAL16510 
PAL16520 
PAL 16530 
PAL 16540 
PAL 16550 
PAL 16560 
PAL 16570 
PAL 16580 
PAL 15550 
PAL 16600 
PAL 16610 
PAL 16620 
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FILE: PAL24 FORTRAN 

A NSC r I. IE 

SHARING SERVICES VM/SP RELEASE 2,0 


C#')‘?ALASn24*«PALA3M2‘<<‘<=PALASM2M»<fPALA 

Sn24 4‘<‘PALAS.l24<‘<‘PALAS«24<‘'0«?ALASM24«PALOOOiU 

C 



PA LOGO 20 

C P A L A S « 2 4 

TRANSLAILS SYflBOLIC EQUATIONS INTO PAL OBJECT 

PALOOOJO 

C 

COJl FOHttATT 

EU FOR DIRECT INPUT TO STANDARD 

PAL0004C 

C 

pROr. PROS a AfiinBRS. 

PALOOObC 

C 



PAL00060 

c 

I N p u I : 

PAL DESIGN SPECIFICATION ASSIGNED 

PAL0007D 

c 


TO H?D(i). OPERATION CODES ARE 

PAL0008D 

c 


ASSIGNED TO RO? (5) , 

PAL00090 

c 



PALOO 100 

c 

0 u r p u T : 

ECHO, SiaULATIUN, AND FUSE PATTERN 

PALOO 1 10 

c 


AttE ASSIGNED TO POF(6). HElv AND 

PALOO 120 

c 


BINARY PROGRABniNG FORflATS ARE 

PALOO no 

c 


ASSIGNED TO PDFlb). PROMPTS AND 

PALOO no 

c ^ 


ERROR MESSAGES ARE ASSIGNED TO 

PALOO no 

c 


pns (o) . 

PALOO 160 

c 



PALOO >70 

c 

P A H I h U fl B E R : 

THE PAL PART NU/1BER MUST APPEAR 

PALOO Ida 

c 


IN COLUMN ONE OF LINE ONE, 

PALOO no 

c 

' 


PAL0020C 

c 

PIN LIST: 

24 SYMBOLIC PIN NAMES MUST APPEAR 

PAL002I 0 

c 


STARTING ON LINE FIVE. 

PAL00220 

c 



PAL0023 J 

c 

EQUATIONS: 

starting first LINE AFTER THE 

PAL00240 

c 


PIN LIST IN THE FOLLOWING FORMS; 

PAL0025U 

c 



PAL0026O 

c 


A = B»C ► D 

P AL00270 

c 



PAL00280 

c 


A := B*C •• D 

PAL0029 0 

c 



PALC030C 

c 


IF ( AOB ) C = D *■ E 

PAL00310 

c 



PAL00320 

c 


ALL CHARACTERS FOLLOnING • *, ' ARE 

P A L 0 0 3 n 

c 


IGNORED UNTIL THE NEXT LINE. 

PAL00340 

c 



PAL00350 

c 


BLANKS ARE IGNORED, 

PAL00360 

c 



PALOO 370 

c 

o?£a AICHS ; 

( IN HIERARCHY OF EVALUATION ) 

PALOO 18D 

c 



PALOO 380 

c 


; COMMENT FOLLOWS 

PAL00400 

c 


/ COMPLEMENT 

PAL004 10 

c 


AND (PRODUCT) 

PAL00420 

c 


*■ OR (SUM) 

PAL0043D 

c 


ioi< (EXCLUSIVE or) 

PAL00440 

c 


( ) CONDITIONAL THREE-STATE 

P AL004b0 

c 


= EQUrtLITY 

PAL00460 

c 


REPLACED BY (AFTER CLOCK) 

PAL0047D 

c 



PAL00480 

c 

FUNCTICN 

L, ii, X, Z, AND C ARE VALID 

PAL00480 

c 

TABLE : 

FUNCTION TABLE VECTOR ENTRIES. 

PALOOSOO 

c 



PAL005 10 

c 

REFERENCE : 

A COMPLETE USERS GUIDE TO 

PAL00520 

c 


DESIGNING WITH PALS USING PALASM 

PAL00S30 

c 


IS PROVIDED IN THE MONOLITHIC 

PAL00S40 

c 


MEMORIES PAL HANOajOK. 

PALOOS'dO 
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c 


PALOOSbO 

c 

SUBROUTINES: I K IT L Z , G E IS If fl , I NC H , M A T CH , I X L A TE , 

PAL00570 

c 

ECHO, CAT , PINOUT, PLOT, HEX , T WEEK, 

PAL00560 

c 

BINR,SLIP,FANT0M,I0DC2 ,I0UCU ,TESX, 

PAL00590 

c 

PLOTF,SUMCHK 

PAL00600 

c 


P A L 0 0 6 1 0 

c 

REV LEVEL: 02/12/82 (VAX/VKS VERSION) 

PAL00620 

c 

10/13/82 FAULT TESTING 

PAL00630 

c 

10/15/82 JEDEC FORMAT 

PAL00640 

c 

BY:I ,n. BENGALI 

PAL0065C 

c 


PAL00660 

c 

AUTHORS: JOHN HISKNER AND VINCENT COLI 

PAL00670 

c 

MONOLITHIC MEMORIES INC, 

PAL00680 

c 

llbS EAST AROUES AVENUE 

PAL00690 

c 

SUN NX VALE, CALIFORNIA 8404 3 

PAL00700 

c 

(400) 738-35 35 

PAL007 10 

c 


PALOO 720 

c 

FINE PRINT: MONOLITHIC MEMORIES TAKES NO 

PAL0073 0 

c 

HESPONSlalLITX FOR THE OPERATION 

PALOO 740 

c 

OH MAINTENANCE OF THIS PROGRAM. 

PAL00750 

c 

THE SOURCE CODE AS PRINTED HERE 

PAL00760 

c 

PRODUCED THE OBJECT CODE OF THE 

PAL00770 

c 

EXAMPLES IN THE APPLICATIONS 

PAL00780 

c 

SECTION ON A VAX/VMS 11/780 

PAL00790 

c 

COMPUTER AND A NATIONAL CSS IBM 

PAL00800 

c 

3YSTEM/i7U FORTRAN IV (G). 

PAL008 10 

c 


PAL00820 


c 


PAL00840 

c 


PAL00850 

Q^4t$4i30c<E4c4:4:4c4c4:«^4c«4E 4 e <e « ^4: ^ 4e 41 4c :0 c4e 4c <t 4c«4t4t«<i4t4<c44t4c4c«c«4c4t4c4c<i«c4t4c^»44E4c«4t<t4pAL0086 0 

c 


PAL00870 

c 


PAL00880 

c 

MAIN PROGRAM 

PAL00690 

c 


PAL00900 


IMPLICIT INTEGER (A-Z) 

PAL00910 


INTEGER I PAL (3) , I NAME (5) .REST (72) , P ATNUM (80) .TITLE (80) ,COMP (80) , 

PAL00920 


1 ISYM(8,24),IBUF(8,24) ,JPE0D (80) 

PAL00930 


LOGICAL LaLANK,LLEFT,LAND,L0R,LSLASH,LEyUAL,LRIGHT,LX0R,LFIH5T, 

PAL00940 


1 LMATCH , L FUSES (4 0,80) , LPHASE (24) , LBUF (24) , LPROD (80) , 

PAL00950 


2 LS AME, LACI, LOPERR , LINP.LERR,LSAll,LSA01 

PAL00960 


INTEGER BEL 

PAL00970 


COMMON LBLANK , LLEFT, LAND, LOR , LSL AS H , LEQ U A L , LR I GH T , LXOR 

PAL00980 


COMMON /PGE/ IPAGE (80, 200) 

PAL00990 


COMMON /LFUSES/LFUSE3 

PAL01000 


COMMON /FTE3T/ I FUNCX , I DESC , I END 

PAL01010 


COMMON /LUNIT/ PHS,?OF,PDF 

PALO 1020 


DATA E/' EV, 0/*0*/»T/’ T'/.P/*P'/f B/' !3/'K‘/.S/* S'/. 

PAL01030 


1 L/'L*/,N/'N'/,C/'C'/,C/'g'/,U/'UV,F/'F'/, Y/'Y'/ 

PAL01040 


DATA Bb/' a'/,CC/'C'/, DD/'D'/, EE/' E*/, FF/'F'/, II/' I'/, NN/» N'/, 

PAL01050 


1 0U/'0'/,PP/' P'/, RR/'R'/,SS/'S'/,TT/'T»/,UU/'U'/, JJ/'J'/ 

PALO 1060 


DATA 8EL/Z07000000/ 

PAL01070 

c 


PALOlOdO 

c 


PALO 1090 

c 

ASSIGNMENT OF DATA SET REFERENCES 

PALO 1 100 
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C RPD - PAL DESIGN S P EC I F IC A f 1 0 N (INPJT) 

C HOC - OPEHAIION CCjE (INPUT) 

C POF - ECHO, PINOUT, TEST, AND PLOT (OUTPUT) 

C PDF - HEX AND BINAHI FORHAT PHOGHA?! T AP ES (OU iPU T) 

C P.TS - PRJilprS AND ERROR KESSAGES (OUTPUT) 

WRii E (o , J) 

3 F0Rt1AT(/,' PALASM VERSION 1.5 • ) 

WRITE (b, 1) 

1 FORHAI(/,' WHAT IS THE LOGICAL UhlT NUH3ER FOR OUTPUT(b)?: 
READ (5, 2) LUN 

2 FORHAT(I‘«) 

H?D= 1 

ROC = 5 
PUF = fa 
PDF = 6 

pns=iJ 


IFUNCT=0 
• IDESC=U 

C INITIALIZE LSAHE AND LACl TO FALSE (ACTIVE HIGH/LOM ERROR) 

LSAHE=. FALSE. 

LACT=, FALSE. 

C INITIALIZE LQPERR TJ FALSE (OUTPUT PIN ERROR) 

LO P ERR =. FALSE. 


c • 


C 


C 


C 


READ IN FIRST 4 LINES OF PAL DESIGN SPEC IFICAT ION 
REAQ(RPO,10) rpAL, INArtE, REST, PATNUr, TITLE, COr.P 
10 FORMA I ( 3 A 1 , S A 1 , 7 2 A I ,/, dO A 1 ,/, dOA I ,/, aOA 1) 

READ li. PIN LIST (LINE 5) THROUGH THE END OF TriE PAL DESIGN 
SPECIFICATION 
DO I j J= 1 , 20b 

RE AD (RPD, n , END= lo) ( I P AG E ( I , J ) , 1= 1 , 30) 

1 I FOdMAT (dOA 1) 

CHECd FOR 'FUNCTION lAbLE' AND SAVE ITS LINE NUMBER 
IF( IFUNCT. ED.O . and. IPAGE (I, J) . EQ.FF, and, 

1 IfAG E (2, J). E2. UU, AND, IP AGE (3,0) .EQ.HN.AND, 

2 :?AGE(4,J),E;j.CC.ANJ.IPAGE(5,J),E3,rr,AND, 

3 r?AGE(d,J),E2.II.ANO,IPAGE(7,J).E^.OO.AND. 

4 iPAGE(3,J) .E2.‘4N,AND.I?AGE(J0,J) .EO.TI.AND, 

5 iPAG E ( 1 2, J) , Ev . BE . AND . I PAGE ( 14, J) ,£g. EE ) IFUNCT = J 
CHECK FOR 'DESCRIPTION' AND SAVE ITS LINE NUflBEH 

IF( lOESC.ED.O . AND . IPAGE ( 1 , J) , Eg, DD. AND, 

1 IPAGE (2,0) . Eg. EE. AND. IPAGE (3,0) .Eg.SS, AND. 

2 IPAGE (4 , 0) . Eg ,CC , AND. IPAGE (5, J) . Eg, RR , AND , 

J IP AGE (ti , 0) . E g . II. AND . IPAGE (7 , 0) . Eg, PP. A ND , 

4 IPAGE (d, J) . Eg ,TT , AN D. IPAGE (3, J) , Eg, II, AND, 

5 I ? AG E { 10 , J) . i w . OU . A ND . IPAGE ( I I , 0) . EQ. NN ) IDESC=J 
1b CONTINUE 


C SAVE THE LAST LINt NUnBER OF THE PAL DESIGN SPECIFICATION 

16 1END=J-1 

CALL INI TLZ (IN AflE ,iTI PE , LFU SES, IC ,I L.IBLOW, IPCTR) 

C PRINT ERROR MESSAGE FOR I N V A L I D P AL P AR T TYPE 

IF(ITYPE.NE.O) GO TO 17 
WRITE (PMS , Id) 1PAL,INAME 

18 FORMAT,(/,' PAL PART TYPE ',3Al,bAl,' IS INCORRECT') 

STOP 

C GET 24 PIN NAMES 


) 


PAL01 1 10 
PALO 1 12C 
PAL01 130 
PALO I 140 
PALO 1150 
PALO 1 160 
PALO 1170 
PALO I 180 
PALO 1 130 
PALO 1 200 
PAL012I0 
PALO 1 220 
PALO 1230 
PALO 1 240 
PALO 1 250 
PALO 1 260 
PALO 1 270 
PALO I 260 
PALO 1 230 
PALO I 300 
PALO 1 310 
PALO 1 320 
PALO 1 330 
PALO I 34 0 
PALO 1 35 0 
PALO 1 36C 
PALO 1370 
P A L 0 1 3 8 0 
PALO 1 330 
PALO 1400 
PAL01410 
PALO 1420 
PALO 1430 
PAL0144U 
PALOUbO 
PALO 1460 
PALO 1470 
PALO 1480 
PALO 143C 
PALO I 500 
PALO 1510 
PALO 1520 
PAL01530 
PALO 1540 
PALO 1 bSO 
PAL01560 
PALO 1570 
PAL01 580 
PALO 1530 
PAL01600 
PAL016 10 
PALO 1b20 
PALO 1630 
PALO 1o40 
PALO 1 650 


24 
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17 

DO 

20 J»1, 24 

PALO 1660 


20 


CALL G£TSYH(LPHASE,ISY{1,a,IC,IL) 

PALO 1670 




1F(.N0T, (LEQUAL.OR.LLEFT.OH.LAND.OR. LOB.Oa. LRIGHT)) GO TO 24 

PALO 1680 




WHIIE (Pns,23) 

PALO 1690 


23 


FORRAT(/, * LESS THAN 24 PIN KAHES IN PIN LISI') 

PALO 1700 




STOP 

PALO 1710 


24 

ILE 

= IL 

PALO 1 720 

c 


BYPASS FUSE PLOT ASSEHBLY IF HAL (H IK LINE 1, COLUHK 1) 

PALO 1730 



IF( 

IPAL ( 1) . Eg.H ) GO TO 106 

PAL01740 


25 

CALL G£T3YM(LBUF,IBUF,1,IC,IL) 

PALO 1 750 


28 


IF(.NOT.LEgUAL) GO TO 25 - 

PAL01760 




ILL»1L 

PALO 1 770 




CALL HATCH (IHATCH, IBUF, ISYM) 

PALO 1780 




IF( IflATCH.Eg.O ) GO TO 100 

PALO 1790 

c 



CHECK FOR VALID POLARITY (ACTIVE LOW) 

PALO 1800 




LSAME = ( ( LPHASE (IHATCh) ) . AND. { LaUF(l)),OH. 

PAL01610 



1 

(.NOT. L PH AS E (I HATCH) ) .AND. (. NOT. LBJF ( 1) ) ) 

PALO 1820 




IF( ITYPE.NS.o.ANU. (LSAHE) ) LACr=,TSUE. 

PALO tdJO 

c 



CHECK FOR VALID OUTPUT PIN 

PALO 1840 


29 


IF ( (ITYPE . Eg . 1 .OH.ITYPE. Ey ,7.0R.IX YPE. E2.8.0R.IT YPE. Eg.9.03. 

PALO 1350 



1 

ITYPE. Eg. 10) .AND. (IHATCH.lt. 14. OR. IHATCH.GT, 23) ) 

PALO I860 



2 

LO?ERR=.TKUE . 

PAL01B70 




IF( (ITy?E.Eg.2.0H.IlYPE,£Q. 1 I.OH.lTYPE.Eg. 12.0R.ITYP£.Eg. 13 

PALO IB80 



1 

.OR.ITYPE.EQ. 14) .AND, (IRATCH.LT, 1 5 . OH . I H ATC H . GT . 2 2) ) 

PALO 1890 



2 

LOPERR=.THU£. 

PAL01900 




IF( ITYPE. Eg .3, AND. (IflATCH, LT, Ifa. OH, IHATCH.GT, 2 1) ) 

PALO 1910 



1 

LOPERR»,TfiUE , 

PALO 1920 




IF( ITYPE, Eg, 4. AND, (IHAXCH.LT. 17, OR, IHATCH.GT, 20) ) 

PAL0 19 30 



1 

LOPERH»,TRU£, 

PALO 1940 




IF( (ITYPE. Eg, 5, OR, ITYPE, Eg, 6) .AND, 

PALO 1950 



1 

(IHAXCH.LT, 13, OR. IHATCH.GT, 19) ) LOPER R». TRUE , 

PAL01960 




IF( (LACT) .OR . (LOPSHH) ) GO TO lOu 

PAL01970 




l8dPRO« (23-IRATCH) *3 »• 1 

PALO 1980 

c 



START PAL20C1 ON PRODUCT LINE 32 (I33PHO*33) 

PALO 1990 




If (INAHE (3) .Eg.C) I88PRO=33 

PAL02000 




IC = 0 

PAL0201 0 


30 


CALL INC3(IC,IL) 

PAL0202U 




IF( . NOT. (LEgUAL.OE.LLEFT) ) GO TO 30 

PAL02030 




tPROO (I36PKO) =,TRUE, 

PAL02040 




IF (, HOT, LLEFT) CALL SLl P (LFUS £S , I 80PHO , IT YP E, I B LO W) 

PAL02050 




DO 70 I8PHO=l,1b 

PAL02060 




IF( (LXOR) ,AKD.I8PRO,NE,3 ) GO TO 70 

PAL02070 




IPROD * 183PRO ► laPRO - 1 

PAL02080 




LPHOD (IPROD) *.TRUE. 

PAL02090 




LFIRST= .TRUE. 

PAL02100 


50 


ILL*IL 

PAL02 1 to 




CALL GET3YH (LBUF.IBUF, 1 ,IC,IL) 

PAL02 120 




CALL HATCH (lHATCH,IBUF,ISYn) 

PAL021 JG 

c 



CHECK FOR INVALID INPUT PIN 

PAL02 140 




IF( ITYPE.Eg. l.AND, (IHATCH.GE. I4,AKD,IHATCH,LE,23) ) 

PAL02 ISO 



1 

LINP=.fRUE. 

PAL02160 




IF( ITYPE. Eg, 2. AND. (IHATCH.GE, 15. AND, IMATCH. LE. 22) ) 

PAL02I70 



1 

LINP=.T8UE. 

PAL0218G 




IF( ITYPE.Eg, 3.AND. (IHAICH.GF.. le.AND.IHATCH.LE. 2 1) ) 

PAL02 190 



1 

LINP=,rRUE. 

PAL02200 
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.0 



IF( ITYPE.Ey;.4.ASD. (IMATCH.GE. 17.AND.rMATCH,LE.20) ) 

PAL02 2 10 



1 LINP=.TRUE. 

PAL02220 



IF( IT Y PE. Ey . 5. AND. (IMATCH. Ev'. Ib.OR, IMATCH . Ey . 1 9) ) 

PAL0 22 30 



1 LiNP=,TRUE, 

PAL02240 



IF( ITYPE.Ey,6.AND. (IMATCH.Ey. IB.Oa.IrlArCH. Eg. 19) ) 

PAL02250 



1 LINP=.rttUt,. 

PAL02 2b0 



IF( ITYPE. Eg. 7. AND. (IMATCH.EO. 14.0H. IMATCH . Eg . 2 )) ) 

PALO 2270 



1 LINP=>.THU£. 

PAL0226O 



IF( IT YPE. Eg . 8 . . AND . {IMATCH. E.: . 1 .Oft . IMATCH. Eg . 1 3) ) 

PAL02290 



1 LINP=.TRUS. 

PAL02300 



IF( 11 YPE .Ev . 5 . . and . (IMATCH. Ev . 1 ,Oa . IMATCri . Eg . 1 1) ) 

PAL02 3 10 



1 LTNP=.TRUE. 

PAL02320 



IF( IT YPE. Ev . 10. . AN D . (IMA TCK. £Q. 1 .OR . IMATCH . Eg. 1 J) ) 

PAL02 390 



1 Li SP=* . ThU £. 

PAL02340 



IFl IT YPE. Eg . 1 1 . A ND . (IM AICH. Ev . I5.0R . IMATCH . E V. 2 2) ) 

PALO 2 35 0 



1 LINP=.rRUE. 

PAL02 360 



IF( i: YPE .0 £. 12. AND . (I.1ATCH, £g , 1 .OK . IM ATCH . Eg . 1 3) ) 

PAL02370 



1 LlN?=.rftDE. 

PAL02380 



ILL=IL 

P AL02 390 



IF (LINP) GO TO 100 

PAL024CD 



IF (IMATCH.E...U) GO TO 100 

PAL024 10 



IF (IMA rCa. Eg. 12) GO TO 64 

PALO 242 0 



I F (. NO r . LflH ST) GO TO 56 

PALO 24 3 J 



LFIR3r=, FALSE, 

PALO 2440 



DO 5b 1= 1 , 40 

PAL02450 



1 6LOn = I SLOW ^ 1 

PAL02460 


56 

LFU SES (i; IPROU) =. r«UE. 

PAL02470 


58 

CALL iXLnT£(IINPUT,LPHASE, IMA TCH.LbUF.I TYPE) 

PAL02480 



IF (ii.NPur.Lt.0) GO ro 60 

PAL02490 



IdLOt. = IbLOW - 1 

PAL02500 



LFUSES(IlN?Ur,iPROD)=. FALSE. 

PAL0251 0 



CALL PLOT (LBUF , IBU F , LFUSES, IPROD, TITLE, . FALSE ., IT YP£ , 

PAL02520 



1 LPrtOD,IOP,It3LOW) 

PAL02530 


60 

if(Lhnd) go ro 50 

PAL02540 


6 4 

IF (. NOT .LHIGHT) GO TO id 

PAL02550 


66 

CALL IWCH(IC,IL) 

? AL0256C 



IF (. NOT .LEgUAL) GO TO 66 

PAL02570 


b 8 

IF( .NUT, (LOK.OR .LEgUAL) ) GO TO 74 

PAL02580 


70 

CONTINUE 

PAL02590 


74 

ILL=IL 

PAL026C0 



CALL GETSYM (L8UF, laUF , 1 , IC, IL) ' 

PAL026 10 



IF (LLiFI. OR , LtgUAL) GO TO 28 

PALO 2620 


100 

IF( I LL. Eg , I FUNCT . OR. I LL. Eg . I CESC.OR . ILL. Eg . I END ) GO TO 102 

PAL02630 

c 


PRINT AN ERROii MESSAGE FOR AN UN R ECOuM D ABLE SYMBOL 

PAL02640 



I L ERR = I L L 4 

PAL02650 



WRITE (PrtS , 99) BEL 

PAL02660 


99 

FORMAT (' ' , A 1) 

PAL02670 



WRITE(PM3, 101) (IBUF(L, 1) ,I=l,b) ,1LERR, (IPAGE(I,ILL) ,I=l,dO) 

PALO 268Q 


10 1 

FORMAT(/,» ERROR SYMBOL = ',8Al,» IN LINE NUMBER ',IJ, 

PAL0269U 



1 /,' ',bOAl) 

PAL02700 

c 


PRINT AN ERROR MESSAGE FCH ACTIVE HIGH/LOW ERRORS 

PAL02710 



IF( (LACT) . A ND . ( . NOT, LOPERB) ) W R ITE ( PriS , 1 0 J) I?AL,INAME 

PAL02720 


10 J 

FORMAXC OUTPUT MUST BE INVERTED SINCE ',JAI,5A1, 

PAL02730 



1 ' IS AN ACTIVE LOW DEVICE') 

PAL02740 

c 


PRINT AN ERROR MESSAGE FCR AN INVALID OUTPUT PIN 

PALO 2750 
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IF( (LOPERR) .AND.IMATCH.NE.O ) WRITE (PMS , 1 05) IM ATC H , I P AL , I K Afl E 

105 FOHMATC THIS PIN, NUMBER ',12,' IS AN INVALID OUTPUT PIN', 

1 ' FOR • , 3A 1, 5A 1) 

C PRINT AN ERROR MESSAGE FOR AN INVALID INPUT PIN 

IF(LINP) WHITE (PHS, 115) 1 M A TC H , IP A L , I N AM E 
115 FORHATC THIS PIN HUMbEH ',12,' IS AM INVALID INPUT PIN', 

I • FOR • , 3A 1, 5A 1) 

STOP 

102 CALL TWEEK (ITYPE, LFUSES) 

108 WRITE (5,106) 

106 FORMAT(/,' OPERATION CODES:') 

WRITE(6,107) 

107 FORMAT(/,' E=ECHO INPUT 0=PIN0UT T=SIMULArE P=PLOT B=3RIEF', 

1 /,' C=CAXALOG H=HEX S=SHORT L*BHLF N=BNPF ', 

2 /,' g=gUIT F=FAULT TESTING J=J£DEC FORMAT') 

WRITE (o, I 10) 

no FORKAT(/,' ENTER OPERATION CODE: ') 

READ (ROC, 120) 10 P 

120 FORMAT (A 1) 

C CALL IOOC2 

IF(POF.NE.6) WRITE (POt, 125) 

125 FORMAT (' I ' ) 

IF(IOP.EO.E) CALL EC H O ( IP AL , I N A ME , R E ST , P ATN UK , I ITLE , C OMP) 

IF (lOP. £<2.0) CALL PINOUT (IPAL,INAME, TITLE) 

IF(IOP.E^.T) CALL T tS T ( LPH A S E , LBU F , TI TL E , IC , I L , I L E , I S Y M , I 3U F , 

1 irYPE,I?CTR,LERh,ISAF,iPCrRl,,FAL5E.,.FALSE.) 

IF (lOP.EQ, JJ) CALL PLOTF 
C 

ISAF=0 

IF(IOP.£w,F) GO TO 200 
C 

135 IF(iOP.£2,P) CALL P LOT ( LEU F , I BU F, LFU SES , IPROD , TIT L E , . TRUE , , ITY P E 
1 LPROD, lOP.lBLOW, iPCTRO) 

IF (lOP.ig.B) CALL PLOT ( LEU f , I BU F , LFUSES , IPROD , TITLE ,. TR U E ., ITY P E 
1 LPK0D,IUP,IBL0W,1PCTRC) 

IF(rOP.EQ.H) CALL ri EX ( L FUS £S , H) 

IF(IOP.Ew.S) CALL HEX (LFUSES, S) 

IF(IOP,£y,L) CALL BI N R ( L FUS ES , H , L) 

IF(IOP.Eg,N) CALL Bi N R ( L FU S E S , P , N) 

IF(IOP,E0.C) CALL CAT 
C CALL IODC4 

IF (lOP. NE. g ) GO TO 103 
STOP 
C 

C SETTING IriE PARAMETERS FOR THE SAO/SAI TESTS 
200 IPCTR=0 

CALL TEST (LPH A SE , LBU F , TIT LE , I C , I L , I L E , I S f H , I BU F , IT Y P E , IPC TR , 

1 LERR , ISAF, IPCTH 1, . FALSE. FALSE.) 

rPCTR0=IPCT8 
C LOOPING FOR SAl TEST 

DO 210 IPCTR1= 1,IPCTR0 
LSA 1 1=.T3UE. , 

CALL T£ST(LPHASE, LBUF, TITLE, IC,1L,IL£,ISYH, IBUF, ITYPE, IPCTR, 

1 LERR,ISAF,IPCrKl,L5All,.FALSE.) 

210 CONTINUE 


PAL02760 
PAL02 770 
PAL02780 
PALO 2790 
PAL02800 
PAL028 1 0 
PAL02820 
PAL02830 
PAL02&40 
PALO 2850 
PAL0266U 
PAL02870 
PAL02880 
PAL0289Q 
PAL02900 
PAL0291O 
PAL02920 
PAL02930 
PAL0294D 
PAL02950 
PAL02960 
PAL02970 
PALO290O 
PAL02990 
PAL03000 
PAL03010 
PAL0302U 
PAL03030 
PALO 304C 
PAL03050 
PAL03060 
, PAL03070 
PAL030B0 
, PAL03090 
PAL03 100 
PALO 3 110 
^ PALO 3 120 
PAL0313U 
PAL03 140 
PAL03 150 
PAL03 IbO 
PAL03 170 
PAL03 IBU 
PAL03 190 
PAL03 200 
PAL03210 
PAL03220 
PAL03230 
PAL03240 
PAL03250 
PAL03260 
PAL03270 
PAL03280 
PAL03290 
PAL03300 
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ISA1=ISAF 

PALO 3310 

c 

LOOPING FOR SAO TEST 

PAL03320 



DO 215 IPCTR 1= 1 , IPCTRO 

PAL03330 



LSAOI=,TKUE. 

PAL03340 



CALL T£ST(LPHA3E,L3Uf,TITILE,IC,IL,ILE,ISVM,IBUF, lllf PE, IPCTR, 

PAL03350 



L£RR,ISAF,IPCTRI,.FALSL.,LSA01) 

PAL03360 


2 15 

CONTINUE 

PAL03370 



ISA0=I3AF-ISA 1 

PAL03380 



IFAULT=(ISAF«100)/( 2* IPCTRO) 

PAL03390 



WRITE (POF , 220) ISAl 

PAL03400 


220 

FORMAT (/,' NUMBER OF STUCK AT ONE (SAI) FAULTS ARE =', 13) 

PALO 34 10 



WRITE (POF, 225) ISAO 

PAL03420 


225 

FOriMAT(/,' NUMBER OF STUCK AT EERO (SAO) FAULTS ABE 13) 

PAL03430 



WHITE (POF, 2 30) IFAULT 

PAL0344 0 


2i0 

FOHMAT(/,' PRODUCT TERM COVERAGE 13, 'S' 

,//) PAL03450 



GO TO i3i 

PAL03460 

c 



PAL03470 



END 

PAL03U80 

c 



PALO 3480 


C 



PAL03S 10 

C 



PAL03520 

C 

THIS SUBROUTINE GENERATES JECEC FORMATTED OUTPUT FOB INTERFACING 

PAL03530 

C 

WITH DATA I/O PROGRAMMER 

PAL03540 



SUBROUTINE PLOTF 

PA LO 3 55 0 



IMPLICIT INTEGER (A-Z) 

PAL03560 



LOGICAL LFUSES (40,80) 

PAL03570 



INTEGER I PBUF (40) ,ZERO,ONE 

PAL0358G 



INTEGER ISOM (4) , I ADR,SrX , ETX, IDEC (4) , IPT, IINP , J 1 , J2 

PAL03590 



INTEGER ID EC 10 (4) , I SO MV (4) , I S OHIO (4) ,BUFIO(4 0) 

PAL03600 



COMMON /LU NIT/PMS ,POr , PDF 

PAL0361U 



COMMON /IPT/IPT 

PAL03620 



COMMON /LFUSES/LFUSE3 

PAL03630 



COMMON /SUM/I3UM,IDEC,IPBUF,aUFI0 

PAL03840 



DATA ZERO/' 0 '/tONE/' 1 V 

PAL03650 



IADR=0 

PAL0366C 



STX = 2 

PAL0367G 



£TX = 3 

PAL03680 



ISUH (2) =0 

PAL03690 



ISOM (4)=230 

PAL03700 



WRITE (PDF, 10) STX 

PAL03710 


10 

FORMATC »,Ali'*F0**) 

PAL03720 



DO 300 IPT=1,80 

PAL03730 



DO 50 IINP=I,40 

PAL03740 



IF (LFUSES (IINP,IPT) ) I? BU F ( 1 1 N P) *0 SE 

PALO 3750 



IF(,NOT. (LFUSES (IINP, IPT) ) ) I PBU F (I I HP) = Z ERO 

PAL03 760 


50 

CONTINUE 

PAL03770 



IF (LFUSES (1 , IPT) ) GO TO 100 

PAL03780 



IF (.NOT. LFUSES (2, IPT) ) GO TO 250 

PAL03790 


igo 

IDEC (4) “lAOR 

PAL03800 



DO 150 J*l,3 

PAL0 38 10 



J1=5-J 

PAL03820 



J2=4-J 

PAL03330 



IDEC(J2) =IDEC (J l)/10 

PAL03840 



IDEC (J 1) = IDEC (J 1) - lO^IDEC (J2) 

PAL03850 


24 
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lOECIO (J 1) =ICON V (lose (J 1) ) 

ISO CONTINUE 

IDSCIO ( I) =1C0NV (ICEC ( I) ) 

CALL SUKCHK 

WRITE (PDF, 20 1) IDEClO.IPBUr 
20 1 FOR«AT(* L*,4AI,' ',10(i4Al,' *).'*') 

250 IADR = IADRi-40 
300 CONTINUE 

ISUaiO ( 1) =ICON V (ISUn (2) / lo) 

ISJrt (2) =«OD (ISUfl (2) , Ifa) 

ISUniO (2) =ICON V (ISUR (2) ) 

ISO.IIO (3) =ICONV (isua (4) / lb) 

ISOrt (4) =!10D ( ISUM (4) , lb) 

I3UHIO (4) =1C0N V (ISU."! (4) ) 

WRITE (PDF , 400) ETX.ISOHIO 
400 FOR«AT(* , A 1 ,4A 1, •<‘* ,/) 

RETURN 

END 

C 

c 

c 

SUbROUTINE 5UHCHK 
IrtPLICIT INTEGER (A-2) 

LOGICAL LFU5ES (40 ,80) , 

INTEGER iPBUF(40), dUfIO(4U) 

INTEGER ISUn (R) , IDEC(4) 

COilMON /IPT/IPf 
COMMON /LFUSES/ LfUSES 
COMMON /SUM/ rSUM, I D EC , I PBU F , 3U FIO 
DO 50 J= 1 , 40 

IF (LFUSES (J , IPT) ) UUFI0(J)=45 

IF (. NOl .LFUSES (J ,iPT) ) 8UFXO (J) =4b 

1SJM(4)=ISUM(4) faUFIO(J) 

IF (ISUn (4) .GE. 25b) ISUrt (2) =I3Un (2) f 1 
ISUM (4) =MOD (ISUM (4) , 2 5b) 

50 CONTINUE 

DO 100 J= 1 , 4 

ISUM(4)=lSUK(4) HDEC(j) *-4b 
IF(ISUM(4) ,GE,25o) 1SUM(2)=I3UM(2) H 

I3Urt(4)=KOD(ISUM(4) ,2sb) 

100 CONTINUE 

ISUM (4) =iSUM (4) M7 3 
ISUM (2) =I3UM (2) ^ 1 

IF(ISUM(4) .GE.256) ISUM(2)=I3UM(2) »l 

ISUM (4) =MOD (ISUM (4) , 2s6) 

RETURN 

END 

C 

INTEGER FUNCTION ICONV (K) 

IMPLICIT INTEGER (A-Z) 

DATA A/'O V.B/' l'/,C/' 2'/,D/* 3'/,E/'4'/, F/' 7 V 

DATA I/' b'/f V i X/' A'/»L/' B'/tH/'C'/, N/'D'/f O/'E'/.P/' F'/ 
IF(K.EO.O) ICONV = A 
IF (K. EO, 1) iCONV = B 


PAL0386U 
PALO 3 870 
PAL03880 
PAL0389U 
PAL03900 
PAL03910 
PAL03920 
PAL03930 
PALO 3940 
PAL03950 
PALOJSbO 
PAL0397C 
PALO 3980 
PAL03990 
PAL04000 
PAL04010 
PAL04020 
PAL04030 
PAL04040 
PAL04050 
PAL04080 
PAL04070 
PAL04060 
PAL04 090 
PAL04 100 
PAL04 1 10 
PAL04 120 
PAL04 130 
PAL04 140 
PAL04 150 
PAL04 160 
PAL04 170 
PAL04 180 
PAL04 190 
PAL04200 
PAL042IU 
PAL04220 
PAL04230 
PAL04240 
PAL04250 
PAL04260 
PAL04270 
PAL04280 
PAL04290 
PAL04300 
PAL04310 
PAL04 320 
PAL04 330 
PAL04340 
PAL04350 
PAL04360 
PAL04370 
PAL04380 
PAL04390 
PAL04400 
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IF(K.Ev,2) 1C0NV = C 
IF(K.£2.3) ICONV=L 
IF(K.EQ,4) ICONV=L 
IF(K.Ett,5) ICONV = F 
IF(K.Ei2.C*) ICONV = G 

if(k.e;2,7) iconv=*h 

IF(K,Ew.8) lCONV = i 
IF(K.EQ.'i) ICONV = J 
IF (K. EO. >0) ICONV = X 
IF (K. EQ. 11) ICONV^L 
IF (K. E3. 1 2) ICONV = M 
IF (K. Eg. 1 3) ICON V= N 
IF (K.Eg. «U) rC0NV»0 
IF (K.EV. 15) ICONV = P 
R £ I U a N 
END 

C 

c 

3U3H0UTIN E INITL2(INArtE,IT7PE,LFU3ES,IC , I L , I BLO W , I PCT R) 

C THIS SUBROUTINE INIPIALIZIES VARIABLES AND HATCHES PAL PART 

C NUMBER WITH ITIPE 

IMPLICIT INTEGER (A-Z) 

INTEGER INAHE(b) , INFO (6, J4) 

LOGICAL LBLANK, LLEFT, LAND, LOR , LS L AS H , LE 0 U A L , LB I GH T , L FU S ES ('4 0.B0) , 
I LHATCH.LXOa 

COMHON LBLANK , LLEFT , LAND , LOR , LS L AS H , LE 0 U A L , LK IGH T , L X OR 
COMMON /PGE/ IPAGE (80, 200) 

DATA INFO/ 


PALOItU 10 
PAL04U2C 
PAL04430 
PAL0444U 
PAL04450 
PAL0446U 
PAL04470 
PAL044BU 
PAL04490 
PAL0450C 
PAL045 10 
PAL04520 
PAL04b30 
PAL04S40 
PAL04S50 
PAL04560 
PAL0457U 
PAL0U580 
PAL04S90 
PAL04600 
PAL04610 
PAL04820 
PAL04630 
PAL04640 
PAL04850 
PAL04660 
PAL04b70 
PAL04b60 
PAL04690 


1 

' 1 • . 

• 2 • , ' L» 

f ’ 1’ . 

• o» 

. 1. 

PAL04700 

2 

*1*1 

*4' L* 

. *0' , 

1 1 

9 

PAL04 710 

3 

' 1 ' . 

• 6 • , • L* 

» ' 0 ’ , 

1 1 

,3, 

PAL04720 

4 

*1*1 

• 8* , ' L* 

t *4 • , 

» 1 


PAL04730 

5 

• 2* , 

•O' , • L» 

. *2' , 

1 1 

,5, 

PAL04740 

6 

• 2' , 

• 0‘ , »c* 

» * 1 ’ . 

1 » 


PAL04750 

7 

•2', 

•O’ , • L* 

. ' 1 ’ » 

•0» 

,7, 

PAL04760 

8 

' 2' , 

•0* ,'X* 

t ' 1 ' . 


»8, 

PAL04 770 

9 

• 2' , 

•O' , • X' 

. 't*' » 

1 t 

,B, 

PAL04780 

A 

' ' t 

' 0 ’ , • X' 

. *‘* ' f 

1 1 

, 10, 

PAL04 790 

a 

• 2 ' , 

• O' , • L» 

f 'B' , 

1 1 

,11, 

PAL04BC0 

c 


' O' , • a* 

. ’ B • , 

1 1 

,12, 

PAL04810 

D 

•2' , 

•O', 'a' 

t *5 ' . 

1 • 

,1J, 

PAL04820 

E 


•O' , 'R' 

t *4 ' , 

1 1 

, IV 

PAL04830 

INITIALIZE LFU3ES ARRAY 

(FUSE ARRAY) 

PAL04840 

DO 

20 J- 1 

, bo 




PAL04850 


DO 20 

1,40 




PAL0486ti 


LFU3ES (I, J) », FALSE. 

INITIALIZE IBLOH (NUMBER OF FUSES BLOWN) 

IBLOW*0 

IPCTR=0 

INITIALIZE 1C AND IL (COLUMN AND LINE POINTERS) 
1C = 0 
IL=« 1 

INITIALIZE ITXPE (PAL PARI TXPE) 

ITXPE=0 


PAL04870 

PAL04880 

PAL04890 

PAL04900 

PAL04910 

PAL04920 

PAL04930 

PAL04940 

PAL049b0 


PAL Design 




PAL Design 


FILE: 

PAL24 

FORTRAN A «SC 

TIME 

SHARING SERVICES 

VM/SP RELEASE 2, 

, 0 

c 

ITYPS IS 

ASSIGNED THE FOLLOWING 

VALUES FOR 

THES 

E PAL TYPES: 


PAL04960 

c 

? A L 1 2 L 1 0 

= 1 PAL14L3 = 

2 

PALlfaLfa = 

3 

PAL13L4 = 

4 

PAL04970 

c 

PAL20L2 

= 5 PAL20C1 = 

fa 

PAL20LI0 = 

7 

PAL20XI0 = 

a 

PAL0498U 

c 

PAL2DX3 

= 9 PAL20X4 = 

10 

PAL20L8 = 

.1 1 

PAL2GR8 = 

12 

PAL04990 

c 

P A L 2 0 R fa 

= 13 PAL20R4 = 

14 





PALOSOOO 


DO 40 J= 

1,14 






PAL05013 


LMAICi 

l=.TRUE. 






PA LOS 020 


DO 30 

1=1,4 






PAL0S030 


30 


IF(rNAHL(I) .i»t,INFO(i,J)) 
LF (LMATCH) IT Y t E= I N FO (fa , J ) 

IF (LSAICH) GO TO bO 
4 0 COMINJE 

IFCITYPE.Ew'.O) KZIOSN 
bO CALL I«CR(IC,IL) 

RETURN 

END 


LrtATCri=. FALSE. 


PAL0S040 
PAL05050 
PALOSOfaO 
PAL03070 
PAL0508C 
PAL0b090 
PALOS 100 

PALOS no 

C PAL05120 

c PAL05I40 

SUBROUTINE G E TS Y « ( L PH A S E , IS Y M , J , IC , I L) PAL05IS0 

C THIS SUBhOUTINc GETS Tilt PIN NAME, / 1 F- COM PL E« £ N T LOGIC, AND PALObIfaJ 

C THE FOLLOWING OPERATION SYMBOL IF ANY PAL03I70 

IMPLICIT integer (k-l) PALOSIbU 

INTEGER :SYM(S,24) PAL0S190 

LOGICAL LBLA NK , LLfcFT, L AND, LOR .LSLASil, LE JUAL, LRIGHI, LXOa , LPHA5E (24) PAL05200 
COMMON LBLANK , LLEFT, LANE , LOR , LSLASH, LEw: UAL, Lh IGHT, LXOR PAL052 1C 

COMMON /PGE/ IP AG E (80 , 20U) ' PAL0S22O 


DATA I BLANK/'*/ 

IF( .NOl. (LLEFI.O&.LAND.OR.LOS.Oa,L£OU«L,OR,LaiGHT) ) GO TO 10 
CALLING H(IC,IL) 

10 LPH AGE (J) = (. NO L' ,LSL AS;i) 

IF (LPHASt (J) ) GO TO IS 
CALL INCK(IC,IL) 

IS DO 20 1=1, b 
20 ISYrt (I, J) =IBLANK 

25 DO 30 1= 1 , 7 

JO ISYM (I, J) =ISYM (IM,J) 

ISYtt (b, J) =IPAG£ (IC, IL) 

CALL INCR(IC,IL) 

IF( LLEFT.OR, LbLANK.OR.LAHO.OR.LOR.OR.LRIGBX.OR.LEgOAL ) RfiTUHN 

GO TO 25 

END 


PAL05230 
PAL05240 
PAL0S250 
PAL052fa0 
PAL05270 
PAL052B0 
PAL05290 
PAL05300 
PAL0S310 
PAL05320 
PAL0S330 
PALOS 340 
PAL0535C 
PAL05360 
PAL05370 
PAL0S380 




C 

SUBROUTINE 1NCR(IC,IL) 

C THIS SUBROUTINE INCREMENTS COLUMN AND LINE POINTERS 

C BLANKS AND ChARACTESS AFTER ARE IGNORED 

IMPLICIT INTEGER (A-£) 

LOGICAL LdLANK,LL£FT,LANC,LOR,LSLASH,LEgOAL,LRIGHT,LXOR, LXOfll 
COMMON LiJLANK , LLEFT, LAND, LOR ,LSLASH, LEgUAL, LRIGHI, LXOft 
COMMON /PGE/ IPAGE (80, 200) 

COMMON /LUNIT/ PMS,POF,PDF 

DATA I BLANK/' */, LLEFT/* ( » / , I A N D/ • * • / r LOR/ ' »^ ' / , COM E NT/ • ; • / , 

1 ISLASH/'/*/,IEgUAL/'=»/,IRIGHT/') '/.ICOLON/' : '/ 


PAL05400 
PAL0S4 10 
PALOS'4 2 0 
PAL05430 
PAL0S440 
PAL05450 
PAL05460 
PALOS470 
PAL0S480 
PAL05490 
PAL05500 
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FILE: 

PAL29 FORTRAN A NSC TIME SHARING SERVICES 

Vrt/SP RELEASE 

i.O 


LBLANK = , FA LSE, 



PAL05S10 


LX OR=, FALSE, 



PAL0SS20 


Lxori i = , False , 



PAL055JC 

10 

ic=icn 



PAL0S590 


IF( 1C . LE. 73 , AN D . iPAGE (IC , i.L) . N E.COflENT ) GO 

TO 

30 

PAL055S0 


IL=IL*-I 



PAL05560 


IF (IL, LE. 200) GO T.O 2 0 



PAL0SS70 


WHITE (PMS, IS) 



PAL0S580 

IS 

FORM.\T(/,' SOURCE FILE EXCEEDS 200 LINES 

OR 

MISSING' , 

PAL05S90 


' description or FUNCTION TABLE 

K £i( 

WORD') 

PAL0S600 


STOP 



PAL0S6 1 0 

20 

IC = 0 



PAL0S62C 


GO TO 10 



PAL0S63O 

30 

IF (IPAoE (LC, IL) , NE.IBLaNK) GO TO 31 



PAL0S690 


L3LANK=, TRUE. 



PAL056S0 


GO TO 10 



P A L OS 66 0 

3 1 

IF (IP AGE (IC, IL) . NE. ICOLON) GO TO 32 



PALOS 670 


IF (LXOn) GO TO 3 3 



PAL05680 


LAORl = ,Ti<U£a 



PAL05690 


GO TO 10 



PAL0S700 

3 3 

LOH=,TRUE, 



PAL057 10 


R E T U R N 



PAL05720 

3 2 

IF( . NOT. (IPAGE (IC, IL) . E'O . I OR . AND. (LXOR 1) ) ) 

GO 

TO 39 

PAL0S730 


LXOR= . IRU E . 



PALOS 79 0 


GO TO 10 



PAL0S7S0 

39 

LLEFT = (IPAGE (IC,IL) .EO.ILEFT) 



PAL0S760 


LANJ = (IPAGt (IC.xL) .Ew.lA.ND) PAL05770 

LUH = (iPAGE (:C , IL) , £\; . iOIi) PAL0t»780 

LiiLASti=(IPAGE(IC,ILj,c,v.ISLASH) PAL057y0 

LE^<UAL=(IPAGE(IC,lL).h;v.I£viiJAL) PALOSdOJ 

LnIGHT= (IPAGE (IC, IL) . Eg.IHiGH r) PAL0561C 

RErURti PAL05820 

END PAL05830 

C PAL0S840 

C PAL0586C) 

SU3S0UXINE MATCH (InATCH.iaUf, IS^^) PAL05870 

C THIS GUaaOUIINE FINDS A MATCH BETWEEN THE PIN NAME IN THE EQU AT 10 N P A L OS 880 

C AND THE PIN NAME IN THE PIN LIST OR FUNCTION TABLE PIS LISI PAL0S890 

IMPLICIT INTEGER (A-E) PAL0S900 

INTEGER IQU F (8 , 29) , ISYM (fa , PAL05910 

LOGICAL LMATCH PAL05920 

IMATCH=0 PAL0S9J0 

DO 20 J=1,29 PAL0S990 

LflATCil= .TRUE. PAL059S0 

DO 10 1=1, fa PAL0S96O 

10 LMATCH = LMATCH.ANC. (ifaUF (I, 1) ,Ev. ISX'M (I, J) ) PAL0S970 

IF (LMATCH) IMATCH = J PAL05980 

20 CONTINUE PAL05990 

RETURN PAL06000 

END PAL06010 

C PALO&OZO 

C PAL0609U 

SUBROUTINE I X L A X E ( II N ?U T , LP H A S E , IM ATCH , L 0U F , IT I PE) PAL06050 
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FILi:: PAL24 


fiSC riKit SHAKING SEHVICES VIl/SP RELEASE 2.0 


THIS 5J3R0UTINE FljiOS A HATCH BETWEEN INPUT PIN NURBER AND PAL06060 

THE INPUT LINE NUR3EP FOR A SPECIFIC PAL. ADD 1 TO THE INPUT PAL06070 

LINE NUrtdER IF THE PIN IS A COMPLEHENT PAL06C80 

IMPLICIT INTEGER (A-^) PAL06090 

INTEGER ITABLE (24 , 14) PAL0610U 

LOGICAL LPriASE (24) , LBUF (24) PAL06110 

DATA ITAHLE/ PAL06120 

1 3, 1 , 8, 9, n, 17, 2 1 ,25, 29, 33, 37 ,0, 39, 0, 0, 0, 0, 0, 0, 0, 0, 0, 0 , 0 , PAL06 130 

2 3, 1,3,9 , 1 3, 1 7 , 2 1 , 25, 29 , 33,37,0,39, 3b, 0, 0, 0, 0, 0, 0, 0, 0 , 7 , 0 , PAL06 1 4 0 

3 3 , 1,5,9, 1 3 , 17 , 2 1,25, 29 , 3 3, 37,0 , 39 , 35, 3 1 , 0 , C, 0, 0, 0, 0 , 11 , 7 , 0 , P A LO 6 15 0 

4 3 , 1, 5, 9, I 3 , 1 7 , 2 1 , 25, 29, 33, 37 ,0,39, 35, J 1 , 27, 0, 0, 0, 0 , 1 5 , 11 , 7 , 0 , PA LOS 1 60 

5 3 , 1,5,9 , 1 3 , 1 7 , 2 1 , 25,29,3 3, 3 7 ,0,39,35 , 31, 27,2 3 , 0 , 0 , 1 9 , 1 5 , 1 1 , 7 , 0 , ? AL 06 1 70 

t 3, 1,5,9 , 1 3 , 1 7 , 2 1,25,29,33, 37 ,0,39 , 35,3 1,27,2 3 , 0 , 0 , 19 , I 5 , 11 , 7 , 0 , PALOS 180 

7 3,1,^, 9, 1 3, 17,2 1,25,29,33, 37,0,39, 0,35,31,27,23, 19 , 15 , 1 1 , 7 , 0 , 0 , PAL Ob 1 9 0 
d 0 , 1,5,9 , 1 3, 1 7 , 2 1,25,29 , 33 , 37,0 , 0 , 39, 33 , 3 1 , 27 , 2 3 , 19 , 15 , 1 1 , 7 , 3 , 0 , PAL 0 6 200 

9 0 , 1,5,9 , 1 3 , 17 , 2 1 , 25,29 , 3 3 , 37,0 , 0 , 39 , 35 , 3 1 , 2 7 , 2 3 , 1 9 , 1 5 , 1 1 , 7 , 3 , 0 , PAL062 I 0 

A 0, 1 , 5,9 , 1 3 , 1 7,2 1,25,29,3 3 , 37 ,0 , 0 , 39 , 35 , 3 1 , 2 7 , 2 3 , 1 9 , 15 , 1 1 , 7 , 3 , 0 , ?AL0o220 

3 3 , 1,5,9 , 1 3 , 1 7 , 2 1,25, E9 , 33, 37,0,39 , 35 , 0,3 1 , 27,23 , 19 , 15 , 1 1 , 0 , 7 , 0 , PA LO 623 0 

C 0 , 1, 5 , 9 , 1 3 , 17 , 2 1 , 25 , 29 , 3 3, 37 ,0 , 0 , 39 , 35 , 3 1,2 7,23 , 1 9 , 15 , 1 1 , 7 , 3 , 0 , PAL0S240 

0 0, 1,5,9 , 13, 17,21,25,29,3 3 ,37,0, 0, 39,35,31,27,23, 19, 1i, 11, 7, 3,0, PALO 6250 

E 0 , 1,5,9 , 1 3, 17 , 2 1 , 25,29 , 33 , 37 ,0 , 0 , 39 , 3 5 , 3 1 , 2 7 , 2 3 , 1 9 , 15 , II , 7 , 3 , 0/PAL0626U 

lHUdL=0 PAL0S270 

IF( (( LPHASE (laAICii) ) . AND. (.NOT .LBUF (1) ) ) .OR . PAL062S0 

1 ((.NOT. LFHASE (I.MAICH)) .AND. ( LSUF(l))) ) IDUdL=l PAL06290 

IINPUT=IIABL£ (IMATCli, ITIIE) HBUBL PAL06300 

RETURN PAL06310 

END PAL0S320 

PAL06330 


C PAL06350' 

SUHROUTINE EC H 0 ( I P A L , i N A M E , R E3T , P A T N U M , T IT L S , COM P) PALO 6 360 

C THIS SUaaoUfINE prints THE PAL DESIGN SPECIFICATION INPUT FILE PAL06370 

IMPLICIT INTEGER (A-2) PAL06380 

INTEGER iPAL (3) , INAME (5) , RE ST ( 7 2) , ? ATN Urt (80) , T IT L E (o 0) , COMP (oO) PALO 639 0 
COMMON /PGE/ IPAGE(d0,200) PAL06400 

COMMON /LUNir/ PMS,?OF,POF PALO6410 

COMMON /FTE3T/ I F 0 N C T , I D ESC , I EN D PAL0642U 

DATA IBLANK/' '/ PAL06430 

WRITE(P0F,5) IPAL, INAME, REST, FATNUfl, TITLE, COMP PAL06440 

5 FORMAT(/,' ' , 3A 1 , SAl, 72A 1 ,/, • '.bOAl,/,' •,80AI,/,' ',80A1) PAL06450 

DO 20 IL=1,IEND PAL06460 

IC=81 PAL06470 

10 iC=IC-1 PAL06480 

IF( IPAGE (IC , IL) . £0 . IBLANK , AND, IC.G T. 1 ) CO TO 10 PAL06490 

WHITE (POE, 15) (IPAGE (I,IL) ,1=1, iC) PAL06500 

15 FOHflATC ',30A1) PAL06510 

20 CONTINUE PAL06520 

REIORN PAL06530 

END PAL06540 

C PAL06550 

C PAL06570 

SUBROUTINE CAT PAL0658U 

C THIS SUBROUTINE PRINTS THE PALASM CATALOG PAL06590 

IMPLICIT INTEGER (A-2) PAL06600 
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COMMON /LUNIT/ PMS,POF,PDF 


PAL066 IC 

WRITE 

(PMJ 

, 10) 


PAL06620 

10 FORMA 

T(/. 

' THIS PALASn AIDS THE USER IN THE DESIGN AND', 

PAL08b30 

1 


PROGRAMMING OF THE 

',/,* SERIES 24 PAL FAMILY. THE', 

PAL0664C 

2 


FOLLOWING OPTIONS 

ARE provided:'. 

PAL06650 

3 

/, 

ECHO (E) 

PRINTS THE PAL DESIGN', 

PAL06660 

4 


SPECIFICATION* , 


PAL08670 

5 

//, 

PINOUT (0) 

PRINTS THE PINOUT OF THE PAL', 

PAL066SC 

6 

//, 

SIMULATE (T) - 

EXERCISES THE FUNCTION TABLE', 

PAL0d69U 

7 


VECTORS IN THE LOG 

IC',/.' ', 

PAL06700 

a 


' E-2UATIONS AND GENERATES TEST VECTORS', 

PAL067IU 

9 

//, 

' PLOl (?) 

PtiINTS THE ENTIRE FUSE PLOT') 

PAL0b72D 

WRITS (PrtS , 

20) 


PAL06730 

20 FORMA L’(/,' 

BRIEF (B) 

PRINTS ONLY THE USED PRODUCT LINES', 

PAL06740 

1 


OF THE FUSE PLOT', 

/,' PHANTOM', 

PAL06 750 

2 


FUSES ARE OMITTED' 

f 

PAL067b0 

i 

//, 

JED EC (J) - 

GENERATES FUSE OUTPUT FOR DATA I/O', 

PAL0b77U 

4 


PROGRAMMERS' , 


PALU6 760 

5 

//, 

HEX (H) 

GENERATES HEX PROGRAMMING FORMAT' , 

PAL0b79U 

t> 

//. 

SHORT (3) 

GENERATES HEX PROGRAMMING FORMAT', 

PAL06800 

7 

//, 

JHLF (L) 

GENERATES BHLF PROGRAMMING FORMAT', 

PALObdlO 

b 

//, 

d N P F ( N ) 

GENERATES BNPF PROGRAMillWC FORMAT', 

PAL0b820 

9 

//. 

CATALOG (C) “ 

PRINTS THE PALASM CATALOG', 

PAL0b83O 

A 

//. 

2UIT (0) 

EXIT PALASM', 

PAL0bB40 

B 

//, 

FAULT (F) 

FAULT TESTING') 

PAL0b850 


BETORN PALOSeeo 

END PAL06870 

C PAL06880 


c 

SUbriOUriNS PINOUT (IPAL, INAHE. TITLE) 

C THIS SObHOUriSF. PtilNTS THE PINOUT OF THE PAL 

I.1PLICIT INTEGER («-Z) 

INTEGER 1PAL(3) ,INArtE(5) ,TITLE(60) ,?IH(l2,2i4) ,IIN(8,2) 
COMMON /PGE/ IPAGE (60 , 200) 

COMMON /LUNIT/ PMS,POF,?CF 
DATA IrLANK/* VtiSiAR/' ^'V 
DO 10 0= I , 24 

DO i 1=1,12 

5 PIN (I, J) =IbLANK 

10 CONTINUE 
15 DO 25 J= 1, 2 

DO 20 1=1,3 

20 IIN (I, J) =IQLANK 

25 CONTINUE 

IIN (2 , 1) =IPAL ( 1) 

IIN (4, 1) =IPAL (2) 

IIN (6, I) =IPAL (3) 

IIN ( 1 , 2) =INAHE (1) 

IIN (3,2) =IN AME (2) 

IIN (5 , 2) =IN AME (3) 

IIN (7 , 2) =INaME (4) 

IIN (6,2) =INAME (5) 

0 = 0 
IL = 0 


PAL06900 
PALO 6910 
PAL06920 
PAL06930 
PAL06940 
PAL06950 
PAL06960 
PAL06970 
PAL06960 
PAL06990 
PALO 7 00 0 
PAL070 10 
PAL0702 0 
PAL0703C 
PAL07040 
PAL07050 
PAL07060 
PAL07070 
PAL07080 
PAL07090 
PALO 7100 
PAL07 110 
PAL07 120 
PAL07 130 
PAL07 140 
PALO? 150 


24 
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file: PAL24 


NSC TIME SHARING SERVICES Vfl/SP RELEASE 2.0 


30 IC=0 
IL = ILH 
35 IC = ICM 

40 IF ( IC.GT.RO ) GO TO 30 

IF( 1PAGE(IC,IL) .Ey.IBLANK ) GO TO 35 
J=JH 

IF (J.Gl. 24) GO TO 60 . 

DO 55 1=1, 12 

PIN (I, J) =IPAGE (IC,1L) 

IC = ICH 

IF( IC.GT.30 ) GO TO 40 
IF( IPAGE (IC , IL) . Ev . IBLANK ) GO TO 40 
55 CONTINUL 

60 DO 75 J= 1 , 1 2 
11 = 0 

65 II=I1H 

IF (II, EO. 1 3) GO TO 75 

IF( PIN (II, J) .NE. IBLANK ) GO TO 65 

1=13 

70 1*1-1 

11=11-1 

PIN (I, J) =P1N (II, J) 

PIN (II, J) =IBLANK 
IF (II. NE, 1) GO TO 70 

75 CONTINUE 

WRITE (POF, 7b) TITLE 

76 FORMAT (/, • • ,80Al) 

WRITE (POF, 78) rSTAR, 1ST AR , 1ST AR , 1ST A R , IS T AR , 1ST A R , IS I A R , IS T A H , 

1 ISTAK,ISTAR,ISTAK,ISTAR, ISTAR,ISTAH,ISTAR,I3TAR, 

2 13TAH, ISrAR,lSTAR,ISTAR,lSTAR,ISTAR, ISTAR , ISTAR, 

3 ISTAR, ISIAfijlSTAR, ISTAR, ISTAR, ISTAR, ISTAR, ISTAR 
78 FORMAT (/,' •,18X,l4Al,3X,l4Al, 

1 /,» ' , 1UX,Al, 13X, A1, 1X,A1, 13X, Al) 

JJ=24 

DO 88 J= 1 , 12 

WHITE (POF, 80) ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, I STAR, ISTAR 

80 FORMATC ' , 1 5 X , 4 A 1 , 29X , 4 A I) 

WRITE (POF, 8 1) (PIN (I,J) , 1= 1, 12) ,1STAH,J,ISTAH, 

1 (liS (I, 1) ,1= 1 ,8) ,ISr AH,OJ, ISTAR , (PIN (I, JJ) , 1= 1 , 12) 

81 FORMATC ' , 12A1,3X,A1,I2, Al, nx,3Al, 10X,A1,I2,A1,3X, 12A1) 
WHITE (POF, 82) 1ST AR , ISTAR , ISTAR , ISTA R , 1ST AR , ISTA R , 1ST AR , 1ST AR 

82 FORMATC ' , 1 5 X , 4 A 1 , 29X , 4 A I) 

WRITE (POF, 84) ISTAR, (II N (1,2) ,1=1,0) , ISTAR 
84 FORMATC ' , 18X, Al , 1 1X,8A 1 , lOX, A 1) 

DO 86 11=1,2 

DO 85 1=1,5 

35 IIN (I, II) =IBLANK 

86 CONTINUE 

JJ=JJ- 1 
./«8 CONTINUE 

WRITE (POF, 90) ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, IS TAR, I STAR , ISTAR, 

1 ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, ISTAR, 

2 ISTAR, 1ST AH, ISTAR, 1ST AR, I ST AR , I ST AR , 1ST AB , 1ST A R , 

3 I STAR, ISTAR, ISTAR, ISTAR, ISTAR, I STAR, ISTAR 
90 FORMATC ' . 1BX, 31A 1) 
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RETURN PAL07710 

END PAL07720 

C PAL07730 


SUBROUTINE PLOT ( L BU F , I B U F , L FU SE S , I P HOD , TITLE , LD U H P , IT T P E , LP HOD , 
1 lOP.IBLOH) 

C THIS SUBROUTINE PRODUCES THE FUSE PLOT 

IMPLICIT INTEGER (A-2) 

INTEGER IBUF(8,24),IOUT(64) ,ISAVE(d0,40) ,TITLE(30) , ID AT A (4 0) 
LOGICAL LBUF (24) ,LFU3ES (40,a0) , LDUaP,LPROD(80) 

INTEGER STX.ETX 

COMMON /LUNIX/ PMS,POF,PDF 

DATA ISAVE/ 3200R* • / . 1 A N D/ ' * ' / 1 lOR/ ’ '/ , I SL ASH/ • / ' / , 

1 IDASH/'-'/iX/'X'/.IBLANK/' • / , P/ • P • / , B/ • 3 • / , 

2 D/' D' /. 2EH0/' O'/i ONE/' J ' / , F X/ • 0 • / , F ID AS H/ • 0 ' / 

DATA 3TX/202000000/, ETX/20J000000/ 

IF(LDUMP) GO TO 5a 

IF (ISAVE (I PROD , I) . NE. IBLANK) RETURN 
IF(LBUF(I)) GO TO 5 
DO 30 J= 1 , 3'3 

30 ISAVE (IPROD,J)=ISAV£(IPROD, JH) 

ISAVE (IPhOD, 4 0) =ISLASH 
5 DO 20 I=),6 

IF( ISAVE (IPROC, 1) . NS. I3LANK ) RETURN 
IF( IBUF (I, 1) . E^^.IBLANK ) GO TO 20 
DO 10 0= 1 , 39 

to ISAVE (IPROD.J) =»ISAV E (IPROD.J •■ )) 

ISAVE (IPROD, 4 0) =IBUF (1,1) 

20 CONTINUE 

IF (ISAVE (IPROD, I) . NE.IBLANK) RETURN 
40 DO 50 J= ! , 39 

5 0 ISAVE (IPROD, J)= ISAVE (IPROD,JM) 

ISAVE (IPROD, 40) =IAND 
RETURN 

C PRINT FUSE PLOT 

5B IF(IOP.Ev.D) go TO 62 
WRITE (?0F,6 1) TITLE 

6 1 FORMAT (/, • ' , 80A 1 ,//, 

1 • 11 nil nil 2222 2222 2233 3333 3333 ',/, 

2 • 0123 4567 3901 2345 6789 0123 4567 8901 2345 6739',/) 

GO TO 64 

STX DETERMINES THE STARTING CHARACTER FOR DATA I/O FORMAT 
6 2 WRITE (PDF, 63) SIX 

63 FORMATC ' , A I , • >:«L0000 •/) 

64 DO too I88PR0= 1 , 73, 8 

DO 94 I8PHO=l,8 

IPR0D = I83PR0H8 PRO- 1 
ISAVE (I PRC D, 40) =IB LANK 
DO 70 1=1,40 

IF( ISA V£ (IPROD, 1) . N£. I3LANK ) GO TO 70 
DO 65 J = 1 , 39 

65 ISAVE (IPROD, J) =ISAVE (IPROD, JV 1) 

ISAVE (IPROD, 4 0) = IBLANK 

70 CONTINUE 


PAL07750 
PAL07760 
PAL07770 
PAL07780 
PAL07790 
PAL07800 
PAL07810 
PAL07B20 
PAL07830 
PAL07840 
PAL07850 
PAL07860 
PAL07670 
PAL07880 
PAL07890 
PAL07900 
PAL07910 
PAL07920 
PAL07930 
PAL07940 
PAL07950 
PAL07960 
PAL07970 
PAL07980 
PAL07990 
PAL08000 
PAL080 10 
PAL08020 
PAL08030 
PAL08040 
PAL08050 
PAL08060 
PAL08070 
PAL08080 
PAL08090 
PAL08100 
PAL08 1 10 
PALOS 120 
PAL08 I 30 
PAL08 140 
PAL03 150 
PALOS 160 
PALOa 170 
PAL03180 
PAL08 190 
PAL0d200 
PAL0321G 
PAL03220 
PAL03230 
PAL03240 
PAL03250 
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DO 75 1=1,24 

lOUT (Il'UO) *1SAV£ (IP ROD,!) 

75 CONTINUE 

IF( ISAVE (IPR0D,25) .NE.IBLANK ) lOUT (b4) =IDASH 
DO BO 1=1,40 
IOUT(I)=X 

IF (LFUSE3 (I,IPHOD)) 100 I (I) =IDASH 

80 CONTINUE 

CALL FANTOW (ITVPE,IOP,IOUT,IPROD,I8PRO) 

IF (lOP. NE.D) GO TO 85 
K=0 

81 DO ■ 82 1=1,40 

IF ( (lOUT (1) .Ey.FX) .OR. (lOUT (I) .Eg. FIDASH) ) GO TO 82 
K = K»^I 

IF (lOUT (I) . EQ.X) IDATA (K) =ZEHO 

IF (lOUT (I) . Eg.IUASH) IDATA(K)=ONE 
B2 CONTINUE 

DO 83 1=1,40 

IF( (lOUT(I) .Eg.X) .OR. (lOUT(I) .Eg.IDASH) ) GO TO 8b 

83 CONTINUE 
GO TO 94 

36 WRITE (PDF, 84) IDATA 

84 FORttATC '.bOCAl,' ')) 

GO TO 94 

85 IPROD = IPaCJD- 1 

IF( (lOP.Eg.P) .OR. (lOP.EC.B.AND. (LPaOD(lPRODH) )) ) 

1 WHITE (POF, 90) IPfiOD,IOOT 

90 FORHATC *,I2,10(* ’,24Al) 

94 CONTINUE 

WHITE (POF, 96) 

96 FORnAT(lX) 

100 CONTINUE 
IF(IOP.NE.D) GO TO 105 
WRITE (PDF, 101) ETX 

101 FORHATC ',A1) 

RETURN 

105 WRITE (POF, 110) 
no FORHAT(/, 

1* LEGEND: X : FUSE NOT BLOWN (L,N,U) - : FUSE BLOWN (H,P, 

IF(IOP.Eg.P) WRITE (POF, 1 11) 

1 1 1 FOKKAT ( 

1* 0 ; PHANTOn FUSE (L,N,0) . 0 : PHANTon FUSE (H,P, 

WRITE (POF, 1 12) IBLOW 

112 FOKMAT(/,' NUMBER OF FUSES BLOW = • , 14) 

WHITE (POF, 113) 

113 FORMAT (//) 

RETURN 

END 


1* LEGEND: X : FUSE NOT BLOWN (L,N,U) - : FUSE BLOWN (H , P, 1) » ) PAL0B640 

IF(IOP.Eg.P) WRITE (POF, 1 11) PAL08650 

1 1 1 FORMAT ( PAL08660 

1* 0 ; PHANTOM FUSE (L,N,0) . 0 : PHANTOM FUSE (H , P , 1) * ) ? AL 08 67 0 

WRITE (POF , 1 1 2) IBLOW PAL086BU 

112 FOKMAT(/,' NUMBER OF FUSES BLOW = • , 14) PAL08690 

WHITE (POF, 1 1 3) PAL08700 

113 FORMAT(//) PAL08710 

RETURN PALOB720 

END PAL08730 

C PAL03740 

C PAL0B760 

SUBROUTINE HEX ( L F USES , I OE) PAL0877G 

C THIS SUBROUTINE GENERATES HEX PROGRAMMING FORMATS PAL08780 

IMPLICIT INTEGER (A-Z) PAL0B790 

INTEGER irEHP(30) ,ZTABL1 (32) ,ZTABL2 (16) ,ZCSUM(4) PAL08800 
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LOGICAL LFUSES (40,80) 
INTEGER SOH, STX ,ETj(, BEL 
COMMON /LUNIT/PMS,POF,POF 


DATA 

rt/'ii'/,5/'S 

•/,! blank/' 

•/. 




1 

ZTABL l/'OO* 

, *0 1* , • 02' , 

' 03' 

, '04* 

,'06* ,'06' , 

, ' 07* , 

2 

•OB' 

, '09' , *0A' , 

' OB' 

' , »0C* 

, 'OD* , »0E' , 

, 'OF' , 

3 

• 10 ' 

12', 

'13' 

, ' 14* 

,'15'.'16', 

,'17', 

4 

MS' 

, • 19' , • lA' , 

•IB' 

, • 1C* 

, • 1C , • IE' , 

r ' If'/ 

5 

ZI AUL2/ ' 0 • , 

' 1' , ' 2' , ' 3' 

, *4' 

, '5* , 

'6', '7', 


6 

•8* , 

'9' , • A' , 'B' 

, 'C 

' , 'D* , 

• E' , ' F'/ 



DATA SOH/ZO 1 000000/ , ST X/Z 02 000 OOo/ , 
¥ ETX/ZO 300 0000/ , BEL/ ZO 7000000/ 

CSUM=0 


IF(IOP.E2,H) WRITE (PDF, 10) 

10 FORMAT (//,80 (• •) ,//) 

NOTE: SOME PROM PROGRAMMERS NEED A START CHARACTER. 
C****-)' THIS PROGRAM OUTPUTS AN STX FOR THE DAT« I/O MODEL 


(USE SOH FOR MODEL 3) 

WRITE(POF,5) BEL, a EL, BEL, BEL, BEL, BEL, BEL, STX, SOH 
5 FORMAT (' ' , 8A 1) 

DO 40 1= I , 4 1 , 40 
INC = I- 1 

DO 40 1PR0D= 1,7,2 
DO 20 J= 1 , 2 

DO 20 IINPUT=>1,40 
IHEX=0 

ISUM2=I?ROD ^ J«1 ► INC 

IF (LFUSES (IINPUT,ISUM2 ► 0 )) IHEX = IHEX»-1 

IF (LFUSES (IINPUT, ISUM2 *■ 8 )) IHEX = IHEX^2 

IF (LFUSES (IINPUT,ISUM2 »■ Ifa )) 1HEX = IHEX^4 

IF (LFUSES (IINPUT, I3UM2 ^ 24 )) IHEX=IHEXi-8 

IF (LFUSES (IINPUT, I3UM2 32 )) IHEX = IHEX^I6 
CSUM*CSUMHHSX 


13UMX=IINPUr»- (4 0* (J- 1) ) 

20 ITEMP (ISUMX) =ZTABL1 (IHEX H) 

IF(lOP.EQ.h) WRITE (PDF, 60) ITEM? 

60 FORMAT(4(» ',20(A2,' '),'.',/)) 

40 IF(IOP.EQ.S) WRITE (PDF, 6 1) ITEM? 

61 FORHAT(4(' ', 20 A 2 ,',*,/) ) 

IF(IOP.£g.H) WHITE (PDF, 70) 

70 FORMAT (//, 80 (« •) ,//) 

WHITE (PDF, 80) ETX 
80 FORMAT (• ' , A 1) 

C CONVERT DECIMAL CHECK SUM INTO HEX CHECK SUM 

DO 86 1= I , 4 

ZTEMP=C3UM- 16* (CSUM/ 16) 

ZCSUn (5-1) =ZTABL2 (ZTEMPM) 

CSUM=CSUM/ 16 
85 CONTINUE 

/ I F (ZCSUM ( 1) . Eg .ZTA8L2 ( 1) ) ZCS U M ( 1 ) = I B L A N K 

WHITE (PMS, 80) ZC3UM ( 1) , ZCSUM (2) ,ZCSUM (3) ,2CSUM (4) 
90 FORMAT(/,' HEX CHECK SUM = ',4A1) 

RETURN 

END 


C 


PAL08610 
PAL08820 
PAL08830 
PAL06840 
PALOB850 
PAL08860 
PAL08870 
PALQ3880 
PAL08890 
PAL08900 
PAL0391 0 
PAL08920 
PAL08930 
PAL08940 
PAL08950 
PAL08960 
PAL08970 
PAL08980 
PALO099O 
PAL09000 
PAL09010 
PAL09020 
PAL09030 
PAL09040 
PAL09050 
PAL09060 
PAL09070 
PAL090B0 
PAL09090 
PALC9 100 
PAL09 110 
PAL09 120 
PAL09130 
PAL09140 
PAL09 150 
PAL09 160 
PAL09 170 
PAL09 160 
PAL09 190 
PAL09200 
PAL09210 
PAL09220 
PAL09230 
PAL09240 
PAL09250 
PAL09260 
PAL09270 
PAL09280 
PAL09290 
PAL09300 
PAL09310 
PAL09320 
PAL09330 
PAL09340 
PAL09350 
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C PAL09370 

BLOCK DATA PAL09380 

IMPLICIT INTEGER (A-Z) PAL09390 

COMMON /BLK/ P 8 8 X 10 ( 1 0 , » U ) , P ROD8 (8 , 11) , P ROD L N ( « 0 , 7) PAL091400 


DATA 

PR8X 10/ 



PAL0941C 

1 

4, 4, 4, 4, 4, 4, 

4, 4, 

4, 

PAL09420 

2 

Of 5. 5| 5, S, 

5, 5. 

6. 3, 

PAL09430 

3 

8, 

1 , 7, 

3, 3, 

PAL09440 

4 

3, 3, 3, 9,10,10, 

3. 

3, 3, 

PAL09450 

5 

3, 3, 3, 3, 1, 1, 

3, 3, 

3, 3, 

PAL09460 

6 

2, 2, 2, 2, 1, 1, 

3, 3, 

3, 3, 

PAL09470 

7 

11,11,11,11,11,11, 

11,11, 

11,11, 

PAL0948U 

8 

11,11,11,11,11,11, 

11,11, 

11,11, 

PAL09490 

9 

11,11,11,11,11,11, 

11,11, 

11,11, 

PAL09500 

A 

11,11,11,11,11,11, 

11,11, 

11,11, 

PAL095 10 

B 

3, 1, 1, 1, 1, 1, 

1, 1, 

1, 3, 

PAL09520 

C 

3. 1, 1, 1, 1, 1, 

«. 

1, 3. 

PAL09530 

D 

3, 1, 1, 1, 1, 1, 

1, ». 

«, 3, 

PAL09b40 

E 

3, 1, 1, 1, 1, 1, 

1. 1. 

«, 3/ 

PAL09550 

DATA 

PROD6/ 



PAL09560 

1 

1. 1, 1, 1, 1, 1. 1, 1, 



PAL09570 

2 

2, 2, 2, 2, 2, 2, 2, 2, 



PAL09580 

3 

3|3,3,3,3,3,3,3, 



PAL09590 

4 

4, 4, 3, 3, 3, 3, 3, 3, 



PAL09600 

5 

^i^i3,3,3,3,3,3. 



PAL09610 

6 

5, 5, 5, 5,3, 3,3,3, 



PAL09620 

7 

6, 0,6, 6, 3, 3,3, 3, 



PAL09630 

8 

6,6, 3, 3, 3, 3, 3, 3, 



PAL09640 

9 

7, 7, 7, 7, 7, 7, 3, 3, 



PAL096b0 

A 

7, 7, 7, 7, 3, 3, 3,3, 



PAL09660 

B 

1, 1, 1, 1,3, 3, 3, 3/ 



PAL09670 

DATA 

PHODLN/ 



PAL09680 

1 

40«‘ IdX, 



PAL09690 

2 

40*1HP, 



PAL09700 

3 

40» lilN, 



PAL097 10 

4 

6* IHX, 2* IriP, 2* IHX, 

2* lap. 

2*1HX, 2*1HP, 2* IHX, 

PAL09720 

4, 

2’!' lriP,2«‘ IHX, 2*1HP, 

2* IHX , 

2*1HP , 2* IHX , 2* IhP, 

PAL09730 

4 

2*1HX,2’> IHP,4« IrtX, 



PAL09740 

5 

10* IHX, 2* 1HP,2* lux 

, 2* IHP 

,2* IHX i 2* IHP, 2* IHX, 

PAL09750 

S 

2* IHP, 2* IHX, 2* IHP, 

2* IHX, 

2*lH?,9*lnX, 

PAL09760 

t> 

14* IHX, 2* 1HP,2* lax 

, 2# lilP 

,2*1HX,2*1HP,2*1HX, 

PAL0977O 

6 

2*1HP, 1 2* IHX, 



PAL09780 

7 

18# IHX, 2* IHP, 2* IHX 

, 2* IHP 

,16*1 HX/ 

PAL09790 


END PAL09800 

C PAL09810 

<!«««< 9 820 

C PAL09830 

PAL09840 
PAL09850 
PAL09860 
PAL09870 
PAL09880 
PAL0989Q 
PAL09900 


SUBROUTINE T WEEK ( IT if PE , L FUSES) 

THIS SUBROUTINE IHEEKS LfUSES (THE PROGRAMMING FUSE PLOT) 
FOR HIGH AND LOW PHANTOM FUSES 
IMPLICIT INTEGER (A-Z) 

LOGICAL LFUSES (40 , 80) , L B L A NK . LL E FT . L A ND , LOR , LS L AS H . 

I LEOUAL, LRIGHT.LXOR 

COMMON LBLANK , LLEFT, LA NC , LOR , LSLASH, LEOUAL.LRIGHT, LXOR 
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COflHON /BLK/ PH0X1O(1O, 14) ,PK0D8(b, 11) 

, PRODLN (40,7) 

PAL03910 



DATA P/'P'/i }</' N'/ 



PAL09920 



FUSPTR= 1 



PAL09930 



DO 30 OUrPUT= 1,10 



PAL09940 



GRTYPE=PR8X 10 (OUTPUT.ITYPS) 



PAL09950 



DO 30 ?RLIHE= 1,8 



PAL09960 



LNTYPE»PHOD8 (PaLINE,GHTYP£) 



PAL09970 



DO 20 COL=1,40 



PAL09980 



IF (PRODLN (COL, LNTYPE) .EQ.P) 



PAL09990 



1 LFUSES (COL, FUSPTR) - ,THU £. 



PAL 10000 



IF (PRODLN (COL, LNT YPE) .EO.N) 



PAL10010 



1 LFUSES (COL, FUSPIR) =, FALSE. 



PAL 10020 


20 

CONTINUE 



PAL10030 



FUSPTS=«FU3PTH^ 1 



PAL 10040 


30 

CONTINUE 



PAL 10050 



RETURN 



PAL 10060 



END 



PAL10070 

c 





PAL 10080 


C 





PAL 10 100 



SUBROUTINE B I N R ( L FUS ES , d , L) 



P A L 1 0 1 1 0 

C 


THIS SUBROUriNE GENERATES BINARY PROGRAHHING FORMATS 

PAL10120 



IMPLICIT INTEGER (A-Z) 



PAL10130 



INTEGER HEMP (5,10) 



PAL 10 140 



LOGICAL LFUSES (40 ,80) 



PAL 10150 



COMMON /LUNIT/ PMS,POF,PDF 



PAL 10160 



WHITE (PDF, 10) 



PALIO 170 


JO 

FORMAT (//, ' 



PALIO 180 



DO 20 1=1,41,40 



PALIO 190 



INC=I- 1 



PAL 10200 



DO 20 IPROD= 1,8 



PAL10210 



DO 20 J=1,3 1, 10 



PAL 10220 



DO 15 K=» 1, 10 



PAL 10230 



IINPUT = Ji-K- 1 



PAL 10 24 0 



ITEMP(1,K)=L 



PAL 10250 



ITEMP (2,K) »L 



PAL 10260 



IT£MP(3,K)=L 



PAL 10270 



ITEMP(4,K)»L 



PAL10280 



ITEMP (5,K) =L 



PAL 10290 



rSOM3 = lPKOOHMC 



PAL10300 



IF (LFUSES (IINPUT,I3UH3 ► 0 

)) 

ITEMP (5,K) =H 

PAL10310 



IF (LFUSES (IINPUT, ISUH3 8 

) } 

ITEMP (4,K) =H 

PAL 10320 



IF(LFUS£S (IiNPUT,ISUM3 lb 

)) 

ITEM? (3,K) =H 

PAL 10330 



IF (LFUSES (IINPUT, ISUM3 •• 24 

)) 

ITEMP(2,K)=H 

PAL 10 340 



IF (LFUSES (IINPUT, ISUM3 *■ 32 

)) 

ITEMP (1,K)=H 

PAL10350 


15 

CONTINUE 



PAL10360 


20 

WHITE (PDF, 30) HEMP 



PAL10370 


30 

FORMATC ' , 10 (• a* , 5A 1 , • F •)) 



PAL 10380 



WRITE (PDF, 10) 



PAL10390 



RETURN 



PAL10400 



END 



PAL10410 

C 





PAL10420 


C PAL10440 

SUBROUTINE S LI F (L FUSES , 1 88p RO , IT Y PE , I BLO M) PAL10450 


24 
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THIS 

SUBROUTINE WILL BLOW THE ENTIRE 

CONDITIONAL THREE-STATE 

PAL 10460 

PRODUCT LINE WHEN 'IF(VCC)* CONDITION IS USED FOR THE 

PAL 10470 

CORRESPONDING OUTPUT PIN 


PAL10480 

IMPLICIT INTEGER (A-Z) 


PAL 10490 

INTEG 

ER lENABL (10, 14) 


PAL 10500 

LOGICAL LFUSE5 (40,80) 


PAL10510 

1=ENABLED OUTPUT. 0*ANYTH1NG ELSE 

FOR THAT OUTPJI 

PAL10520 

DATA 

lENABL/ 


PALI0530 

1 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL10540 

2 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL10550 

3 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL10S60 

U 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL10570 

5 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL10580 

b 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL 10590 

7 

1f^l1t^t^«lt1l1»1»1» 


PAL10600 

6 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL 10610 

9 

1,0,0,0,0,0,C,0,0, 1, 


PAL 10620 

A 

1,1, 1.0, 0,0,0, 1,1, 1, 


PAL 10630 

a 

0, M, 1, 1, 1,1, 1. 1,0, 


PAL 10640 

C 

0,0, 0,0, 0,0, 0,0, 0,0, 


PAL 10650 

D 

0, 1,0, 0,0, 0,0,0, 1,0, 


PAL10660 

E 

0, 1, 1,0, 0,0,0, 1, 1,0/ 


PAL 10670 

IOUT= 

(iad?RO-l)/3*’l 


PAL 10680 

IF (lENABL (lOUT, ITYPE) .EO.O) RETURN 


PAL10690 

DO 10 

1=1,40 


PAL10700 

IBLOW 

= IBLOW * 1 


PAL107I0 

10 LFUSES(I,I88PRO) = .TRUE, 


PAL10720 

I86PRO » I03PRO *■ 1 


PAL 10730 

RETURN 


PAL 10740 

END 



PAL 10750 
PAL 10760 


Collie# IQ 77 Q 


c 

SUaSOUTINE FANIOM (I TI P E , 10 P , lOUT, I PROD, 1 8 PRO) 

C THIS SUBROUTINE UPDATES lOUT (THE PRINTED FUSE PLOT) 

C FOR HIGH AND LOW PHANTOM FUSES 

IMPLICIT INTEGER (A-Z) 

INTEGER IOUT(64) 

LOGICAL LBLANK , LLEFT, LAND , LOR . LSLASH . LE\^UAL , LR IGHT. LXOR 
COMMON LBLANK, LLEFT, LAND, LOR, LSLASH.LE2UAL.LBIGHT,LXOR 
COMMON /BLK/ P R8 X 1 0 ( 1 0 , I H) , PR OD8 (8 , H ) , P RODLN (4 0 , 7) 

DATA B/'B'/. N/'N'/f P/'P'/.LOFRNT/'0'/rHIFANT/'OVfI3LANK/' •/ 

C GET OUTPUT GROUPING 

OUTPUT= (IPROO- 1) /8M 
GRTY ?E=PRaX 10 (OUTPUT, ITXPE) 

LNTY?E = PR008 (I8PRO, GRTYPE) 

DO 10 COL=I,UO 

IF( PRODLH (COL,LNTYPE) .EQ.P.AND.IOP.EQ.P ) lOUT (COL) »HIFANT 
IF( PRODLN(COL,LNTYPE) .EQ.P.AND.IOP.EO.B ) lOUT (COL) =I BLA NK 
IF( PRODLN (COL,LNTYPE) ,EQ ,W ) TOUT (COL) =LOFANT 

10 CONTINUE 
RETURN 
END 
C 


PAL 10780 
PAL10790 
PAL 10800 
PAL 10810 
PAL 10320 
PAL10830 
PAL10840 
PAL108S0 
PAL10860 
PAL 10870 
PAL 10860 
PAL 10890 
PAL 10900 
PAL 10910 
PAL10920 
PAL 10930 
PAL10940 
PAL10950 
PAL10960 
PAL10970 
PAL10980 
PAL 10990 
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SUaROUIINE IODC2 

xHis ROUTINE IS OPTIONAL, IT MAY BE USED TO TURN PERIPHERALS ON 
IMPLICIT INTEGER (A-Z) 

INTEGER BEL.DC2 

COMMON /LUNIT/ PMS,POF,PDF 

DATA bel/207000000/, DC2/Z22000000/ 

WRITE (PDF, 10) DC2,3EL 
I 0 FORMAT (• ' , 2A 1) 

RETURN 

END 


PALI 
PAL 1 
PALI 
PALI 
PAL 1 
PAL 1 
PALI 
PAL 1 
PAL 1 
PAL 1 
PAL 1 

C PAL 1 

c pal I 

SUBROUTINE IODC4 PALI 

this ROUTINE IS OPTIONAL, IT MAY BE USED TO TURN PERIPHERALS OFF PALI 

IMPLICIT INTEGER (A-Z) PALI 

INTEGER BEL,DC3,DC4 PALI 

DATA BEL/Z07000000/, OC3/Z23000000/,DC4/Z24000000/ PALI 

WRITE (PDF, 10) BEL, DC 3, DC4 PALI 

1 0 FORMAT (• • , 3A 1) PAL 1 

RETURN PALI 

END PALI 

c pal 1 

C PALI 

PAL 1 
PAL 1 
PALI 
PALI 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PALI 
PAL 1 
PALI 
PAL 1 
PALI 
PAL 1 
PAL 1 
PAL 1 
PALI 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PAL 1 
PALI 


SUBROUTINE TEST(LPHASE,LBUF,TITLE,IC,IL,ILE,ISYM,IBUF,ITYPE, 

1 IPCTH , LEHR, IS AF, iPCTfi 1, LSA 1 1 , LSAO 1) 

C THIS SUBROUTINE PERFORMS THE FUNCTION TABLE SIMULATION 

C AND GENERATES TEST VECTORS 

IMPLICIT INTEGER (A-Z) 

INTEGER IS YM (8,24) , I S YM I (8 , 2 4 ) , IBU F (8 , 2 4) ,IVECT (24) , IVECTP (24) , 

I ISIATE (24) ,I3TATI (24) ,IPIN (24) ,TITLE(80) , IPCTR 

LOGICAL LBLANK , L L E F I , L A N D , LO R , LS LAS H , LEQU AL , LR IG H T , L X OR , L3 AH E , 

1 XOPFNO,LERR,LPHASE(24),LPHASI(24),LBUF(24),LOUT(24) , 

2 LOUTP (24) , LCLOCK,LPTRST,LCTRST, LENABL (24) ,NREG, 

3 LSA 11 , LSA I 2, LSAO 1 , LS A02. 

INTEGER BEL 

COMMON LBLANK,LLEFT,LAND,LOR,LSLASH,LE0UAL,LHIGHT,LXOa 
COMMON /PGE/ IPAGE (80, 200) 

COMMON /LUNIT/ PMS,POF,?DF 
COMMON /FTEST/ I FU NCT , I DESC , I £N D 

DATA IDASH/'-'/, L/' L'/i H/' 11'/ t X/'X'/fC/'C'/» Z/' Z'/r NO/' 0'/, 

I N 1/' 1 '/, ERR/' ? '/, IBLANK/' '/ ,COMENT/» ; '/ 

DATA BEL/Z07000000/ 

C PRINT AN ERROR MESSAGE IF NO FUNCTION TABLE IS SUPPLIED 

IF(IFUNCT.NE.O) GO TO 3 
HRITE(PMS,2) 

2 FORHAT(/,' FUNCTION TABLE MUST BE SUPPLIED IN ORDER TO PERFORM', 

1 • SIMULATION') 

RETURN 

C PRINT TITLE 

3 IF ( (.NOT.LSA 1 1) .AND. (. NOT. LSAO 1) ) WRITE(POF,4) TITLE 

4 FORHAT(/,' ',80AI,/) 

C INITIALIZE LERR (FUNCTION TABLE ERROR FLAG) TO NO ERROR 


1010 
1020 
1030 
104 0 
1050 
1060 
1070 
1080 
1090 
1 100 
1110 
1 120 
1 130 
1140 
1 150 
I ISO 
1 170 
1180 
1190 
1200 
1210 
122 0 
1230 
124 0 
1250 
1260 
1270 
1280 
1290 
UOO 
1310 
1320 
133 0 
1340 
1350 
1360 
1370 
I 380 
1390 
1400 
14 10 
1420 
1430 
1440 
1450 
1460 
1470 
1480 
14 90 
1500 
1510 
1520 
1530 
1540 
1550 
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LEHR= .FALSE. 

C INITIALIZE NERR (NUMBER OF FUNCTION TABLE ERRORS) TO NO 

NERR=0 

C • SET THE STARTING POINT OF THE FUNCTION TABLE TO COLUMN i 
C ANO IFUNCr *• i 

1C = 0 

IL=IFUNCT 

C INITIALISE SA1/SA0 PARAMETERS 

IPCTR3=0 
IEWN=0 
IPCTR=0 

C INITIALIZE ITRST (THREE-STATE ENABLE FUNCTION TABLE PIN 

itrst=o 

C MAKE A DUMMY CALL TO INCH 

CALL INCa(IC.IL) 

C GET THE FUNCTION TABLE PIN LIST (UP TO 22) 

C GO ONE MORE THAN MAX TO LOOK FOR DASHED LINE 

DO 10 1=1,23 

CALL G£TSYn(LPHASt,ISYMl,I,IC,IL) 

DO b J= 1 , 8 

5 IBUF (J, 1) =I5Yn 1 (J, I) 

IF (laUF (8, 1) .Ev.IDASH) GO TO 12 
CALL MATCH (IMATCH, IBUF, ISYM) 

IF (IM ATCH , NS .0) GO TO 7 
WaiTE(PMS,6) (IBUF (J, 1) ,0=1,8) 

6 FORMAT (/,• FUNCTION TABLE PIN LIST ERROR AT', 8A1) 

RETURN 

7 LOUT (I) =. FALSE. 

I3TATT(I)=X 

IVECTP(I)=X 

C IF APPHOPIATE PAL TYPE, REMEMBER LOCATION OF CLOCK AND 

C ENABLE PIN IN FUNCTION TABLE PIN LIST 

IF( .NOT. (ITYP£,EQ.8.OR.ITYPE.£Q,9.OH,ITYPE,E0. 10.OS. 

1 IXYPE.Eg. 12.OR.ITYPE.E0.1 3.0R.ITYPE.EQ. 14) ) ( 

IF (IMATCH. EU . 1) iCLOCK = l 
IF (IMATCH . EO. 1 3) ITRST=I 
10 IPIN (I) =IMATCH 

C ALL SIGNAL NAMES FOR THE FUNCTIONAL TEST HAVE BEEN READ 

C ADJUST COUNT 

12 IMAX=I-1 
NVECT=0 
C 

C««#^*stAHT of main LOOP FOR SIMULATION****’*' 


NUMBER) 


GO TO 10 


PALI 

1560 

PAL 1 

1570 

PALI 

1580 

PAL 1 

1590 

PALI 

1600 

PALI 

1610 

PAL 1 

1620 

PAL 1 

1630 

PAL 1 

1640 

PALI 

1650 

PAL 1 

1660 

PALI 

1670 

PALI 

1680 

PALI 

1690 

PAL 1 

1 700 

PALI 

1710 

PALI 

172 0 

PAL 1 

1 730 

PAL 1 

1740 

PALI 

1750 

PALI 

1760 

PALI 

1770 

PAL 1 

1780 

PAL 1 

1790 

PAL 1 

1800 

PALI 

1810 

PAL 1 

1820 

PALI 

1830 

PALI 

184 0 

PALI 

1850 

EPAL 1 

1860 

PAL 1 

1870 

PAL 1 

1880 

PAL 1 

1890 

PALI 

1900 

PAL 1 

19 10 

PAL 1 

1920 

PALI 

1930 

PALI 

1940 

PAL 1 

1950 

PALI 

I960 

PALI 

1970 

PALI 

1980 

PAL 1 

1990 


90 I?CTR2=0 
I£'3N = 0 
IPCTH3=0 
LSA 12=, FALSE , 
LSA02=. FA LSE . 


NVECT=NVECT»' 1 

IC1=0 

IL1=1LE 

GO PASSED COMMENT LINES 
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23 

IF (IPAGE ( 1 , IL) , NE.COMENT) GO 10 24 

P A L 1 2 1 1 0 



IL = ILH 

PAL 12 120 



GO TO 23 

PAL 12130 


24 

CONTINUE 

PAL12140 

c 


GETS VECTOHS FhOM FUNCTION TABLE 

PAL 12 150 



DO 20 I=1,1MAX 

PAL 12 160 



IF(IPAGE (IC,:..L) .E^.TaLANK) GO TO 21 

PAL 12 170 



GO TO 22 

PAL 12180 


2 1 

IC=ICM 

PAL12190 



T F (I? AG E (IC, iL) . Ey. idLANK) GO TO 21 

PAL 12200 


22 

IVECT(I) =rPAGE(IC,TL) 

PAL 12210 



IC=IC»^ I 

PAL 12220 


20 

CONTINUE 

PAL 12230 

c 


ADVANCE LINE COUNT TO SKIP FUNCTION TAdLE COKHENTS 

PAL 12240 



IL = IL ^ 1 

PAL12250 



IC=1 

PAL 12260 



IF (IVECT ( 1) . EQ. IDASrt) GO TO 15 

PAL 12270 

c 


CrfECK FOB VALID FUNCTION TABLE VALUES (L,H,X,Z,C) 

PAL 12280 



DO 11 1 = 1, I MAX 

PAL 12290 



IF( :VECT(I) .EG.L.Oa.IVECT(I) .ED.H.Oh.iVECT(I) .Ey.X.OS. 

PAL 1 2300 



IVECT (I) . EO.Z.Oa.IVECT (I) .EO.C) GO TO 11 

PAL 123 10 



NrtlTE (?ns , 3) I VECr (T) , N VECT 

PAL 1 2 320 


8 

FOKi1AT(/,' *,Al,' IS NOT AN ALLOWED FUNCTION TABLE ENTKX', 

PAL 12330 



' IN V EC rOH ‘ , 13) 

PAL 12 34 0 



ft E I u a N 

PALUiSO 


1 1 

CONTINUE 

PAL 12 360 

c 


INITIALIZE CLOCK AND ThBEE-STATE EKArtLE FLAGS 

PAL 1 2370 



LCLOCK=. FALSE, 

PAL12380 



LCTRST=, TftUE . 

PAL 12390 



LPTftST=, TRUE . 

PALI 2400 



DO 13 1=1, IKAX 

PAL 124 10 


1 3 

LENABL (I) =. raUE, 

PAL 12420 

C 


INITIALIZE NREG (NOT REGISTERED OUTPUT) TO FALSE 

PAL 12430 



NriEG=, FALSE, 

PAL 12440 

c 


INITIALIZE ISTAIE ARRAT lO ALL X'S 

PAL 12450 



DO 15 1= 1 , 24 

PAL 12460 


15 

ISTArE(I)=X 

PAL 12470 

c 


CHECK IF This PAL TXPE HAS REGISTERS 

PAL12480 



IF( .NOT. (iTY?£.Ev.3.O3,lTlfPE.£3.1,OH.ITlfPE,Ew>,10.OR. 

PAL 12490 



ITYPE.Ev. 12,OH.ITY?E,EQ, I3.0R, ITTPE. £3. 14) ) GO TO 25 

PAL 12500 

c 


CHECK CLOCK AND THREE-STATE ENABLE PINS AND CHANGE FLAG IF NEEDED 

PAL 12510 



I F (iVECT (ICLOCK) . EQ.C) LC LOC K = . TftU E . 

PAL12520 



IF (ITRSr, E3.0) GO TO 25 

PAL 12530 



LSAKE=( ( LPHASE ( 1 3) ) .AND. ( LPHA 3 1 (ITRS T) ) . OB . 

PAL 12540 



1 . NOT. LPH ASE ( 1 3) ) . AND . (. NOT. LPHAS 1 (ITHST) ) ) 

PAL 12550 



IF ( I V ECT (ITRST) . Eg . L . A N D , ( , NO T . LS AM £) , OR . 

PAL12560 



. IVECl (ITRST) , E3.H.AND. ( LSAME) ) LPTH S T= . F A L 3 E . 

PAL 12570 



IF(LPTRST) GO 10 25 

PAL12580 

c 


DISABLE REGISTERED OUTPUTS IF APPROPRIATE 

PAL 1 2590 



DO 4b I=1,IMAX 

PAL 12600 



J=1PIN (I) 

PAL12610 



IF(J,Eg. 17. OH, 0. Eg. 18. OR, J. Eg, l9.OR,J,Eg,2 0) LENA 0 L(I)=, FALSE, 

PAL 12620 



IF ( (ITYPE, Eg , 8.0H.ITYPE . Eg. 1.0R. IT YPE.Eg, 1 2. OR. 

PAL 12630 



ITYPE, Eg, 13) . AND. (J.EQ. l6.0H.J.Eg.2 1) ) L E N A B L ( I) = , F ALS E . 

PAL12640 



IF( (irYPE.EQ.6.0B.ITYPE.Eg.9,OR,lIYPE.Eg.l2) .AND, 

PAL 12650 


24 
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file; PAL2a 


FORTRAN A 


NSC TIME SHARING SERVICES VM/SP RELEASE 2,0 


I (J.Eg. 15.0R,J.Eg,22) ) LENA8L(I) =. FALSE 

IF( IfYPE.EQ.H, ANO, (J.Eg. I4,0R.J,£Q, 23) ) LEN A B L ( I ) = . F AL S £ 

4b CONTINUE 
C 

C«»«**SCAN raaOUGH the logic ECUaTIONS-:'***'!' 

c 

C HAKE A DUaKY CALL TO INCR 

25 CALL INCH (IC 1 , IL 1) 

26 CALL GETSYfl (LBUF.IBUF, 1 ,1C I, IL I) 

IF(LLEFT) GO TO 2'J 

27 IF (.NOI.LEQUAL) GO TO 26 
C 

iF(LEgUAL) IEgN = IEgNH 

c 

C EVALUATE CONDITIONAL TrihE£-3TAT£ PRODUCT LINE 

29 IF(L2gUAL) GO TO 35 
NREG=.XRU£, 

33 CALL GSTSYn(L3UF,iBUF, I.ICl.ILl) 

CALL HATCH (IINP.IDUF.ISYKl) 

C CHECK FOR GND, VCC, /GND, OR /VCC IN CONDITIONAL THREE-STATE 

C PRODUCT LINE 

IF(IINP.N£,0) GO TO 32 
CALL MATCH (IMATCH ,IBUF, ISYrt) 

ILL=ILI 

IF( IMATCH’.Eg. 12.AND, (LHUF(I) ) .OR, 

1 IMATCil.Eg, 24, AND. (.NOT.LBUF (1) ) ) LC T R S 1= , F A L S E . 

IF( IINP.Eg.O. AND.LMATCH.NE, 12.AND.iMATCH,NE. 24 ) GO TO iOO 
GO TO 34 

32 ITEST = IV ECT (IINP) 

IF( ITE3T . Eg. L , AND. ( LPHAS 1 (II NP) ) , AND, ( LBUF(l)) 

i.OR. ITESI . Eg.H. AND. ( L PH AS 1 ( II NP) ) , A N D , ( . NOT . LBU F ( 1 ) ) 

2, OH, ITEST, Eg. H. AND. (.NOT.LPHAS1 (IINP)) . AND. ( LDUF(I)) 

3, OR, ITEST.Eg.L.ANO, (.NOT.LPHASi (IINP)) , A ND , ( , NOT . LB U F ( 1 ) ) 

4 ) LCTHST* , FALSE, 

IF (ITEST, Eg, X, OR, ITEST .Eg. 2) LCTbST= , FA LSE, 

34 IF(LAND) GO TO 33 
GO TO 27 

C 

C EVALUATE THE LOGIC EQUATION 

C 

C FIND PIN NUMBER OF THE OUTPUT VECTORS 

C 

35 IPCTR3=0 
C 

CALL MATCH (lOUrP.iaUF.ISYM 1) 

C FLAG FOR UNREGISTERED OUTPUTS 

CALL MATCH (lOUI.IBUF.ISYM) 

IF(ITYPE.L£.7,OR,iTYP£.Sg,n) NREG=.T{<UE, 

1F( (ITYP£.Eg.9.0R,ITYP£.Eg,10) .AND, (TOUT, Eg. 1 4 . OR . TOUT . Eg . 23) ) 

1 NREG^.THUE. 

IF( (ITYPE.Eg.iO.OS.ITYPE.EQ, I 3 , OB . ITY P E . EQ . 14) .AND. 

1 (lOUr. Eg. 15. Oft. LOUT, Eg, 22) ) NR£G=,THUE, 

IF ( (ITYPE.EQ. 10 .OH.ITYPE.EQ, 14) . AND, (1 0 U T , EQ , 1 6 , OH . lOUT, EQ. 21) 

1 NREG=,IHU£. 

ILL=IL1 


. PAL12660 
, PALI2670 
PAL 12680 
PAL 12690 
PAL 1 2700 
PAL 12710 
PAL 1 2720 
PAL 1 2730 
PAL 12740 
PAL 12750 
PAL 1 2760 
PAL 1277Q 
PAL 12780 
PAL 1 2790 
PAL 1 2800 
PAL I 28 10 
PAL 12820 
PAL12830 
PAL 12840 
PAL 12850 
PAL 12860 
PAL 1 2870 
PAL 12880 
PAL 12890 
PAL12900 
PAL12910 
PAL12920 
PAL 1 2930 
PAL 12940 
PAL129SQ 
PAL 12960 
PAL12970 
PAL 12980 
PAL1299U 
PAL 13000 
PAL 1301o 
PAL 13020 
PAL 13030 
PAL1304C 
PAL 13050 
PAL13060 
PAL 13070 
PAL 13080 
PAL 1 1090 
PAL 13 100 
PAL13 1 10 
PAL 13 120 
PAL 13 130 
PAL 13 140 
PAL13150 
PAL 13160 
PAL 13170 
) PAL13160 
PAL13 190 
PAL 13200 


24-102 


FILi;; PAL24 FOaiBAN A NSC TIflE SHARING SERVICES Vrt/SP RELEASE 2.0 



IF (lOUTP . EQ. 0) GO TO 100 

PAL 132 10 


IF(NREG) LENABL (lOUTP) =LCrRS r 

PAL 1 3220 


LOOT (lOUTP) =>.THU£, 

PAL 1 3230 


1F( .NOT.LCTRST ) LOU T ( lOUTP) = . FA LS E . 

PAL 13240 


LCTaSX=,TRUE , 

PAL 13250 


LOUTP (lOUTP) =LaUF (1) 

PAL 13260 

C 

DETEriaiNE PRODUCT lERfl AND EVENTUALLV SUrt FOR OUTPUT KEEPING 

PAL 13270 

C 

TRACK TO SEE IF AN XOR (EXCLUSIVE OR) HAS BEEN FOUND 

PAL 13280 


XORSUH=H 

PAL 13290 


XORFND= . FALSE, 

PAL 13 300 


I3Un=L 

PAL 13310 

C 


PAL 13320 


28 IPCTR2 = I?CTK2«- 1 

PAL 1 3330 


IPCTa3=IPCTR3»- 1 

PAL 1 3 340 


IPCl'R^IPCTR »• 1 

PAL13350 

C 


PAL 13360 


I?aOD = tl 

PAL 1 3370 


jO ILL=ILI 

PAL 13380 


CALL GETSlf B (LBUF.iaUF, 1 ,IC 1, IL 1) 

PAL 1 3 390 


CALL BATCa (IINP, IBUF, ISXn 1) 

PAL 13400 


IF (II NP. NS . 0) GO TO 4 7 

PAL 134 10 


CALL BATCti (IBATCH.IBUF, ISXB) 

PAL 1 3420 


IF (Irt ATCH . N E. 1 2 . AND, rtlATCH . NE . 24) GO TO lOu 

PAL 13430 

C 

TWEEK FOR GSD AND VCC IN PRODUCT LINE 

PAL 13440 


IF (IMATCH. £0. 1 2) 1TE3T = L 

PAL13450 


IF (IHAXCH . EQ . 2^) ITSST^rt 

PAL13460 


IINP=«23 

PALI 3470 


LPrtASl (23) =,TRU£, 

PAL 1 3480 


GO TO 37 

PAL 1349U 


4 7 IT£Sr = IVECT (IIN?) 

PAL 13500 

C 

GET REGISTERED FEED BACK VALUES 

PAL 135 10 


IF(NHEG) GO TO 37 

PAL13520 


CALL rtATCH(IIF8,IcUF,ISVB) 

PAL 13530 


IF( (ITlfPE.E0.8.OR,ITYP£,£j.9.OR.irYPE,Ey,10,OR,ITYPE,E3.12.OR. 

PAL 13540 


1 rrYPE,E2.l3.0a,IlYP£.Ey.l4).AKD.(IIFa,Ey,17,0R,IIFB,£y,18.0R 

.PAL13550 


2 IIFQ, EO. 19.0R.IIFa,Ey. 20) ) ITEST=I V ECTP (11 NP) 

• PAL 1 3sb0 


IF( (irYPE.Ey,8,0h.ITYPE,Ey.9,0R.irYPE.£y.l2.0a,IIY?E.£g, IJ) .AND, 

PALlib/y 


1 (ilFb.EO, lo.Oh,IIFa.Ew.21) ) ITEST=IVECTP (IIHP) 

PAL13560 


IF( (ITYPE. £V. 8, OR, ITYPE. SO, 9 .OR.IXYPE, EQ, 1 2) .AND. 

PALI 3590 


1 (IIFa.EQ. 16.0R. IIFb.Ey.22) ) lTEST=i VECTP (IlhP) 

PAL 13 600 


IF( ITYPE. Ey. a.AKD, (IIFfa.EQ . 14 .OR. IIFrf, Ey. 23) ) 

PAL136 10 


1 ITEST=1VECTP (IIN?) 

PAL1362U 


37 IF(ITESr.Sy,X,OR.iT£ST,£Q,Z) ITEST=L 

PAL 1 3 b3 U 


IF( ZTEST.EQ.L.AND, ( LPHAj 1 (IINP)) . AND, ( LBUF(l)) 

PALI 3640 


l.OR. IIEST.EQ.ri.AND. ( L ?d AS 1 (II » P) ) . A ND , ( , NOT , L BU F ( 1 ) ) 

PAL 13650 


2. OR, ITESI . £t,H. AND. (, NOT .LPHAS 1 (IINP)) . AND. ( LBUF(l)) 

PAL13660 


3. OR. ITESr.EQ,L.AND,(.NOI.LPriAS1(IINP)).AND,(.NOT,LBUF(l)) 

PAL13670 


4 ) IPHOD=L 

^AL 13680 

c 


PAL 13690 


IF ( (iPCTH2,Sy, IPCTR 1) .AND, (L3A 11) ) GOTO 110 

PAL 13700 

c 


PAL 137 10 


38 IF (LAND) GO TO 30 

PALU720 

C 


PAL13730 


IF ( (IPCTR2. EQ.IPCTK 1) .AND. (LSAO 1) ) GO TO 120 

PAL 1 3 74 0 

C 


PAL13750 
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121 IE (ISUM . £Q . L . AND. IPROO . EQ.X) ISUM=X 

IE( (ISUM.NE.H) .AKD.IPHOC.£',J.H ) ISOM = H 

CHECK FOK XOH (EXCLUSIVE OK) AMD SAVE INTERMEDIATE VALUE 

IF (.NOT .LKOfl) GO TO 3 1 

X0KSUM=1SUM 

XORFND».TaUE . 

iSUM=L 

GO TO 2b 

31 IF(LOH) GO TO 28 
1PCTR3=0 

IF END OF EVUATION HAS 8EEN FOUND, DETEHMINE FINAL SUM AMD SAVE ] 

IF (.NOT, XJKFND) IS TATI (lOUT?) =1S0K 

IF( (XOftFND) , AND. ( (ISUrt .Ev , L. ANO.XOHSUM . EQ. L) .OB, 

1 (ISUM.E2.H.AND.XORSUM.E3.H)) ) IS I ATT ( lOU T P) =L 

IF( (XOBFND) , AND. ( (ISUrt . EQ.H , AMD.XOBSUM, EC. L) .OB, 

1 (ISUM.Ey.L.AMD.XOHSUM.Ev.H) ) ) ISTATT (lOUTP) =H 

IF( (XOBFND) , AND. (IS UM . Eg , X , OB , XORSUM.EQ.X) ) ISTATT (lOU TP) =X 
REGI3TEB DOES NOT CHANGE STATE IF NO CLOCK PULSE IS RECEIVED 
IF( (LCLOCK) .OB. (NREG) ) GO TO 3b 

LSAME = ( ( LCUTP (lOUTP) ) . AND. ( LPH AS 1 (lOUTP) ) . Ort , 

1 (. NOT. LOUT? (lOUTP) ) .AND. (. NOT . LPHAS 1 (lOUTP) ) ) 

IF( IVECT? (lOUTP) . Eg. L. AND. ( LSAME) ) ISTATT (lOUTP) =L 

IF( IVECTP (lOUTP) .Ew.H.AND. ( LSAME) ) 1ST A T T ( 10 U T P) = H 

IF( I VECIP (lOU T?) . Eg. L. AND. ( . NOT.LSAME) ) ISTATT (lOUTP) =.4 

’ IF( IVECTP (lOUTP) .Eg. d. AND. (.NOT. LSAME) ) 1ST A TT ( 10 UT P) = L 

36 N8EG=. FALSE. 

CHECK IF ALL EgUATIONS HAVE BEEN PROCESSED 3V COMPARING CURRENT 
LINE NUMbjEH WITH FUNCTION TABLE LINE NUMBER 
IF(lD£SC.NE.0,AND,ILl,LT.IFUNCT.AND,rL1,LT.IDESC.OR. 

1 IDESC, Eg.O, AND.ILl .LT.IFUNCI) GO TO 2 7 
DETERMINE OUTPUT LOGIC VALUES 
COMPARE OUTPUTS TO SEE IF VECTOR AGREES WITH RESULTS 
DO 50 1= 1 , IMAX 
IF (. NOT. LOUT (I) ) GO TO 50 

IF (ISTATT (I) .Eg. X. AND. IVECT (I) , Eg, X) GO TO 50 
LSAME = ( ( LOUTP (I) ) .AND. ( LPH A S 1 (I ) ) , 0 R , 

I (. NOr, LOUTP (I) ) .AND. (.NOT.LPHAS 1 (I) ) • ) 

IMESS=40 

IF (ISTATT (I) . Eg , L .AND. IVECT (I) , Eg , L . AND . (, NOT. LSAME) ) I ft ESS =4 I 
IF (ISTATT (I) ,Eg.H. AND.IVECT(I) .Eg.H.AND, (.NOT.LSAME) ) i MESS =4 2 
IF (ISTATT (I) .Eg. L, AND. IVECT (I) , Eg, H .AND. ( LSAME)) IMSSS=42 

IF (ISTATT (I) .Eg, H, AND, IVECT (I) .Eg, L, AND. ( LSAME)) IMESS=41 

IF( ( LENA8L(I)) . AND.IVECT(I) ,Eg,Z ) IMiSS=*43 

IF ( (. NOT . LENABL (I) ) . AND, (LOUT (I) ) .AND, I VECT (1) . NE.Z ) IHESS = 44 
IF (IMESS, NE.40) LEaR=.XRUE, 


IF ( (. NOT, LERH) . AND, ( (LSA 11) .OR, (LSAO 1) ) ) GO TO 50 

IF ( (LERR) . AN D, ( (LSA 11) .OR, (LSAO 1) ) ) GO 10 115 

IF (IMESS, Sg. 41) WHITE (PMS, 4 1) N V ECT , (IS Y M 1 ( J , I ) , J = 1 , 8 ) 

41 FORMAT(/,' FUNCTION TABLE ERROR IN VECTOR', 13, » PIN =',8AI, 

1 ' EXPECT = ri ACTUAL = L') 

ir(IME3S.Eg,42) WHITE (PMS, 42) » V EC I , (I S Y M 1 (J , I ) , J= 1 , 8) 

42 FORMAT(/,' FUNCTION TABLE ERROR IN VECTOR ',13, ' PIN =',8Al, 

1 ' EXPECT = L ACTUAL = H') 
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F0HT2AK A 


NSC TlrtE SHARING .SERVICES Vtt/S? RELEASE 2.0 


150 FORMATC PRODUCT: OF .• , * EyOATION ' , I 3, • 

1 UNTESIEJ (SA I) FAULT' ) 

IF ( (.NOT. LEKR) .ANL. (L3A01) ) W H IT E ( PO F , I 5 5) 1 PCT R4 , 1 E Q N 1 

155 FOKrtATC PHODUCT; CF • , • E J U A T ION ' , 1 3 , • 

1 UMESrED(SAO) FAULT') 

IF ( (. NOT . LEHR) .AND. ( ( . NOT , LSA 1 I ) , AND , (. NOT . LSAO I) ) ) W R 1 1 E (PO F , 6 7) 
b7 FOt<HAT(/,' PASS SIMULATION') 
iPCTH = IPCTR/ (Nt^ECT- 1) 

IF(( LESh).ANu.((.NOT,LSAll).AND.(. NUT. LSAO I) ) ) 

IWP ITE (POF , 08) aERH 

68 FOHHAT(/,' NUMRER OF FUNCTION TABLE' EriRUHS =',I3) 

RETURN 

PRINT AN ERROR MESiHOi. FOR AN UNDEFINED PIN NAME 
lOOlLERK=iLLV4 

WRITE (PMS, 101) (IbUr(I, 1),I=1,8),ILERH, (I PAGE (I,lLL),I=’.»0) 

101 FOHrtAI(/,' ERROR SYMdOL = » , 8A 1 , • IN LINE NUMBER ',13, 

1 /, • ',aCAl,/,' THIS PIN NAME IS .NOT DEFINED IN THE', 

2 ' FUNCTION TABLE PIN LIST') 

RETURN 

no IPHOD = H 

LSA 12=. TRUE. 
lE^N 1 ~Il^N 
IPCTH4=IPCTR 3 
GO TO 38 


12C IP.ROD = L 

LSAG2=,TRUE, 
lEON 1 = 1 EQN 
IPCTR4=IPCTR 3 
GO TO '121 


115 LSAF=1S.\FM 
LERR=, FALSE, 
RETURN 

END 


PAL 14860 
PAL 14870 
PAL 14680 
PAL 14890 
PAL 1490U 
P A L 1 4 9 1 0 
PAL 14 920 
PAL 14 930 
PAL 14940 
PAL 14950 
PAL 14 96 0 
PAL 14 970 
PAL149O0 
PAL 14990 
PAL 15000 
PAL 15010 
PAL 1“j020 
PAL 15030 
PAL 1304 0 
PAL 15050 
PAL 15060 
PAL 150 70 
P A L 15 0 6 0 
PAL 15090 
PAL 15 100 
PAL 15 110 
PAL 13 120 
PALIS 130 
PAL 15 l4j 
PAL 15 150 
PAL 15 160 
PALIS 170 
P A L 15 1 8 0 
PAL 15 190 
PAL 13200 
PAL 152 10 
PAL 1522U 
PAL 152 3 0 
PAL 1524 0 
PAL 15250 
PAL 15 260 
PAL 15270 
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PRODUCT TERMS (0-63) 


Logic Diagram PALI OHS 

INPUTS (0-31) 


0 12 3 4 S 8 9 1213 III? 2021 242S 2829 3031 
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PRODUCT TERMS (0-63) 
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PRODUCT TERMS (0-63) 


Logic Diagram PAL16C1 


INPUTS (0-31) 


0 < 2 3 4 S I 7 S 9 1011 I2I1U1S 19171111 207U323 342S2I27 71393031 



I I I I MM MM INI MM Nil I I 1 1 ITI 


0 1 2 3 4 5 B 7 8 9 10 11 I2I9I41B 1617IBI9 20212223 242S2S27 28293031 
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Logic Diagram PAL16L8 


INPUTS (0-31) 
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Logic Diagram PAL16R6 
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■■■■■■■■■■■■■■■■■I 

■■■■■■■■■■■■■■■■■I 





■BaaawBBBHBBaaiaaaaBBBaaBaBBaBBaai 

BBiaaBaBBaBMBBaBBaaBBBBBBBBaBBBBaaai 





iinHiHiiwiiiindMiiHiiiii 

BBBaaiBaBBBBBBHBaBaiBBBaiBBBHiBiBgBBBI 

BBaMBBBBBBBBaaaaaaBBBBHiBaBaaBaaBaBaBi 

iBBBMBaBBBaaBaBBBBaBBBaaBBaBMBBBBBBaai 

BBBBBBBBBBBBBBBIBBBBBBBBBBBBBMBBB1BBBI 

'BBBBBBBBHBBBHiBBaaiaaBBBBBBBaaBBBBBBI 

iBBBBBBBBMiaaBBBBBBBBaaaaBBBasaBaaiaaai 

BaaMBBBBaaBBBBBBBaiBBaBaBBaaaaaaaBBaBi 

iSSSBSSSBSSSaSSSSSSSSKSBSSSBUS 




BBBBBBBI 

aaaBBBBi 


IBBBflaBBBBBBBai 
IBBBaBaBBaBBaB! 
IBBBI 


^^^■waaBaBBBBgiBBaaBBBBaiaBBaBBaaHBBBBaBaBi 

■KlIlBlllilllBIIIBIIIBIIiniWIIII 
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Logic Diagram DMPAL16L6 

Inputs (0-39) 


0 1 2 3 4 5 6 7 8 9 10 11 12 13 16 17 20 21 24 25 28 29 30 31 32 33 34 35 36 37 38 39 
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Logic Diagram 


DMPAL18L4 


Inputs (0-39) 


0 1 2 3 4 5 6 7 8 9 10 II 12 13 14 IS 16 17 20 21 24 25 26 27 20 29 30 31 32 33 34 35 36 37 30 39 









BBBMBBBBBBBBBBBBB' 

lllflIIIBIIIBIII 


■■■fBBIBBBI 


BBmBBBI 


BBBMBBBHBBBMBBBi 
IHBMBBBHBBBBBBBBL 

I 










III I I I I II II 

9 10 11 12 13 14 15 16 17 20 21 


I I I I I I I I I I I I I I I I 

24 25 26 27 28 29 30 31 32 33 34 35 36 37 38 39 
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Logic Diagram 


DMPAL20L2 


Inputs (0-39) 


0 1 2 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 32 33 34 35 36 37 38 39 
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Logic Diagram 


DMPAL20X10 


Inputs (0-39) 


0123 4567 S 9 10 11 12131415 16171819 20212223 24 252627 26293031 32333435 36373839 


ll||■i■BB■■BB■BBBBiBBB■BBB■iBBB■BBB■iBBBBiBBB 
IBHBBBHBBBMBBBBiBBBMBBBBiBBBHBBB' 

iiimiiiHiBSBBBBSBSSSSBBflHIBBBHiBBBgBBBHBBB. 

.iiniiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

l■BB■■BB■BBB■iB■■■iB■B■BBB■BBB■BB■fliBBBI 




l■■B■i■BB■■BB■Bflfl■fl■fl■ifl■B■■BB■BBB■BB■■BBB 

IBBBHBBBHBBBHBBBBiBBBHBBBBBBBBBBBBBHBBBBiBBBI 
IBHBBBHBBBHBBBHIBBBBiBBBMBBBHBBBHBBB 

IBBiBBBHBBBHll|BHBBBBBBBBaiBBBHBBBHiBBB: 

■■■BHBBBHBBBHBBBBiBBBHBBBHBBBHBBBaBBBBiBBB: 
IBHBBBBIBBBBiBBBBiBBBBiBBBHBBB 

1IIIIIIIIIIIIIIIII 

IBBBHBBBBiBBBHBBBBiBBBBiBBBBiBBBMBBBHBBBBiBBB 

^BBIBBBHBBBHBBBI 

Jl■lll■lll■lll 

IBBBHBBBHBBBBiBBBBiBBBBiBBBHiBBBBlBBBBiBBBBiBBBI 

IBBHBBBHBBBHIBBBBiBBBI 

Jlllllll||lllllllll 


IBHBI 


!K?H 1 B 



inn 


inniiiiiiiiiniiniiiiiiiiiiiiiiiiiii 

BBBHBBBBBBBBHBBBHBBBBBBBBHBBBBIBBBHBBBBiBBBI 

.BBBHBBBHBBBHBBBHBBBHBBBBBBBBBiBBBHBBBBiBBBI 


I I I I I I I I I I I I III! Mil I I I I I I I I II I I I II I I I I I 

0123 4567 8 9 10 11 12 131415 1617 1819 20212223 24 252627 28293031 323334 35 36373839 
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Product Terms (0-79) 


Logic Diagram 


DMPAL20X8 


Inputs (0-39) 

0123 4567 8 9 1011 12131415 16171819 20212223 24 252627 28293031 323334 35 36373839 


Z] 

I] 


-- 

— 

-- 

- 



- 


- 


- 

1 



□ 

BBBIB 










BBBBB 


BHBBBHBBBHBBBH 


■ 

BBHB 

BB 

■ 

BBB 


B 

■ ■i 

B 



■■■BBHBBBHBBBBiBBBHflBBHIBBBHi 

"'liiiiiiiiiiiiiiiiiiiiii 
liiiiiiiiiiiiiiiiiiiii 

■■■BBHBBBHBBBBIBBBBiBflBHiBBBI 


■III 

HBBBI 

illl 


illll 

—■■■■I 



iiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

l■■■B■flB■■i■B■H■■■HBB■Ma■BMBI 

iiiiii ii imiliiiiiiiiiiiii 


iiiiiiimiiiii 


■■■■I 






■BBIBBI 


■Illl 

iiiii 


■■■BHIBBBBiBBBBiBBBBiBBBBiBBBHBBBHiBBBHBBBHBBBI 


llllilll■lll■lll■lll■lll■ 

l■■B■i■BBHBB■■■■B■■BB■i■■■H 

llllilllllllMllilllillW 

l■■B■■BB■BBBHB■B■i■■■H■■B■i 

llllilllilllilllilllillli 

IBBBBiBBBHaBBBBaBBMflBaHaBBBi 

llllilllilllilllilllillli 


nil 

BBHB 

llil 


lill 


■III 

iiii 

BBBBB' 

■m 

iiiii 




B 

B 

BBiBBB 

■ 

B 

BB 


BBBH 

B 

B 

■ ■ 

B 

BBHI 


B 

BBIBBBBiB 

BBHB 

BBBi 


B 

B 

BHBBB 


BBB 


B 

B 

BH 

B 

BBBI 

B 

BBBI 


BBBiBBBBiBBBHB 

BBBi 


B 

B 

BHBBB 


B 

BB 

■ 

B 

B 

BBi 

B 

B 

BBB 

B 

BBH 


B 

BBBBBBHB 

BBHB 

BBBB 


llll■lll■lll■lll■lll■lll■ 


1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 

0123 4567 8 9 1011 12131415 16171619 20212223 24 252627 28293031 323334 35 36373839 
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Logic Diagram 


DMPAL20X4 


Inputs (0-39) 

0123 45S7 B 9 1011 1213141S 16171B19 20212223 24 252627 23293031 323334 35 36373839 


III 


III 

Ill 


■■■ 

III 

in 

III 




■■■■■■■■I 


!■■■! 


!■■■! 




II 


l■llll 



iimii 


III 


IBB 


mil 


iinlliii 


ll■l■ll 


■l■lll■lll■■■ 




I 




im 


n 


!■ 


as 


IIHI 


I 


IIBIII 


ll■■ll' 



II 


■!!!!ll 


1 1 1 I 1 1 1 1 II 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 

0123 4567 8 9 1011 12 1314 15 16171819 20212223 24 252627 28293031 32333435 36373839 
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PAL LOGIC DIAGRAMS 
AND 

PROGRAMMING FORMAT 
CODING SHEETS 
FOR PAL 20 SERIES 


24 
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PAL Design 


INPUTS (0-31) 


• t ] ] 4 S I 7 II lilt 1213)411 )l)7)lll 2121 22 23 242S2I 27 2121 3031 



LEGEND: • iPhantom Fuse (L, N, O) □;Phanton Fuse (H, P, 1) n.u.— not used 


FIGURE 3-32. Logic Diagram, PAL10H8. 
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PRODUCT TERMS (0-63) NAME; 


INPUTS (0-31) 


0 1 2 3 4 5 6 7 8 9 10 11 12 13 14 tS 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


— WMgMBMffiiiMrarai niiaMaHii inwHniEmur ^iFurnTiirnfiiBin'inmm 


. innnrannnnn 

innnnnDiniinni 

liimHiinnnnnnnn 



m jnmmnnil 

mnnmnnl 

^ ^nnnnnnnnnnl 

lUniiaoniiUHunmiiiHl 

IfafOfEliQiBlEaEIlfBiEZlBl iSflilillfll I 

^nnomnnnninniiinnil 
DomnnnDiBDinnnnl 

■anDBDnnonBnnDiiHl 


laanatamBBiiataigia iaigigiiiciiaigianamiTiiTim igBMinEritiiiiritri iigiiiiBTiiiTi 

BBrararaBraninirarararararamiirarararaniraBraBrarararararal 
9 H!llinBBBBBraBraraBnBBranBBBBBBBraBBiiiBl 


bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

j^^ixiiiiiaraiziigigiaioiiiiziEniiiiiiiciEiiisipiiaoiiiaiaiiiiiaiiiiiiiiQiiiEiiainainiiiiil 

IbbSBBbiSSBbBbiSbbBbiSbiSRIP®®®**®®®®®® 


^giCTWirafai m raniroriiiCTRiiirirrirriraraiaiiniBaiiniitnigiiTaiffiniiniiiTirTainainniniiiTi l 

BBraniraBBniraBraBniBBnraBBraBBBBBBnraram«ral 

ninl 

bbbbI 

bbbbI 

lESBBBUBBBUBUllBBIlHBBBBBBBBBBBnBBlilBl 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 


!S!5!S!S!S!S!5ES!5!S!S!5!S!5!S!l!S!5!SnnnnBBBraraBBi 

E5!5!5!5!l!5!l!S!5!l!l!5!l!9!l!5!li9!!!9nnnn!inn!inra 

iBBBBnBBBBBBBBBBBnBBBBBBBflBBBBBI 


iii!Miy iEHIEJIEHIEyil^IE3n!HIli!lIE0IEHn]HiM3iE3tE3IEiiEHIlElinnHnHllHllHilHilH[lliltii:itifl tirinnniiltIllllTi l 

■■ ■■■ ■la ciBBCiia MMci iaMMiaiaMMciciBBiaiaBMMMl 
■BBBBBUaiaBHiCIElHiBraGlBBEiranClClBBGlISiHiBiHBl 

■■■■■BCIClBBGlClHIBClClBSiaElBBClBBBElClBBBBl 

]IHl]iHI[ra[B][Blira[B3IED[B]IB][H3(Ei}[EQ[Q3iEliB3IEE]IEn[EBGEII[EDEEa[EQIfaiEQIiIliB3[EE]iEB[fQIEQiEl] 


ICICII 


IGICII 


icuni 


IGIGII 


lElCll 


■■■■■■laia BBClClBB iaCI BB CliaBBiaClBBClClBBBB 

■IBBBBHICIGIBHiGlClBBEiramGIElBBCIEimiGlEIHiBBB 


!En3tB3iHlgBIEB[B3gBimiEa[EDCggniIIi3IB3[B01IIiliaiB3iHlimiBllB3iEiB3iEaiBltBllB3tE0tE3mgimim 


BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBl 


bbbbdbbbbbbbbbbubbbbbbbbubbbbbbbI 


8!a;HaSHSaia3Hi3S!33»!3!a3!3»HKI3iraa!3!3!3S 

EEEIIl[ngiiailCTIBl[EHmimtB]EE!llB][B 3 tE 3 tE 3 lEginingninininnnHiinnnnnnnnnnnnfnitnmamiimninl 


IBBiililiBBiiliBiiBBBBBBBBnBBBBBBBBBBBBl 


iBaaaaaaaHBasaaaa aHHHBB aBaaaaBBaal 


|K,itaaa iJuiJinitEHlLdujjtLHlLd n1inTi inirrniiMii^H ff3iiii:iiii:ii i»;n n;niiiyai:iiitttiii:ijitHnnirninTin;TiiHin!Tarein 

innBBnBIlBniBIlBBBBnBBBBBBBBBBBBBBBBl 


t>4 

61 

O 3 

53 

O 2 

45 

0, 

'37 


8888888888888 aBB333333B8B8333333 

! 5 ! 5 !S! 9 E 5 !S!S!SSSSSS! 9 E 9 !SBBnnnBnBnBBnnBHn 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

^Ei 3 imiHinBiEnaimtEanB[H 3 iBi[B 3 iB 3 nBiE!]ngim iniiimiTOirHiiiiitmnn!ininniTntFti TO;](?:injHnji 3 niiinjH 

SBSSSBSSSBSSSBSBbbbbbbbbbbbbbbbbI 
bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
UnBBBBBBBBBBBBBDBBBBBBBBBBBBBBDBl 


laiiEiiiiiiaDaDSEiaDsiiiiiiEiiaDsiiiaiEBiiiiiEinDiniiiEDiraiBiiBiiiaiisiiaDaEiaasDDiisiiEnoiial 

l!S!S!S!S! 5 !S!S! 5 !S! 5 ! 9 ! 9 SBBnBBBBBBBBBBBBBBBB 

l! 9 ! 5 !SE 5 !S!S!S!S!S! 5 !S! 9 nBBnBBnnnBBnBnnnnBnBl 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 


2 3 4 5 6 7 B 9 10 t1 12 13 14 15 IE 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


FIGURE 3-33. Programming iFormat Sheet, PAL10H8. 
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DATE: PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


9 10 II 12 13 14 15 16 17 18' 19 20 21 22 23 24 25 26 27 28 29 30 31 


l^iiiiioiiaBiaBDiiiiiaaoaoniiiEiiiiiaiEiiaiQiiiiaoiiQiaiiiiiiiODioi 

IBBBSBBBBciciBSraraBBraraSBraciBSSBBS^ 

, 

JElOlIlKIEIinraRIRIiaCIIIlIIlClClCIKICICIRIRICIKIIIlRIRHnRICICm 

H^EUHiiniH'iminiTigtagnniiEigiUTainingniiininiCTBiKiBiBritaBiitinitgRiiBiicuCT 


I III niniRi III Klin III Rifnin III iiiiTininiinniciininiiiiTininiin 1111:1 

|HinHnniiiiiinnHnnniiinnnnnnnnHnPinnnPininn 
uoiiuiiiiiUHEiHiiEiiiuuiiHBraHiaaiiiiiMaanciBina 

■■■■■■■■■■■IRIUBBiRIRIHiBiRIRIBBiRlRIBHiBBBHiBB 

I cnacicicnaKicicicnaiaciciciciiinaciciiaiaciiiiciinciiaiaiaiaKi 

CanaiElillliaiEiOliaiQOllllillinillEafllfllliaillflliaiQiZIiailliBiEElEEliElilililliEIEIlill 

nuuuunBBniaiiBDBaiiDBBBiiBnBBaBBDBaii 
UBBBBBBBBBBBBBBBBBBBBBBBBBBBBBnB 

■ninniMiiiniiiriinin inrini Ri CTRiRi inCTRiRiRuninRiririRinirBniniiii 

|ivMiT.iniignragnrnnigTimrriBinii:nrTgtJ>iiJiiTan«:HiMraniiiinn:tJi:i:iiiiiTinii3aijijii]nrni 

Ig^BBBBBBBBBBBBBBHBBBBBBBBBBBBBBBB 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

IBURIURIRIIURIRIBIURIRIUIRIIURIRIRIRIRIRIRIRIRIUIRIVIIURIRIRI 

|l!!{Xl!lBBBI3109BIOBBIOB]G3liaiHiBBI31liai!aE3linEai!lll!EiEaEOIi!3li]!]IIiaiiIilEIlEa 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBUB 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbi 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBI 

i cnaRimuRiMRiiaiaEicniiBiaRiRuaKicnacicnaKnaiaKiiaiaKnin 

lEEEEiBi iaiaBi ioiaDaBMBiBiiopiiaiiaiaeiiiiiniaBiBiigiaBiBMaBiiaiapiiiaiiil 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
IbbbbbbbbubbbbbbbbbbbbbbbbbbbbbbbI 

— BBBBBBBBBBBBBBBBBBBBBBBBBBI 

i KiiaiaciiaiaifliaiaiaiaciiaGiBiaciciiaiaiaiacnaianiciciciciiDia 

II^QaiEElIIinEEBEEBIEaiESIQSIQlIEIOIEQinatQSDEQinQEEIlEElDQIinaBIIBIinEIBIIQIIIinQnQaaQDOaQaQIlBnD 

ICIKinRIRIRICIRlRICICIRIRlCIRlClRIiniRICIElRlEIClRlBliaEIElCIElCl 
■■■■■■■■■■KIRIBMRIRIMUCIBMKICIB BM I 

■■■■■■■■■RimWClCIBBCIClBIBElEIBBBI 

ICIRIRIRIRIRIRIRIRlRIRIIIlRIRIIIlinKlRIinClRIRIIIIRIRIRIClRIGlCIRlEll 
~niBBBBBBBRlClBBClGlBBClElBBGICIBBBI 

■■■■■■■■■liaClBBipiaBBGlinBBGliaBBBI 

l^ina^EHlIEBEQliEQEEaimiQlilSliEOEmiQOIEaEnDilSIIQlEQIQIiraiBliBlIBaiEQIBIlBlIBlEEaEBDliEEQEm^l 

ICIUlRIlUCIRlRIUlCIRIiaiaBiailllUBGIlllBllllUliaGliaBIUElUlElUllII 

BBBBBBBBBHBBBBBBBBBBBBBBBBBBBBBI!- 
iBBBBBBBBBBBBHBBBBnBBBBBBBBllBBBBB 
ICEEEIi^IQlDSIBlIBIi^iiainil^imEQaDill^IQgiEliEllIQirailBIEBaaiEailDirailDilDiraiEIilDBQiaiilDQlin] 

|GIEICICIGII!ICIGiaCIClGICIOClClCliIllIlCICICliaiGICIEICICICICICll!l 

VBBBHBBBEIGIBBRIRIBBRIRIBBRlRIBBBHIHiBBHi 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

l r,7«i:iiiinniilntrnti:i<iti;6in!nnisn:tin!niiin trn nnniiaK iiii3n:iini3n iiii!nii-'MtHn trnn!nn!iiiii.’2iti-'i:ittit'i[rTiniiinjnn:FiBinn:Ti 

IIUCIRllUBBRIlURIRIRIRIiaClRIClEIRIVIUlUBRIRIIUIUIllBRlIURIRI 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
Ibbbbbubbbbbbbbbbisbbbbbbbbbbhbbub 
iBBBBBBBBBBBBBBBBBBBBBBBDiBBBBBBBB 

lESlIQnEIlllIEQnSIEElllSIEiaDSIIIIIESnZlEnsaiQDXIIQliniillljllliDIEBillBiliQEEBaiQDiSEIlQD^ 

IRIinRIRIRIIIlRIRIIURIRlRIIllGlRlRlRlRlEIRIinRlGlRIIDRICICIRlRlKIRI 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

iBBBBBUBBBBBBBBBBBUBUBUBBBnBBBBBUi 
■ I BBBBBBBBBBBBBBBBBBBBBIBBBBBBBBBBB 

| i?7CTiTiingiiTgiirait3itw»i»Hniriniwniniraing:ininininn^tna n!n niTnnin ninniiniraitiiHiiir4niTin:TnniniTiniTiTnHaH tiiiiini^ 

J BCIClClCICIEICIClCIEIRlIIlElIJiaClRIlURIRIRICIGIElBCIElClEIGlCI 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBDBBBBBBBBBBBBBBBB 

| a'.w:i»iiiTiifHiiij'4ii»h itiir HtiMii4ri tniirain?j ii^ii<ii ii4»iiniii4i iiaiiiT3nn?iinn iitiiiMtiiaiitJiininin?niinnsiu'Hniin3 
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PRODUCT TERMS (0-63) 


INPUTS (0-31) 


s 6 7 a 9 10 n 1 } u H ts la t 7 ia ts 





llll■lll■lll■lll■llli 




Ka:K?::w:)::«3::i 


, JiiiHimiimuiHL 

inRiHiiijiiiniiiniii 

■BBBHBBBMBi:::»Bi;::»BBBHBBBHiBBBI 

■BBBBBBaBHBK:t:»ai«::»BBBBBBBBBBBBBI 


»a vv wawBaavv w * va 


♦ ^tt^B M > f > M Ba»»»B»»»»' 

aa ♦ »»» f »»>Bi »»»' 

p»aaBa^ 4 'a'^^#»aa > aa > » > Bi»»»^»»»- 


iaBaaBBMBaaBaBi::':»ai::::BiaBBi 
jBBBBBBHBBaaiBi::t:»Bi::':»BBBi 

' ~>aaBa»»^aaa«B4»4Ba»4»aB»»a4 


P44»4»4*4 


iaaaBBai;:;:BiBi. 

■aBaHBBBHaaaBBai:::wBi::::BiBBBi 

mBBHBBBBBBBBBiBt::i:»Bi::{»BBai 

■vaamaBwaaawvwBavvvwaav 


»««««a«4«B»«4««444«44»»a4»«a»44»4»4' 

»««4B»«4««»444««4»Ba444B»«44B»44«B»44'4' 


IIII■III■III■IR■!■IL 

iaBBBaBHBaaBBai;:-::«Bi::uHBBBBBiBBBBBaBBi 
■BMBBBBBaaBMiBi::':»Bi;:;:BiaBBBBBBBBBBBBI 
. JBHiaBBBaBBBMBii:f::aaBi::!;:MaBBBBBBBBBBBBi 
■BaaBaaawaaawwwav^irwaaawaaaBaaa' 
»4«««a«4«««4««»444«i44«Ba*4««M44aB4a4' 
i'4'«4«a«4«aa44'*BB44««a4444B«44aB444B»444' 
?^'**9«'t'f'9f'ft9t't«9ttt9t44«4444»444' 

’iSiiiBiiii 


Kaiife'itiiBiaiMSiL 



lllll 

..lIRnRRRnRPJi 

K:a»::B::e:.':ifwa::{:'::i 


B^aaHiiiBnMmBiiMiiiBniBmBiip 



2 3 4 5 ( 7 I 9 ion 12 13 14 15 1117 19 19 303 U 2 33 24 252927 2929 303 


LEGEND: • :Phantom Fuse(L, N, O) □rPhanton Fuse (H, P, 1) n.u.— notused 


FIGURE 3-36. Logic Diagram, PAL14H4. 
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DATE: : PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


2 3 4 5 E 7 8 9 10 II 12 13 14 15 16 17 18 19 20 21 22 23 24 2S 26 27 28 29 30 31 


^^^SSSSSSSSSSSSSSraUSSSraraSSSSSSSSSSSS 

n iiiiTiniRiniiiicimiiiinRiiniiiiniTiniininininiiiiiiiTiiiiRiinniRiiiiiniTuii 
ClElClIIlClElClClClClClIIliaillClClClClClClClClClElClElElCliaElinCI 

H'.'M:iiiwiwiiTimiiign fninifn wniwin.it;iiy7iim f|iiTani tnKn KtiKiiiTi>n KTii<ii nnia niiiiii iniKTi 

I SSSrararaSSSraSraSrararaSrararaSSraSraraSraSrarara 

iiiiiiiiinriinrirnninrifTifnniriiTifniiinifnmfnmnrirnTHTHTirimm 

I SraSSSScmiciSSSSSraraciiiiGiEaciSraSBEiiiiSraSrara 

niiiicicimiiiiiiiiiiiiciiiiiiinHiiminciiiiciciciiiiEiiiiiiiiiiiiiiiiiiiiciiiiin 

lEEGEiEiinEiBiBiiaEiDiBiiiiBiEiiiaEaEiiaiapiiaBiiaiaiainBiiaiaHaiaB'iiiiia 


IniniiiniiiiiiiraiiiiiiiiiniETiiiiiiiiTiRinniiiiciiiiniiiiiiiiiiiiiciRiciciiiiiii 

Ir1R1RIR]R1R1R1RIR1C]R1R]R]R]R]R]R]C1C]R]R]R1R]R1R]C1R1R]R]R1R]R] 

| r.' 3 «i:iii iTii!Ti iTiftii: 8 iin inniiTi iitinirni:i>iiiiiinii:iiiHiiinniiniTi iTitntn i.-Mt.ni: 7 iR:iuntHnin jJitn 

HUlMIJlUUiiaHUUiUi 


luiuiiMHiauiUiuuiiaiiiiuiHUiiJiiaHHiaiiuiuiUiiJi 

imnniiiiniinnBiiaBBniinBnaiiiaDiaB 


. BBBBBBBl 

RIRIRIRIRIRIRIR]RlRlRIRIR]RlR]R]R]RlRlRlRlRIR1RlR1RjRIR]R]RlR]RI 
lRIRlR]RimiI]R]RlR]Cl[IlII]C]C]C]C]II]inC]II]II]C]IIlC]C]IIIIIlC]ClRlC]G]l 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


|ivH;i»i rrignigirnrnniririrapriiTiri?iPriririiririniiitirTii rTiiigrnriifgiii!ii«niiiii»3iiiLiiiiirT'iiir<iiiiii»iil 

ibbbbbbbbbbbbbbbimbbbbbbbbbbbbbbbbI 
IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

lRinRiRMniriinniRiriRiRiniRiniRiRinRinRH;n;n;n;n;iRiRiRirii!ii:il 
|RIRIR1RIRIRIRIRIRIR1RIR1RIRIR1R]R1R1R]R1R1R1R]R1R1RIR1R]R1R1RIR1| 

HadiU oaoiiaioDaiamoaioBioHoiaEiiiiiiaianiiaBiiniaBiBioiiiiBaiDCHOoiial 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
linRIRIRIRIRIRIRlRIRIRIRIRIRlRIRlRlRlRlRlRlRlRlRIRIRIRlRIRlRlRlRlI 

RIILIR]RIR]RIRIRIR]RIRIR1R1R]R1R]RIR]R1R]R]R]R]R1R]RIR1R]RJR1R1R1 

ippinanTiininTirmrrriirnnTininniTinTininriinmatrnmiminnim nBmginniinnn 

IRIRIRlRIRlRlRIRlRIRlRIRIRlRlRllIIRlRIRlRlRlRlRlRlRIRlRJRlRlRlRllllI 
IRIRIRIRIRIRIRIRIR1RIR1R1R]R1R1RIRJR1RIR]R1R1R1R]R]R]R1R1R1RJR]R1I 


lEnai 

iBiai 


IBCll 

IBEll 


I tvwzNiiHiiiwiiTwroiiMiiMifnnFiFiiwiroirwatFnFTiiiiTJiiiCTiHaniTiiininiTimnninninririiniminnintnmiti-HtHiimattTi l 


lElClCIGlCIClClCICICIGI 

iGiaGICICIGlCIClClElCl 


RIRiRlRIRlRlRlClRlRlRlRlRlRlRlRlRlRIRlRIRJl 

RfRlRlRlRlRlRlRlRlRlRlRlRlRlRlRlRJRJRlRlRlI 


.JCICII 

MUlUil 


IBCll 

lUlRII 


|RlRIRlRlR]RlIIIClClRll;jRIIIlRlClR]RlRiRlR]R]RlRllIlRjRIRlR]RlRIR1Rll 
|RlRlRlRlRIRll!IRIRli;n;ifniRlRlRlRlRlRlRlRlf!llIlRHiililKlRlRBRininiRll 


ICICII 

IRIRJI 


IGIGII 

IRIRII 


' |ciBBBiaBI 3 l 3 iai!lCICIlilliiai!liaBClBgCll 3 l 3 E]l!IIIIEilGII]lil!lGl 


IRIRIRIRlRlRIRIRIRIRIRIRIRIRlRIRIRlRIRIRlRIRIRIRlRliaRlRlRIRIRlRI 


lElCll 

lUICII 


IBCll 

ICICII 


i'.7«ia»l irTn ii:lnl:mi:H aooiESDilSEEB DilillliDnilDOIDIQilElDIIlIllEQ (EUIEDIEQEniEEIlIEBIEQIED [EQIEQIEEliEE] EB3IQDDEIHE9 1 

bbbbbcibbbcibbbbbbbbbbbribribribbbbbbI 

nil 



BRIBB 


BClBBBCIRIBBClBmBITlBBBBBBBBBBBBBB 
BBBIUnBBBBBBBBBBnBBnBBBnBHBBnHBnB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

KVtiiiiitTTiii.iUfwirinnTiirotrnroiiFiTirmifTiirnnTafngtmnrntriiiniii^HH-iiinTiii^HH^Htigiiiiiiitrn t Fnii.TTin^Tiinng trntria 

RIRlRIBmCIRIRIBCIBBBRlBRIBBBBBRIRIRlRIRIRIRlRIRIRlRI 
BBBBBBBBBRIBBBRIBBBBBBBCIBBBBBBBBBB 
BBBBnBBBBBHBBBBHIBBlllllIBBUBBUiBHUUUU 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

RlRIRlRlRlRIRIRlRIRlRIRIRlRlRlITIITlRliniTIRIIIlRIRIITIRIininRlRiniRl 
BBBBBRIBBBCIBBBRIBBBBBBBRIBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBIUBBBBBBniBBnnnBBBBIlIBniiiBnB 

iVM:i»i iUii iniiTOinnntiiiiinniR i imin.nminginiiiniiimimi»iiiiiiiH'Jtniiifiin.iiminnu:iiii:i n?mi;ii»»in?ininin3 

IRlRIBRIBClBBBRIBBBClCIRIBClBinRlRICiriBITIRIRIRIRIRICI 
I:ICICIBBCIBBBCIC1R|C1C1BCIC1C1G1RIRICIR1CIR1CIRIR1R1R1R1R| 


,BBBBIlBBBBBBElBBBnBnBBBBBBBnBBBBBB| 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


7 8 9 10 II 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


FIGURE 3-37. Programming Format Sheet, PAL14H4. 
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FIGURE 3-38. Logic Diagram, PAL16H2. 
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DATE: PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


8 9 10 11 12 13 14 15 16 17 IB 19 20 21 22 23 24 25 26 27 20 29 30 31 


fTBiiTii—Mwim CTCT— ramiCTrarararannim ninugniu nnininiffiinniiiriinun 


I EEEia EIlfnESIfD EgEaEU ra OlBIBlElElEilEiEa EIlflliaEElEIliaiOiEa EIliElBlill laillillfQI 

I riKi niiTiKiniRiriRiiiini igiKiri riniiTiiTiRMniiiiniRiniinminmRiniRiRi 
inciraraciciRininiiiiraianiiTiRiRiriniRinraRiciinniRiinnRiRiRiir 
raciQracicicicicicimiaciciciciEiciciciraciciiaiiiciiniiiciiiiciR . 

i rTBnTiiiramgFiniinitigriig gri niCTiBiiTaiTiiiTitTi Pii CTtTini ttinini BiEnBn CTnTiBiituniral 

I SSSraSSrararaSraraSrararaSrarararararaciRirararammSrai 

niR iiTiRiinraiTininiRijgjgiiiiTiRiRiiiiiTiRinRiRiniRiRiinniniiniiiniRil 
RiriRim RimniRi niinifi iflinRiRiRiinRiinRiRiriRiRiRimnniRiRiiiiiT 

n CmiClClRlCIRIClClGlClIIlClClIIlClIIlElClClClIlliaClClCIRlClClClClCl 
ciiunininiiiimminiiiiiiiiiRiiiiininininininininiTiiTiiTiniiTiiTiiiirinin 

niTniini niKiCTni infffiRiiii iTininiRiRiniriririnniRiRiinniRiRiKirini 

[ imana niimfTimmitiiTiniiiiiTinirriiTifiiifiiiiiiiiBmniiTiniiiitTiiiifiiiiigTiiiTiiiiiiniitiirii 

miniiimiiiinnimRiiiiiiiiTiiTiRiinininiTiiniTiRiinniinnimiTiinniininin 

[■i niiiiini niiiifnimmnni iTiRiiii Rinnii Ki KiiTiRiniRBiHRiRiniRiiiiiTiniin 

ImiiiciRiciiiiiiiiiiiiiiiiiniiiRiiiiiTiiTiiiiiTiiTiiiiiTiciRiiniTiininininininin 

IlllIlILlIIlClIIlITIITlClIIlITICIClIIllTlIIlITlIIllTimClRIITlIIlRlIDITIClITlIIllIllIl 

. IClClClIUEIlIIlflllOiCIIIIClClIIlIIllIllTlCirJIlTlIIHIlClRlCICimiTlIIinilTIClII] 

lEEina CniaBIBIBliBIBiraEaElElEGiElllinEaliD EOEEIEIlCa EIlIiI]IIIll!I3 EaiaillillEa 

I RiciiiiRiRiiiiiiiiiiiiiRiciiiiiiiiiiciciiiiiniTiiniTiiTiRiiTiniRiiiimininniiTi 
IHIUCIClClgllRICIClIIlIIlClIIlEIllIlIIlRlClIIlClCIIIllIllIlCimilllDClClClII] 
miiiciiiiiiiiiliiiiiiiiiciiiiiiiiiiiiiiiiiTiciiTiRiniiinniiniiiciRiiiiniiTiniiii 

| r.'MJji<fi rai?inirainin’<niiTi nini ifininiif?inM niiniramniiainra in nii?i iri iiii?ii ijiijji 

I fTifTimn diiiijuiniiuiiiifii tuiiiiiiiniiiiTiiiiiii i:ii:ikir]C]iiiiiii:i riitiiiiii] 

rj[uiiii;i 1111111:11:1 iiiiiiin HI [iiiiiiii III inciiimiRi ciiiiiii niciiiiii] Cl III 
IIIClClClClClClCllIlCIClClClClIIlCliniClClIIlRlClClClClIUClClClClIIlCl 

itzEEa iEHiHiiEHiEBitBiBaiEaiminaiEaniaiEiiiEannaEEiiBanmiinnBnHiiaiiBDaam 

ICIlUICIIlldlllllliailllClIIlIIlIIlIIllUClClCldClIllClRldRlClClllllIlClClIIl 

1111:11111:1 1:11:1 ciciiiici 111 1:1 1:11:1 1111:1 i:ii:icicii:ii:ii:ii:ii:ii:iiuiiu Cl Cl Cl Cl 

I S— — im BBHSB HSm HH 

I ClClClClCICIClCldCIClClIIlClIIlClClClClClClClClClClCIClClClClClCI 

dcidddcidddcidddddddddddddcidddddddd 

dddddddddlUdddllldddddddddCldddddddd 

[ iTrnTTnrninTirmmntrniraiTTirFnitriniiitMiriiriTiinTTiiTTjrmmnnTirrarmnTiiTOrmrmrmnTirmrmt^ 

IdddddddddddddCldddllldddddllldddddddd 

Idddddddddddddddddddddddddddddddd 

[dd dd dd dd d dd dd ddddd dddddddddddddd 

idddddddddddddddddddddddddddddddd 
IddddCldddCICIddddddClCIClddClClddddddCIClCI 
iBBSBSB^ddddddddddddddddddddddcicid 

f^^iIQEI!niliQIEB[EQIIlllEQ[Q][n3EIiD[B]Dn3(EQ[nDEOilI!QEEDiniEEB[B]IEDIED{EI3[EDIEli]iED[EDiEI3[ElHIQ!l[EQIEa 

IClCICICICICICIdddddddddddClCldddClddCldClddCI 


[ddddddClClCldCICldCldCICldClddClddCldddCldClCll 

l i™jjnT iir:iiiF>jinnniiit:H tHHtrnnTiiniiTTi[nn[rTiimqmiin3tTiniiiiii;Hii;titrntratna ira[ni[Tni nTinTi[niinniin^ 


IdddddddddddddddGldddddGldddRIddddddl 

| dd BBBBBSSB BS BBSIB*^*^*^B BSIB BBB333BBB| 

|K7«i:iiiiwiinnirafm [rainMiMHtraininiiinn»Fjii»i:in»i^iTi!nninninniiiiiiiiiLiiHniHiiinniniiiHirn iio3iiiMninH0.itiiiHniiiinint^ 

IddClddddddddddddddddddddddddddddd 
dddddddddddddddddddddddddddddddd 
jddddddddddddddddddddddddddddddddi 

[^♦libiiniiniiirainiimimitj^ininTiininminaiTniniinnnniniiiniiTOmnimiinniiininiiiiianaiDiinHiniiniilial 
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DATE; PRODUCT TERMS (0-63) NAME 


INPUTS (0-31) 


7 8 9 10 II 12 13 14 IS 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


i^maoBiialiiiBanooaoaoaiiiEiniEEiiiiiaiaiaiiin]iEiEaiiiiQDi]ii]ii]i 

ISBBSSBraciSraraSBBrararaBBBraRRRmSSraRraraSI 

liiGiGiGicimciEiGiGiniiiiGifaniRiRiniifiraciniRiRiniifiinnininiiiiRil 
IciiiiGiiiiGiEiciciiiiciciiiiiiiraciciciciciinciKiciiiiiaiiiciciciciiiiGnil 

ICOnEii^HiraBlEiraBBlBlBIBlElElEafZlEliElflliaiEliaESiiQiiBiillfElfEiillEainiillinil 

|uiciciciniciRiriRiriRiRirininiRinRiniiiiciRiRiniRii7icimRinRinil 
IciciianiriniRiRifnniciniiifiiniRiinriRiiTiRiiTimnniinnRinmRiiiil 
lciE]cicii3ciRiraninniiTiRiiiiniRir]riniRiiiiiTiEiraKicicic]C]C]C]C]l 

|tvw;i»i granignigngngTiiTininign ini gi;igTigtiiiTJtn PiinicfiPiBti i.iitnigniittB W:in:iBiirii>i-i^tnil 

liaciniRiciiniRiniianRiniGiniRiinRinimRiniRiiniiiniRiiiiRiRiniRiRil 
IciciraiiiniciRiriRiRiRirinifiiniRiiTiRiiTiRiRiniciRiRiraRiniRiiiiRiRil 
IrarararararaRiniRiramnirainraRiraraniiiiciciciciciiiiciciciEicicil 

HvM:i»i griniH’innirtiinniii ni H;iH!iniH:iWi»niininiwiiiiMPi fiFii/i mfH iiB irimi/jfrn 7 ii Biifnfia| 

miiiiiiciiiiiTiiTiiTiiniiiiTiininfiiniininiTiinininiTiinniininiTiniiTiiTiinrn 
IniniRiRinicinmRiriRiRiRininiRiiTiRiRiriRiRirmRmRiminfnRiRil 
liiiciciiiiciiiiiniiiiiiiTiiTiiiiniiTiiTiriininniiriminniRiiiiiiiniiiiiiiiiiciRil 

iBBBBBBBBBBBBBBBBBmBBBininBRiBBinmBI 

|niniRlRininiRiraRiraRIR1RII!1RlR1R1R1R1RIR1R1R1inilT1RIR1R1R1R1R1Rll 

liaRiiaRiiiiiTiciKiRiiTiRKiiiiiRiiniaiaiaciciRiciciciciciciiaiiiRimiiil 

I IVW:M dBIBD] EEll^^D] DldEElIIlIIlCaEIiD] IQIillliSIlOiQIIlSiQiSliDlliEiBlIilliniliEiilllil] I 

iTiRiiiiRiniiiiRiiiiniiTiiTiinniRiinnHTininiiiiinininciRiiiiRiinniinninil 
IciKiciniiiiniRiciciiiiinRiRiRicicunciRiciciKiiiiiiiciinRiciciiiiciRil 
■u^RiciciRirjrjRiniciiTiniiTiiiiRiiiiniiiiRiriiiiRiciinciniiiiiiiRiriiiiiiiiiil 

|tfl»lil*iniCTigBligraBraEIEligBliMtlJt!iiiaaiiaia<laligi!giiai!EilMlflilEllliLI^JEEitl!lli]jll31 

IciiiiciciRiciciiiiciRicniRiRifnciRiciniRiminnRiRiiTiininEniRiRiinRil 
ucioiGirararaciciraraoraraiiiRiiTiiiiciiDciciciciciRiciciiiicicicil 

~nR1CIR1R1R1R]R1R1R1IIlE1RiniRIIIIRlRl| 


ii?PiiTn iTirarararaninininiiai?iinninaiTiiTMniinirafamniinrainnininairiinnini| 

liDRiiiiiiiiTiiiiiiiiiimriiiiiTiiTiiiiinniiiiiiiRiiiiininRiiiiRiinininininiTiiTi 
lURICICICIGICIClCICIRIRICICIRlClCICIRlRIRlClRIClRlCIRirJElRIRlIul 
iKlRlKlITBRlRlKIflinirMnininiKlRlRlRlIllRlRirnRlRlKlRlKlRlRlKMKMRlRll 

l iiroinanniiiiiniriHiiiWiimimiiiHirHnnnninniTiimiiiianiTnniHHiiii ii niiiiiiHiiHnniiHiiHiititiniiHi iHrm tiHnrii niimal 

iiannnnnnnnniiinnnnnnnnnnnpinnnnnnnmHl 


liaiauuiauuuHiaiauHUHiaHHnimaianniaiaMuiiiisiaul 
liauHUHuiauuuuuuiauiuHuuuuuuHuuuuuuuul 

| ggmgS! 5 ! 5 g!g!g*g S 3 l 5 i 5 S 353 S 3 Ht 5 S 3 S 5 S 3 i 5 S 3 S 3 H HH S 3 S 3 BBl 

[EQDIIEEQIQI (EQUQEEQEEO [Q!][E£](E!3tEE]EEQ POEHUISQ (BillEQE^IEEl EBUIBltl^lQD rawtHiHmiCT 

BnniaaBBiBiaHUiiauiaHiauHuiauHiaHUHiaiaHUiHH 

BBBBUBBgBBBBBBgBBBBBBBBBIlBBBBBBB 

BBDBBBBBBBBBBBBBBBBBBaBBBBBBBBBBl 


Sll^niBBBBBBBiaBBBBBBBBBBBBliBBBBBBBBBl 
aBBBBBBBBBBBBBBBBBBBBUBBBBBBBBBUU 


IBS! 


maiasiisisisiasiasi 


BBBBBBBBIlBBBBiaBBBBBBBBBBBBiaiaBBiaB 
BBBBBBBBBBUBBBBBBBBBBBBBBBBBBBBB 
nniaBiaiaiaiaiaiaiaiaiaBBiaiaiaiaiaBianBiaBBiaiaiaiaia 

■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■ 

Lvi»i:ia nin ii 4 iniHii»iii iiiti iTinn>niranH!iiiH!inintnniiKHiiiriiTiniiHiiiiiiininiTrHniiniFnniHnn 3 nin>iii:ihit'ininiiti:iniianiiiiiiti 4 iTin 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBB BB BBB BB B imBg BBBB BBjH|B BBBBB B BW 

.BBBBBBiaBiaBnBnBBnnnBBBBBBBBBBraBBB 
BUjBBliBUBUBUBUBBMUBBBBiaBiaBiaiaBBiaiaia 
BBBBBBOBBBDBBBBBBBBBBniBBBBBnBBBn 


0 1 2 3 4 S 6 7 


9 10 11 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


FIGURE 3-41. Programming Format Sheet, PAL16C1. 
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PRODUCT TERMS (0-63) NAME; 


INPUTS (0-31) 


0 I 2 3 4 5 6 7 e 9 to II 12 13 14 IS 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


■EEHEioni 


IGICII 

icnai 

IGlCll 


ioaBoiiaiiiiiiiaiaiaiaiQiiniaiaiaiiiiiiiuii]n]i 


ICIGII 


ICIEII 


iciini 


ICIGII 


ICIGII 


. ICIGII 

■■■■■■■IGlGlBHiGIGII 


IClGlBHGlIDHHinClHHClGlHHGlGIBBHBl 


IGICII 

IGICII 


ICIGII 

IGUai 


ICIGII 

ICIGII 


IGIGIBBBI 
IGICII 


li?r»inq gnm inBigngngi.it>iH:igriirifnKiiRiiiiira imniKTiiniti gnfraragniniH:iH:iiaiiiiKm»nH 


icnai 

icnai 


IGICII 

nami 


IdCII 

imrai 


ICIGII 

ICIGII 


imcii 

IGICII 


iddi 

iddi 


IMMMBdl II IBdl Id WGIITIMMnirnMTlinBMiTlinMMMMl 


Iddi 


Iddi 


Iddi 


Iddi 


Iddi 


Iddi 


i rnatiraiTiiniiutniHgciiTinigniCTgnmiTiigiiigTigTiBTiCTfgCTCTianTini tTiBiBa cfiBiin iimml 

lannnnnnnnnnnnnnnnnnnnnrannnnnnnranl 
InnnnMiannHnnnnnnniannnnnHnnnmdndndl 
iidHHnnminnnnnnnnnnnnnnnnnuinnnrannl 
^uuuuuuuuuuiauuuuuuuiauiauiaDiiuuaaiaiiul 

I^CEIECII31dl3ldiadBIIOIllEEIG3EaEEll31I!liEiflliafOfadiOEafI]dB]fllEIlfiaiIiEI]l 


innnnnni 


nnnnrannnnnininninnpin 

,raBDniiiiBaiaiaiiaiiBiiBDniiDniaaaiBaaaiiaaiB| 

|BBBBI 4 nnB|i|BBBBBBnnBBmBBBBBBBnBBBHl 

iBBBnBBBDBBBBBBBIlBBDBBBBDDBBBBBnBl 


BBBBBBBBBI 


U'. 7 «i;i«i iTiniiTiiTiiTitti ffrini miiiiTif 




iBniraniraniraraniraniiiiraniranirararaiiinirararanirararanininnii 
iBBBBnraraBnnrararararanBBraBraBraBBBBrarararaBl 
InranirararararaiiiraraniranirarariniraniraniraniniraniraGiraranil 
i BBBBBBBBBBBBBBBBBBBBBBWBBBriBBBBBl 
I r.'M:l»l mnidd ddDlCEl DlDIEnEOlEIldDiDI imiillliEiiQ ElliEldi!] GIEQEZIIIIEQIEEICOIIIIII 
iraBrarararaPiraraiiiraraiiiBraniraniraiiiiiiraranraniiiraiiiramii| 
iBBBBBBBBnraBBnBBnBBBBBnnBBBBBBBBBl 
iBraBBBBBBBBPIBBBBIliraBraBraBraBBBBnBBBBl 

. iBBBnnBBBnnraraBBBnBBraBIUBnBBBBBBBBBl 

lEEIinidDIdBIBldElBlIilBIQlBlIdlillHililliElIinEEIIIDIillliSIEllIlQEElEEIEIlCEldlilllEIlEIll 
|raniraraiiiranniiiiiiraiiiiiiniiiiiiniBraiiiraBranraraniiinnnral 
BBBBraBnBranrararaBBnBBniunBnBBnrararaBnnil 
BBBBnBBBraranBBBBnBBBBraBBBBBBnBBBB 

iBBBBnBBBBBBBBBBBBBBBBBBBBBBBBBBBl 

IfSEiadddddEaoiGiioiiiioGiiaiodiiiiiiDiiaiaBiiaioiBiiidiziDiiiaiiiiiiioil 
inBBBHIUBBBHBBBBBHBBBBBBiaBBBBnBBBnl 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

iBBBnnBBBBnnBBBBnBBnBBBBBBBBIUBBBni 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

l y. 7 «i:i>iiiiriiiTinnT]nn:iiiitiiTiHiiii. 4 tiiiniriiiiTiniMn;ntrnniiniiiTi»iiiiirinniiFi nnnnnniiHim[intiEi[iHiii:itiiiiiiiii[innnal 


Iddi 

Iddi 

Iddi 

Iddi 


Iddi 

Iddi 

Iddi 

Iddi 


Iddi 

Iddi 

Iddi 

Iddi 


IddBddddddddddI 


Iddi 

Iddi 

Iddi 


Iddi 

Iddi 

Iddi 


Iddi 

Iddi 

Iddi 


I i'.7»T:Ti» twiiiwiimmi irnroriiHiWHriiBWiHiiiHiryiirenininTiiranTitraniniTOitnniEiininnn fnaiFTinnaren I 


Iddi 


Idl 


Iddi 


Iddi 


Iddi 


Iddi 


l■iB■■■■idd■■idd■Bdd■■dd■Bdd■■dd■■l■i■l 
■■■■■■ddBBddBBddBBddBBddBBddBBBBl 
[■i■i■ld■iddd■■ddd■iddndd■ddd■l■ddd■iddl 

l P 7 iTiT»miinnntTnniitFiiEtnnn inntHitn[gnmninn»miniin areTnnnranjn [bh^i^ds] eboe^D^IEO EE 3 EQDD 31 DS 3 1 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 


innBBnBHBnninpiBBniPinBnnnnnBBnnnBnni 

l iVTmnirnirn nTiiranTn irnina iniini nTirrn nHnrrn niTnnjinnnnitn trorontm reniWiittn itnnnimmitfnnranntmi 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

liaBUBBBBBUUBIlUBBHBBBBBBBBllBBIlBBBial 

InnunmamuHDinuiUUHHUHHnuHnnHHHHBHUiul 

i rTtrniinTiinitTOmininirnrrrinrnrrnirntTnnTtnTanniinMniiiniiniiTOnnnrennrHreri nnfinjninntTOreinrennTiiiM^ 

IBBBnnBBBnBnBBBBnnBBBBBBBBBBnBBIHBl 
iBBBBBBBBBBBBBBBnBBBBBBBBBBBBBBBBi 
lniraraiiinnrannniiininiiinraBBraniiinnnnnranniiinral 


l K 7 «IiTiH nnf 

IBBBBBBBBBBBBBBBPIBBBBBBBBBBBnBBnBl 

bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
InnnnnnnnBBnnnnnnBBnnnnnnBnBiiiBBBBl 
iBBBBnBBBBBBBBBBnBBBBBBBBBBBnBBBBl 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
lnnnnnBBnnnnnBBiiiraBBnnniiiBniiinBnnnnra| 
I rTiinn iTtitmirainiimiraiminiimirairainitmfnniinnnini ininji imimimnnimnTuninnmniTOniinTnmal 
IBBBnnBBnBBBBBBBnBBnBBBBBBBBnBBnBI 
InnnnnnnranrannnnnnnnnniUBnnBnnnnBnnl 
Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 
Ibbbbbbbbbbbbbbbhbbbbbbbbbbbbbbbb 
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PRODUCT TERMS (0-63) 


Logic Diagram PAL12L6 


O) 

w 

<D 


Q 

—I 

< 

Q. 


INPUTS (0-31) 


0 1 ? 3 4 S 6 7 19 1011 12131419 H17II19 2D ?l 32 23 242S2i 27 2129 3031 



LEGEND: • :Phantom Fuse (L, N, ot DiPhanton Fuse (H, P, 1) n.u.— not used 


FIGURE 3-44. Logic Diagram, PAL12L6. 
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DATE: PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


0 1 2 3 4 5 6 7 8 9 10 II 12 13 14 IS IE 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


lEEina oMioii aaaa aaaaaoBiiiQiaiQiniaiaD]ianiiEiD]iEiiBD!iiBii]| 

EKlBHiBBBHBBBBiClCIBBiClCIBHElClBBClClBBiBBBBBL.. 
iDBaBBiiDiniaaBniianBBBiiBiiBBaBaBiiDiBaDi 

I cagiEl EUBiraB] BlBlBaBa ElEilEiBa Eiliniafi] BlfEifQill fQtaiHfliliiaiEIOEIll 

n iBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

BiitiituKiitiimtigTiEiiiranigngTJtTiigTigTiPitiitgiinKiBgna ratnKicn tfiBTapii piiin 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

SSSBSBSbBBbHSbBbBSBbSBbbBSBBSBSS 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

lEEEBiEiBnaBiBaiaEiOitaBiBaBiEaBaEiiaiaiinaBiBiiaBiiHPiiBiBiBiiaiaBiia 

nBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


IBBBBBBBBBraBBBBBBBBBnBBBBBBBBBBBBl 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 


l i77nn;i nini y;ffgniiirHni iair | fiim ia:irTittii nii:Ta i:TiiniranirninaiTriiii i:n gtim ni niiiniiKnira l 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

|BBBBBBBBBBBBBBBBBBBBBBBBBgBBgBBB| 
ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 


BBBBBBBBBBBBBBBBBBBflBBBBnBBBBBBBl 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

| i?PTnn iTiniifiBiKininiifMirirainiinB fn iinin^inniiyin?i imn niniin min nininnninil 

ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

l!9I9!l!lH!9QIS!l*^HnBBBBBBBBBBBBBBBBBBBBl 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

i CTnin iTin iTiTiiTinmn iTitiiiiiiiiiiiH i^iiTiTiiTinfrnn T ^niiiinniiiTiB nin nnimtTO nn iniiiMiinnnnnriiiintinnnnTaiiin mannl 

^^bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

^■■■■■■■■■■ciiiibbbgibbcicibbcicibbbbbbBbI 

^^bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

~ liaClBBClClBBCIiaBBElElBBBBBBBBI 

IClClBaiKilClHiBUUIBBiClElHmBHiBBHil 

^^BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBl 

ICH3BBE1CIBBC1E1BBG]E1IZIIZ:~IZ~Z:Z: 

JBBBBBBBBBBBBBBBBBBBBBBl 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBI 

|iTOa;»irnii^iiwin:i»<iimiminirmimiTOni!niTOitrtniratfnmiifni¥nimnntinifnimiiniBntmiinmiimiii¥ntin| 


BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBl 
InnnraBBBnBnBBBBBnBBBBBBBBBBBBBBBBl 

i t^Wi^i iinirnnTiffnirniiTinirinTiffTiininTinTinTgniininanin itTiinirTOrennTinnanTiitnninitniiJiifCTnitTiireiniCT 

BBBBBQBBBBBBBBBBBBBBBBBBBBBBBBBBI 
BBBBI~ 

BBBni 

BBBBBBBBBBBBBBBI 

i tnumrmiTTHfnntTnii 

ibbbbbbbbbbbbbbbbbbbbbbbI 

■^S^iiuBI9^»BBBBBBBfiBBBaBB| 
IBBBBlililiBBBiiBBBBBBBBBBBBl 


iimitn[T:w[niifTitiir:Htr:HrT:wfmtTTitm fTTiiT;TiinTOtTiiimniTinmn:nn:Brriiirgiiinitntrniitnn:Hii:i:iii:TiiirTnn:»ii;Ti l 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBI 

ssagssap™“"“™"™“““" 

Ibbbbbbbi 

|K,!fil^UaiBaLIiiiBit™»*itw^™n^nTininnririiiMiHaiTinimniiniiin[iiyiniHninntntTinniniiiiiniiin»niiiiniiinn^ 



^nnBBBBBBBBBnBBBBBBBBBBBBBBBBBBBBl 

[ r^:itinii iUMi»jimtreiiraifm tmti4:iiit8 nfanTinntniiii4ii»8iniiiiii »i'jincitmnti nn nii»i:iim imnri miiiniiimiTn l 
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DATE: PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


■u 

> 


0 1 2 3 4 5 6 7 8 9 10 1 1 12 13 M 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


IcBaaoaaaaaaaoonononaiEimiBiiEiiEiiBiiQniiiiiEiiiiiiiiiiiijEiiiiii 

[iniiira ^CTTOCTiTiB ifrigqf|jfiii;ifi iTOiiiiCTragMg |mpi KigaKgKggggn m^ igB3 iaEai| 

i^^SSSSSM^^Hd^aaaaaaa^a i 

|CC;nagUgiH|MgMMigggBlgggEaiggMfcUlBl BlCTBlBlBIEa BlBl EaB3 BlBl| 

ISSSnn 

^BOiiaDil 

lEXEQgggggggggggjgiaigGigirimraragggrapmrararamraral 

ISpiSSSBSSiSS SS SSBnSSBSSSSSUBniiiianinDH 

IraratgrarawiniraniraigigigraigniigraralgniwirariniraiiiinniMiiniwI 

ICESQfllfllliaiEliaiaflinifiaiiafEliiaEainiilllillillilliafafafaiQiilliaiaillillEBiiElillilll 


innnnrapifiiramnirai 

.__jBi9aaBnaaBnaaiiiinagBBiiBBnnnnnnnnnni| 

ICEGEi BrararaiiaraiiaraBigEiiiiBBiaiMiEreuiigiinEaiiaEiiaigigiiaiiiiiBaiiaGiiai 

^^BBBBBBBBIUgBBBBBnBBBaBBBBBBBraraBranl 

Ibbbbbbbbi~ 

Ibbbbbbbbi 

iBBBBBBBlil . 

icasiiaDiBigBBiBBraBiaBiBiBBEiraciiBiiaiiaEacaiiacacaEocaEainic^ 

iiuBnnnBninBBBnraBBBraBBnil 
~ ^ IBBBnBBBBBBl 

■BHiiiiinnrararanl 

I BBBBBBBBBBI 

|cm3inraBBiaiaoiBiiiioioiaGiiiaiiirainiaioiDiiiiaiQiaioiaioioiaiaiiioi| 

IBBBBBBBBBBBBBB BB BBBBBBBBBBBBBBBBl 
iBBBBBBBBBBnBBBBliBBBfiBBBBBBBflBBBBl 
iBBBBBBBBBBBBliBiilliBBBBBBBBBBBBBBBBl 
. jBBBBBBBBBBBBBBBBBBaBBBBBBBBBBBBBl 

ii^anii niTiiiTiniiiiininniniiinninninninitiiiiniHninniTannniiiiiHiiiiiiiginnnnniin iinnn iiniin nHininniiiiinTimatm 

^^BBBBBBBBBBBBI 
|BgBBBgBBggBB^ 

l i^TaiTiiBBBB IS iraBrenBSS renBtHiiiwnB^ iHiiHiirannntiiTiniHtn^ninttnunniHnniiftianiriiiCTniTa l 


Ibbbbbbbbi 


IBI 


law 


BBBBB 

BBBBB 


liTiannrniiniroim^iimitnmiiitniEnttnimtEntniiinqimitpniiiinmwimninitnitniHiimnnmanintm 


IBBBBBBBB 

Ibbbbbbbb 




IBI 

lEl! 

IGli 


IBI 




IBBBBBBBBBBI 

IBBBBBBBBBBI 


lai 


| r?raniiinim:ntiT«i.'nt]rnirannin!nninin;inmn!iin:WHnnii 


IBBBBBBBBBB 
IBBB 




BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 


IBBBBBBBBBBBBBBBBBB1 

iBBBnnBBBnBnraBBBIlBlil 

iBBBBBBBBBBBBBaBBBii 


IBBBBBBBBniBnBnn 

IBBBBBBBBBBBBBB 


K'M;t»i HJiiii;iHr>itF:WtrairHtn«Pin:T!in:nn.T'iEi:i n:W mtiiifliri»tniiii:iwiTin!iiiirnn;H tmirntrrirnn n':»H:i:itrn nniin:i«ni 

^^BBBBBBBBBBBBBBBBB BB BBBBBBBBBBBWB 
iBBBBBBBIliBBBBliBBBBBBBBBBBflBBBBBBB 
iBBBBBBBBBBBnBBBnBBBnnBnilinBBBBBHB 
iBBBBBBBBBBBBBBBBBBBBPiBBB BB BBBBWB 

|l!ag33irriiiinimnintraiiiiHti»iJHWtH:iinitfgMn:iHiitimiiiiii«r»iiniiniHiiiwtiiiii»iTiiriHiriTiini>iirii:iH<ntr»Hiiii:iniiiinii<iii»ijn!n 


IBBBBBBBBBBBBBBBB 

IBBBBBBBBBBBBBBBB 


BBBBBBBBBBBBBBBB 

. BBBBBBBBBBBBBBBB 

IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
iBBBBnBBBBBBBnBBBnBBBBBBBIWIBnnnnni 

li'ii»iit>iiniiU4iiniinH DsoaoiSIEQ OOEBHDQIID DSDIDEIOIIO inwffl innininFEi n tHiFiinn nn nnnnnn 

BBBBBBBBBBBBBB 
BnBBBBnnnBBBnB 


S nBBBBBBBBBBBBBBI 

nnBBnnBnnnBBnBiiii 

BBBBBBBBBI 

BBBBBBBBBI 


3 4 5 6 7 8 9 10 II 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


FIGURE 3-47. Programming Format Sheet, PAL14L4. 
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PRODUCT TERMS (0-63) 


C 

o> 

w 

0 ) 

Q 


< 

CL 


INPUTS (0-31) 


0 I 2 3 i i 6 I 8 9 ion l7t3l4IS 2021 27 73 247S 76 22 2879 3031 



FIGURE 3-48. Logic Diagram, PAL16L2. 
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DATE: ^ PRODUCT TERMS (0-63) NAME: 


smaonaiEiiionjEioEiaoaoDinEaniiEiDiiiiiaii]iaDiiaD]iiiii]EEiEi]ii]| 


nnBnnnraBBDiaaiaBDiiaBiiinnaBBiaaaiaDiBnnn 

BBBBBBBBBBUBBBBBnBBBBBBBBBBBBUBB 


nBBBBBiaUBBBBBBBBBBBBBBBBflBBBBDBB. 

ISbbbbbbbbbbbbbbbbbbbbiSbbbbbSSbbbbI 

laaaaaasaBBia aaaBaaaa BBBaaaaBBgaBa 

l B 7 qiraiTi niEamniEIlIlininiimL 1 IIligiLlMtaEPlBlCTBlE 3 Ei^BlldmJBlBMEiE 3 BlBil 


BBBBBBBBBBBBBBBBUBBBBBBBBBBBBBBBI 

BBnBBBBnnBnnnBBBBBBnBBnBBBBnBBnBl 

UHHBHBnHBBBnnBnBDBBBBBBBBBBBnBnDl 


IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

iBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBnl 

. I bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

|IL!{!Ll!liEiIiIliailliZlE9liEIDlEEIEaiI]iIli3i!aiIii3EIlilIiEii3i!liJitliiaiI]iEiiIliEiiaiEiiliEa| 


IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

iBnBBBBBBBBBBBBnBBnBBBBBBBBBBBnBBl 

Ibbbbbbbbbbubbbbbbbbbbbbbbbbbbbbb 


niiT a it a f « rai!T:iiiii:qrCTiniiai : i . ii im: i : iin:iminrTarTBinai:Tal 


BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBIll 

I bbbbbbbbbbbbbbbi 

ICElIQCaBIBBBICaiOISlIilBIEEIEQCEiEilElEaliEiEaliEiEOIiaESiEaEaEaEaliQliQEaDilEaEal 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

i BBBBBBBBBBBiaBBBBBIMBBBBBBBBBHBBBBi 

IcEiiEiioGiiaiaiooaiiiGiiiiioisiGiQiEoiiiiiiioGiiaiaiziiairicaDiioiziiooilEiiiiEal 

IbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

iBiaBBBnBBBBBBBBBnBnBBBBBBBnilBBBnBl 

I bbbbbbbbbiibbbbbbbbbbbbbbbbbbbbbbI 

ICEEEiiEEininEEBiiiiiDaQiEsiiiaiBiEDiEDansiQonsaiQDDiaagiiDnnoasaBEmm 

IBBBBBBBBBBBBBBBBBBBBBnBBBBBBBBBnl 

Ibbbbbbbbbbuubububbbbbbbbbbbbbbbb 

IgHBB SSHBHHH SB SS jySS — — S BS HH 3H BBBSSSI 

| r.7ti:itiifiinnirotwi[tnifnnntninntiniH:HH;irFianHntTnn7annimn^nni[tntran<nnitiui:ifninTiniTnreTaniintnin:Ta l 


IBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBl 

bubbbbbbbbbbbbbbbbbbbbubbbbbbbbbI 
[bbbb bb bb bbbbbmbb bbbbbbbbbbbbbbbbI 

bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 
bbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbI 

[BSSBSHBBiBB B 3 SSBBBB BBBB BS S^bi s 3S3HS3HI 

l iTTaiTiininirniratrntrnirntnntraninirnirnirninfiiHMiHininininntratBnnriiBPiffnnnitiiiittininitintniittJiiiiiiitn l 

laailBBBnBBnBBBnDinBBBBBBBnBBBBBBBBl 


iBBni 


^BBBBBBHBBBBI 

BBBBBBBBBHBDaBBBBBBBBBBBBBBBBBBB 

| l?l»in^ ID3IQIIEEIIEE] DXJIEQIIiQIQ] EEOniDQiDIEQQiQEEDEIillQiQIEElinnEBEQlinilEBIEQIEDIEDIEElIEnEEID [EQEEIillQlEEQ 

I BHHBBHBBBHBBBBBBBHBBBBUHBBBBUIBBB 
BBBBBBBBBBBBBBBBBBBBDBBBBBBBBBBB 
BHBBia»BI!IBnBUiiaUilllJini 9 iaBIPIMBBB»BBIWaBm 
■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■ 

| r,w:iiin!Tninin!wtnntT:tiiraiHHi<:VJiM:iiiAt[n!in!tn[TTii ii:iiiiLijtn3 irinnii[rT3[FFin:TiiiiHti;H n;titi:i;itnn trnH;i:iii.Tiiii:i'i h-ijU:ii 

IBBBBBHBBBUBBBBBBBHBBBBBHBBBBBIJIBM 
iBBBBBBBBBnDBBBBBBBBBBBBBBBBBBBBI— 
jHBB BM BHBHWB H WH HBHBWB WH BBBB|^ 

[ fcv«j:iiiirHiiiwiniHn*i iiiiiira ninnitinTiiniiTininnii<H iwiinnnn nnnin iniW[fiinninnTinniffnniinniiiniHninniiiininiti'i^ti>ia 

IBBBHBHBBBUBBUBBBBBBBBHBBBBBBBBBB 
IrarannraniaBDiDiiiDiBBDiianBBBBBBBBBBBBBBB 
aBBBBBBBBBBBBBBBBBBBDBBBBBB 


BBBiaBBBHBBBBiaBBHBHl 
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PRODUCT TERMS (0-63) 


INPUTS (0-31) 


C 

O) 

’« 

0 

Q 


< 

Q. 



FIGURE 3-50. Logic Diagram, PAL16L8. 
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DATE: PRODUCT TERMS (0-63) NAME 


INPUTS (0-31) 

a 1 2 3 4 5 6 7 8 9 ID 11 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


taanaonnnoBonooaoaoiiiiPiiiiigiaigiaiiiigigigigiaiBiiiiiaiiii 



FPETJWiiwigyiiCT miatri iniii griirifri iiiigiiiwiini KriniitTiKni iTiniKrHcMicMiniiCT iiFiiTaiFi tural 


rTiiiaii graniiggngngtigrigiigtigniEfjtiiiiBigii'itii iii gTiBnigfMnBtiggEnnuinpiiPi En mHiimga l 











Irmnn niiHMiiinii nirei nirii ifirainan^niiniinaniiiii niiamifiiani ra niitiwi inniimmiml 


K^Haami iTniTiyinin iFnifinnini TinniiiHiitinin nj^i njanTii tiTitwiinn tmBHmiinnimnn nnnrinHtTOiiriiitiitiiiiiiHiiijl 




l i?Pinii in iiini »Hiiv »tgiiti.i»iiitniimitHreHiH:i reHiEin iEiarm t MiiMiiwiK i iPtin:ciiEniPnn:nn:nreniPnn:nmiiinama l 




|EEin3niH*i'>i>iHnnnii:nii:HtFntniiFriiniff:nn:Tin:niTiinn3n!t»tHiHin:ninntt[iit:HitT»initniitnn!TiiET:itt!iiinniittnniTal 


|K7«hi4 inniF:nit>j revinT! inHirHn:n»:yiifAiiHj»j!i »jiitnq trJ4tMi iniini h:Mii :tin:n nn:irriT!ini]nnntnnn:»fri:in:nH:Tii n':Utrfa| 


[K'g;ni»i mniraiiii»i ir*itigiiiianin nwniniiitiitinniiniK^iHiiniian?a[fnniii»HiHniin nigiiiiM tiiHniF iUii.i iiii:iniT:iniinn>n [^ 


[iv;«i:iiifniiimiii'itr*inEiiiaiiHiniiiiiininnnin[niniiinnnninanjiHiin»'jinniTEiinanmi3iiif:HinnfinT;iniiiiniiiTJiiifll 
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INPUTS (0-31) 



oo 

Z 

liJ 

OC 

OC 

s 

CD 

LU 

< 


H 

z 


H 


< 

< 

Q. 


Q. 






« 


n 

E 


to 

1 



o 

o 



u. 


(/) 

O) 

c 


s 

OC 

UJ 

1 

E 


1- 

>— 

o 

re 


3 



O 

O) 


o 

o 


OC 

Q. 


Q. 


Eaanaonnaai 


4 5 B 7 8 9 to It t 2 13 14 IS 16 17 IB 19 20 21 22 23 24 25 26 27 28 29 30 31 


laaoianiQiiiraiaiaiaiiiraiiiiQiaiQiQiiiioiiii 


?7iiiniigiiigiMfWi iCTKngia CTfCT gCTwifafriwiifT!iCTBiiiraiiiiCTKntrin-«cnnifEiti;<i<LiiiiiggiijiiaiiMl 


'.'MiTil EHEDEEIEEl gnmiTlgg BIQiIBIEI I 



EliSliEiliioiiiiBioiiiioioiEEiiiiBiiiaEaGaiiiBiiiifafEiiafaiafiafaEiifOEnifiiDafEifiiEiil 


O 4 

27 

Oj 

19 

02 

11 

0, 

3 




rEasinai3113li:aDllZll3l3ilSD3lllD3IIlI3aE31DlDll!aiIIIiaiiQIiaEaiQlinil!OfOIiIlIl^ 



ISBSBBSBSSSBSSSBSBSBBBBSSSSSiiBSBIBI 

rcsi33ioiaiaiaG3iaioioioioioioEii£iiiiiiiioiaiaiEiiiiiaiaGiiaioniioiaiEiiiiiiil 



CQlIiaiEQEniDiBIEBtEailiSEIiQEIiDDiQIEQIIiniEIillEBIQDnilllESEIDEmODaaBDDailBEIDlIHilQEiailDailliaQDSlIIQanl 


[3IHi]ini(miBHBIiraimiBl[miBlEQ3iEi]{miB3IEliE]{EQIHl[EB{Ei][EQIESIEQIEn[EIi][Ea[EII[EI3IEQIEni[E]llEI]l 


|CZZgiIO[QOiHIIEQ[ia[Eni]XI[EQ(EI][IXllEQ(Q3[miQ3IimiII3[IQ[EQIS][ES(Bl[B3IEa[E3IB][BaiB][B3[B3[Ea[BD(E[lIBal 




l i?TniTniT!mirnin] nTirrn in:i[m tn] tniimirnn . Tn iT:Tii tmirnimnni¥ntTOi¥innfnnn[fnnn ttn if]: in7 J tHatM.iiiii|[tntm 



l iTCTnniimininTi ini rrnira inaninnTi minmtrm niTa irTnrriiirninnnii n^iTOninpnii itnnii nni mirenmn n^ n^ 



l i7BnTninniniiTT3inn[Hiit:HmHtfiV]iH;iiran;nn;TiiF:TiiHJii nB3n:n n^initran Ti[Fiiira[r:Hii:tjn:i:iiranianiiniFTiiti:iiiU;iitijil 






||iTOirrniniiiniirainni]reiiigiTiniirain!iin!iHiWH:ii»iiiniiiTnin3»iiiiiiini'jiitiiniimiiiHii*iiii:iinii»:iiia:iiii»>iiiiiH»iT?al 
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DATE; PRODUCT TERMS (0-63) NAME: 


INPUTS (0-31) 


0 1 2 3 4 5 6 7 B 9 10 It 12 13 14 IS 16 17 18 t9 20 21 22 23 24 26 26 27 28 29 30 31 


llEBmaoMBiBM nEiaii oaaomiiuiii niiiiiEiiii laiaiaiaiDiaiaiQiiiiiiiiiiiii i 







|CT»miiniiniwimKHifHi i.tiH:ii*ign i:nmniinM«iTii fnifraBi i ntniHiMiniainfnfiii BPifmiil 


IISbUafllinfaillllliaillEIlIliliQIEEIIlliainilillfllillilliEiiEiiEliafaiaflliainiillEaiEiEIlilll 


|Dll3ii]inrai3]iiiiai3]raii]ioizii33iiiBai9iaiiEii]iiiaoiiiiiiaEiioio]iiio]EiiEacc]EiiEi]| 


[ra«i;i»i itfiiiitiwii*iiingiatiriraBri tCTr!riiiri niifyi niraniiiTiniiinrn iiiiiiiiiin iiFiiinfTirriiiT^iiTiFiiii7il 




lEEEaiainiaBnoiaBMBiBiBiBMOimiaimaoiDiiaBiiaiaiaBiEiBnaBaiaiaciial 


icKinaBSSSSSSiSSSSESBSSEBSSSSSSSSSSSESScBSSSSSI 





■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■■I 


CEEElIBlIHlIBlIEBtElIiananBIBlIPiirnnHnrrniTnimairnnnmitromnrtriifnrtnnnffnnniffnmiftTiiffiilitniml 


jfa^nnnin inTinTinTinTiii:Hii^tjnTiirnitJ:i tP!;iir:Miu»i in3nii miiin iit:H ii:Hn:n itn nTitnittLiiBHtHrerittnn;initT3n:Ti l 



SHiniuJiltulDSininsnBtLUlLUnildlllHJBEUMliJLlIPiininiiniininninmgmatrTaniiniiiiiniPnnTirrTiinniitrTitriil 


^T«i:riinEIIHi[EtEtElIEtB3tffln*iiKinBnBnF!iii!iiiiBninniiiiiTiiiiii>aniinninninHi'niriTiniTniiinninniriniWtTiTnninninl 



^03 DUliilIiSIli] nsDSliDliil innirenTntnuninniinnnn QBiQiiiSlii} iminninnini inoilDiminD inmiDiniili] I 



0 1 2 3 4 5 6 7 8 9 10 11 12 13 14 IS 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


FIGURE 3-55. Programming Format Sheet, PAL16R6. 
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DATE: PRODUCT TERMS (0-63) NAME 


INPUTS (0-31) 

0 1 2 3 4 5 6 7 8 9 )D 11 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 2L 29 JO 31 



innaoanQnoaaoi 9 niiiiiiiaiiiiaiaiiiiaiQi 3 iEiniiBiii]iiiii]i 


gBSlIIil KliinBiaillingll WlWl iCTWli71H':l iUKilRlfUITilillfFiPlci mUBlgani iaiUillili I 


iraairagBigninign itigngtini griBEUMfTni iratnigngn cnin cTiPi bi^esi^ bieiobi B1B3E9B1 1 


ICEEEIBlBIEIEliaiaBlEliaElEaBlCaBlIBlEiiEifnfBiDlEaraEQiiilfllfQiEZlEZlBlfllfllEllI 


ICaSEEliElfllEEiillEIliaiSEailliaillflliiaiElillilliElilliEiiQillEaiaillilliElillilliiaiEiillilll 




I^CEl 130011313 BIE9^l3IB]d^GiI33I33l3iE]l33l!llliEiEE]IiI]liSil!IlCEIliQCEII!IIEIi]Ii3IlllIEIll]I3 1 


i^^ioEiisiiOBiiBiiaDaiioiiiiiiiOQaEaiiiiDiioDiiaiaiziiaDiiaioiiiiziioiaiiiDiiiil 




lj^]n!liEi]IBlIEQ[B][B]U]illtLliB]iQl[EQ[QIIQi]Ui!lUi<lEEl(B3[EQIEnQQiEEl[En[ESllBIEQ[En[BliEa[EIiHEQ(Eil{E3IEal 


|P7«iiiiiinniniii»>EntgnnHiHarenFEtBMrenreniniiit!iiitHtgnn:iiiiHin.i'iii-iiittniEniP!airari.i;iit.t>ii:nii.i:iin»itniitt!aiCTl 


SBSSSSSSBSBSSBBSSBBBBBBSKB&BBBB 


LVM;iii»HiiiniiwFimn^iiiiiiHiiTOtFnn:nim reT:i tw<iir;iiitnan!ni¥nnnnHronrmnnnn»nn7:inniroitiitfnnTii iw3rnil 






IMQlIEIHinSlISDZlIEBIQSIQinillQIIDQaiQDEIEQIESIEQIinSlIiDOiBDlBOiDniBDiQIIIfllllDIIiODIQOlIDDiBQnDiliQEEQl 






Siraf 


[TTiingirainiiraimnainHnrfirairaii rainTiiinninBiTniinannmnininntmtmiTii nniTamiiiTii immi iTntnnnnmal 



0 1 2 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 18 19 20 21. 22 23 24 25 28 27 28 29 30 31 


FIGURE 3-57. Programming Format Sheet, PAL16R4. 
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DATE: PRODUCT TERMS (0-63) NAME: 
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DATE: PRODUCT TERMS (0-63) 


INPUTS (0-31) 


3 4 5 B 7 8 9 10 11 12 13 14 IS IE 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


iiExinsonnaiiBnaDODODonniEiiniQuiuiiQiQniDiiEiiQniiiQDiiiiiiiii 


IILUiUi] ElBliSIB] EDE 9 EHR] ElBlBlBl^EllElBlillElliSiEiBliSiilliEiflliEimilllifliEiiliiDil 


ICEinil EnmiEEIIQ EQISESE!] E!lEElEI]E!lEIiE! 3 OEl]B 110 IQBIBll^^BI BIBIBIBI E 3 ^B 1 E]| 

isasai 


igggggggggggggggaBBBgBBaaggBggggi 


iKBEEiElDHaia izuamill IHElBlQllESiEEIElQliElillEBifllfaElfQlfilfllEQIfZlill DlfEIEllEa I 


^ z lU 

CC cc S 

(O ID < 

"T !- Z 


lEZlIEIiEIDIEEIillEaiaillEaEIlllllillillilliniilliairiilliaiElilliailliaiEliQElliEiiBiiElillflll 


Iqeeei EiaiiicaDiiiicaEQE!] EHEEiizioiiEiaEaiiiEa iTiiiniiaiiaiiaiainiiiaEaiiooiE^ noiiiEiiiiiEQi I 


iconaEiraraEiiaraEiraioiomQiQiGiiEarainiiinEaiiQiiiiiiEiiisEaiiQEOEacQiiiaEiainii^ 


ExinoisiioiiiEiiaiaQiioioioioiiiGiniiiaEiiiziiaiaioiziEiiaraioioiziioiaDiiiiiDii 


[ iy/»i:i»iiiiiiin;TiriTiniinnniii:nn;ntTiniTiTiiritiiiin[iinn;TaniinniTanintnniiii[n'j»nnniiH»i< nnnnniii»Miiijnniiniiiti>4iiial 


IggggggggggggggggggggggggggggggggI 


l i?Tm;i iyntFnifniTnfRiren tTn[Tn[Fnifn [fnfFni[Fntfiq[Tnffn iTOim[TO imim ffHitn iiin tnin^n;Ta[i»nncniniiitn nciai 










IgggggggggBgBBgggggggBBBgBggg 


mnqnmininT7rTinrmirn frnrm[TmnmfTOmnn:nimq n:BmanTiinin:Tininnm niaimtraminnirm tiTininn3gn3inigl 


cmaoaiiHitEiHiEinBlffliHinailEtBanHDiElBDiBinBlEaDinniBniBnignmniiiirnniniiiHtrnnjnininniiiininimi 


','W:Miniinin7iii?nnniiiumn?nniirain7nnnimiuiiimiminiininainnimiiiiimii*jiH:iiitiiifjnnimiinnninal 



0 1 2 3 4 5 6 7 8 9 10 11 12 13 14 IS 18 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 


FIGURE 3-61, Programming Format Sheet, PAL16A4. 
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National 

Semiconductor 


Programmable Logic 


Application Suggestions 


Using PALs, you may not only replace conven- 
tional logic in existing products but also op- 
timize the design of new products. The other 
chapters of the book discuss the PAL concept 
and provide information on the advantages 
gained and the techniques used when design- 
ing with PALs. This section shows practical ap- 
plications that range from simple logic gate 
replacements to complex control sequencers. 

Each example is presented as a complete PAL 
design, carried through step by step, from the 
selection of the best PAL to solve the problem 
to the writing of the logic equations in 
PALASM notation. In most cases, manual 
coding is shown as well. This makes the ex- 
amples complete enough for you to incor- 
porate into your own system designs. 

The uses to which PALS can be put are virtually 
limitless. Let your imagination run wild! 

EXAMPLE 1: 

BASIC GATES 


L = /I + /J + /K J ■ 


= p*/Q + ;p*Q Q — 


Here is a list of the design ideas you’ll find in 
the ensuing pages: 


Example 1-Basic Gates 

Example 2-6-Bit Shift Register 
Control store sequencer 


Memory-mapped I/O 

8080 Control Logic for CPU Board ... 
Hexadecimal Decoder & Lamp Driver. 

Hex Keyboard Scanner 

Micro Floppy Control Logic 

Between-Limits Comparator 


Priority Encoder with Register .... 
Quad 3-line/1-line Data Selector . . 
4-Bit Counter with Multiplexing ... 
4-Bit Up/Down Counter with Shift . 
ALU Accumulator 


PAL12H6 


PAL12H6 
PAL16R6 
PAL16R4, 
16R6 
PAL16L2 
PAL16L8 
PAL16L8 
PAL16R4 
PAL14H4 
PAL16X4, 
16C1 
PAL16R4 
PAL14H4 
PAL16R4 
PALI 6X4 
PAL16X4 



This example demonstrates how tusable logic can implement 
the basic inverter, AND, OR, NAND, NOR, and exclusive-OR 
functions. Note the one to one correspondence between con- 
ventional logic symbology and PAL logic symbology. The 
PAL12H6 is selected because it has 12 inputs and 6 outputs. 
For this this example, the fuse pattern is generated using 


a) PALASM 

b) Manual Programming Format (BHLF) Manual Coding 
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Application Suggestions 


Manual Coding Basic Gates 


INPUTS (0-31) 


S 6 7 a 9 10 It 12 13 14 15 16 17 16 19 20 21 22 23 24 25 26 27 28 29 30 31 


cMiDonaaaBiiaaEiaoaoiiiiiriiiiiBiDiiaiaiiiEaiiiiEiiEiiiiiiiiEiEiio 





<0 z U4 

X QC s 

CM Ul < 


I iZ]k::aEZ]LJC4e3i':sk:ak3i:jiaciL^fc3ciciE'.JK’jincifr/Jb:jRink'ji^. 

e3fe;aLaEafc2J»^aLa»fc^»23ciGiE:%^cicifeab'dGicifcZ3E7JciGi^»::iz:: , 

cmiciEiciiiiinciEiciciciciciiiiciciciciciciiiiEiEiiaciciciciciiniii 

| tvw:i»iii» gii>>ii3<iyni'3.itiamitrigrig7inin»iif7iifTiiniiTiiiTiiTiKntnFFitTiiTiiTiKti iintriRinmi iiHin 

»^=lF3raF3»F3E2IP3BIIIII!l»raClClCa»ClClFJEdClC]raE:^HF3»rdnE^ 
F3Fir3QF9lF4QIF3FjQCIGlQaiIlC]BFilIll!lFilQII]l!lF^QE:IFijF3Fdl^^ 

ITIITlITIITIRlITlIIlITlRIITlIIlIIlIIlIIlinillllllllllllllllllllllllllinillllinilUlllinill 

|t'.‘i»i:i»itiiifc>iTO!tiii tnBipnni gnigntTi rngnitiii n«n«tTiinBFRiBiBni CTtnni m i.i^in:im[Tj|jTiii.i^6-ia 

|HiHnnnHDiHHniHUiiaianuiHUiHDinnHnni9DiHUiHiaui 

nnnnnnnnnnninnnnnnnnninnnnniHHiiiiiiiiinn 

IIIICIRICICIIIICIIIIITIIIIEIHIIIIIIIICIIIIIIIIIIIIICICIIIIIIIIIIIIIIIIIIIRICIIIICICI 

|CMl!lIiI]IXIiaO]EIlEai31Q]IOE3Q3IllG3ElIIlE]fI]EOEaE3EIlEaE£]fafZ]BlEZ]Ell[ElfllfllEll 
lumBBDiainininHniaauunHUiBHUiHDiUiUiHHUiUiHUiu 
BBBBaBBBBBBBBBBBBBBnBBQIBBBBEiBBHB 
lFiiFaPaE^dQQBE3QEiCIIIIQCiiClClEdEdClC]QE3E]ClEaCJaE^QFi»FJ 
liii 111 Cl Cl III III III III in in III III in cm] Cl III Cl III Cl 111 111 111 111 III III 111 111 111 111 Cl 111 
lEZQiQinBBBiiiiaEnraiHiiiinoiEiiBciiiiiiiiainoiEiifafiiEaEniniiiiiaEaiEiiiiia 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
cicMcicimiTiciinrifTicimiiiinininininciciciciciciciciricicicicici 

| oW«1:l»lfTiiynfTlf!ni!nfmf.1if.7i6:1:lO.Vifni.1:lf:1»<i!ti|^.H O.H l:|illlO|:H6:Hrn6:Hnii:Ml:|:66:Hl:1:ll:|:ll^1>ll:IHI:Hini 

1BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
Cl cicicicici Cl Cl Cl Cl Cl Cl Cl in Cl Cl Cl Cl Cl Cl Cl Cl Cl Cl Cl Cl Cl in Cl Cl Cl Cl 
I cma CaEaOlB lOIOtOmoaElGlE] EElOlEaEnCIlEaEIlO] EDEIIEIJEI] CaEIillillEa 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBnBBBBBBBBBBBBBUIBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
ciciciciciciciinciciinciciciciciciciciciciciciciincicicicicicici 
icEiaa iiioiiaiiiGaiaciiiiBiEiioioiaciiaiiiciiiiioioioiaiainBiiiiiaioiaiiiiiaiii 
1BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBIHBBBBBnBBBBBBBniBBBBBraBBniniBIlIB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
ciciinciciciinciciciininciciinciciciciciciciinciinciciincicicici 

|C2ElIEilEEin][IiBIIiI]D]IIIES[i;QEEa[EQIlXiaia(Ei](£I3aiI!}IIIl[Ea[II!]IIO(IB[IEl(^ 

cidciciciciciinciciinciciciciininciciciinciciciciciciciincicici 

^.nos£30E^i^;jfcjK^jie3i^dd»nradcifr;ji:jdci(zaEZ3ciraKaE3EZ9E3L-JEiiiziC7i 
E3E3L3E3E7JF:3^Eafc^l::»nClkllE^ClC]^.lE3ClGlUKZSClClir:iQE3E3EaE3E'lE3 
E3EaE!]EaR'JE3ElElEaE^I3CIE2EJElClfe.^»ClIII^I2;»!lCIE:aEaK3EaraRaUE3 

| t'.7»i;i»iiM'i iMi[FTiiFn[FnimiHi[wtMi[Fn[Tn[Fii[FniF7iiiH4iM6ffriini iFnnTiinnknttnini[ni[ni[FnffnniTiin:TiinimFTa 

I CICICl Cl CICI CICI CICICICl CICICICICI Cl CldinClClClCl Cl Cl CICICICICI 
»7JE3E3RnElE3EZ3E^JC3R3dd&ZiPZ3ddE3E3ddl!nEadGlE3(i^^:jfcZ9E3E3E3a 
ElE3P.3raE:2EaE3C:iE3E3GlGI£3E3ClC10E3GlClEJEadElEa»-9t:iE.^E:!fc2F79EJ 
r3F3FjiFjir3F3F3aar^maE3FjimmaaKiKMFAaKMKMaEdE^aarjar3a 

| r.7»i:i<i »iiiini [ra[rFi rtTi iniitin [nrni [rnrtn itii iLMinii t ininj iHiiinin^mnittiiraiPnira nTnmim [nnn:nn:!n itT3n?a 

dcidcici d dmciciciciiiiinmrimcicidcidciciniddddcinici 
S^CSKZaEaPTlBZJEaEZiriRaClClEUEaClGlEZJEaiaclKaEJClClCZlBJlBL'E/iE^EafcJEJ 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

|i'>hi'i[rriiitiiiMirn[iiiimiiiiim[rriirn[n3tEnn^ tCTiiri3 h.i4iH'inn[tniwii94;ii?n [mi2>nwinfn ttn nfni2iH Mii nnnn 

ddddddddddddddddddddddddClddddClCld 
F3PnraraQCiaF3dClddEJQdd»QddddddQGdF3CJ»FJrd 
BBBBHBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

r7«i;ijniiiiT'nnTitiTitrtifmimfranTin!nnTiirmiTT;itmniini3miiniitHmnnTinTi[niniiit^i;iimn7itiTi[tT»i[rninrr3irra 

icicidciindcidcidciddciddciciciincicidcicicicicidcicici 
BBBBBaBBnnBBBBBBanBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

BBnBBBniinnBiiBaniianaaiiBiinBannBBiia 

ciciindincidciddddddddddcidcicicicicicidininciinin 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

[tvw:i>iiiiiiiii:ni[4^iii*i»it!iwiHi»>tJti^:iii4:ing:inirinir^iTiiiinnninnininininniinnintTinniT3nTTiiTinniiiniT:iniTnniT;iniTii^ 

ClddddddddddddddddddddddddCldddddCI 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

[ K7»i:i<i ii7iiui ii4'3inn irnin:!nriti*iii4;iini in7Jtni n7n tmm4 im ujiHiiHTOiR'nmnnnyni*imnmtm[nfnmiUiinnnTa 

iciciciciinciciciddcicidddddcidddddddddddddd 

BBBBBBBBBBBBBBBBBBBBBBBBBBBBBBBB 

Ibbbbbbbbbbbbbbbbbbbbbbbbbbbbbbbb 

~1BBBBBBBBBBBBBBBBBBBB 


01 23458789 10 11 
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PALASM Output: Basic Gates 


Design Specification PAL12H6 


PAL12H6 PAL DESIGN SPECIFICATION 

P0055A 

BASIC GATES EXAMPLE 
S.V. CA 

CDFGMN PQI GND JKLROHEBA VCC 

B=/A 

E=C*D 

H=F+G 

0=/M*/N 

R=P*/Q+/P*Q 

L=/I+/J+/K 

DESCRIPTION; THIS EXAMPLE ILLUSTRATES THE USE OF FUSIBLE LOGIC TO 
IMPLEMENT THE BASIC GATES. 

NUMBER OF FUSES BLOWN = 306 


PALASM Output HEX FORMAT 


B 

F 

B 

F 

7 

F 

F 

D 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F . 

9 

9 

9 

9 

9 

9 

9 

9 

1 

9 

F 

F 

9 

9 

F 

F 

9 

9 

F 

F 

9 

9 

F 

F 

9 

9 

9 

9 

9 

9 

9 

9 , 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

3 

1 

1 

3 

3 

1 

1 

3 

3 

1 

1 

3 

3 

1 

1 

1 

1 

1 

1 

1 

1 , 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

3 

1 

I 

3 

3 

1 

1 

3 

3 

1 

1 

3 

3 

1 

1 

1 

1 

1 

1 

1 

1 . 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

] 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

]. 

1 

1 

1 

1 

1 

1 

1 . 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 . 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 . 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

I 

1 

1 

\ 

1 

1 

1 

1 

1 

1 

1 . 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

E 

F 

F 

F 

E 

F 

F 

D 

F 

F 

F 

F 

D 

F 

F 

F 

B 

F 

F . 

E 

E 

E 

E 

E 

E 

E 

E 

E 

E 

F 

F 

E 

E 

F 

F 

E 

E 

F 

F 

E 

C 

F 

F 

C 

E 

E 

E 

E 

E 

E 

A . 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

8 

C 

C 

C 

C . 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

C 

C 

8 

8 

c 

C 

8 

8 

C 

C 

8 

8 

C 

C 

8 

8 

8 

8 

8 

8 

8 

8 . 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 . 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 
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8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 . 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

a 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 . 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 . 
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PALASM Output: Basic Gates 


BHLF Format PAL12H6 


BHLHHF BHHHHF BHLHHF BHHHHF BLHHHF BHHHHF BHHHHF BHHLHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF 
BLLLHF BHLLHF BHHHHF BHHHHF BHLLHF BHLLHF BHHHHF BHHHHF 
BHLLHF BHLLHF BHHHHF BHHHHF BHLLHF BHLLHF BHHHHF BHHHHF 
BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF BHLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLHHF BLLHHF BLLLHF BLLLHF BLLHHF BLLHHF 
BLLLHF BLLLHF BLLHHF BLLHHF BLLLHF BLLLHF BLLHHF BLLHHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLHHF BLLHHF BLLLHF BLLLHF BLLHHF BLLHHF 
BLLLHF BLLLHF BLLHHF BLLHHF BLLLHF BLLLHF BLLHHF BLLHHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF BLLLHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHLF BHHHHF BHHHHF 
BHHHHF BHHHLF BHHHHF BHHHHF BHHLHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHLHF BHHHHF BHHHHF BHHHHF BHLHHF BHHHHF BHHHHF 
BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF 
BHHHLF BHHHLF BHHHHF BHHHHF BHHHLF BHHHLF BHHHHF BHHHHF 
BHHHLF BHHHLF BHHHHF BHHHHF BHHHLF BHHLLF BHHHHF BHHHHF 
BHHLLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHLHLF 
BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF 
BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF BHHLLF 
BHHLLF BHHLLF BHHLLF BHHLLF . BHHLLF BHHLLF BHHLLF BHHLLF 
BHHLLF BHHLLF BHHLLF BHLLLF BHHLLF BHHLLF BHHLLF BHHLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHHLLF BHHLLF BHLLLF BHLLLF BHHLLF BHHLLF 
BHLLLF BHLLLF BHHLLF BHHLLF BHLLLF BHLLLF BHHLLF BHHLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
BHLLLF BHLLLF BHLI^LF BHLLLF BHLLLF BHLLLF BHLLLF BHLLLF 
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PALASM Output: Basic Gates 


Fuse Plot PAL12H6 


11 nil nil 2222 2222 2233 
0123 4567 8901 2345 6789 0123 4567 8901 

0 0000 OOOO OOOO OOOO OOOO 0000 0000 OOOO 

1 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

2 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

3 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

4 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

5 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

6 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

7 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

8 - X --00 --00 --00 --00 /A 

9 xxxx xxxx xxoo xxoo xxoo xxoo xxxx xxxx 

10 xxxx xxxx xxoo xxoo xxoo xxoo xxxx xxxx 

11 xxxx xxxx xxoo xxoo xxoo xxoo xxxx xxxx 

12 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

13 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

14 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

15 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

16 X-X-. --00 --00 --00 --00 - C*D 

17 xxxx xxxx xxoo xxoo xxoo xxoo xxxx xxxx 

18 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

19 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

20 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

21 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

22 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

23 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

24 X --00 --00 --00 --00 F 

25 X-00 --00 --00 --00 G 

26 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

27 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

28 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

29 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

30 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

31 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

32 --00 -XOO -XOO --00 /M*/N 

33 xxxx xxxx xxoo XXOO XXOO xxoo xxxx xxxx 

34 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

35 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

36 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

37 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

38 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

39 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 


40 --00 --00 --00 x-00 -X-- P*/Q 

41 00 --00 --00 -XOO X /P*Q 


42 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

43 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

44 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

45 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

46 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

47 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

49 ._00 --00 --00 --00 -X-- /I 

49 00 --00 --00 --00 X /J 

50 --00 --00 --00 --00 ---X /K 

51 xxxx xxxx xxoo xxoo xxoo xxoo xxxx xxxx 

52 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

53 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

54 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

55 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

56 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

57 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

58 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

59 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

60 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

61 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

62 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 

63 OOOO OOOO OOOO OOOO OOOO OOOO OOOO OOOO 


LEGEND: X ; FUSE NOT BLOWN (L,N,0) - : FUSE BLOWN (H,P,1) 

0 : PHANTOM FUSE (L,N,0) O : PHANTOM FUSE (H,P,1) 
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Application Suggestions 




Application Suggestions 


EXAMPLE 2: 

6-BIT SHIFT REGISTER WITH THREE-STATE OUTPUTS 
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,0 I Manual Coding: 6-Bit Shift Register with Three-State Outputs 


(D z liJ 

X cc s 

CM UJ < 

T - t- Z 


INPUTS (0-31) 

2 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 18 19 20 21 2 i 23 24 25 26 27 28 29 30 31 


UsanaonBflanoiioaaooioiaiiiniiiiEiiEiiiiiQiiiDiDiiEiniiQiQDiiiiEii 

lF4k3aaB3iaaak3E3E3bJ3fak2i»2ibiib3Kab3ii:ib3b’3b^b^iink:iii3kiibnFMb::jiw:j 

| i?7iTiTii Kia wiiTigiiiriRiiTiinin gni frifrif7iii7iiwiwaiTiiHiKainiTiiTitTiicgtriiTiKnin;miiiiiiii<i^KTa 

I Mk:3biab7Jb7Jib7M3i’Sb:3ijas3yiawjy7ivjiy:Mb7Mi^’MyjJFAi:ab73b-iv’!o:ibjab’akw-SFjiv:^bii 
Ei4k:aaab:3R3b73f:ikib7jas7aF3frje3aFJib7Jb:jy:ib:3y:jk’3t7JWJt/3b:^b:3v/ii3bJ3b:3 
aB363y:3t:iabrjab:3b73k3F3ibab:3b73t:3b73k'Ji:^y:3b3bm3b:3b:3ii^3P/jb:^B.’3E-at-!b73 
ab3t73k3ay:3y^Fjiy.3ai:jbabai3ab:3t:3fZ3kuw3b;3k:3b^y’3i:^v/3t:3b;3iiv:3L^W3 

\b73at73W36m^b:3F.4t:3t'/3tl3e3klb73t-3K3f73S:3f-3y73b73b:3fJkJ3b:3bI3b;3b:3Eik73^f7J 
lk/3a»I3FJ*blk^b7Jk3b;3b^afJ3k3b/3fai;3b73[:3i'3l,73K3b3t3b/3b:3b73b3f:3F^b3E!3b^5 

^F4»F:4FiiF4Fi<F4R4F<4FJME4r4BF4FJEdFJF<4»FJ»r<4FjrjFJFJFJrJFJUrj 

I CEEEI 0101130] diaBlIll iniaillQlEllIllIiQlEQfnEafQiZlfafllfa DliOBJD] EaiOfllfl] 
F-4t/3k:3kJSabJ3^f/3k73kfib73b3tlHfJak3bI3tntiI3knif3iI3C:3L’35J3liI3tJ3t.'aF.4K3t:3t:3 
F^lZik3k.^S3b^E3f73tlFMJ3bJ3b3SI3bJ3fI3E3SI3E3k.li3tnifJ3K3bJ3H3B3E3FM-3t^l3 
FJb7Jk3t::3klF‘aa^;3bieaf/3fJ3k^FJbJ3iJ3^frJaF3t7M6TSt',JlillJ36Jlkie3lL3FJt§m’3t:3 
l F^MF4MF4FilEiMHP4HMHHI3FaFaMriraFJF.aMFJrJHFaF4FJraFjlM 
I^^OlOliSOlilliaiaOIOlOlIIlliiaiiailllillillillflliBiOlilliaEaOlillOlillEIIliiaiEiilii]] 
|F4r3E4E4Fiiriflr4rjC4F4F:4»rifCJ»FiiFJEaFJr4FJF:4F^EJrjrdri!rilFiflF4F4F^ 
F3F4nBFJF4raEJraEiFJ«FJFJFJBE9EaaEJFJEIFJFjrJFJF4FdFaFJHFJ 
lF4FJrar4F4FaF4F4rJFJFJFJF4FJFJEiF«FJFdFJFJFaF4FJFJFJraFjF^F^F4F:4 
lFaClF4nF4FaFJQFlF3FJFiF4F4EdEiEJBEaFJFJEiEJCJEJF3F4FJEJEdF4Fj 

|l2EinSil3l3l3l3l3l3K3D] 1313111113 13E!iEIlEI]EI]IiIlI301 13131301 OlOlQlCiaEiaiilElIillill 
|F4C4EdE^UFJU»CilEJUnFiiF4{:«rJFJFJE:dFarJ»FJFi4EJFdriirJFJFiaF^FJ 
]aMF3EJiaaF:aEiaEdaMaaar3FjaFiaaF^aF^aFJFJFJiFJE3FJFJFj 
lFJF3IEdFJaFJEJFJaFMaaEiaaFJFJFdFjaaF^EJFJEdFJIF:aFJFJFJFJa 

JFMFMF^EAFJEJFJE^IEJMaEMaF^FJirJFJEJIFdEJFiFJlFdFJFJFJiFdFJFJBFdFJ 

|C3Sin!]I3I3l3I3[3I3l3l3l3IOI3O10I3[3E9ll3IIIII3I3l3E3IiIlOIEIlO]EZ3l3CIiEEiCIll]]l 
iF3iF^r^F:ar3tF^FdiFAF3rAFarAFdrArEFar3F3FjaFArarjaF§F3MF3MFJFMMF4ra 
]F3FjaFaF3IF3t^P3aaEaaFJrJEJFJFJarJFaF3Fj3FJFaFJF3FJF^P4FSFJFJM 
iHEJarSEdaFJaaEdFjaFAFdFairjEJFJFaFJEiFdFaPJFJFaFJFdFdFSFaPJ 

iFaFdPJEdFJFSFdFdEdFaF^FdEdFdEaFJFdFdFSFaFJFdFdFdFJFdKdF^WdFdFdPd 

icmgiomiaiaioiaioiaioioioioimiiiiiiioiiiiDOiEoiaiziiaioGiiiiiaioQiicaiiaEaiQi 
|FJFMFi«FJFilEaF4F3E^F:JFdF:iFi4F:4FJI3FJFJFJF4F4F<4FJFJFJFlFdFlFaFJFlQ 
lFdFdEdaFdF3FJF3!3FdFJFJFdFj3Fdl3FJFdEdFJFMaFdEdFaFdFdEdEdFdFdFd 
lFdFdFdKdFdr3FdFdFdFdFdEdFdFdEdFaF3F3aFJIFJ¥dFaF3FJFdFdFdFmFdEd 

lEdEdEdFJEdFdFaFdFdFdFJFdFdFaF3FdFdFdaFJ3aEdEdFdFdEdFdF3FdFaEdEd 

I csiui] DiiDEijiHiiBiii] (EHEEsniQiiDa EEoniiiiEiiEQiiDSiniijiiiiiiaii] ODiniaEiaE] aaliQaoDBEiDaQaDaa]] nBaciiiQiii] 


k : 3 FdS 3 k : 3 afJ 3 f ; 73 S ( 3 b : 3 E 3 i 3 B 3 EafiafJEBI 5673 baiI 3 EaSjaW 3 b : 3 W 3 bJSK 3 i 3 bJ 3 t 3 SrI 3 i 3 E 3 l 
iziHraoiJK;ji3RauE3caRie3F?]i^»;jEafcjaEaE3E:]LJi:»;ji».ii.3tz9»zifciFj»j»3l 
t 3 Fdaaaab 3 ni : 3 af 3 K 3 e 3 bi 3 tJ 3 f ; 3 SJib ; aE 3 E 3 binM .' 3 F 4 E 3 e 3 tme 3 e 3 Edt 3 b 3 l 
aFdK 3 aaU 3 aL 3 aaU 3 K 3 iafI 3 k 3 i 3 K 3 t . lE 3 FJIk 3 tI 3 f / 3 Hat ^ t 3 tdE 3 E 3 af 3 S 73 l 
|C!m!l[E!]IQl[3IIB][B]IEaiQ3[B]EB][B](B:][E3IE3[E3[El[miB3aniEBiEi](B][ESIIID[IBEID[ED[Ea(En][EI3IEID[EQIE]l 

IEdSI 3 y : 3 t 3 f / 3 fJaB 3 biak 3 tIEE 3 i 3 kdtdtI 3 k : 3 b : 3 bI 3 t . 3 b : 3 k : 3 ab . lS / 36 I 3 b - 3 BJaSI 5 t / 3 FdfI 3 Eal 
lasi 3 k 3 f 3 bJE 3 e 3 k 3 i 3 t ^ sj 3 SL ’ 3 f - atiak : 3 fi 3 y : ab : 3 f / af .’ ay !! w ; 5 e : 36 J 5 K ! fati 5 aaEdii 3 kJ 3 l 
lEdeifJamtdi 3 tJ 3 t 3 ¥ 3 k : 3 k : 3 k 73 F 73 bI 3 tVaiSb ' 5 b / 3 b ’ 3 ^ b :: iiJaf 3 aiJ 3 iak : ili : 3 bI 3 Ed 6 : 3 y ; 3 l 

I rTirrnittTntnitractnnTitrn i niirTin^itHitMiTTittiaitiiiiFratrniCTitntrartiiiiHiiran^natHiHiinnTireiiin^ 


EdEaF 4 EdaEdFsaacdF 3 aEaFdFdaEdaFdaa^aFMEdEdEdaEdaaEdi 
b 3 Fdak 3 S 3 Saf 73 b 3 eJf 3 e 3 b 3 bJbJ 3 y ; 3 li : 3 fatlB 3 SiiiSI 3 tl 3 SJ 3 F 3 iI 3 E : kI 3 y : 3 E 3 E 3 S 3 BI 3 \ 
ydFdtjaf 73 y : 3 y ^ f - 3 i : 3 yjf ^ e 3 t : 3 tae 3 b ; 3 iae 3 iat .’ 3 Fia 6 ; 3 tasja 6 i 3 tJ 3 fiiw 3 t ; 3 Edfti 3 e:SBjal 
i 73 ayj 3 t - 3 ae 3 y 3 f 3 C 3 B 73 b 3 y 73 e 3 b 73 ki 3 Edyiyj 3 y ; 3 yM 73 y ; 3 yj 3 y : 3 y ; 3 k 3 iC : 3 ti 3 rjs - 3 a^l 

l r.7ti:ii^n7iiirnfrwiTiiiirtiii.t.iii4iiniti4Hii4:i[rnfrTntniitniitrT3trnn7iinit8wit*ii¥rii8i.'iiw.4innn:iirm¥inw:ii8Hinii 


FdFdFAFdFjdFdFdFdEdEdE3FdE3FdSEd^EaE3WJ3FJEdaaEJFdEir3EdEdFdFd 
F 3 b 3 b : 3 t : 3 k 73 y : 3 y : 3 y : Jt ' 3 K 3 L 3 b 73 i : ai 73 f 73 b 73 f :^ S 73 k 73 b 73 tI 3 t ; 3 y 71 RJK 3 k 36 ay : 5 rJP 3 S 7 afJS 
F 3 tI 3 t 73 K 3 tdtdb - 3 b 74 k ’ 3 y / 3 k 73 tiakISk ' 3 f / 3 V 3 f 73 f - 3 y : 3 tliy 73 FdW 3 e 3 f 71 K 3 y 73 K 5 F 3 E 3 D 2 yJ 3 

Fdf73t:3kdF:3F.^k3y'3b3F’ay73t73L3l,7aF:3^73f.3Fdiy’3f73H3y75y7Jl3FM/3S73FnFdS73f:3Q:3 

iVAiiijnrn iTTinTjnTiinirratiiiurjnTinTirrnrrnmqrrwniitiii iwini nTan^nTiiTtiitntHi ii-iiini tPnffriffHtrjijitijPia 
rrjFdFSF3FHFdFdF^F3FaFBF3P3Fi3r^t^rdF3^E3F^FSFaFi!F3r3FdFdFJiFdFJIFd 
FdFdFdFSFSFdSiFaFJF^FdFdFdFdFSFBFBFdEaFBSFaFdFBFdFdFdFJFdBFdFd 
FdFdFdFJiF3FdF-iF3FdFdFdr^FdFiiFiiFaFdiFdFdF3FdFdFdFdFdFSFdFaFdFEFdFA 
EdFJFjiFdFdFjaSFJaF3IFaFAFJF3FaFaF3FJEJF3F3FdF^FJEiiaF3FJFaF3aa 
iVMii'i [mtrnirwmntrritrnfrritrn rmrmiTTifr.T:iiTJimiir nim3 n^irnrmm-i [rntrnirriniit rnHiti nMfrr] rmii i'ltta 
FAFAFMPAOlEaFdEdFdFdFdFdFdFdFdFdFdFdFiFjiFdrEFBFdFSFdFdFdFaFdFaFd 
F-33FJFAFdFAaF3F3F3iaF3FJFJFdFaFaF3F3nF3P3F3FdFdF3FdF3FdFdF3Wdl 
FAEdaFdFd^FdFdFdFdFJFdFdFdEdF.dFdFSFdFdFdFdFdFaFdFdFdFdFiFBFdFd 
FAFdFAFdFdFdFdFdFdFdFdFdFdFAFdFdFdFdFdFdFdFdFdFdFdF.dFVdFdFdFdFd 
CEinnD^EQaQaiQIDSnSDSEBlEmCOiB^niDI^iEDDSDSnnDDEDQiSEEBEIiQQiSEEElDSIEEODiQIEDEEIDaiQOjEEEIllEa 
EJF3FaF4F JCJEJF3F3EJQ»FjFi9CJraQr3F3F3F4Fat3»F3r3Br3F}iFilFaQ 
FdFAFdFdFAFdFdFdFdFdFdFdFAFdFdFdFdFAFdFdFdWAFAFAFdFAmFdFAFdFd 
FdFAFAFAFdFdFdFdFdFAFdFdFdFdFdFAFdFAFdFdFdFdFAFATAFAFdFdFAFdFdFl 
FdFdFdTdFdTdFdFdFdFdFdFdFdFdFAFAFdFdFdFdF^F3kFAFrdFdf^F%FdFAFdFdWd 
insirrq miinitTOtmimimiirinifiimtmtn^nTirmtniiimtninTiininyamnrmiTniTfinntmnanrinrinanTiinnnn 
FdFdtAFdFAFdFdFdFdFdFdFdFdFAFAFdFdTdTAFdFdTAFdF.dFAFAFmdFAFdFdFd 
FAFdFATdFdFAFdmFdFdFdFdFdFdFdFdFdFdTAFdFdTdFdFdF.dTdFdFdFdFAFdFA 
F3E3araFaE4FaEaF3SFidFdF3F3FJFaFJCaEiFJFJEdEdEaFaFiaF3FaFdiEJraFJ 
rdFAFMdFAFAFdmFdFdFdFAFdFdFdFAFdFdFdFdFdFdFAFdFdFAFdFAFdFdFAFd 


O4 63 

. ; 0, 55 

lu 02 47 

H 0, 39 


01 2 3 4 5 


7 8 9 10 11 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 
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PALASM Output: 6-Bit Shift Register 
with Three-State Outputs 


Design Specification PAL16R6 


PAL16R6 PAL DESIGN SPECIFICATION 

PAT0005 

6-BIT SHIFT REGISTER WITH THREE-STATE OUTPUTS 
MMI ,SV 

CK SR DO Dl D2 D3 D4 D5 SL GND /E R I LO Q5 Q4 03 Q2 Q1 QO LIRO VCC 
IF(SR*/SL) /LIRO=/QO 

/QO := /SR*/SL*/Q0 + SR*/SL*/Ql + /SR*SL*/LIRO + SR*SL*/D0 
/Q1 := /SR*/SL*/Q1 + SR*/SL*/Q2 + /SR*SL*/Q0 + SR*SL*/Dl 

/02 := /SR*/SL*/Q2 + SR*/SL*/Q3 + /SR*SL*/Q1 +. SR*SL*/D2 

/Q3 := /SR*/SL*/Q3 + SR*/SL*/04 + /SR*SL*/Q2 + SR*SL*/D3 

/Q4 := /SR*/SL»/Q4 + SR*/SL*/Q5 + /SR*SL*/Q3 + SR*SL*/D4 

/Q5 := /SR*/SL*/Q5 + SR*/SL*/RILO + /SR*SL*/Q4 + SR*SL*/D5 
IF(/SR*SL) /RILO=/Q5 

DESCRIPTION: 

THE 6-BIT SHIFT REGISTER WILL HOLD , SHIFT RIGHT, SHIFT LEFT, OR LOAD 
ON THE RISING EDGE OF THE CLOCK (CK). 

THE THREE STATE OUTPUTS ARE HIGH-Z WHEN THE ENABLE LINE (/E) IS HIGH AND 
ENABLED WHEN ENABLE LINE ( /E ) IS LOW. 



OUTPUTS 

RILO ! 05 04 03 02 Q1 QO ! LIRO ! OPERATION 

Z ! 05 04 03 02 Q1 QO ! Z ! HOLD 

Z ! Rl 05 04 03 02 Q1 ! 01 ! RIGHT SHFT 

04 ! 04 03 Q2 Q1 QO LI ! Z ! LEFT SHFT 

Z ! D5 D4 D3 D2 Dl DO ! Z ! LOAD D 


NUMBER OF FUSES BLOWN = 818 


PALASM Output hex format 

E1FFFFFDFFFBFFF7FFFFFFFFFFFFF0FF. 
1FFFFFFEFFFDFFFBFFF7FFFFFFFFF1.FF. 
E0ECEEEAEEE6EEEEEEEEEEEEEEEE0 e‘e E . 
0EEEECEEEAEEE6EEEEEEEEEEEEEE0EEE. 
00000000000000000000000000000000 . 
oooooooooooooooooooooooooooooooo. 
oooooooooooooooooooooooooooooooo. 
00000000000000000000000000000000 . 
FOFFFFFFFFFFFFFFFFFEFF F D FFFB78FF. 
8FFFFFFFFFFFFFFFFFFFFFFEFFF5F8FB. 
70777777777777767775777377770777. 
07777777777777777677757773770777. 
00000000000000000000000000000000 . 
00000000000000000000000000000000 . 
00000000000000000000000000000000 . 
00000000000000000000000000000000 . 
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PALASM Output: 6-Bit Shift Register 
with Three-State Outputs 


BHLF Format PAL16R6 


BHUHLF BLLLHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHLHF 
BHHHHF BHHHHF BHHHHF BHLHHF BHHHHF BHHHHF BHHHHF BLHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BLLLLF BHHHHF BHHHHF 
BLLLHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHLF 
BHHHHF BHHHHF BHHHHF BHHLHF BHHHHF BHHHHF BHHHHF BHLHHF 
BHHHHF BHHHHF BHHHHF BLHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BLLLHF BHHHHF BHHHHF 
BHHHLF BLLLLF BHHHLF BHHLLF BHHHLF BHHHLF BHHHLF BHLHLF 
BHHHLF BHHHLF BHHHLF BLHHLF BHHHLF BHHHLF BHHHLF BHHHLF 
BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF 
BHHHLF BHHHLF BHHHLF BHHHLF BLLLLF BHHHLF BHHHLF BHHHLF 
BLLLLF BHHHLF BHHHLF BHHHLF BHHHLF BHHLLF BHHHLF BHHHLF 
BHHHLF BHLHLF BHHHLF BHHHLF BHHHLF BLHHLF BHHHLF BHHHLF 
BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF BHHHLF 
BHHHLF BHHHLF BHHHLF BHHHLF BLLLLF BHHHLF BHHHLF BHHHLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BHHHHF BLLLLF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHLF BHHHHF BHHHHF BHHHHF BHHLHF 
BHHHHF BHHHHF BHHHHF BHLHHF BLHHHF BHLLLF BHHHHF BHHHHF 
BHLLLF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF 
BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHHF BHHHLF 
BHHHHF BHHHHF BHHHHF BLHLHF BHHHHF BHLLLF BHHHHF BHLHHF 
BLHHHF BLLLLF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF 
BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHLF 
BLHHHF BLHHHF BLHHHF BLHLHF BLHHHF BLHHHF BLHHHF BLLHHF 
BLHHHF BLHHHF BLHHHF BLHHHF BLLLLF BLHHHF BLHHHF BLHHHFv 
BLLLLF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF 
BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF BLHHHF 
BLHHHF BLHHLF BLHHHF BLHHHF BLHHHF BLHLHF BLHHHF BLHHHF 
BLHHHF BLLHHF BLHHHF BLHHHF BLLLLF BLHHHF BLHHHF BLHHHF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF 
BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLLF BLLLF.F BLLLLF 
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PALASM Output: 6-Bit Shift Register Fuse Plot PAL16R6 

with Three-State Outputs 





1 1 

11 1 1 

Ill’ 

2222 

2222 

2233 



0123 

4567 

8901 

2345 

6789 

0123 

4 56 7 

8901 


0 

1 

X 

X 

— 

— 

— 

— 

--- 

-X-- 

SR*/SL 

/oo 

2 

XXXX 

xxxx 

xxxx 

XXXX 

xxxx 

xxxx 

xxxx 

xxxx 


3 

xxxx 

xxxx 

xxxx 

XXXX 

xxxx 

xxxx 

xxxx 

xxxx 


4 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


5 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


6 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


7 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


8 

-X-- 

X 

— 

— 

— 

— 

— 

-X-- 

/SR*/SL*/Q0 

9 

X 

— 

X 

— 

— 

— 

— 

-X-- 

SR*/SL*/Q1 

10 

-x-x 

— 

— 

— 

— 

— 

— 

X 

/SR*SL*/LIRO 

1 1 

X 

-X-- 

— 

— 

— 

— 

— 

X 

SR*SL*/D0 

12 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


1 3 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


14 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


15 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


1 6 

-X-- 

— 

X 

— 

— 

— 

— 

-X-- 

/SR*/SL*/Q1 

17 

X 

— 

— 

X 

— 

— 

— 

-X-- 

SR*/SL*/Q2 

18 

-X-- 

X 

— 

— 

— 

— 

— 

X 

/SR*SL*/00 

19 

X 

— 

-X-- 

— 

— 

— 

— 

X 

SR*SL*/D1 


20 xxxx xxxx xxxx xxxx xxxx xxxx xxxx xxxx 

21 xxxx xxxx xxxx xxxx xxxx xxxx xxxx xxxx 

22 xxxx xxxx xxxx XXXX xxxx xxxx xxxx xxxx 

23 xxxx xxxx xxxx XXXX XXXX xxxx xxxx xxxx 


-X 

X - 

--- — 

X-- /SR*/SL*/Q2 

-X-- 
X 

: : 


X--- /SR*SL*/Q1 

X--- SR*SL*/D2 


28 xxxx xxxx xxxx XXXX XXXX xxxx xxxx xxxx 

29 xxxx xxxx xxxx XXXX xxxx xxxx xxxx XXXX 

30 xxxx xxxx xxxx xxxx xxxx XXXX XXXX xxxx 

31 xxxx xxxx xxxx xxxx xxxx xxxx xxxx xxxx 


32 

-X-- 

— 

— 

— 

---X 

— 

— 

-X-- 

/SR*/SL*/Q3 

33 

X 

— 

— 

— 

— 

X 

— 

-X-- 

SR*/SL*/Q4 

34 

-X-- 

— 

— 

---x 

— 

— 

— 

X 

/SR*SL*/02 

35 

X 

— 

— 

— 

-X-- 

— 

— 

X--- 

SR*SL*/D3 

36 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

XXXX 

xxxx 

xxxx 


37 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


38 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


39 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


40 

-X-- 

— 

— 

— 

— 

— x 

— 

-X-- 

/SR*/SL*/04 

41 

X 

— 

— 

— 

— 

— 

---X 

-X-- 

SR*/SL*/Q5 

42 

-X-- 

— 

— 

— 

X 

— 

— 

X 

/SR*SL*/03 

4 3 

X 

— 

— 

— 

— 

-X-- 

— 

X 

SR*SL*/D4 

44 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


45 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


46 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


47 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


48 

-X-- 

— 

— 

— 

— 

— 

X 

-X-- 

/SR*/SL*/Q5 

49 

X 

— 

— 

— 

— 

— 

— 

-x-x 

SR*/SL*/RILO 

50 

-X-- 

— 

— 

— 

— 

— x 

— 

X 

/SR*SL*/Q4 

51 

X 

— 

— 

— 

— 

— 

-X-- 

X 

SR*SL*/D5 

52 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


53 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


54 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


55 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


56 

-X-- 

— 

— 

— 

— 

— 



X 

/SR*SL 

57 

— 

— 

— 

— 

— 

— 

— x 

— 

/05 

58 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


59 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


60 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


61 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


62 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


63 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


LEGEND 

X 

: FUSE NOT 

BLOWN (L, 

N.O) 

- : 

FUSE 

; BLOWN (H,P, 
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Application Suggestions 


CONTROL STORE SEQUENCER 

Solutions to control store sequencing are as 
varied as the problems that are solved by 
microprogrammed hardware. The traditional 
approach tends to be horizontally structured, 


whereas the application described here is 
designed for use with a verticai controi store 
structure. The verticai control store has narrow 
control fields and may share field functions to 
increase efficiency. It is fast. 



Control Store Sequencer Logic Schematic. 


24-176 



How It Works 

This control store sequencer is designed to 
use a minimum of control bits while providing 
sufficient sequencing flexibility. Only three 
bits are required for the basic sequencer con- 
trol. They make three things happen: 


CSA = CSA -I- 1 Increment control store address 
CSA = CSA -I- 2 A sort of branch instruction 
CSA = BA Load a branch address 

The three control bits are SKIP, COND, and TF. 

Skip defines whether the sequencer will skip 
or load. 

Cond is the condition that is tested to see if 
the sequencer executed the operation defined 
by Skip. 

TF defines whether Cond is tested true or 
false. 

Table below lists all of the states the se- 
quencer can assume. 


Sequencer States 


Skip 

Cond 

TF 

Operation 

0 

0 

0 

Load 

0 

0 

1 

Increment 

0 

1 

0 

Increment 

0 

1 

1 

Load 

1 

0 

0 

Skip 

1 

0 

1 

increment 

1 

1 

0 

Increment 

1 

1 

1 

Skip 


There are two additional control bits, whose 
use is left to your discretion. They are /SET and 
/TSEN. 

/Set is a synchronous preset that is usually us- 
ed as a power-on reset; however, it may also be 
used as a one-bit vector to the last ad- 
dressable location during normal operation. 

/Tsen is the enable for the TRI-STATETM out- 
puts. This has several possible uses, one of 
which might be testing the hardware by the 
method of disabling the outputs, then supply- 
ing a test address from an external source. 

The sequencer generates ten bits, which are 
divided into two parts. The least-significant 
four bits are constructed from a PAL 16 R 4 , and 
control the skip operation. During a skip, the 
state of the LSB is maintained and the next 
three bits function as a three-bit binary 
counter. During an increment, all four 


least-significant bits function as a binary 
counter. Carry out (ICO) is generated during 
skip when CSA-| through CSA3 = 1 , and during 
increment when CSAq through CSA3 = 1 . 
Load (/LD) is also generated by the 
least-significant part, as a function of CCND 
and TF. (See table below.) 


/LD States 


TF 

Cond 

/LD 

0 

0 

0 

0 

1 

1 

1 

0 

1 

1 

1 

0 


The most-significant six bits are constructed 
using a PAL 16 R 6 , functioning as a six-bit 
binary counter with carry-in (Cl), synchronous 
load (/LD), and synchronous set (/SET). There is 
an extra pin that can be used to generate 
carry-out if you need more than ten bitS; 

System Integration 

Cne of the first features that is desirable from a 
system standpoint is the expansion of the 
CCND input to accommodate more than one 
condition for testing. The can be done nicely 
by using a 16 C 1 as a multiplexer. In this 
scheme, four terms are used as input selects. 
This leaves 12 terms to be used as condition in- 
puts. This might seem wasteful at first, as 4 
select terms could decode 16 inputs. Using the 
PAL, however, it is only a superficial waste, and 
the trade-off is the greater design flexibility 
you have by comparison with a standard 
multiplexer. 

Cne CCND output should be either true or 
false in order to generate unconditional in- 
crements, skips, or branches. The true or false 
state needs only to be a function of the four 
select terms, and doesn’t require a condition 
input to be grounded or pulled up. Cther func- 
tions, such as AND, CR, or XCR, can be per- 
formed on the condition inputs internally, 
too— functions a multiplexer would force you 
to design in external logic. 

The following Figure shows how the sequencer 
design described here can be integrated into a 
system that provides subroutine capability. In 
the figure, the same control-store field is used to 
generate literals and branch addresses. 
Subroutining is accomplished by loading the 
return address into the register file before the 
subroutine jump is taken and then reading the 
return address out of the file when the 
subroutine’s return executes. 
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Control Store Sequencer, 
Most Significant Stage 


Design Specification PAL16R4 


PRL16R4 F 

PRT i;i 0£;5 

CDMTRDL STORE SEQUENCER^ LERST SI6MIFICRNT STRGE 


RRL HESIGN SPECIFICRTIOM 


CLK MC TF SKIP -SET ERO ERl ER£ ER3 GMD --TSEN .-CO .■Ln 
CSRS CSR£ CSRl CSRO /ICOND COMD VCC 


SET^-- ICOMD^CSRU + •■SET^ICOHri^SKIP*.- CSHi:i + . SET^ICOND^.'-SKIP^.-ERO 


CSRl := .■■ SET^CSRij^CSRl*.- ICOHD + .•■■SET^'- ICOMD^.- CSRu^.- CSRl 
+ ■SET^ICONri^SKIP^CSRl + .■■■SET^ICOND^.-SKIP^.-ERc: 


CSRE := .■••■SET^.-ICOHD^CSRu^CSRl^CSRE: + .■•■SET^.-ICOHri».-CSRi>.-CSRc; 
+ .■■SET^.-Lri^--CSR l4.' iSSRS: + 1 CDND^SK I P^CSft 1 ♦CSfi£ 

+ . S E T ♦ I IS □ ri D ♦ ■■■ S K I P ♦ E R £ 


CSR3 := .■■■•SET^'-ICOMD^CSROCSR1^CSR£^CSR3 

+ 'SET^.' ICDHD^ -' CSRU^.- CSR3 + .••SET^- LD^'- CSR1»/C£R3 
+ .•• SET^/LD^ ■ CSRc.'^.' CSRS: + .•SET*-IC0Nri^SKIP^CSRl^iSSRE'*CSR3 
+ S: E T ♦ I C □ H ri ♦ S K I P ♦ • - E R 3 


IFCVCC::' CO = CSRi>CSRl^CSRc:^CSR3 

+ TF^COHIi^SK I P^CSR 1 ♦CSR£^CSR3 
+ .-TF^ ••• COHE^SK I P^CSR 1 ♦CSR£^CSR3 


iF'- vco I conn = TF^corci + . tf^.- c omd 


IFCVCO LII = TF^COND^.'-SKIP + .■•TF^.-CONri^-'SK I P 


DESCRIPT I on: SEE TEXT 


PAL16R4 



Logic Symbol 


Control Store Sequencer, Least Significant Stage, Design Specification. 
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Control Store Sequencer, 
Most Significant Stage 


Fuse Pattern PAL16R4 


TF^CQND 
• TF*.- CDND 


SET* ICDND*CSl=ii;i 
' S E T ♦ I C □ M D ♦ S K I P ♦ C S P 0 
i E T ♦ I C □ N D ♦ / S KIP* B P 0 


•:i:ET*C:i PO*i: SPl*.'’ ICOMD 

■ SET* . I C □ N D * C S P 0 * C S P 1 

- — . SET*ICDNn*$K IP*CSP1 
— .-SET* I i:DND*/SK 1 P*..--BPc’ 


... SET*..' ICDND*CSP0*CSP1*CSP£ 

/SET*/ ICOI<D*.-CSPO*.'-CSPc: 

-X- /SET*/LD*/CSP1*/CSP£ 

/SET*/ I CDMD*SK I P*CSP 1 *CSP£ 

<: /SET* I C DND*/SK I P*/BP£ 


--V- — X- X-X- — X- — X- /SET*/ICDND*CSP0*CSP1*C:SP£*CSP3 


-SET* / 1 C □ N D * / C S P 0 * / C 
SET*/Lri*/CSP 1 */CSPS-: 
'SET*/LD*/CSP£*/CSP3 
-SET* I CDNri*SK I P*CSP 1 


P3 

P1*CSP£*CSP3 


X — /SET*ICOMri*/SKIP*/BP:: 


TF*CDMri*/SKIP 

- — /TF*/CDMri*.'-SKIP 


CSP0*CSP1*CSP£*CSP3 

TF*CaMri*SKIP*CSPl*CSP£*CSP3 

/TF*/CnMn*SKIP*CSPl*CSP£*CiP3 


Control Store Sequencer, Least Significant Stage, Fuse Pattern. 
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Control Store Sequencer, Design Specification PAL16R6 

Most Significant Stage 

PflL16R6 PRL DESIGN SPECIFICRTIDH 

PRT 0 OE"? 

CONTROL STORE SEQUENCER!. MOST SIGNIFICRNT STRGE 

CLK ■•••SET ER4 ER5 ERG ER7 ERS ER'? .-LD-GND ••••TSEN NC CSR9 CSRS CSR7 CSR6 
CSR5 CSR4 .-Cl VCC 


.'-CSR4 : = 


/CSR5 : = 


.•"CSRG : = 


.■■-CSR7 : = 


■■•■CSR8 : = 


CSR? : = 


DESCRIPTION: 

THE G-EIT COUNTER INCREMENTS WHEN THE .•■•LD LINE IS HIGH 
IF CRRRV RND .-SET. THE OUTPUTS RRE ENRELED WHEN .••-TSEN IS LOU. 


1 

.--SET 

! 

Cl ! 

.--LD 

! CLK 

CSR ! 

OPERRTION 

1 

1 

L 


: 


! L-H 

RLL. HIGH ! 

SET 

1 

■ 

H 


X ! 

L 

! L-H 

ER • 

LD 

1 

1 

H 


H : 

H 

■ L-H 

CSR ! 

NOP 

1 

1 

H 


L ! 

H 

! L-H 

CSR PLUS 1! 

I NCR 

1 


Control Store Sequencer, Most Significant Stage, Design Specification. 


.•■-SET^CSR4^CI^.--LD + .••-CSR4^.--CI^--LD^.--SET + .■•-SET^LD^.--ER4 


S E T ♦ C S R 4 ♦ C S R I5 ♦ C I .•- L D + .■■- S E T ♦ C S R 5 ♦ - C I ♦ - - L D 
+ .■•-SET^.--CSR4-*.--CSR5^.--LD + .--SET-^LD'^.-'ERS 


.•-SET^CSR4^CSR5^CSRG^CI^.--LD .■-SET^.--CSR6^.--CI^--LD 
+ .•■-CSR4^--CSRG'* •■•-LD^.-SET + .--SET ♦.--CSR5^.--CSRG^.- LD 
+ .■-SET^LD^.--ER6 


.--SET^CSR4-*CSR5^CSRG*CSR7^C I ■*•.-• LD 
+ .•-■ S E T C S R 7 ♦ .-- C I ♦ .-- L D + S E T ♦ C S R 4 •* .-- C S R 7 ♦ ••- L D 
■+■ .■-■SET^--'CSR5'*.--CSR7^.-LD + .--SET'^.--CSRG^--CSR7^.--LD 
+ LD^.--ER7^.--SET 


.■-■SET^CSR4^CSR5^CSRG'*CSR7^CSRS^CI^--'LD 
+ .--SET^. -CSRS^.- C I ♦■--LD + .••-SET^.--CSR4^.--CSR8^.--LD 
+ .••-SET^.--CSR5^.--CSRS^.--LD + .•-■SET^.--CSR6»--CSR8^--LD 
+ .■•'SET^.--CSR7^.--CSR8^.--LD + /SET^LD^--ER8 


.-■ S E T ♦ C S R 4 ♦ C S R 5 ♦ C S R 6 ♦ C S R 7 ♦ C S R 8 ♦ C S R 9 ♦ C I ♦ •-■ L D 
+ ■- SET^-- CSR9^.--C I ♦.-■'LD + .■•-SET^.-'CSR4^.--CSR9^ -'LD 
+ S E T ♦ ■-•' C S R 5 ♦ C S R 9 ♦ .-- L D + S E T ♦ C S R G ♦ C S R 9 ♦ L D 
+ . S E T ♦ •-• C S R 7 ♦ .'•• C S R 9 ♦ .-- L D + S E T ♦ C S R S ♦ C S R 9 ♦ L D 
.••-SET^LD^.-''ER9 
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Fuse Pattern PAL16R6 

Most Significant Stage 
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xxxx 
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xxxx 
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xxxx 

xxxx 

vy^y 

/././.X 


V — X 
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— 

— 

y 
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x-x- 
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X 

— 

— 

— 

— 

X 
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X 

— 

— 

— 

— 

X 

. ■ S E T ♦ * C S Ft 4 * / C S Ft 5 ♦ / L D 

xxxx 
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xxxx 

ii 

xxxx 
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— 

— 

X 

■ C S 4 ♦ / C S FI 6 ♦ / L D ♦ /■ S E T 
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— 
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X 

— 

— 
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■ S E T ♦ / C S R 5 ♦ / C S RF> ♦ / L D 
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— 

-X — 
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xxxx 

xxxx 

xxxx 
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xxxx 
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xxxx 

xxxx; 

xxxx 
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./SET^CSR4^CSR5^CSR6^CSR7^C I ♦/LD 

x-x- 

— — 
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X 

— 
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/SET^/CSR7^/C I ♦/LD 
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X 
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X 

— 

— 

X 

/SET^/CSR4^/CSR7^/LD 

X — - 
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---X 

— 

— 

X 

/SET^/CSR5^/CSR7^/LD 

X 
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— 

X 
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— 

X 
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xxxx 


xxxx 

xxxx 
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X 

/SET^/CSR4^/CSR8^/LD 
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— 
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— 

X 

/SET^/CSR5^/CSR8^/LD 

X--- 

— 

— 

X 

— 

X! 

— 

X 
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— 
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— 

X 

/SET^/CSR7^/CSR8^/LD 
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— 
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/SET^LD^/BR8 
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X 

/SET^/CSR9^/C 1 ♦/LD 

X 

X 

— 

— 

— 

— 

— — X 

X 
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X 
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/SET^LD^/BR9 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 


rtXXX 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 

xxxx 



Control store Sequencer, Most Significant Stage, Fuse Pattern. 


I 


24-183 


Application Suggestions 



Application Suggestions 



24-184 




MEMORY-MAPPED I/O Functional Description 

Memory-mapped I/O is an interface technique The figure below shows a circuit that is typical 

that treats I/O devices’ physical addresses as of those found in memory-mapped I/O applica- 

undifferentiated from memory address space, tions. The inputs to the decode logic are the 

That is, no Memory-l/0 decoding is required, system memory address lines, Ag-Ap. The 

Furthermore, most computers have more in- logic shown compares the address on the 

structions to manipulate the contents of memory bus with the programmed comparison 

memory than they have I/O instructions, address. When an address on the bus matches. 

Therefore, the use of memory mapping can the corresponding I/O port enable signal is set. 

make I/O control much more flexible. PALs can In conjunction with other system control 

be used to make memory-mapped I/O im- signals, this enable can be used to transfer 

plementation easy, even if changes in memory data to and from the system data bus. 

addresses are required. 

PORT 0 = 1F78 

ABF 
ABE 
ABO 
ABC 
ABB 
ABA 
AB9 
AB8 
AB7 
AB6 
ABS 
AB4 
AB3 
AB2 
AB1 
ABO 

MEMORY MAPPED 10 



PORT 1 = 1F79 
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PAL Design 

One PAL16L2 can be used to monitor a 16-bit 
address bus, fully decode addresses, and fur- 
nish enables to two ports, each of which could 
be anywhere within 64K of address space. Par- 
tial decoding for a larger number of ports could 
be done using other members of the PAL fami- 
ly. 

Typical logic equations for the memory-map- 
ped I/O logic are as follows: 

Port 0 = /ABO • /AB1 • /AB2 • AB3 • AB4 • 
AB5 • AB6 • AB7 • AB8 • AB9 • 

= ABA • ABB • ABC • /ABD • /ABE • /ABF • 
[Note: source data incorrect] 


Port 1 = ABO • /AB1 • /AB2 • AB3 • AB4 • 
AB5 • AB6 • /AB7 • AB8 • AB9 • ABA 
• ABB* ABC '/ABD* /ABE* 

/ABF* 

The above example shows address decoding 
for memory locations 1F78 h and 1F79 h- The 
equation terms could be changed to accom- 
modate any 16-bit address. 


Memory Mapped I/O Design Specification PAL16L2 


PPL 1 t.Lc' P ML i'E : I - PEC I F I C H T I Qh 

PPT CiOOc: 

MEMDF'V MPPPED I-D 

REij PEI PBc' RE5 PEh RE5 PEE PE7 RES PNE PEP PEP PEE PEC 
• ■POPTl .-POPTri pF;D PEE PEF VCC 


PORT 0 = ■••'PEO^ •■■PEl^.' PEc:^PE:::^PE‘+^PB5^PE6^.- PET^PEP^PEP^PEP^PEE^PEC^ 

.■••■pEri^.-PEF> 'PEP 

PORT J = PEO^.- PEl ♦ PEc'^PE3^PE4^PE5»PE6*.-"PE7^PEC '*PEP*PEP*PEE^PEC^ 
■PED^-PEE^- PEF 


EESCPIPTIDH: 

THE PPL HE CO HE :S THE SPECIFIED MEMORY PDDPES:C MDPD TO PRODUCE P PORT 
EMPELE FOP POPTO PMD PDPTl PC FOLLOI.IC: 


PAL16L2 Memory-mapped I/O Decoder Design Specification. 
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Memory Mapped I/O Logic Diagram PAL16L2 


D 1 2 1 4 S I 7 I 11011 I213141S 11171010 20212223 24252127 21203031 



PAL16L2 Memory-mapped I/O Decoder Logic Diagram. 
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CONTROL LOGIC FOR 8080 CPU 
BOARD 

The 8080 is one of the most widely-used of all 
current microprocessor designs. However, us- 
ing it in a system requires that you decode and 
supply a fairly complex set of control signals. 


With the rapid decline in 8080 prices, the logic 
required to perform this control decoding has 
become more expensive than the 8080 itself. 
This application note shows how a PAL can be 
used to eliminate much of this costly support 
logic on an 8080 CPU board. 




PAL16L8 Control Logic for 8080 CPU Board, Combinatorial Logic Diagram. 


DESCRIPTIDN: 

PDPTlDrJ OF LDGIC FROM 8080 CPU BOFtPD 


l-NLlbLy PhL riESIGrt CPECIFICRTIOr^ 

phTi;ii:u£ 

PDPTIDU OF PhUDOM CDUTRDL LDGIC FDR 8080 CPU BDPiPri 


PD 

EU ED 

ER . 

■1 

R El DD DE GND SD HD C3 

IF < 


Ml.l = 

SD^ 

■•-PM -f SD^.-TiE 

I F 

.■'CC> ■■ 

LR= 

Sr 

-t- I'D 

IF ( 


■ss= 

■••■s 1 

-pri SR 

IF 

,'CC> ■■ 

HR = 

.■■-SI 

-►■■■'PD -*■ SR -t- ■■'ER ■••El 

I F < 

.''CO 

C8- 

..■■•pri 

+ -ED + .-ER 

IF 

,''CC> 

HD = 

■■•■■pn 

+ EU 



PAL16L8 Control Logic for 8080 CPU Board, Design Specification. 
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Portion of Random Control Logic for 
8080 CPU Board 


Fuse Pattern PAL16L8 


‘□♦.■riE 




PAL16L8 Control Logic for 8080 CPU Board, Fuse Pattern. 


24-190 





Application Suggestions 



Application Suggestions 


Portion of Random Control Logic for Design Specification PAL12H6 

8080 CPU Board (Improved Design) 


PRLlc'Ht. PRL DESI6H SPECIFICRTIDh 

PRT Cl Ml 3 

PORT I DM DP RRNDDM CDMTRDL LOG I C FOR eOSu CPU EORRD 

PD EN ED ER SI SR El DD DE GNU SO NC3 NO C3 HR SS LR MW PW VCC 


MW 

= 

■•■■SO + PW^DE 

LR 

= 

■■■SR ♦■•■■• DO 

SS 

= 

S1^PD^.-S:R 

HR 

= 

Sl^PD^ ■■■SR^ER^El 

C Si 

= 

PD^EO^ER 

fiG 

= 

PD^..-EN 


description: 

PORTION OF LOGIC FROM 8080 CPU EORRD 

NOTE: THIS DESIGN IS IMPROVED OVER THE PREVIOUS EXRMPLE RS WE WERE 

RELE TO IMPLEMENT THE SRME EQURTIONS IN R SMRLLER PRL. THIS WRS 
RCCOMPLISHED EY INVERTING THE EQURTIONS? THUS? REDUCING THE NUMEER OF 
PRODUCTS PER OUTPUT TO R MRYIMUM OF TWO. 

PAL12H6 Control Logic for 8080 CPU Board, Design Specification. 



PAL12H6 Controi Logic for 8080 CPU Board, Combinatoriai Logic Diagram. 
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Portion of Random Control Logic for 
8080 CPU Board (Improved Design) 


Fuse Pattern PAL12H6 




PAL12H6 Control Logic for 8080 CPU Board, Fuse Pattern. 
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HEXADECIMAL DECODER/LAMP 
DRIVER 

The increasing use of microcomputers has ied 
to an increased need to display numbers in 
hexadecimal format (0-9, A-F). Standard drivers 
for this function are not available, so most ap- 
plications are forced to use severai packages 
to decode each digit of the display. Since 6 to 
12 digits are often being displayed, this ap- 
proach can become very expensive. This exam- 
ple demonstrates how the hexadecimal display 
format can be both decoded and the LED in- 
dicators driven using a single PAL for each 
digit of the display. 

Functional Description 

A hex decoder/lamp driver accepts a four-bit 
hex digit, converts it to its corresponding 
seven-segment dispiay code, and activates the 
appropriate segments on the display. These 
drivers can be used in both direct-drive and 
multiplexed display applications. A single PAL 
can provide both the basic decode/drive func- 
tions, and additionai usefui features as well. 

Circuit Description 

The figure shows three digits of a dispiay 
system that uses three PALs to impiement the 
complete decoding and display-driving func- 
tions. The inputs to each section are a hex 
code on pins D0-D3, a ripple blanking signal, an 
intensity control signal, and a lamp test signal. 

The hex codes are decoded to form the seven- 
segment patterns shown in the figure. The in- 
put codes, digit, represented, and segments 
driven are as follows: 


Ripple-blanking input RBI is used to suppress 
leading zeroes in the display. The signal is pro- 
pagated from the most significant digit to the 
least significant digit. If the digit input is zero 
and RBI is low (indicating that the previous 
digit is also zero), all segments are left blank 
and this digit position’s ripple-blanking output 
RBO is set low. 

Intensity control signal 1C controls the duty cy- 
cle of the display driver. When 1C is high, all 
segment drivers are turned off. Pulsing this pin 
with a duty-cycled signal allows the adjust- 
ment of the display’s apparent brightness. 

Lamp test signal LT lets you check to see if ali 
LED segments are energized. 

PAL Implementation 

The PALI6L8 has both the required I/O pins 
and the drive current capability to perform as 
the complete display decoder-driver circuit 
with seven inputs and eight outputs. The logic 
equations for this circuits are shown in the 
listing. One PAL drives each digit; they may be 
cascaded without limit. With minor changes, 
the same logical structure could be used with 
multiplexer logic to allow a single PAL to 
decode and drive multiple digits. 


D 3 

D2 

Dl 

Do 

Digit 

Segments 

0 

0 

0 

0 

0 

ABCDEF 

0 

0 

0 

1 

1 

BC 

0 

0 

1 

0 

2 

ABDEG 

0 

0 

1 

1 

3 

ABCDG 

0 

1 

0 

0 

4 

BCFG 

0 

1 

0 

1 

5 

ACDF 

0 

1 

1 

0 

6 

ACDEF 

0 

1 

1 

1 

7 

ABC 

1 

0 

0 

0 

8 

ABCDEFG 

1 

0 

0 

1 

9 

ABCFG 

1 

0 

1 

0 

A 

ABCEFG 

1 

0 

1 

1 

B 

CDEFG 

1 

1 

0 

0 

C 

ADEF 

1 

1 

0 

1 

D 

BCDEG 

1 

1 

1 

0 

E 

ADEFG 

1 

1 

1 

1 

F 

AEFG 
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Hex Decoder/7 Seg. Driver w/Ripple Blanking, 
Intensity Con., & Lamp Test 


Logic Schematic 


THREE STAGE HEXADECIMAL DECODER /DRIVER 


PAL16L8 

BCD TO HEXADECIMAL 

DECODER/7SEGMENT 

DRIVER WITH RIPPLE BLANKING 


l_i|l_l i_l|l 
II _i I I il 


DISPLAY 1 
leadings' 
ZEROS 

BLANK _2_ 
LEADING — 
ZEROS 


HEXADECIMAL 

INPUTS 



LED/LAMP 

‘driver outputs 


TO NEXT STAGE 


Hex Display Decoder-Driver, Combinatorial Logic Diagram. 
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Hex Decoder/7 Seg. Drive w/Ripple Design Specification PAL16L8 

Blanking, Intensity 
Con., & Lamp Test 

PHLlt.LS PRL DESIGH SPECIFICRTIDM 

F'RT Oil 07 

HEX riECDDEP.- ?:SEG. fiRIVEP W.'- RIPPLE BLhHKING. IHTENSITV COM. » g. LAMP TEST 
RBI DO D1 Ii£ D3 IC LT HC HC GHD NC G - PBO FED C B H VCC 


IF . .•■ lO R = . RBD*. nO* ■ DE + •■ REO^ - Du^DS + ■ RBO^Dl^DE + 

RED^IU^-DE* D3 + ■ RBO*D O^Dc'^. • D? + ■ REDD 'D 1 ♦■ DE^D3 + LT 

IF C IC ' . B = ■ RED^..- riE^y D3 + ' REO^- DO^- D£ + ■ RBD^ • DO^,. D 1 ♦ ■■■ D3 + 
•RBD^DO^Dl^ D3 + • RED^DO^ ■ D 1 ♦D? + LT 

IF ' • IC'' -C = . RBO*DO^-D1 + RED^DO^ DE + -REn^ Dl^- DE + 

. REa*DE» D3 + .■■RBD»-D£^D3 + LT 

IF IC:' .-D = RBD^ D1^D3 + RED* - D 0♦■•'DE♦ • D3 + 

RBD^DO^Dl^ DE + RED^- DO^Dl^DE + RBD*D 0^ D 1 ♦DE + LT 

IF '; IC) E = . RED^ D0^.- DE + REO^DE^D3 + -REn^. D0*D1 + 

RED^D1^D3 + LT 

IF '::. IC) -F = RBD^ DO^-Dl + RB0^-DE^D3 + -RED^Dl^DE + 

RED*- Di>DE + -REn^ • Dl^DE^.- D3 + LT 

IF c:VCC) RED = n (•♦./D 1 -''RB I 

IF C-'IC> •••■13 = .■•■RED^Dl^.-'DE + .-'RBO^DO^DS + •••££□♦.■■ ri£#D3 + 

■REO'* ■ D0'*D1 •)■ REO^- Dl^DE* -DS -f LT 


DE:i.CRIPTIOH: 

THE HEXFDECIMRL DECODER ■■■7-:SEGMENT DRIVER FEATURE:!: ACTIVE LOW OUTPUTS 
FDR DRIVING DLiPLAV DIRECTLY. 

IF DATA INPUT IS ZERO AND RIPPLE BLANKING INPUT '::-REI) IS LOW THAT 
DIGIT WILL EE BLANKED AND RIPPLE BLANKING OUTPUT WILL EE LOW. 

THE RIPPLE BLANKING OUTPUT C.-RED) PROVIDES BLANKING INFORMATION 
FOR THE NEXT LEAST SIGNIFICANT STAGE. IT PROVIDES A LOW IF ■RBI IS 
LOW AND THE DATA IN IS ZERO. 

WHEN HIGH THE INTENSITY CONTROL flC::' WILL TURN OFF THE ENTIRE DISPLAY. 
IC MAY BE PULSED TO VARY THE INTENSITY OF THE DISPLAY. 

WHEN HIGH THE LAMP TEST INPUT '::LT> WILL TURN ON THE DISPLAY. 





INPUT 






OUTPUTS 


LT 

IC 

■RBI 

DO D1 

D£ 

D3 

A 

B 

c 

D E F G 

.'■RED 

L 

L 

H 

L 

H 

L L 

L 

L 

L 

L 

L 

L L L H 

L 

L 

L 

L 

L L 

L 

L 

H 

H 

H 

H H H H 

L 

H 

L 





L 

L 

L 

L L L L 



Hex Display Decoder-Driver, Design Specification. 
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Hex Decoder/7 Seg. Driver 
w/Rippie Blanking, Intensity 
Con., & Lamp Test 


Fuse Pattern PAL16L8 


I C: 

■ P fn^-'DO* - 

••■P £■[]♦ ■■ Dl^ E 

LT 


PEa^-D£*-r 
■••PBD^-D0*-ric 
p p 1 III ♦•••[' 
■ KPO»[n.i*Dl ♦ D;-' 

PBu*D0*.-li] ♦d:-; 
LT 


■ I c 

PEO*Dm*.-D1 

■ppO^'-Dl^-'riB 

■■RBn^ri£>.'D?. 

• P'Bn* ■■ Dc'*'B 5 
LT 


IC 

.•■■PBD*.-rn^0;: 

• PBD» - B'> ■ Dc> -'D: 

■PBD^ -'Di'i^ra^Dc; 

■■ PBn^r'i>,-Di*rc' 

LT 


I C: 

••PBO*>In,i*-DB 

-PBC^Pa^D? 

■ PBO*-Di;i».i:ii 
. PBO*ril»P:: 

LT 


PBO^'-DO^-Dl 

.'■RBD^.-I'£*ri3 

■rbo^di*d;:- 

■ RBO» Tiu*Dc' 

■ RBn^' Dl»li£*- I'B 
LT 


D 0 ♦ t» 1 ♦ D c' ♦ ■ n ♦ ; R B I 


■■■ I C 

RBa*Dl*-Dc 
■PBQ*riO*ri :■ 
PB0*-I'L^D;: 

• PBO^ ■ 

■PBD* -d; 

LT 


Hex Display Decoder-Driver, Fuse Return 
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Hex Decoder/7 Seg. Driver 
w/Ripple Blanking, Intensity 
Con., & Lamp Test 


Logic Diagram PAL16L8 




Jw 

■■■■flaBifBi 


BB1MBBBI 

■■■»>4HBBaBI 

BB>1MBBBI 

IBBfl 

■BBMBBBI 


■■aBMBaaMBB>«aBMriBHBBiiBaBBBBaaBriBMBaBi 

■r*iaMBBaBaK’HiaHaaaBaaaaaBaBaBBiaB'>«Hiaaai 

■fr>«aHV1BHiaaBBaV'iaBHaBflBaBBBBfllBB’>4HiBaBI 

klaBaB£aaBBaBS2aaBaBBH'>iBBBBBaaHiBBBi 

'laaaaaaMBaBBBiaBBHaaiaBBBaaBBMaBBi 

.jiHiiiiiniiiiiiininiiii 

riampiaBiaaaMBflBHBaBBBBBBBBar>iBBiBBBi 

i-aBBMaaBMr'iBMaBBBaBBBHiBBBMa»>4aaaBai 

kaBaBBr^BBBt'>lBMaaaaBBBBBBBBBMBB><BBBBai 

laaaBaBaBaaBBSBBBBBaBBBBBBaaBBBBi 




laaBwaai 

iriBHiaaBMriBi 

r‘iiaaviaBaHB’>fBi 

kifiB»>iBaar>kaBi 

r^aaaaiT'faHk'HiBai 


larii 

BBBBB'><l 

BBHBB>«I 

BBHBB>1I 

aaBBB^-U 


BaBBBBaBaaaBaBBBBHarBMBBai 
BH’aBBBHBflflBBIBBBBaBriaiBBil 

jBMiaaBBaaBaaaaaBHiai-’iBaiBBBi 

■aaBH'>«BBBBBaBaa'aBBBBiaBaBaBaaaBBi"4BBiaaai 

■BaaabaaaBiBaaBiaaBBHaBBBaaBaaaBkBBBiaBBi 

iBBBHiBaBBBBaBBaBBBBBiBBBBBrBaBaaaBBaaaBaa 

IBBBBBaaaBiBBBMBBBBBaBaBkBaBMaaBBBiBBai 

iviaaBriaaBaaBMaBaHaiiiBBMaBBBBaiBriBiBaBi 

~'kaBaaiaaaaBiaiBBr<lBBBBiaBBBaBBBBBiBB"4HiBBBI 

jaaviBaBBaaa»>iBBBBaBBaBaBBMBBfaBBBBi 

irfaMaaawBBaMaBBaaBBBHBBBaHBBB'-kHiaBa 

■aaaBBriaaa'>fBBWianaBaaflaBBBBBBB'<BBBBBi 

■BBBHaaaaBaaaMaBBaBaBawiBBMBaBaBBBBi 

■BBBHaBBaiBBBMaBaHaBBBaaaBBBaBBBBBBaBI 

llll■nl■lll■lll■lll■lll■lll■lll 

■rTIMViaBamHriBMBBBBBiBaBHBaBaBBBai 

■aBaBBBBBaBBBBBBBaaaBBBBBBBBaBBBBI 

■BaBBHBBBMBBBMaBBBBBaBHiaBaaBBBBaBBBBI 

■aBBBBIBBBaaaBBHaBBHiBaBaBBBBBaBBBaBBaBI 

IBBBBBBBBHiBBBHaBBaBBBai 

iBBaaaBBBi 


llll■lll■m■lll■lll■lll■l|l■llll 


raaBBBB<aaMBBBMaiiBi 

riBBMaBBBBaaaVIBBBBBBBI 
kaBaMaBaHBraavBBBBBBBBi 
:r~m^==z3aaBMaBaBaaaBi 
■aaaar#BBaa"iBBHBriaMiBBBi 
:zzz=iaBBBaaaBHiaBBBBaBai 
MaBBBaBaaiaaBHiaBaBBaBai 


iBBaaaarii 
iBBBflaiai"«aBaflai 
■ BBBMaf«BBaBai 
IBBBHBBflBaBBBB 
IBBBBaafflHiBBBI 
riBaaiBaBaaaBBi 
kBBBaaaBBHBaBai 


iaaBjSSBSSS8SSSiSSBBBSBKBSSBSBwt 


2 3 4S&; 8 3 1011 I2I3I41S 16I7I8I9 2021223) 242S2S2I 2129)011 


Hex Display Decoder-Driver, Coded PAL Logic Diagram. 
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Application Suggestions 


HEXADECIMAL KEYBOARD 
SCANNER 

The popularity of pocket calculators and home 
computers has created a large market for low- 
cost keyboards. The logic required to scan 
small keyboards is typically implemented 
either in SSI/MSI logic or in a computer- 
generated software scan. In the first case, the 


Hex Keyboard Scanner 


logic may be rather expensive; in the second 
case, if the microcomputer system is a busy 
one, the software scan may be unacceptably 
slow. A single PAL and just a few inexpensive 
parts can do. the task. 


Logic Diagram PAL16L8 


EXT CLOCK 
(Approx. 10KHz) 



Hex Keyboard Scanner, Combinatorial Logic Diagram. 
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Hex Keyboard Scanner 


Design Specification PAL16R4 


P flL 1 F' 4 F’ i-- I-' E i- 1 b f ^ > F' E L I F I L H T I □ t 'l 

PRT UOl? 

HEX KEVBDHPIi JChMMEP 


CLK 

RO R1 H 

8 R 

3 R4 

RS 

■lb R7 

GND 

■Efl 

R 

SB 03 

Oc; 0 

13 0 

IF 

VCC- ■' 

■SR 

= ■■■■ 

J'3 








IF 

vr r: •' 

■■■NC 

_ 

■RO^ 

ij o♦. 

01 ♦-U 

Q* + 


R1 ♦OO^ 

.-Ol ♦ ■■•i 

■'c‘ + 





■Rc^. 

■|..t M#|.. 

1* - UL 

+ 

R 

l,l♦M 

!♦ •08 

+ 





R4^ 

I'* 0 ♦ . ■ 

U 1 ♦Q8 


R 

^♦0 ■ 

31 ♦OS 

+ 





■R8'* 

iJiTST. 

1 ♦08 






1 j \\ 

: = QO^P' 

4- 


■■ R 








■■ Q 1 

:= QO^C-i 

l^R 

-f 

J u^. ■1 

'1*R 

-t- - 01 

♦ ■■■R 





■■ Oc' 

:= 

1 ♦U 



UE'-^R 

4- •■ ■■ Q 


Qc 

♦ R . 

3S^ - R 


Q 3 

;= rin^Q 

1 ♦U 

£*♦03 

♦p + 

0 !!!♦ 

Q3^p 

+ 

0 

1^-0:3^R + -1 

!£'♦■■ 


IF VCC > .-XE = 03 

IF < VCC > /P = .'MC + .■■■R7^00*Q1 ♦OE: 


IiEiCRlPTIDN: 

THE KEVBDRPn SCRMNER MILL SCRH R IE. KEY BEYBDRPH RPPRH6ED IN R 
EXS MRTPIX. THE SCRMMEP MDRKS BY SELECTING ONE ROM OF 8 SMITCHES 
RNB THEM iCRMMING THE 8 INPUTS. R LOI.J ON RNY INPUT MILL DISRBLE THE CLOCK 
GOING INTO THE ONE-SHOT. THE ONE-SHOT IS USEH RS R DELRY TO RLLOl.l THE 
SWITCH BOUNCE TO SETTLE OUT. RT THE ENB OF THE TIME DELRY <1 ONE.:' . KEYPRESSED 
WILL GO LOW. THE OUTPUTS WILL THEN GIVE THE BINRRY CODE FOR THE SWITCH 
SELECTED. WHEN THE SWITCH IS RELERSEDj KEYPRESSED WILL GO HIGH* RND 
SCRNNING WILL CONTINUE. WHEN THE END OF THE ROW IS RERCHED* THE 
SCRNNEP SWITCHES TO THE OTHER ROW RND CONTINUES SCRNNING. 

THE EHTERNRL CLOCK SHOULD RUN IN THE RRNGE OF 10 KHZ. 

IF RSCII OP OTHER CODED CHRRRCTEPS RPE DESIRED* THE BINRRY CRN BE 
CONVERTED USING R PROM. 


PAL16R4 



Logic Symbol 


Hex Keyboard Scanner, Design Specification. 


> 

■o 

■O 

o 

&} 

o 

3 

C/) 

c 

(O 

(O 

(D 

0 ) 

o 

3 

(b 
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Application Suggestions 


Hex Keyboard Scanner 


Fuse Pattern PAL16R4 


, r:iO^ ■ - ♦ 0 

■ 1 ♦QO* •0 1 ♦ I'li 

■ S: ♦ Q 0 ♦ I? 1 ♦ ■■ C' i£' 

,• R 4 ♦ I'l (I ♦ , ■ I j 1 ♦ I j 

• ' 0l*0c’ 

. RR* 

■QO^ -R 


— X- QO^Ol^R 

--X — V- rii ♦R 

,_v y ...■■qi^,..r 


..•■■Q n ♦.■■■■ Cl c*R 
■■•■Ql ♦ ••'Qc'^R 


Q 0 ♦ Q 1 ♦ Q £' ♦ Q 3 ♦ R 
•••-Q0^.-'C!3»P 

''Q3»R 

.^C!3».-R 




!nI "'IX XI II III' I'lXXX XIII'II'I XXIIX iimxx 


- — — -K- — X- ~~~~ ~X-_- .-"liF^QO^C'l^Qe 

XXX xxxx xxxx xxxx xxxx xxxx xxxx 

XX>' xxxx xxxx XXIXX xxxx XXXX! XX.XX 

XXX xxxx xxxx xxxx xxxx xxxx xxxx 

XXX xxxx xxxx xxxx xxxx xxxx xxxx 


Hex Keyboard Scanner, Fuse Return 
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Application Suggestions 


MINIDISKETTE CONTROL LOGIC 

The flexible diskette (floppy), and its smaller 
brother, the minidiskette, are very popular as 
mass storage on small systems. Most of these 
small systems are destined for high-volume ap- 
plications, so all possible production 


economies should be explored. The disk con- 
troller is the most complicated (and expensive) 
part of the disk subsystem; this example 
shows how a PAL can reduce the size and cost 
of the controller for a minidiskette-drive con- 
troller. 



SHIFT 

DATA 

REG 


SHIFT 

CLOCK 

REG 


DATA BIT 


CLOCK BIT 


Minidiskette Control Logic Diagram. 
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Portion of Micro Floppy Control Logic 


Design Specification PAL14H4 


PFIL14H4 FhL PEC IF I CRT I 

PRT i;ii:il-;4 

PDPTIDM DP NICPD FLDPPV COMTPnL LOGIC 


CK T Q1 I.ICK Qc: ■■'I.IE Cl 

PE NCR I 

c - C'? GNii 04 CO on a E hr tret 

PEG CEE EG Nc ru 

,DREG= T»Ql^.-"liiE + iCK< 

+ 

I,IE*MCK 


CREG= Qc'^C'l^ME + iCF< 

► ■ ME -t- 

ME^MCT 



DRTmBT— l Pt'^i'IE^I'.iL PC' + Lie* T ♦ ciE ♦ ■■■ cc-i + ■ t*ic F'c 

CKB= Qc>Q4 + T^.'WF. + ME ♦CO 

iiESCPIPTIOm; 

PORTION OF FLDPP'T DISC: CONTROL LOGIC 

Minidiskette Control Logic Design Specification. 
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Portion of Micro Floppy Control Logic 


Fuse Pattern PAL14H4 


'ME 

i,iE*i>iCE 


r.iE'4 0 1 ♦i.iE 

i:CK>-I.IE 

i,IE*I''CK 


ij P’ ♦ itiE F’L 
OE 

T^-I.IE^-mV; 

• iiif F C^ME^DD 


ME^ri4 

t*-ME 

i.iE^lO 


Minidiskette Control Logic, 14H4 Fuse Pattern. 
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Application Suggestions 


BETWEEN LIMITS COMPARATOR/ 
REGISTER 

It is often needed to keep data between limits 
as it is processed, or to halt a process when 
limits are reached. This may be done for 
system security, or as a means of self- 
checking. The checker described here might 


search for a specific value, search for missing 
values: values either in or out of a certain 
range. The sample circuit shown monitors a 
16-bit bus, using two PAL types, and latches a 
complementary pair of BTWL status signals in- 
to its output registers. 
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Application Suggestions 


Between Limits Comparator/Register 


Fuse Pattern PALI 6X4 


XXX 

XXX- X — X ^•■fla*B2^fl3.EQ.B3 

XXX- X — X X — X /ftl»Bl*fl3.EQ.B3*fic;.EG!.B2 

XXX- X— X X — X X — X ^ — /ft0^B0»R3.EQ.B3^R2.EQ.B2*fil.EQ. 

<X XXXX XXXX XXXX XXXX XXXX XXXX XXXX 

<X XXXX XXXX XXXX XXXX XXXX XXXX XXXX 

<y. XXXX XXXX XXXX xxxx xxxx xxxx xxxx 


XXXX XX!X!X xxxx XXX> 

xxxx xxxixi xxixx; xxixi;* 

xxxx xxxx xxxx XXXJ< 


R3»XB3 

R£»^B2*R3.EQ. B3 

R1 B 1 ♦RS. EO. B3*R£. EG!. Be' 

R0» BOR3. EGj. B3»R£. EQ. Bc'»Rl . EQ. 


. ' R 0 ♦ L □ R Ii ♦ X C L E R R 

- — .■•BO^LORIi^xCLERR 


■Rl^xLDRri^xCLERR 

•BI^LDRD^xCLERR 


xRc'*xLDRD»xCLERR 

xB£*LDRB»xi::LERR 


XX — xR3*..LDRri*xCLERR 

-X-X xB3^LDRD»xCLERF: 


X — X X — X X — X X — X R3. EQ. B3»R£.EQ. Ec:»Rl . EQ. Bl*Rti. E 


PALI 6X4 Limit Checker Fuse Pattern. 
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Between Limits Comparator/Logic 


Design Specification PAL16C1 


PRLli&Cl 

PRT0021 

EETWEEM LIMITS COMPFtRRTOR LDGIC 


PRL DESISN SPECIFICRTIDN 


EQIU .-LTl .-EQIL -I5T2 ••■•EQE'U ■■LTc: .-EOEL .-'GT3 ^-EQSU GMD 
LT3 •••EQ3L NC MC MC •■•■BTWL -GTO -'LTO •••GTl VCC 


BTWL = GT3 + GT2^EQ3U + GT 1 ♦EQ3U^EQ£U + GT0»EO3U^EQeU^EGf 111 + 
LT3 + LT£^EQ3L + LT 1 ♦EQ3L*EQ3L + LT0^EQ3L*EG/3L#EQl'L 


riESCRIPTIGM: 

THE BETWEEN LIMITS LOGIC BETERMINES THE BTWL STRTUS RS 
R FUNCTIDN GF THE GT. LT RND EQ STRTUS FROM THE CGMPRRRTOR 
REGISTERS. 


PAL16C1 


EQ2U - AND 

_ GATE : 
LT? [£ - ARRAY : 


Logic Symbol 


PAL16C1 Limit Checker Design Specification. 
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Between Limits/Comparator/Logic 


Fuse Pattern PAL16C1 


—X — - 

x-x 







il 

1!;;;:;: lii;!;!; 

r 




I !l 1 I !l .‘I " I !X.‘ !! I 

. .. . 


KXXK 





KKXK 

XX>JX XXXK 

;;;;;;; ;;;;;;;; 

1 II 1 *x 

I :x! :x 

xxxx 

Kxxx 

K K y. X X X y X x y xi 

xxxx 

xxxx 

xxxx 


xxxx xxxx xxxx 

xxxx 

xxxx 

xxxx 

xxxx x>^xx 

y. y. X y, ix x x y. ix x !x 

y.yyy. 

xxxx 

xxxx 

XXXi i ! !! !. ! 

;.i..xx' x; xxxx 

yyy.y 

yy.yy. 

xxxx 

XX XX xxxx 

! 1! !! !X 1 '.y\ IX IXXXX 

xxxx 

y,y,y.y. 

xxxx 

XX XI-’*! XX 

! 'XI II 1 III II II 1 xxxx 


xxxx 

XXIXX 


1 1! M '1 ’ 1 II II II 1 IXXIXX 


xxxx 

xxxx 


IIXXII III II IX' XXXIX 

.-.A,=^.X 

.■^xxx 

xxxx 


XXI'IIX IX IX XIX XIX IX X 

XXXX 

xxxx 

xxxx 

XX XXXX 

IX i- '-i I X I' -i IX y IX X X X X X 

XIXI'X'X 

xxxx 

xxxx 


xxxx xxxx xxxx 

xxxx 

xxxx 

xxxx 

X!='=! .’•••!XXX 

XI II II 1 1 iixx/i xxxx 


XXXIX 

xxxx 

XKXK XXXX 

iiixiii'* III mix IXXIXX 

XX 

xxxx 

xxxx 


•yVc'V ww ww 

xxxx 

VVVV 

xxxx 

>^:xxx xxxx 

xxxx xxxx xxxx 


xxxx 

XXXIX! 

! !! !! !! ! !'!! !!'!!'! 


xxxx 

xxxx 

xxxx 

X!''IXX !•■'!XXX 

xxxx xxxx xxxx 

XXIXX 

xxxx 

xxxx 


VVVV Vx'vy ww 

XIXXX 

xxxx 

xxxx 

/■iXXX XXXX 

1 i/ii IX xi'ixx xxxx 

xxxx 

xxxx 

xxxx 



rtXXX 

xxxx 

xxxx 

V '••■'V w 


xxxx 

xxxx 


::::xx x::xx 

xxxx xxxx XXXX! 

XXXIX 

xxxx 

xxxx 

XXXX xxxx 

xxxx xxxx XXXIX! 

xxxx 

xxxx 

xxxx 

xxxx xxxx 

xxxx xxxx xxxx 

xxxx 

xxxx 

xxxx 

xxxx xxxx 

xxxx xxxx xxxx 

xxxx 

xxxx 

xxxx 


GT3 

i5T£»EQ:3U 
GTl»EQ3U^EQc'U 
GT 0*EQ3 U»EG!c'U^EQ 1 U 
LT3 

LT£»EQ3L 

LT1*EQ3L»EQ£L 

L T 0 ♦ E Q 3 L ♦ E G! £ L ♦ E Q 1 L 


PAL16C1 Limit Checker Fuse Pattern. 
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8-BIT I/O PRIORITY INTERRUPT Design Specification PAL16R4 

ENCODER WITH REGISTERS 


PRL16R4 PRL IiESIbH iPEC IFICRTIOH 

PRTOOOS 

S BIT I/O PRIORITY IMTERRUPT ENCODER WITH REGISTERS 

CK II I£ IS 14 15 16 I? 18 GND HC HC Q4 Q3 C8 G'l NC MC VCC 


■Q1 : 


■■"Oc' ! 


■■■Q4 : 


DESCRIPTIOH: 

THE I-O PRIORITY INTERRUPT ENCODER PPIOPITIZES 8 I- □ ^.Ir^ES 
<11 THRU I8> OUTPUT I NG 111 <Q3»Q£>&01 RESPECTIVELY:- FOR THE HIGHEST 
PRIORITY 1.-0 DEVICE '::il.:- RND CiOn FOR RN INTERRUPT FROM THE LOI-iEST 
PRIORITY I- D DEVICE -:IS:'. OUTPUT C.!4 SERVES R:;; THE INTERRUPT FIRG 
RND GOES LOU WHEN RNY OF THE 8 I-D INPUTS GO HIGH. THE PRIORITY 
INTERRUPT ENCODER REGISTERS RRE UPDRTED ON THE RISING EDGE OR THE 
CLOCK INPUT -iCK:-. THE 8 -STRTE OUTPUTS RPE MIGH-Z UHEN THE ENHELE 
LINE ': -E.:- IS HIGH RND ENRE.LED WHEN THE ENRPLED LINE -.E:- IS lDu. 


= .--Il^Ic' + 1 1*.-'I£*.-"I:3^I4 + .••••Il-»..''I8^.-I:5^.-I4^.I5^It. + 

1 1 I £■♦ ••• 1 :2*-' 1 4-*/ 1 5^.-' 1 1>.'- 1 ?♦ 1 8 

= •••■I 1 I £♦ 1:5 + .-■■I1^- I2^.-'I:5^I4 + I I£^..' I:5^.. I4* - I5^.- I^^^ + 

1 1 ♦ •••• I £♦.'•■ 1 :5^.-- 1 44 1 5^.-- 1 6*.'- 1 ?♦ 1 8 

= 1 1 I 1 :5^ 14415 + -•• II ♦ •••• I £♦ -• 1 :54.- 1 44.-- 1 54 1 6 + 

1 1 4 .-- 1 £ 4 / 1 : 34 .-' 144 / 1 54/ 1 6417 + / 1 1 4 / 1 £ 4 ..- 1 34 / 1 44 / 1 5 #/ 1 64/ 1 ?4 1 9 

= 1 1 + 1 £+ 1 5+ 1 4+ 1 5+ 1 6-4 1 7+ 1 8 


TRUTH TRBLE 


■ I I I I I I I I Q Q Q Q 

E 8 7 6 5 4 5 £ 1 4 5 £ 1 



L s; h l h h h 

L X X X X X X H L L. H H L 

LX":;:: : h i. l l h l h 

L :: :: X X H L L L l h l l 

L X X hllll llhh 

L X HLLLL. L LLHL 
L :-: HLLLL LL LLLH 

L. HLLLL LLL LLLL 

LLLLLLLLL HHHH 


Eight-Bit Priority interrupt Encoder with Registers, Designs Specification. 
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Application Suggestions 


8 Bit I/O Priority Interrupt 
Encoder with Registers 


Design Specification PAL16R4 



0 1 2 3 4 S I 7 B 9 10 11 12 13 l« 15 IB 1 


PAL16R4 Eight-Bit Priority Interrupt Encoder with Registers, Coded Logic Diagram. 
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QUADRUPLE 3-LINE/1-LINE 
DATA SELECTOR MULTIPLEXER 


Design Specification PAL14H4 


PflL14H4 PhL DESIGM SPEC IF I CRT I DM 

PRTOC 1 I 6 

ijIJRDPUPLE 3-LIME-TD-l-LIME DhTR SELECTDR MULTIPLEXER 

IR c'R SR 4R IE; c'E; SE 4E 1C GND EC SC 4C 4V SV EV IV SI SO VCC 


1 R^.-S 0 ^.-S 1 

+ 

lE^SO^.'-Sl 

+ 

IC^ -SO^Sl 

ER^-S0^.-"S1 

+ 

EE^S 0 ^.--S 1 


EC^.'SO^Sl 

SR4.-S0^.-'S1 

+ 

SE^S 0 ^.-S 1 

+ 

SC^-'SO^Sl 

4R^.-S0^--S1 

+ 

4E^S0^.--S1 

+ 

4C^x SO^Sl 


DESCRIPTIDN: 

R 4-EIT I.. 1 ORD IS SELECTED FROM ONE DF THREE SOURCES RHD IS ROUTED 
TO THE FOUR OUTPUTS. TRUE DRTR IS PRESENTED RT THE OUTPUTS. IF 
INVERTED DRTR IS DESIRED? USE THE SRME EQURTIONS I.JITH THE PRL14L4. 


! S 0 

! SI 

OUTPUTS ! 

IR 

1 

-f 

+ 

EO 

VC 

.' L 

! L 

R DRTR ! 

ER 


+ 

+ 

19 

S 0 

! H 

L 

El DRTR ! 



1 

1 



! L 

H 

C DRTR ! 

SR 

3 


+ 

1:3 

SI 

! H 

H 

LOU ! 



1 

1 



— 



4R 

4 

+ 

+ 

1 

17 

IV 




IB 


+ 

+ 

16 

c!V 




EE 


+ 

+ 

15 

3Y 




SB 

7 

+ 

+ 

14 

4V 




4B 

:3 

+ 

' + 

13 

4C 




1C 



+ 

IE 

SC 




GND 

10 

+ 


1 1 

EC 


PINOUT 

Quad 3-to-1 Data Selector-Multiplexer, Design Specification. 
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Quadruple 3-Line/1 -Line Logic Diagram PAL14H4 

Data Selector Multiplexer 
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4-BIT COUNTER WITH 2 Design Specification PAL16R4 

INPUT MUX 


PRL16R4 PRL riESIGN SPECIFICRTIDN 

PR 10034 

4 -BIT COUNTER UITH £ INPUT MUK 

CLOCK RO R 1 R£ R 3 BO B 1 Be' B 3 GND E COUT II Q 3 O.d Cl CO 10 CIN VCC 


Q I j ; = 1 1 ♦ I 0 ♦ ■■■■ Q 0 + 1 1 ♦ I 0 ♦ •■■■ R 0 + 1 1 ♦ I 0 ♦ •■■■ BO + 1 1 ♦ I 0 ♦ ■■■ C I N ♦ C 0 + 
I !♦! O^CIN^QO 


• Cl : = ■ 1 1 ♦ I 0 ♦ '■ C 1 + 1 1 ♦ I 0 ♦ • R 1 + 1 1 ♦ I 0 ♦ B 1 + 11*1 0 ♦ C I r ^ ♦ •- Q i + 
1 1 ♦ I O^C I N^Q 1 ♦C 0 + 1 1 ♦ I 0 ^ • Q 1 ♦ - C 0 


• Qc: : = 1 1 I O^ -'Ce: + ■■■ 1 1 ♦ I 0^ Re' +11 ♦ ••• I 0+ ■•• B£ + 1 1 ♦ I O+.- C I N+ - Cc' + 

1 1 ♦ I 0 ♦ C I N ♦ C £ ♦ C 1 ♦ Q 0 + 1 1 ♦ I 0 ♦ C £ ♦ ' Cl + 1 1 ♦ I 0 ♦ • - C £ ♦ '■ C 0 


■■■■ C 3 : = 1 1 ♦ ■■■■■ I 0 ♦ C 3 + ■ ■■ 1 1 ♦ I 0 ♦ R 3 + 11+ - 1 0 ♦ E 3 + 1 1 ♦ I 0 ♦ - C I N ♦ ■■■ C 3 + 

1 1 ♦ I 0 ♦ C I N ♦ C 3 ♦ C £ ♦ C 1 ♦ C 0 + 1 1 ♦ I 0 ♦ •• C 3 ♦ C £ + 1 1 ♦ I 0 ♦ C 3 ♦ ■ ' Cl + 1 1 ♦ I 0 ♦ •••■ C 3 ♦ - C 0 


IFCVCC.-' ''COUT = ■■CIN + ■■C 3 + ■••C£ + -'Cl + ■•"CO 


description: 

THE 4-BIT COUNTER LORDS R OR B FROM THE MUK. OR COUNTS UP. 
THE THREE STRTE OUTPUTS RRE RCTIVE WHEN ■■•£ IS LOW. 


■■"E ! 

11 

10 .' 

CIN ! 

! CLOCK 

1 

OUTPUT C 1 

! DPERRTION ! 

L ! 

L 

Ir ! 


! L-H 

1 

C 

NOP 

L ! 

L 

H ! 

X • 

! L-H 

1 

R 

LORD R 

L ! 

H 

L ! 

1 

L-H 

1 

B 

LORD B 

L ! 

H 

H ! 

L i 

L-H 

1 

C 

NOP 

L ! 

H 

H ! 

H ! 

L-H 

1 

C PLUS 1 

INCREMENT 


INPl/T A INPUT B 



OUTPUTS 


Four-Bit Counter with Two-Input Multiplex, Design Specification. 
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4-BIT UP/DOWN COUNTER WITH 
SHIFT AND THREE-STATE 
OUTPUTS 


Design Specification PAL16X4 


PRL16X4 PRL DESIGH SPEC I F ICflT I DH 

PRTOijEt. 

4 BIT UP.-DDI.ilH CDUHTEP UITH SHIFT RMD THPEE-STRTE DUTPUTS 

CLOCK n;i II EU E1 be BS IE CLERR 6HD .-E -LID HC R3 RE R1 Ru HC -RID VCC ■ 


IF':: --lE^I 1».--I0 :■ RID = •;:Ri;i::' 


■Ru := C-RU::' lE^..- 1 !♦.- 1 0 + ■ E 0:> 1 1 ♦! U + Ri::' ♦-lE^I I U + '::-RU::' ♦!£♦! 1 

.••RID^IE».--I1^.- lU + 

RID^IE^I - 1 ij + 

RID^IE^Il^ lU + CLERR 


■•■■Rl := C--Ri::' IE^--'I I 0 + E 1 I I !♦! 0 + •:;-^RE:' ♦ I E* 1 1 ♦■■■ I U + -R 1 I £♦ 1 1 
: + : <: R U ♦ I E ♦ ■ - 1 1 ♦ I U + 

Ro::' ♦RID*I£»1 1 I 0 + 

RO::' ♦RIO^IE^I !♦ 10 + CLERR 


■■■■RE := ';:-^RE::' ♦.■■ IE4.- I !♦ - I 0 + ■::.-E£::' ♦■•■ I£^-- 1 0 + ■: ■- R:S::' ♦ ■ I £♦ I 1 ♦•■■ I U + '::.-RE,'> ♦!£♦! 1 
:+: •::■■ Ri::' ♦IE*.' ! l^.'^ I 0 + 

Rl ru::'^*rid^ie^*ii^.- lo + 

■:; ■ R 1 :■ ♦ R o;:' ♦R I D^ I £■♦ 1 1 ■*■ 10 + CLERR 


■■•R:3 ;= 'i- R:-:;:' ♦.■■ lE^.-' 1 1*.-’ I 0 'i ■ E:3:> ■*■■■ I£^-- 1 !♦! 0 + •■ L ID»-^ !£♦! !♦ ■ I 0 + '::.-R:-:::' ♦!£♦! 1 
'::-^RE;:' ♦lE^-^ 1 1*.' I 0 + 

RO::' ♦RID^IE^I1».'-I0 + 

•;:.^re::"*'::-^ri:)'*</ro::'^rid*ie^ii^ io + clerr 


IFi; IE :> LID = '::R;3:> ♦lE^-^I 1».'^I£ + R:5;:'^':: re::-*':: R R0.>»RID^I£»I1^-’I0 + 

•■■R:3::* * < •■• REiJ ♦ C - R 1 ♦ ^.■■■■R O!:' ♦R I D» I £♦ 1 1 ♦■ 10 


DE:i:CRIPTIDH: 

THE UP- IIDI..IH CDUHTER I..IITH SHIFT WILL LORD!. SHIFT* COUNT UP* COUNT DOWN* 
CLERR DR NDP DN THE RISING EDGE DF THE CLOCK RS SPECIFIED BY THE 
INSTRUCTION* I. SHIFT I-D* CARRY RND BORROW SHARE THE SANE I--D LINES 
';,LID RND RID!). ACTIVE HIGH DUTPUTS* fl* ARE ENABLED WHEN -■ E IS 
LOW. note: the IMPLIED EXCLUSIVE OR* :+: * MUST BE PLACED BETWEEN 

THE FOURTH RND FIFTH PRODUCT TERMS. 


INPUTS ! DUTPUTS 


! CLEAR 


IS 

11 

10 

LID 

RID ! 

CLOCK 

LID ! 

A3 AS A1 AO ! 

RID 

OPERATION ! 

! L 


L 

L 

L 

X 

X ! 

L-H 

Z ! 

A3 AS A1 AO ! 

z 

NDP ! 

! L 


L 

L 

H 

X 

X ! 

L-H 

Z ! 

B3 BS B1 BO ! 

z 

LORD B ! 

! L 


L 

H 

L 

Rl 

Z ! 

L-H 

Z ! 

Rl A3 AS Rl ! 

A1 

SHIFT RT ! 

! L 


L 

H 

H 

X 

X ! 

L-H 

Z ! 

ALL HIGH ! 

z 

SET ! 

! L 


H 

L 

L 

Z 

LI ! 

L-H 

AS ! 

AS A1 AO LI ! 

z 

SHIFT LT ! 

! L 


H 

L 

H 

■z 

X ! 

L-H 

L ! 

ALL HIGH ! 

z 

SET ! 

! L 


H 

H 

L 

z 

CIN • 

L-H 

COUT! 

A PLUS ONE ! 

z 

INC IF CIN! 

! L 


H 

H 

H 

z 

BIN ! 

L-H 

BOUT! 

A MINUS ONE ! 

2 

DEC IF BIN! 

! H 


X 

X 

X 

X 

X ! 

L-H 

Z ! 

ALL LOW ! 

2 

CLEAR ! 


Four-Bit Up/Down Counter with Shift and TRI-STATE (R) Outputs, Design Specification. 



24-221 


Application Suggestions 











Application Suggestions 












SJ S"aaSS«V; 




llllllll 

llllllll 

lllllllll 
llllllllll 

llllllllll 

11111111111 

^ 

^dmm ■■■Haas 

i- 4PV%aaaa^-fwaaaHBBaMBaaa 
i^BPHB-IBBW-hABBBBBBBBBBMBBBa 
BBBBBBBBBBABBBBBBBBlBBBBBBBBa 

llllllllllll 
llllllllllll 
IIIIIIIIIIIIIL 
llllllllllllll 

llllllllllllll 

piiwiiBiiiniii 

PBBStBBSaSSBaBBMMBaPPBBMM 

B4B»-iBaaiaaBflBaBBWBa9>*<*!S% 

f 4ia#iUiiiwf iMiiimiir 

ii- 4PW%4aBBapwdi4P«iaaBi 

•iidip-«-iBaBPVS*dVP%4dHaaBi 

4aB4ihdiaBflBA4BM44aaBBBBI 

lll■llll^l■llll 
IlllllllllllliW 
iiiiiiiiiiiiiim 

iiiiiiiinminni 

linilllliniHIH 

%aaM»-iaHaaBaBaaaMBBBa|>#-ipw»"«aa 

/aBV%dBHBBBMBBBB 

aaBB^-aaBB 


iniiiiiiiiiiiiiHa 

iiiiiiiiiiiiiiiinn, 

iiiiiiiiHiiiiiiiinH 

lll■lll■lllnll■lHm 

iimmiiHiiBiH W 

!n!!!!!!!!!!!!!!n>g||i 

BBBBBBBBHBaBMBBBBiBBBHBBBS** 

BBBHIBBBHBBBHBBaMBBMBBBBBBa 
IBBBaaBBBBBBBBBBBaBHIBBBMBBBHBI 
lBBBBaBBB»BaB»aBB»BBB1BBBMBa 
^—^BBBBBBBBMiBBBBBBaaHBBBHBaBMBI 
^MaaBBBBBBBMBBBBBaBBMBBBaMBBBBBiaaMa 
l^MaiBBBMBBBBaBaBBBBBaMBBB MBaBl iliBB 
aaBMaaBBBBBBMBBBMaBBaBBaBiBaalaw 

IBBBaBHaBBBMBBBMffBB 

■IBPT«BPT«rVBH»"r'«a 


■HBHMfllBBaaaaiBBBBMBi 
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ALU ACCUMULATOR 


Design Specification PAL16A4 


PhL 1 P.H4 
PhT nni’P. 

HLU hClUHULhTOP 


PHL riEIIGM 


: PEC I FIGHT I DM 


CLDCK 

IM 11 1:0 B1 EE E:-: IE I ]. 

L-.r(E - E LIO P HE HE HI HO 0 CIM VCC 


H u : = 

I 3* IE* 1 1 ♦ I 0* . Hii. EO. 
IE* IE* 1 !♦ 1 0* . EO . : +: 
I E*IE*I !♦ I 0* C UL -*■ 

EO' + I E* IE*- 1 1*1 0* ' HO . * - I 3*- I£*I 1*- I 0* < 
I E* I E* 11*1 0* ■: -• H 0 * 1: 0 • * 

IE*IE*I1*I0*. Hi;. + 13*. H0> + CHRRYO 

-EO::. + 

HI : = 

I IE* I !♦ I 0* . HI , EC'. 

I E^IE*. Il»- I 0* 'El 
I ?♦ IE*I 1 ♦ I 0* . HO . + 

I; 1 . + I 3* I £•*.. 11*1 0* • H 1 ;. + . I 3* I E* I 1 ♦-■ I 0* ■: 
I 3*IE* I 1*1 0*.. HI*- El > + 

I 3* I E* 1 1 * I 0* 'HE;. I 3* .'HI :> + CHPPY 1 

'E 1 ::. + 

HE: = 

I 3 * IE« 11* I 0^ . HE. EO. 
I ;:*IE* I ■ I 0* . EE > : + : 
I E*IE*I 1*1 0* ‘HI > + 

EE." + 13* IE* 11*10**. he::. + • 13*. IE*I I*- 1 0* * 

I 3*1E* 1 1*1 0* * - HE*.' EE :. + 

I 3* IE* I 1*1 0* ..HE ■ + 1 3*. .HE' + CHPRYE 

.••'EE::. * 

H j; : = 

I IE* I !♦ I 0* '.H:-;. EO. 

EE* IE* I 1 ♦ I 0* ' EE,:. : +: 

iE»iE*i 1* ■■ 1 0* he:. + 

EE. + I 3* IE* 1 1*1 0* *- HE:. + . I 3*- I E* 1 1 ♦ ' I 0* * 
13*1 E* 11*1 0* . - H3* ■ EE :. + 

I 3* I E* I 1 * I 0* - L ID * 1 3* * HE :. + C HPRY3 

•■'EE::. + 

IF .vci; 

. H = I E* ■ IE* I 1 ♦. I 0 ♦ 
IE* IE* ■ I !♦, I 0 ♦ 
IE* ■ IE> I 1*.'I 0 ♦ 
IE* IE*- I I*.- I 0 ♦ 

.H3*E3 . + 

. HE* E3 . * ■: HE*EE:. * 

• H3+E3 . * *HE + EE> ♦ *H 1*E1 :■ + 

*H3+E3 . * *HE+EE> ♦ *H1 + E1 :. * .:H0*E0:. 


IF 'VCC 

p = IE* IE*. U«- 10 ♦ 
IE* IE» IMIO ♦ 
IE* IE* II*- 10 ♦ 

IE*-IE*I1*I0 ♦ 

IE*IE*I1*I0 ♦ 

IE* IE* II*- 10 * 

IE*IE*I1*I0 * 

. H3+E3 . * " HE* EE;. ♦ " H 1*E1 :* * . HO+EO,:' + 

*: H3> * *: HE> * *:-'Hl :. * *. HO:. + 

*. E3* * *- EE> * *- El . * *- EO:* + 

* H3*- E3> * *: HE+- EE:. ♦ * HI +. El :. ♦ C H0+ - B0> + 

*: HE*.- E3> * *:.' HE*-- EE::. ♦ .: -'Hl *.-■ El ,:. * C- H0*-- E0.> + 

* HE> * * HI :. * * H0 > * • C IM + 

LID*. 'HE . * ' he:> * *:-'H 1 :> 



IF.,: . I ?*IE*I l*.- I 0 . LID = .;,- H5:. 


IF .: 

'I3*IE*I1*I0 :. 

'C IM 

= *'HO:. 



MDTE 

. : LHE'P‘'i'0 ~ 

-'13*,-' 

IE* 1 1*. I 0 

♦ 

CIM 


CHPPYl = 

,' 13*,' 

IE* 11*10 

♦ 

. H0*E0:. + 



13*. 

IE* II*- 10 

♦ 

■HO+EO:* *CIM 


CHPPYE = 

-' 1 3*-' 

IE* 11*. I 0 

♦ 

.:H1*E1 :. + 



13*,' 

IE* ' 11*.' 10 

♦ 

■ Hl+El :. * .:HO*EO:> + 



■13*.'' 

IE* 11* 10 

♦ 

•: H 1 + E 1 . * ■: H 0*E 0 :> *C I M 


L HF'P'Y .': - 

13*,' 

IE* -'ll*..' 10 

♦ 

■ HE* EE:. + 



■ I3*' 

IE* 11* 10 

♦ 

■::H£+EE:> * < H1 *E1:. + 



I3* • 

IE* 11* 10 

♦ 

• HE+EE> * " HI +Ei::. ♦ .:H0*E0::. + 



13*,' 

IE* 11*. 10 

♦ 

.:HE+EE:> * - HI +E1:. * .:H0+E0:> *CIM 

DE:::C 

PIPTIDM: 





THE 

HLU HCCUMULHTDP 

LDHD 

.3 THE H-PEO 

IS 

TEP MITH DME DF EIGHT DPERHMD:i: 

THE 

PEE I MO EDOE DF 

THE C 

LDO . 0 HMD 

p 

DUTPUT OEMERHTE HMD PRDPHGHTE 


□r^ THE Hnn IMCTPUCTIDM. P DUTPUTS op = zero dm IMSTRUCTIDNS 1- 5* fc.»7. 


1 



IMPUT:' 




DUTPUT:;. 



DPERHTIDM 

1 

• 

13 

IE 

I 1 

10 ! 

LID 

C I M 

LID 

H3 HE HI HO ! 

C I M 



L 

L 

L 

L ! 


L 

z 

H PLUS E ! 

, z 

HDD 

H:=H PLLl:i: E 

1 


L 

L 

L 

L ! 


H 

z 

H PL E PL 1 ! 

7 

HDD 

H:=HPL,U:iEPLU.Sl 

1 


L 

L 

L 

H ■ 



z 

H3 HE HI HO ! 

2 

MDP 

H: =H 

1 


L 

L 

H 

L ! 



z 

E3 EE El EO ! 

2 

LDHD 

H:=E 

• 


L 

L 

H 

H ! 




H HMD E ! 

z 

HMD 

H: =H*E 



L 

H 

L 

L ! 



z 

-'E3.'EE-'B1-'E0 ! 

z 

LDHDC 

□MP H:=.- E 

1 


L 

H 

L 

H ! 



z 

H DR E ! 


DR 

H: =H+E 

1 


L 

H 

H 

L 


LI 

HE 

HE HI HO LI ! 

z 

:i:HIFT 

LEFT 

1 


L 

H 

H 

H ! 

RI 


z 

RI H:3 HE HI ! 

HI 

. :3HIFT 

RIGHT 



H 







H3 HE HI HO ! 


MDP 

H: =H 



ALU Accumulator, Design Specification. 
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Physical Dimensions 







PACKAGES 

Dual-ln-Line Packages 

(N) Devices ordered with “N” suffix are supplied in plastic molded dual-in-line packages. Molding material is a highly 
reliable compound suitable for military as well as commercial temperature range applications. Lead material is copperor 
alloy 42 with a hot solder dipped surface to allow ease of solderability. 

(J) Devices ordered with the “J” suffix are supplied in a CERDIP package (ceramic lid and base sealed with high 
temperature vitreous glass). Lead material is solder dipped alloy 42. 

(D) Devices ordered with the “D" suffix are supplied in side brazed, multi-layer, ceramic dual-in-line packages. The leads are 

Kovar or alloy 42 and either tin-plated, gold-plated, or solder-plated. 

(Q) Devices ordered with the “Q” suffix are supplied in either a “D” or “J" package, but with a UV window. 

Metal Can Packages 

(H) Devices ordered with the "H” suffix are supplied in a metal can package. The cap is nickel finish and the leads are gold- 
plated Kovar. Gold free construction using epoxy D/A is also available, with a tin-plated finish. 

Flat Packages 

(F) Devices ordered with the “F” suffix are supplied in a multi-layer, ceramic bottom brazed fiat package. The lid is plated 
alloy 42, and leads are gold-plated, tin-plated, or solder-plated alloy 42 or Kovar. 

(W) Devices ordered with the "W” suffix are supplied in a low-temperature ceramic flat package. 





National 

Semiconductor 


All dimensions are in Inches (millimeters) 


D16A package la replaced by D16C package. 



(4.191) 

O.O20-O.DEO 

17(0.508-1.524) 


0.008-0.015 O.OOa 
’’(0.203-0.381) (0.127) 

l\«IN 


0.290-0 320 
(7.366-8.128) 


0.015-0.023 ^ 

(0.381-0.584) 
0.100:0.010 
'(2.540:0.254) 
(0.100/(2.540) BSC 
TYPRELTO LEADS 
1 AND 16) 


0.125-0.200 

(3.175-5.080) 


NS Package D16C 
16-Lead Cavity DIP(D) 








Physical Dimensions 








G12C package Is replaced by H12C package. 




NS Package H08C 
8-Lead TO-5 Metal Can Package (H) 



NS Package H10C 
10-Lead TO-5 Metal Can Package (H) 
(Low Profile) 



NS Package H12C 

12-Lead TO-8 Metal Can Package (H> 






Physical Dimensions 


0.025 

10.035) 




NS Package J08A 
8*Lead Cavity DIP (J) 



LlJ Ld'liJ liJ LiJ LiJ LiJ 



NS Package J14A 
14-Lead Cavity DIP (J) 



NS Package J16A 
16-Lead Cavity DIP(J) 



A-6 








Physical Dimensions 






Physical Dii 


c 

o 

<0 

c 

0 ) 

E 



J24C package Is replaced by J24A package. 



NS Package J24E 
24-Lead Cavity DIP (J) 


A-8 







Physical Dimensions 


N08A package is replaced by NOSE package. 



NS Package NOSE 
S-Lead Molded DIP (N) 



NS Package N14A 
14-Lead Molded DIP(N) 


A-10 






0.870 



16-Lead Molded DIP (N) 
(N16E may be substituted) 



16-Lead Molded DIP (N) 
(Substitute for N16A) 


0.870 



18-Lead Molded DIP(N) 


A-11 


Physical Dimensions 












Physical Dimensions 



A-12 







1.270 



M24C(REV C) 


NS Package N24C 
24-Lead Molded DIP (N) 


N28A package Is replaced by N28B package. 
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Physical Dimensions 



Physical Dimensions 



A-14 








A-15 


Physical Dimensions 
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